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PUBLIC  HEARINGS 


BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 
Bernard  A.  Savage 
Charles  M.  Blum 
Chief  John  E.  Gunn 


Joseph  J.  Doyle,  Chief  Clerk 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION  10  A.  M.  TO  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office— Municipal  Building,  Rooms  1000  to  1018. 
Telephone— WOrth  2-0184. 

Office  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


CERTIORARI  ORDER  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS 

On  July  1,  1942,  petition  and  order  of  certiorari  was  served  on  the 
Board  by  Philip  Adelman,  attorney  for  87  Columbia  Street 
inaJogj’  ••>  less?e>  in  re  decision  of  the  Board  on  Mav  26 
1942,  denying  under  Sections  7e,  7h  and  21,  temporary  parC 
ing  and  storage  of  more  than  five  (5)  motor  vehicles  in  a 
residence  use  district;  premises  332-344  West  44th  Street, 
Borough  of  Manhattan;  Cal.  No.  1307-39-BZ. 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given _ 

Certiorari  Order  Served  on  Board. 

Docket. 

Rules  Directory. 

Minutes  of  Regular  Meeting  June  30,  1942,  at  10  A.  M., 
Affecting  Calendar  Numbers  704-41-BZ,  796-41-BZ, 
1C52-41-BZ,  1106-17-BZ,  707-41-BZ,  742-41-BZ,  790-41- 
BZ,  831-41-BZ,  1004-41-BZ,  110-42-BZ,  190-42-BZ,  262- 
42-BZ,  375-42-BZ,  461-42-BZ,  456-42-S  and  263-42-A. 

Minutes  of  Regular  Meeting  June  30,  1942,  at  2  P.  M„ 
Affecting  Calendar  Numbers  127-35-BZ,  394-41-BZ^ 
818-41-BZ,  839-41-BZ,  608-39-BZ,  669-41-BZ,  722-41- 
BZ,  749-41-BZ,  792-41-BZ,  286-37-BZ,  801-41-BZ,  353- 
42-BZ,  308-42-S,  311-42-A,  384-42-A,  458-42-A,  317- 
42- A,  337-42-S,  993-41-A,  15-42-A,  253-42-A,  325-42-A, 
340-42-A,  348-42-S,  388-42-A,  423-42-A,  427-42-A,  433- 
42-S,  216-34-A,  249-37-A,  126-42-A,  29-35-SA,  991-39- 
SM,  992-39-SM,  928-39-SM,  785-39-SM,  158-41-SM  and 
195-42-SM. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. \ 
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DOCKET. 

New  Cases  Filed  up  to  June  30,  1942. 

Cal.  No.  Dept.  Premises  Affected. 

505-42-BZ— H.B.M.— 278-292  Tenth  avenue,  east  side, 
between  West  26th  street  and  West  27th  street,  455-463  West 
26th  street  and  446-460  West  27th  street  (Block  No.  724, 
part  of  Lot  No.  1),  Borough  of  Manhattan,  Decision  re 
Certificate  of  Occupancy. 


506-42-A — H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Buildings  No.  40,  41,  48,  IK, 
16,  30,  44,  66,  36  and  Ga.te  House)  ;  (Block  No.  2257,  Lot 
Nos.  2,  16,  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153, 
155,  Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No. 
2236  Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1  and 
50  Block  Nos.  2589,  2590,  2595.  2603,  2604,  2605,  2606,  Lot 
No.  1,  Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34, 
Block  No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos. 
1,  45,  Block  No.  2801,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50 
and  Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44),  Maspeth, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street),  N.  B.  840-42,  N.  B.  848-42,  N.  B. 
849-42,  N.  B.  850-42,  N.  B.  851-42,  N.  B.  852-42,  N.  B. 
853-42,  N.  B.  854-42,  N.  B.  855-42  and  N.  B.  872-42. 


507-42- A _ H.B.Bx. — 449  East  178th  street,  north  side, 

66.47  ft.  cast  of  Park  avenue  (Block  No.  3035,  Lot  No.  61). 
Borough  of  The  Bronx,  Alt.  360-42. 


508-42-BZ _ H.B.M. — 457  West  48th  street,  north  side, 

175  ft.  east  of  Tenth  avenue  (Block  No.  1056,  Lot  No.  8), 
Borough  of  Manhattan,  Alt.  2509-41. 


509-42-A— F.D. — 56  East  88th  street,  south  side,  210  ft. 
6-2/3  in.  west  of  Park  avenue  (Block  No.  1499,  Lot  No. 
46),  Borough  of  Manhattan,  31041-L.  C. 


510-42-BZ— H.B.Bx.— 191-195  City  Island  avenue  and 
102-110  Winter  street,  southwest  corner  (Block  No.  5626, 
Lot  No.  36),  Borough  of  The  Bronx,  Decision  re  Certificate 

of  Occupancy. 


51 1-42- A _ H.B.Bx. — 1660  Hering  avenue,  east  side,  55.03 

ft.  south  of  Van  Nest  avenue  (Block  No.  4113,  Lot  No.  64), 
Borough  of  The  Bronx,  Amendment  to  Alt.  1119-41. 


512-42-S _ H.B.M. — 8-10  East  49th  street,  south  side,  175 

ft.  east  of  Fifth  avenue  (Block  No.  1284,  Lot  No.  65), 
Borough  of  Manhattan,  Alt.  841-42. 


513-42-A _ F.D. — 214  West  26th  street,  south  side,  170  ft 

west  of  Seventh  avenue  (Block  No.  775,  Lot  No.  48). 
Borough  of  Manhattan,  29501 -L.  C.  and  Decision. 


514-42-BZ — H.B.Q. — 39-11  to  39-33  Skillman  avenue, 
north  side,  100  ft.  east  of  39th  street  (Block  No.  183,  part 
of  Lot  No.  1),  Long  Island  City,  Borough  of  Queens,  Misc. 
2950-42. 


515-42-A — H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2, 
16,  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 
Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44),  Maspeth,  Bor¬ 
ough  of  Queens,  N.  B.  840-42. 


516-42-A— H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  225/,  Lot  Nos.  2, 
16,  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 
Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44),  Maspeth,  Bor¬ 
ough  of  Queens  (Office  Building,  No.  40),  N.  B.  848-42. 


517-42-A— H.B.Q.— 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2, 
16  31  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block' No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 
Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block 
No  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40,  44),  Maspeth,  Borough 
of  Queens  (Laboratory  Building,  No.  41),  N.  B.  849-42. 


518-42-A— H.B.Q— 47-19  Grand  avenue,  entire  •  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2, 
16  31  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block' No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 
Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  No’s.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34.  Block- 
No  2596  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45  'Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40.  44,  50,  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40,  44).  Maspeth,  Borough 
of  Queens  (Wash  Room  Building  No.  48),  N.  B.  850-42. 


519-42-A— H.B.Q. — 47-19  Grand  avenue,  entire  area 
hounded  bv  Grand  avenue,  Page  place,  56th  road,  Maspeth 
•v  -v.  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2, 
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16.  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 
Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  25 92,  2593,  2594,  Lot  Nos.  1,  34,  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44),  Maspeth,  Bor¬ 
ough  of  Queens  (2  Rectifier  Stations,  Nos.  1R  and  16), 
N.  B.  851-42. 


520-42-A — -H.B.Q.- — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2, 
16,  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 
Lot  Nos.  70,.  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44),  Maspeth,  Bor¬ 
ough  of  Queens  (Transformer  Service  Building,  No.  30), 
N.  B.  852-42. 


521-42-A — H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2, 
16,  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 
Lot  Nos.  70.  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block- 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45,  Block  No.  2601,  Lot  Nos.  1.  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Ncs.  1,  37,  40  and  44),  Maspeth,  Bor¬ 
ough  of  Queens  (Machine  Shop  Building,  No.  44),  N.  B. 
853-42. 


522-42-A — H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2, 
16,  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 
Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block- 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45,  Block  No.  2602,  Lot  Nos.  1,  37,  40,  44  and  Block  No. 
2601,  Lot  Nos.  1,  21,  28,  34,  40,  44  and  50),  Maspeth,  Bor¬ 
ough  of  Queens  (Gate  House  Building,  No.  44),  N.  B. 
872-42. 


523-42-BZ — H.B.Bx. — 2545  Marion  avenue,  west  side, 
149.45  ft.  north  of  Fordham  road  (Block  No.  3286,  Lot  No. 
69),  Borough  of  The  Bronx,  Alt.  192-42,  Amendment. 


524-42-A — H.B.Bx. — 2545  Marion  avenue,  west  side, 
149.45  ft.  north  of  Fordham  road  (Block  No.  3286,  Lot  No. 
69),  Borough  of  The  Bronx,  Alt.  192-42,  Amendment. 


Restored  to  Calendar. 

127-35-BZ — H.B.B. — 115-119  Truxton  street,  north  side, 
142  ft.  9J4  in.  west  of  Conway  street  (Block  No.  1544,  Lot 
Nos.  42  and  44),  Borough  of  Brooklyn,  N.  B.  2548-41. 


I H0. S I C« NATIONS:  H.II. — Department  of  Housing  and  Buildings; 
ll.lt.U. — Department  of  Housing  and  Buildings,  Brooklyn; 

Department  of  Housing  and  Buildings,  Manhattan;  II. I1.<1 _ De¬ 
partment  of  Housing  and  Buildings,  Queens;  Il.ll.lt _ Department 

of  Housing  and  Buildings,  Richmond;  H.B.Ilx.— Department  of 
Housing  and  Buildings,  Bronx;  II. D — Health  Department,  and 
If.l). — Fire  Department. 
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22, 

No. 

15 

Frame  Garages,  Ruling  for . . 

.Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

3 

Fusion  Welding  and  Gas  Cutting 

Rules 

May 

20, 

1941- 

-Vol. 

26, 

No. 

20 

Gas  Shut-Off  Rules  . 

.  Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

Hatchway  Protection  . 

.  Fune 

5, 

1928- 

-Vol. 

13, 

No. 

23 

Insulating  Fibre  Board  Rules . 

Mar. 

31, 

1942 

—Vol. 

27, 

No. 

13 

Oil  Burner  Rules  . 

.  Jan. 

13, 

1942- 

-Vol. 

27, 

No. 

2 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . 

.Jan. 

6, 

1942- 

-Vol. 

27, 

No. 

1 

Paint,  Varnish  and  Lacquer  Sprav- 

ing  Rules  . 

.  Nov. 

25,  1941— 

Vol.  26.  No.  47A 

Platform  Trucks,  Specifications  for. 

Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

Plumbing  Rules  . 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for.... June 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting. .  .  June 

Tank  Trucks,  Fuel  Oil,  etc . f\Tov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr. 


25,  1941 — 

7,  1937 
26,  1941 
30,  1942 
29,  1937 

8,  1937 
7,  1932 

24,  1936 
24,  1936 


Vol.  26,  No.  47A 
— Vol.  22,  No.  36 
—Vol.  26,  No.  34 
—Vol.  27,  No.  26 
—Vol.  22,  No.  26 
—Vol.  22,  No.  23 
—Vol.  17,  No.  23 
Vol.  21,  No.  47 
Vol.  21,  No.  47 


10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fireline  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No  47A 

Kiel  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No.  47A 

Gas  Heaters  . . Nov.  25,  1941— Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47 A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


JULY  7,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  7,  1942,  al 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 
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812-41-BZ — Application,  September  19,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
l’roskauer,  applicants,  on  behalf  of  C.  J.  Neumann  Realty 
Corporation,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  reconstruction  and 
extension  of  a  gasoline  service  station;  premises  1916-1922 
Flatbush  avenue  and  3822-3832  Avenue  L,  southwest  corner 
(  mock  No.  7815,  Lot  Nos.  32  and  35),  Borough  of  Brooklyn. 

704-41-BZ— Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Edward  W.  Stellges,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles;  premises  137  Beach 
67th  street,  west  side,  161.78  ft.  north  of  Boardwalk  and 
138  Beach  68th  street  (Block  No.  360,  Lot  No.  85  and  part 
of  Lot  No.  12),  Arverne,  Borough  of  Queens. 


276-42-BZ— Application,  April  1,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Joseph  B.  Lynch,  applicant,  on 
behalf  of  Louis  Iervolino  and  Thomas  Iervolino,  owners,  to 
permit  in  a  residence  use  district,  the  reconstruction  and 
change  of  occupancy  of  an  existing  garage  building  to  a 
gasoline  service  station ;  premises  81  Rapelye  street,  north¬ 
west  corner  of  Hicks  street  (Block  No.  363,  Lot  No.  38), 
Borough  of  Brooklyn. 

1029-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Henry’  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Corporation  and  Staten 
Island  Rapid  Transit  Railroad  Company,  owners,  to  permit 
in  a  business  use  district,  the  extension  and  reconstruction 
of  an  existing  gasoline  service  station;  premises  263  Bay 
street  and  16  Hannah  street,  southeast  corner  (Block  No. 
487  Lot  No.  42),  Tcmpkinsville,  Borough  of  Richmond. 


77-32-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Anagal  Realty  Company,  Incorporated, 
owner,  reopened  November  5,  1941,  under  sections  7c  and  21 
of  the'zoning  resolution,  to  permit  in  a  business  use  district, 
the  maintenance  and  the  extension  of  a  gasoline  service 
station  (previously  granted  by  the  Board  for  a  temporary 
period)  ;  premises  181-07  Horace  Harding  boulevard  north¬ 
east  corner  of  Utopia  parkway  (Block  No.  7065,  Lot  No.  5), 
Flushing,  Borough  of  Queens. 

213-42-BZ — Application,  March  18,  1942,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  S.  Worrall, 
]r  applicant,  on  behalf  of  Cord  Meyer  Development  Com¬ 
pany,  owner  (Forest  Hills  Material  Company,  lessee),  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor  vehi¬ 
cles  •  premises  69-02  to  69-40  Austin  street  and  102-30  to 
10?-38  69th  (Stafford)  avenue,  southeast  corner  (Block  No. 
3234,  Lot  No.  110  and  part  of  Lot  No.  150),  Forest  Hills, 
Borough  of  Queens. 

228-42-BZ — Application,  March  20,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Thomson  Hill  Land  and  Im¬ 
provement  Company,  applicant  and  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  39-16  48th  avenue,  southwest  corner  of  39th  place 
(Block  No.  206,  Lot  No.  18),  Long  Island  City,  Borough  of 
Queens. 


10-42-BZ — Application,  January  5,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant,  on 
behalf  of  Lina  S.  Kissam,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  and  partlv  in  an  unrestricted  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  220-20  Jamaica  ave¬ 
nue,  south  side,  481.92  ft.  east  of  Springfield  boulevard 
(Block  No.  10793,  Lot  Nos.  37  and  45  and  Block  b-o.  10789, 
Lot  Nos.  37,  38  and  43),  Queens  Village,  Borough  of  Queens. 


283-42-BZ— Application,  April  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Abraham  J.  Halprin,  applicant, 
on  behalf  of  Hortense  C.  Badman,  executrix  of  Estate  of 
Theodore  Badman,  owner,  to  permit  in  a  residence  use  dis¬ 
trict  for  a  term  of  two  (2)  years,  the  transient  parking  ol 
more  than  five  (5)  motor  vehicles;  premises  222-228  Last 
34th  street,  south  side,  275  ft.  east  of  Third  avenue  (Block 
No.  914,  Lot  Nos.  46  to  49,  inclusive),  Borough  of  Man¬ 
hattan. 


807-40-BZ— Application  of  Richard  Stiegler,  applicant 
and  owner,  reopened  March  31,  1942,  under  sections  7f  and 
21  of  the  zoning  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  temporary- 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (prevmusjy 
denied)  ;  premises  1168-1184  River  avenue,  east  side,  129  ft. 
north  of  McClellan  street  (Block  No.  2488,  part  of  Lot  Nos. 
1  and  12),  Borough  of  The  Bronx. 


Appeals  from  Administrative  Decisions. 

432-42-A— 263  Bay  street  and  16  Hannah  street,  south¬ 
east  corner  (Block  No.  487,  Lot  No.  42),  Tompkinsville, 
Borough  of  Richmond. 

495-42-A— 263  Bay  street  and  16  Hannah  street,  south¬ 
east  corner  (Block  No.  487,  Lot  No.  42),  4 ompkinsville, 
Borough  of  Richmond  (under  section  35,  Geneial  City 
Law — re  bed  of  mapped  street). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  7,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

248-42-A — 149-151  East  34th  street,  north  side,  250  ft. 
west  of  Third  avenue  (Block  No.  890,  Lot  No.  34),  Borough 
of  Manhattan. 

« 

384-42-A — 40  Hopkins  street,  south  side,  400  ft.  west  of 
Marcy  avenue  (Block  No.  1724,  Lot  No.  2o),  Borough  of 
Brooklyn. 

308-42-S — 114-124  Troutman  street,  east  side,  210  ft.  6  in. 
south  of  Central  avenue  (Block  No.  3184,  Lot  No.  19),  Bor¬ 
ough  of  Brooklyn. 

458-42-A — 74-11  to  74-21  Broadway,  north  side,  116.7 
ft  east  of  Roosevelt  avenue,  74-12  to  74-20  Roosevelt  ave¬ 
nue  and  40-02  to  40-14  75th  street  (Block  No.  1485,  Lot  No. 
23),  Jackson  Heights,  Borough  of  Queens. 

483-42  A — 544  West  43rd  street,  south  side,  175  ft.,  east 
of  11th  avenue  (Block  No.  1071,  Lot  Nos.  54  to  57,  inclu¬ 
sive),  Borough  of  Manhattan. 

449_42- A — 654  Powell  street,  west  side,  110  ft.  5  in  south 
of  New  Lots  avenue  (Block  No.  3862,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

450-42-S— 654  Powell  street,  west  side,  110  ft.  5  in.  south 
of  New  Lots  avenue  (Block  No.  3862,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

456-42-A — 307-313  Kingsland  avenue,  west  side,  135  ft. 
south  of  Norman  avenue  (Block  No.  2657,  Lot  No.  13), 
Borough  of  Brooklyn. 

Appliances  and  Materials  for  Approval. 

317-26-SA — Dempsey  Industrial  Oil  Burner. 

346-42-SA — “Em  pyre”  and  “Stop-Fire”  Stirrup  Type 
Water  Spray  Pump. 

372-42-SA— “Fire  Smoother”  (Rock  Powder  Fire  Ex¬ 
tinguisher). 

79-40-SM— Green  Bag  Non-Staining  Waterproofed  Ma¬ 
sonry  Cement. 


732 


CALENDAR 


728-41-SM — Bondlite  (for  interiors)  and  Esterior  Bond- 
litc  (penetrating  and  bonding  oil  paints). 

980-4 1-SM — John  Wood  275  Gallon  Basement  Obroitnd 
Fuel  Oil  Tank. 

250-42-SM — Adjusta-Post  (Jack  Column). 


JULY  14,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions: 
of  the  zoning  resolution,  Tuesday  morning,  July  14,  1942,  at 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 


265-42-BZ — Application,  March  31,  1942,  under  section 
7h  of  the  zoning  resolution  of  Max  Horn,  applicant,  on 
behalf  of  Long  Island  Railroad  Company,  owner  (Mer¬ 
chants  Association  of  Far  Rockaway,  Incorporated,  lessee), 
to  permit  partly  in  a  business  use  and  partly  in  an  unre¬ 
stricted  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises  21-10  New  Haven  avenue  (Clark  street),  north  side, 
100  ft.  east  of  Beach  22nd  (White)  street,  21-11  and  21-12 
Cornaga  avenue,  north  and  south  sides,  103  ft.  east  of 
Beach  22nd  (White)  street,  along  Long  Island  Railroad, 
running  through  to  Far  Rockaway  boulevard  (Block  No. 
214,  Lot  No.  6 — parking  lot  “B”  and  Block  No.  215,  Lot  No. 
7 — parking  lot  “A”),  Far  Rockaway,  Borough  of  Queens. 

705- 41-BZ— Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Idella  R.  Koechel,  owner,  to  permit  in  a  residence  use 
district,  for  a  term  of  twro  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  170 
Beach  105th  street,  northeast  corner  of  Shore  Front  park¬ 
way  (Block  No.  643,  Lot  Nos.  10,  17  and  18),  Rockaway 
Beach,  Borough  of  Queens. 

706- 41-BZ-  Application,  July  31,  1941,  under  section  7h 
^19  zon’nf>  resolution,  of  Max  Horn,  applicant,  on  behalf 

of  \  iola  Murtha,  owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a^  term  of  two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles;  premises  115-117  Beach  96th 
street,  ^northwest  ^corner  of  Shore  Front  parkway  (Block 
No.  635,  Lot  No.  76),  Rockaway  Beach,  Borough  of  Queens. 

845-4J-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution  of  Max  Horn,  applicant, 
on  behalf  of  Brooklyn  Trust  Company  (as  trustee),  owner, 
to  peirnit  partly  in  a  residence  use  and  partly  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  14-07  Seagirt 
avenue  and  121  Beach  14th  street,  southwest  corner  (Block 
rso.  149,  part  of  Lot  No.  1),  Far  Rockaway,  Borough  of 
Queens. 

260-42-BZ— Application,  March  30,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Mollie  Lilienfeld,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
iI-'m  c"a^e  more  than  hve  (5)  motor  vehicles;  premises 
36-02  Sprayview  avenue  and  111  Beach  36th  street,  north¬ 
west  comer  (Block  No.  317,  part  of  Lot  Nos.  83  and  87), 
Edgemere,  Borough  of  Queens. 

315-42-BZ  Application,  April  15,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Long  Island  Railroad  Company,  owner  (88th 
Street  Garage  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  219 
Beach  88th  street,  west  side,  184  ft.  north  of  Rockaway 
Beach  boulevard  and  220  Beach  90th  street  (Block  No.  574, 
Lot  No.  4),  Rockaway  Beach,  Borough  of  Quee 


117-42-BZ  Application,  hebruary  10,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Angelina  Baldi,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  1433-1435  De  Kalb  avenue,  west  side,  275  ft  north 
of  Wilson  avenue  (Block  No.  3235,  Lot  No.  44),  Borough 
of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


JULY  14,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

171-42-A — 60-29  Catalpa  avenue,  north  side,  169  10  ft 
west  of  60th  lane  (Block  No.  3514,  Lot  No.  47),  Ridgewood 
Borough  of  Queens  (under  section  60,  Multiple  Dwelling 
Law)  re  installation  of  the  sprinkler  system  in  a  proposed 
tenant  garage  in  a  multiple  dwelling. 


506-42-A — 47-19  Grand  avenue,  entire  area,  bounded  by 
Grand  avenue,  Page  place,  56th  road,  Maspeth  Creek  and 
Newtown  Creek  (Buildings  Nos.  40,  41,  48,  1R,  16  30  44 
66,  36  and  Gate  House)  ;  (Block  No.  2257,  Lot  Nos  2 
16  and  31 ;  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153 
and  155;  Block  No.  2235,  Lot  Nos.  1,  225,  300  and  330; 

Block  No.  2236,  Lot  Nos.  70,  75  and  30;  Block  No.  2588 

Lot  Nos.  1  and  50;  Block  Nos.  2589,  2590,  2595,  2603,  2604 
2605  and  2606,  Lot  No.  1 ;  Block  Nos.  2591,  2592,  2593  and 
2594,  Lot  Nos.  1  and  34;  Block  No.  2596,  part  of  Lot  No. 
1;  Block  No.  2600,  Lot  Nos.  1  and  45;  Block  No  2601 

Lot  Nos.  1,  21,  28,  34,  40,  44  and  50  and  Block  No.  2602,’ 

Lot  Nos.  1,  37,  40  and  44),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law— re  beds  of  the  fol¬ 
lowing  mapped  streets:  47th  street  (Rogers  street),  48th 
street  (Gilbert  street),  49th  street  (Owens  street),  50th 
street  (Rice  street),  51st  street  (Simpson  street),  52nd 
street  (Richey  street),  53rd  street  (Sophie  street),  54th 
street  (Garrison  street),  Maspeth  avenue,  49th  street  (Mu¬ 
nich  street),  49th  place  (Bremen  street),  50th  street  (Berlin 
avenue)  and  57th  avenue  (Creek  avenue — Hanover  avenue)  ; 
(aluminum  plant). 


Appliances  and  Materials  for  Approval. 

373-42-SA — Handy  Folding  Pail  Co.,  Inc.,  Handy  Fold¬ 
ing  Water  Bucket,  10  and  12  Quart  capacity. 

1 70-42- SM — Inselbric. 

454-41-SM — Superior  One  Hour  Hollow  Steel  Fire  Door. 
779-41-SM — Certain-Teed  Gypsteel  Precast  Short  Span 
Gypsum  Roof  Slabs  (3"  x  12"  x  30"  solid). 


JULY  21,  1942,  10  A.  M. 

Zoning  Applications. 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  21,  1942,  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan,  on 
the  following  matters : 

465-42-BZ — Application,  June  11,  1942,  under  sections  7a 
and  7c  of  the  zoning  resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  8302  Atlantic  Avenue  Corporation,  owner,  to 
permit  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  factory  building  by  the  construction  and  use  of  a  new 
cellar;  premises  83-02  to  83-20  Atlantic  avenue,  94-01  to 
94-15  83rd  street,  southeast  corner  and  94-02  to  94-16  84th 
street  (Block  No.  9014,  Lot  Nos.  1  and  11),  Ozone  Park, 
Borough  of  Queens. 

177-42-BZ — Application,  March  4,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  John  F.  McKenna,  owner,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence  use  district,  for  a 
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term  of  two  (2)  years  the  parking  f sSee? 
than  five  (5)  motor  vehicles;  premises  582-61U  ooth  street, 

southeast  corner  of  Gatling  place  (Block  No.  6054,  Lot  Nos. 
19,  20,  22  and  27),  Borough  of  Brooklyn. 

371-42-BZ — Application,  May  7.  1942  under  sections  7f 
and  7h  of  the  zoning  resolution,  of  Paul  Friedman  applies .  , 
on  behalf  of  Underwriters  1  rust  Company  (as  trustee), 
owner  (Bertha  Friedman,  lessee),  to  permit  in  a  business 
use  district  for  a  term  of  two  (2)  years,  the  parking  and 

storage  of ’more  than  five  (5)  motor  veh: ‘^^Teets 
6301-6323  11th  avenue,  east  side,  from  63rd  to  64th  street .  . 
1102-1112  63rd  street  and  1101-1111  64th  street  (Block  N  . 
5738,  Lot  No.  1),  Borough  of  Brooklyn. 

406-41-BZ— Application,  May  5,  1941,  under  section  7e 
of  the  zoning  resolution,  of  A.  Paul  Loshen,  applicant  on 
behalf  of  Samuel  Litt,  owner,  to  permit  in  a  business  use 
district  for  a  term  of  two  (2)  years,  the  erection  of  a 
lumber’ shed  and  the  use  of  the  premises  as  an  office  in  con 
nection  with  the  lumber  yard;  premises  218-35  to . 
Hempstead  avenue,  north  side,  195.50  ft.  west  of  Sprmgfield 
boulevard  (Block  No.  10766,  Lot  No.  47),  Laurelton,  Bor- 
ough  of  Queens. 

542-41-BZ— Application,  June  16,  1941  under  sections  7a 
and  7e  of  the  zoning  resolution,  of  Dominic  Russo,  applicant 
and  lessee  for  Dominic  Russo  and  Estate  of  Andrew  Haga 
man  owners,  to  permit  upon  a 

business  use  and  partly  in  a  residence  .thfr“-®s 

sion  of  an  existing  motor  vehicle  repair  shop,  Pr«£ 

936  Richmond  avenue,  west  side  143  31  ft.  south  ot  Porest 
avenue  (Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich 
mond,  Borough  of  Richmond. 

314-42-BZ— Application,  April  15,  1942,  under  section  7h 

of  the  zoning  resolution,  of  Union  Parking  Corporation, 

applicant  °and^lessee,  on  behalf  of  Dry  Dock  Savings  Insti¬ 
tution  owner,  to  permit  in  a  retail-1  use  district,  for  a  term 
of  two  (2)  years,  the  parking  of  more  than  five  (5)  mot 
vehicles ;  premises  122-126  West  48, h  street  sou*  s.de,  245 
ft.  west  of  Sixth  avenue  (Block  No.  1000,  Lot  wo. 
Borough  of  Manhattan. 

140-42-BZ— Application,  February  18,  1942  under  section 
21  of  the  zoning  resolution,  of  Anthony  M.  De  Rose,  app  - 
canl  on  behalf  of  Anton  Escherich,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  six 
(6)  car  garage  on  the  same  plot  with  an  existing  four  (  ) 
car  garage;  premises  2851-2853  Bailey  avenue,  west  side, 


498  ft.  south  of  West  230th  street  (Block  No.  3264,  Lot  No. 
63),  Borough  of  The  Bronx. 

1101-41-BZ— Application,  December  23,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewettei, 

•  applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  partly  in  a  business  use  and  partly,  in  an  unrestricted 
use  district,  the  reconstruction  of  an  existing  gasoline  se 
vice  station ;  premises  451-457  Flushing  avenm t  and  713-721 
Bedford  avenue,  northeast  corner  (Block  No.  2263,  Lot  No. 
1),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

4R1  42-A _ 451-457  Flushing  avenue  and  713-721  Bedford 

avenue,  northeast  corner  (Bffick  No.  2263,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

11-42-A— 220-20  Jamaica  avenue,  south  side  481.92  ft. 
east  of  Springfield  boulevard  (Block  No.  10793,  parts  of 
Lot  Nos.  37  and  45  and  Block  No.  10789,  Lot  Nos.  38  and 
43)  Queens  Village,  Borough  of  Queens  (under  section  3 
General  City  Law— re  bed  of  mapped  street— proposed  96th 

avenue).  HARRIS  H.  MURDOCK,  Chairman. 


JULY  28,  1942,  10  A.  M. 

Zoning  Application. 

NOTTCF  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provismns 
nf  the  zonin'*  resolution,  Tuesday  morning,  July  28,  1942,  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan,  on 
the  following  matter : 

1052-41-BZ— Application,  December  4  1941,  under  sec¬ 

tion  7c  of  the  zoning  resolution,  of  hrank  Straub  on  bejja 
of  Frederick  Figge  Company,  owner,  to  permit  in  a  business 
nsp  district  the  conversion  of  occupancy  of  an  exist  g 
Wdtag  .o'  factory  use;  premises  300-302  Pacific  street 
south  side,  250  ft.  east  of  Smith  street  (Block  No.  188,  Lot 
No.  20),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

456-42  S -300-302  Pacific  street,  south  side  250  ft.  east 
of  Smith  street  (Block  No.  188,  Lot  No.  20),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


board  of  standards  and  appeals 

REGULAR  MEEETING 
TUESDAY  MORNING,  JUNE  30,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 

Blum  and  Deputy  Chief  Gunn.  -n  rfi  held  on 

The  minutes  of  the  regular  meeting  of  the  board  neia  on 

Ithne  BoJfeilt  TueS^f^noon 

Line  23,  1942,  were  approved  as  printed  in  Bulletin  No.  , 

Vol.  27.’  _ 

ZONING  CASES. 

704-41-BZ. 

APPLICANT— Max  Horn,  for  Edward  W.  Stellges,  owner. 

SUBTECT _ Application  (re  decision  of  the  borough  super¬ 

intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  or  a  ^rra 
two  (2)  years,  the  parking  of  more  than  five  (3) 
motor  vehicles. 


PRFMISES  AFFECTED— 137  Beach  67th  street,  west  side, 
161  78  ft  north  of  Boardwalk  and  138  Beach  68th 
street  (Block  No.  360,  Lot  No.  85  and  part  of  Lot 
No.  12),  Arverne,  Borough  of  Queens. 

API  EAp^^pfcant .  Mrs.  Max  Horn  and  Solomon  Gold- 

For  bQn%sition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  ,n 

ACTION  OF  BOARD— Laid  over  to  July  7  1942  at  10 
A  M.  for  representative  of  owner  to  furnish  addi¬ 
tional  information  and  for  further  consideration  by 
the  Board. 


APPLICANT— Lama  and  Proskauer,  for  Elizabeth  Murphy, 

cttrtFGT _ Annlication  (re  decision  of  the  borough  super- 

SL  BJE  ffitendePnt)  ’ Jnder  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
extension  of  an  existing  gasoline  service  station. 
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PREMISES  AFFECTED — 207-07  to  207-19  Linden  boule¬ 
vard,  north  side,  197.46  ft.  west  of  Springfield 
boulevard  (Block  No.  11082,  Lot  Nos.  3,  6  and  8), 
St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Edward  J. 
Murphy. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Placed  on  reserve  calendar,  pend¬ 
ing  definite  decision  by  City  Planning  Commission 
and  Board  of  Estimate  as  to  opening  of  Nashville 
boulevard. 

1052-41-BZ 

APPLICANT — Frank  Straub,  for  Frederick  Figge  Com¬ 
pany,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to  factory  use. 
PREMISES  AFFECTED — 300-302  Pacific  street,  south 
side,  250  ft.  east  of  Smith  street  (Block  No.  188, 
Lot  No.  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Frank  Straub. 

ACTION  OF  BOARD — Laid  over  to  July  28,  1942,  at  10 
A.  M.  for  applicant  to  renotify  affected  property 
owners  by  registered  mail  not  later  than  Tuly  16, 
1942. 


1106-17-BZ. 

APPLICANT — William  F.  Regan,  for  Helen  I.  Doyle, 
owner  (Ola  Jones,  lessee). 

SUBJECT — Application  reopened  March  3.  1942  ( re 

decision  of  the  borough  superintendent)  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  conversion  of  occupancy  of 
part  of  an  existing  building  to  a  motor  vehicle 
repair  shop  (this  building  was  previously  acted 
upon  by  the  Board). 

PREMISES  AFFECTED— 137  Jefferson  avenue,  north 
side,  450  ft.  west  of  Nostrand  avenue  (Block  No. 
1827,  Lot  No.  82),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  W.  F.  Doyle. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (1106-17-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  use 
district  the  maintenance  of  a  motor  vehicle  repair  shop, 
premises:  137  Jefferson  avenue,  north  side,  450  ft.  west  of 
Nostrand  avenue  (Block  No.  1827,  Lot  82).  Borough  of 
Brooklyn,  was  granted  by  the  Board  September  11,  1917; 
and 

Whereas,  William  Regan,  for  Helen  T.  Doyle,  owner, 
requested  reopening  of  the  application,  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  conversion  of  occupancy  of  part  of  said  building  to  a 
motor  vehicle  repair  shop ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  March  3,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  Tune  30,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jefferson  avenue  and  Putnam 


avenue  are  each  in  residence  and  business  use  districts ; 
Nostrand  avenue  and  Bedford  avenue  are  in  business  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  10,  1942,  re  B.  N.  Application  No.  2745- 
1941,  reads: 

“This  occupancy  as  motor  vehicle  repair  shop  was 
discontinued  as  per  records  of  Fire  Department.  This 
application  to  occupy  this  building  as  a  motor  vehicle 
repair  shop  and  which  is  located  in  a  residential  use 
district  is  contrary  to  Art.  2,  Sect.  3  of  the  zoning- 
resolutions.” 
and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
25  ft.  front  by  57  ft.  10  in.  in  depth  and  two  stories  in 
height.  It  is  proposed  to  use  the  1st  story  of  the  existing 
building  as  _a  motor  vehicle  repair  shop,  with  the  2nd  story 
to  be  used  for  residential  use ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  21 
thereof,  for  a  term  of  five  (5)  years  from  the  date  of  this 
resolution,  to  permit  the  occupancy  of  the  street  floor  of  the 
building  as  a  garage  for  five  (5)  cars  and  for  motor  vehicle 
repairing  with  hand  tools  only,  on  condition  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


707-41-BZ. 

APPLICANT — Max  Horn,  for  Leo  H.  Rich,  owner 
(Nathan  Zucker,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 34-21  Sprayview  avenue,  south¬ 
east  corner  of  Beach  35th  street  (Block  No.  306, 
Lot  No.  1),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn,  Lazarus  Zucker 
and  Isidore  Zucker. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION  (707-41-BZ) 

Whereas,  Max  Horn,  for  Leo  H.  Rich,  owner  (Nathan 
Zucker,  lessee),  filed  on  July  31,  1941,  an  application  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district  for  a  term  of  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  34-21  Spray- 
view  avenue,  southeast  corner  of  Beach  35th  street  (Block- 
No.  306,  Lot  No.  1),  Edgemere,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  Tune  30,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  decision  of  the  boroueh  superintendent, 
dated  July  9,  1941,  re  Misc.  Applic.  6212-41,  reads: 

“The  use  of  these  premises  for  the  parking  of  motor 
vehicles  in  a  residence  district  is  contrary  to  Art.  2, 
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and 


Sec.  3  of  the  Zone  Resolution. 
Not  further  considered.” 


Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  35th  street  and  Beach  34th 
street  are  each  in  residence  and  business  use  districts , 
Sprayview  avenue  is  in  a  residence  use  district;  Boardwalk 

is  in  a  business  use  district ;  and 

Whereas,  the  premises  consist  of  a  plot  of  ground  na\- 
ing  a  frontage  of  155  ft.  on  Beach  35th  street  and  120  ft  on 
Sprayview  avenue.  There  is  a  candy  stand  and  office  (  - 
ft.  by  20  ft.  in  area)  on  the  site.  It  is  proposed  to  use 
the  premises,  for  a  term  of  two  (2)  years,  for  the  parking 
of  more  than  five  (5)  motor  vehicles,  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  to  permit  the  premises  to  be  occupied  for  the  paik 
ing  and  storage  of  motor  vehicles,  on  condition  that  only 
motor  vehicles  of  the  pleasure  car  type  shall  be  so  parked 
or  stored  and  only  motor  vehicles  in  condition  for  oper¬ 
ation ;  that  the  plot  shall  be  leveled  substantially  to  the 
grade'  of  Sprayview  avenue  and  Beach  35th  street  and 
shall  be  surfaced  with  adequate  material;  that  adequate 
fences  shall  be  maintained  on  the  interior  lot  lines  and 
street  building  lines  except  for  an  entrance  to  the  premises 
from  Beach  35th  street ;  that  such  entrance  shall  not  exceed 
15  ft.  in  width;  that  during  the  term  of  the  permit  the 
premises  shall  be  occupied  for  no  other  use  than  that  herein 
permitted;  that  no  building  shall  be  erected  except  the 
existing  one  story  frame  building  may  be  continued ;  that 
no  signs  shall  be’erected  on  the  premises  except  there  may 
be  a  sign  attached  to  the  fence  advertising  the  parking  and 
storage  use  and  the  rates  charged ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  month  from  the  date 
of  this  resolution. 


742-41-BZ. 

APPLICANT— Clayton  G.  Shirkey,  for  Simyron  Realty 
Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 115-123  Beach  29th  street,  west 
side  140  ft.  south  of  Lewmay  road  (Block  JNo  3U1, 
Lot’  Nos.  38  and  42),  Edgemere,  Borough  of 
Queens. 

APPEARANCES—  ^  01  .  ,  ,  c.  , 

For  Applicant :  Clayton  G.  Shirkey  and  Simon 

7 

For  Opposition  :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  . 

THE  RESOLUTION  (742-41-BZ) 

Whereas,  Clayton  G.  Shirkey,  for  Simyron  Realty  Com¬ 
pany,  owner,  filed  on  August  22,  1941,  an  application  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 


115-123  Beach  29th  street,  west  side,  140  ft.  south  of  Lew- 
may  road  (Block  No.  301,  Lot  Nos.  38  and  42),  Edgemere, 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  30,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  29th  street,  Beach  30th  street  and 
Lewmay  road  are  in  residence  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  8,  1941,  re  Misc.  Application  No.  / 19/-1941, 

i*cads  *  •  • 

“4.  Use  of  premises  located  in  a  residence  district  for 

parking  and  storage  of  motor  vehicles  is  contrary  to 

Sec.  3  of  Building  Zone  Resolution.” 

^Where^s,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  160  ft.  with  a  depth  of  104  ft.  Upon  the 
plot  are  located  two  3-story  frame  multiple  dwellings.  It 
is  proposed  to  use  the  central  portion  of  the  plot  having  a 
frontage  of  30  ft.  and  a  depth  of  104  ft.,  for  a  term  of 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas  the  Board  deemed  that  this  was  a  proper  case 
in  which  to ’exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years  from  the  date  ot  this 
resolution,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  motor  vehicles  on  condition  that 
only  those  of  the  pleasure  car  type  shall  be  so  stored  and 
parked  and  only  such  motor  vehicles  as  are  owned  by  the 
guests  of  the  hotel  and  their  visitors;  that  the  plot,  with  a 
frontage  of  30  feet  on  Beach  29th  street  shall  be  leveled 
substantially  to  the  grade  of  Beach  29th  street  and  surfaced 
with  adequate  material ;  that  no  parking  shall  be  permitte 
nearer  than  10  feet  to  the  adjoining  Class  B  multiple  dwell¬ 
ings  ;  that  an  adequate  fence  shall  be  maintained  on  the 
interior  lot  lines  to  the  north  and  east  and  along  the  street 
building  line,  except  for  an  entrance  not  over  15  feet  in 
width ;  that  during  the  term  of  this  permit  this  portion  ot 
the  lot  shall  be  used  for  no  other  use  than  as  herein  per¬ 
mitted  and  no  signs  shall  be  erected  thereon  except  there 
may  be  a  sign  attached  to  the  fence  near  the  entrance, 
reading  “For  Use  of  Guests  of  the  Hotels  Edgewater  and 
Claremont  only.” ;  that  all  permits  required  shall  be  ojtamed 
and  all  work  completed  within  one  month  from  the  date  of 
this  resolution. 


790-41-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Herman  H.  Behn, 

owner.  .  .  ,  ,  , 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  21  and  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 112-16  to  112-18  101st  avenue. 

southwest  corner  of  113th  street  (Block  No.  9430, 
Lot  No.  7),  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES—  T  .  u  „ 

For  Applicant :  Alfred  A.  Lama  and  Herman  H. 

Behn. 

For  Opposition  :  Elmer  Peters 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

T  T  ^  Q  rJ"'  |7 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 
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THE  RESOLUTION  (790-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Herman  H.  Belin, 
owner,  hied  on  September  10,  1941,  an  application  under 
.sections  Zl  and  7c  ot  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  conversion  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop;  premises 
112-16  to  llz-18  101st  avenue,  southwest  corner  of  113th 
street  (block  No.  94o0,  Lot  No.  7),  Richmond  Hill,  Bor¬ 
ough  ot  Queens;  and 

Whereas,  a  public  hearing  was  held  by  the  Board  at  its 
regular  meeting,  June  30,  1942,  after  due  notice  by  publica¬ 
tion  m  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  101st  avenue  is  in  a  business  use  dis¬ 
trict;  113th  street  and  112th  street  are  each  in  residence  and 
business  use  districts ;  and 

\\  hereas,  the  decision  of  the  borough  superintendent 
dated  September  12,  1941,  re  Misc.  Application  No.  8047- 
1941,  reads : 

"1.  ihe  extension  of  the  area  devoted  to  automobile 
repair  work,  in  a  building  located  in  a  business  district 
is  contrary  to  Article  2,  sec.  4,  subsec.  29,  of  the 
Zoning  Law.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  on  101st  avenue  and  100  ft.  on  113th 
street.  Upon  the  south  part  of  the  premises  there  are 
located  six  concrete  block  buildings.  The  applicant  states 
that  5  of  these  buildings  are  used  as  garages.  Upon  the 
101st  avenue  front  of  the  premises  there  is  a  one-story, 
Class  3  building  50  ft.  by  50  ft.  in  area.  It  is  proposed 
to  use  this  building  as  a  motor  vehicle  repair  shop,  and 
also,  to  maintain  the  individual  garages  for  5  motor  vehicles ; 
and 

W'hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7-i 
thereof,  for  a  term  of  three  (3)  years,  to  permit  the  con¬ 
tinuation  of  minor  repairing  with  hand  tools,  painting  and 
radiator  repairing  in  the  westerly  store,  having  a  frontage 
of  approximately  30  feet  on  101st  avenue,  on  condition  that 
the  corner  store,  with  a  frontage  of  20  feet,  shall  be  occu¬ 
pied  only  for  conforming  use;  that  there  shall  be  no  phys¬ 
ical  connection  between  the  two  stores ;  that  the  premises 
shall  be  made  to  comply  with  the  requirements  for  a  motor 
vehicle  repair  shop  and  no  repairing  or  painting  or  other 
surfacing  work  on  motor  vehicles  shall  be  done  elsewhere 
on  the  premises  or  on  the  surrounding  streets ;  that  the 
entrance  to  the  repair  shop  for  motor  vehicles  may  be  from 
the  rear  south  through  the  rear  yard;  that  the  existing 
garages  facing  on  113th  street  shall  be  re-equipped  with 
doors  of  the  overhead  type  so  as  not  to  extend  when  opened 
beyond  the  building  line ;  that  any  signs  advertising  the 
motor  vehicle  repair  shop  shall  be  limited  to  a  sign  not 
over  15  sq.  ft.  in  area,  attached  to  the  front  of  the  build¬ 
ing  facing  101st  avenue;  that  upon  the  termination  of  this 
variance  the  motor  vehicle  repair  work  shall  be  discontinued 
and  the  building  shall  be  occupied  only  for  conforming  use; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  two  (2)  months  from  the  date  of  this 
resolution. 


831-41-BZ. 

APPLICANT — Max  Horn,  for  Ocean-Gold  Realty  Corpo¬ 
ration,  owner  (Ocean  Edge  Baths-Hannah  Peck, 
lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles. 


I  REMISES  AbbECIED — 34-01  Sprayview  avenue,  south¬ 
west  corner  of  Beach  34th  street  (Block  No.  306, 

APPEARANCES—  Edgemere>  Borough  of  Queens. 

For  Applicant:  Mrs.  Max  Horn  and  Hannah  Peck 
tor  Opposition:  Harold  Klorfein,  JDep’t  of  Parks 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

BOARD — Application  granted  on  condition. 

t  rih,  V  O  I  E — ■ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  q 


THE  RESOLUTION  (831-41-BZ) 

W  hereas.  Max  Horn,  for  Ocean-Gold  Realty  Corpora¬ 
tion,  owner  (Ocean  Baths-Hannah  Peck,  lessee),  filed  on 
September  26,  1941,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles ;  premises  3401  Sprayview  avenue,  southwest 
corner  of  Beach  34th  street  (Block  No.  306,  Lot  No  7) 
Rdgemere,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  30,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sprayview  avenue  is  in  a  resi¬ 
dence  use  district ;  Beach  34th  street  and  Beach  35th  street 
are  each  in  residence  and  business  use  districts ;  Boardwalk 
is  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  17,  1941,  re  Misc.  App.  6776-41,  reads: 

1.  Parking  of  motor  vehicles  in  a  residence  use 
district  is  contrary  to  Art.  2,  Sec.  3  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  60  ft.  on  Beach  34th  street  and  120  ft.  on 
Sprayview  avenue.  It  is  proposed  to  use  the  premises,  for 
a  term  of  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

W^hereas,  the  premises  and  surrounding  area  wrere  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  prem¬ 
ises  to  be  occupied  for  the  transient  parking  of  motor 
vehicles,  on  condition  that  only  motor  vehicles  of  the 
pleasure  car  type  shall  be  so  parked ;  that  this  use  shall  be 
solely  for  the  convenience  of  the  customers  of  the  adjoin¬ 
ing  bath  building  under  same  ownership;  that  the  plot  shall 
be  leveled  substantially  to  the  grade  of  Sprayview  avenue 
and  Beach  34th  street  and  surfaced  with  adequate  material ; 
that  substantial  fences  shall  be  maintained  on  the  interior 
lot  lines  and  the  street  building  line  where  walls  of  adjoin¬ 
ing  buildings  do  not  occur,  except  for  an  entrance  from 
Beach  34th  street  not  over  15  ft.  in  width ;  that  no  signs 
shall  be  erected  on  the  premises  except  one  sign  stating  that 
this  lot  is  solely  for  the  use  of  the  customers  of  the  adjoin¬ 
ing  bath  house;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date  of 
this  resolution. 


1004-41-BZ. 

APPLICANT — A.  A.  Forman,  3rd,  for  Dougland  Homes 
Corporation,  owner  (Frederick  Cornelius,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
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reconstruction  and  extension  of  a  gasoline  ser\  ice 

PREMISES  AFFECTED— 175-42  137th  avenue  and  137-04 
Farmers  boulevard,  southwest  corner  (Block  Wo. 
3237,  part  of  Lot  No.  24),  Springfield  Gardens, 
Borough  of  Queens. 

APPEARANCES—  . Q  T  M  . 

For  Applicant:  A.  A.  Forman,  3rd,  and  S.  L.  Mal- 

kind. 

F'or  Opposition:  None.  .  £  u  „ 

For  Administration:  F'red  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  .  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

*  Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . . 


THE  RESOLUTION  (1004-41-BZ) 

Whereas,  A.  A.  Forman,  3rd,  for  Dougland  Hornes  Cor¬ 
poration,  owner  (Frederick  Cornelius,  lessee),  filed  on  - 
vember  21,  1941,  an  application  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  reconstruction  and  extension  of  a  gasoline  semce  sta 
t;on-  premises  175-42  137th  avenue,  and  137-04  Farmeis 
boulevard,  southwest  corner  (Block  No.  3237,  part  of  Lo 
No.  24),  Springfield  Gardens,  Borough  of  Queens,  and 
Whereas,  a  public  hearing  was  held  on  this  applicatior 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  June  30,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Farmers  boulevard  is  m  business  an 
unrestricted  use  districts;  137th  avenue  and  138th  avenue 
are  each  in  residence  and  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  7,  1941,  and  as  amended  April  9,  1942, 
reads  * 

‘“I.  The  extending  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  Art.  2,  Bee.  4a  and 
Sec.  6  of  the  zone  resolution.  ’ 

Whereas,  the  premises  consist  of  a  plot  of  gnamd  ha\  - 
ins  a  frontage  of  80  ft.  on  Farmers  boulevard  109  ft.  on 
137th  avenue  and  a  distance  of  79.8  ft.  along  the  westlo 
line,  occupied  in  part  as  a  gasoline  service  station  The 
•irea  of  tlie  (legal)  gas  station  on  the  site,  according  to 
fire  Departnlen?  records,  is  67.62  ft.  on  Farmers  boule¬ 
vard,  109.4  ft.  on  137th  avenue,  109.4  ft.  along  the  south 
lot  line  54.5  ft.  along  the  west  lot  line  and  109.4  ft.  on 
137th  avenue.  It  is  proposed  to  add  a  one  story  extension 
(27  ft  by  23  ft.  in  area)  to  the  accessory  building  and  to 
use  the  entire  premises  as  a  gasoline  service  station ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7  subdivision  c,  of  the  zoning  resolution. 

’  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  is- 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7  sub¬ 
division  c  thereof,  to  permit  the  rearrangement  and  re¬ 
construction  of  the  legally  existing  gasoline  statin  on 
condition  that  it  shall  be  reconstructed  and  rearranged  in 
substantial  compliance  with  the  revised  plans  marked  Re¬ 
ceived  lime  26,  1942”  and  that  the  proposed  extension  to 
the  eixsting  accessory  building  shall  be  of  the  design  am 
construction  as  indicated;  that  the  ceiling  shall  be  fire- 
retarded  throughout  in  accordance  with  the  rules  of  the 
Board;  that  the  roof  shall  be  weather-surfaced  with  ap¬ 
proved  asphalt  shingles  matching  the  shingles  on  the  exist- 
rm  accessory  building;  that  the  fence  as  indicated  on  the 
imerio?  lot  line  shall  be  constructed  of  the  design  shown 
with  wood  pickets,  masonry  base  and  brick  piers  locate 
approximately  20  ft.  on  centers,  except  that  such  piers  may 
be  reduced  to  a  horizontal  area  of  12  m.  bv  1-  in.,  tha 


the  plot  where  not  occupied  by  accessory  buildings  and 
proposed  planting  as  indicated  shall  be  cement  pa\  ed  or 
surfaced  with  crushed  bluestone,  treated  witli  a  binder  so 
as  to  render  a  reasonably  impervious  surface;  that  any 
existing  gasoline  pumps  nearer  than  10  feet  to  the  street 
building  line  shall  be  removed  and  no  pumps  shall  be 
nearer  than  10  feet  to  the  street  building  line;  that  curb 
cuts  shall  be  limited  to  two  (2)  to  Fanners  boulevard,  not 
over  21  ft.  in  width  each  and  one  (1)  to  137th  avenue,  not 
over  27  It.  in  width;  that  the  planting  area  as  shown  on 
the  rear  and  to  the  south  shall  be  protected  with  concrete 
curbing  not  less  than  6  in.  by  6  in.  section;  that  no  signs 
shall  be  erected  on  the  premises,  except  there  may  be  a 
permanent  sign  attached  to  the  accessory  building  and  the 
illuminated  globes  of  the  pumps,  precluding  all  root  signs 
and  temporary  signs,  but  permitting  the  erection  within  the 
building  line  near  the  intersection  of  a  post  standard  toi 
supporting  a  sign  which  may  be  illuminated,  advertising 
the  brand  of  gasoline  on  sale  and  permitting  such  sign  to 
extend  beyond  the  building  line  for  a  distance  of  not  over 
4  feet;  that  a  block  of  concrete  shall  be  maintained,  as 
shown,’ at  the  intersection;  that  the  area  to  the  rear  marked 
“sodded  and  planted”  shall  be  so  maintained  and  not  used  for 
the  storage  of  motor  vehicles  or  other  material ;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 


110-42-BZ. 

APPLICANT— Gabriel  Nathan,  for  Brooklyn  Trust  Com¬ 
pany,  owner  (Ideal  Hotel  Corporation,  lessee). 
SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  tor  a 
term  of  two  (2)  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles,  for  the  use  ol 
the  guests  only,  of  the  hotel  on  the  premises. 
PREMISES  AFFECTED-1 10-120  Beach  30th  street,  cast 
side  220  ft.  south  of  Lewmay  road  (Block  No.  3U1, 
Lot  No.  1),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey  and  Hjma 

Hirsch.  ,  .  _  ,  .  „  i 

F'or  Opposition:  Harold  Kloriein,  Dept  oi  lar^s. 
For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings.  .  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

the  votf:—  ,  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . 

THE  RESOLUTION  (110-42-BZ) 

Whereas,  Gabriel  Nathan,  for  Brooklyn  Trust  Company, 
owner  (Ideal  Hotel  Corporation,  lessee),  filed  on  February 
6  1942,  an  application  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  for  a  term  oi 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  for  the  use  of  guests  only,  of  the  hotel 
on  the  premises;  premises  110-120  Beach  30th  street  eas 
side,  220  ft.  south  of  Lewmay  road  (Block  No.  301,  Lot 
No.  1),  Edgemere,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing  Tune  30,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  30th  street  Beach  29th  street  and 
the  Boardwalk  are  in  residence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  5,  1942,  re  Misc.  App.  No.  502-42,  reads . 

“Building  at  the  above  location  is  known  on  the  Dept, 
records  as  #110  Beach  30th  street,  include  same  in 

application  Sec.  300.  .  ,  ,  „ 

2  Building  at  the  above  location  is  recorded  as  a 
Class  B  multiple  dwelling— open  parking  and  storage 
of  motor  vehicles  on  the  same  premises  with  a  multiple 
dwelling  is  contrary  to  sec.  58  and  sec.  60  M.D.L. 
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3.  The  above  premises  ^  is  located  in  a  ‘residence’ 
district  under  the  Building  Zone  Resolution — open  park¬ 
ing  and  storage  of  motor  vehicles  in  a  residence  district 
is  contrary  to  article  2— sec.  3  of  the  Building  Zone 
Resolution. 

Not  further  examined.” 

and 

W  hereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  330  ft.  and  a  depth  of  103  ft.  Upon  the  plot 
there  are  located  a  frame  hotel,  and  bath  house  lockers. 
It  is  proposed  to  use  the  north  part  of  the  premises,  having 
a  frontage  of  75  ft.,  for  a  term  of  2  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  for  the 
use  of  the  guests  only  of  the  hotel  on  the  premises ;  and 
\\  hereas,  the  premises  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of 
this  resolution,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  motor  vehicles,  on  condition  that 
only  those  of  the  pleasure  car  type  shall  be  so  stored  and 
parked  and  only  such  motor  vehicles  as  are  owned  by  the 
guests  of  the  hotel  and  their  visitors;  that  the  plot,  with 
a  frontage  of  75  feet  on  Beach  30th  street  shall  be  leveled 
substantially  to  the  grade  of  Beach  30th  street  and  sur¬ 
faced  with  adequate  material ;  that  no  parking  shall  be 
permitted  nearer  than  10  feet  to  the  adjoining  Class  B 
multiple  dwelling;  that  an  adequate  fence  shall  be  main¬ 
tained  on  the  interior  lot  lines  to  the  north  and  east  and 
along  the  street  building  line,  except  for  an  entrance  not 
over  15  feet  in  width;  that  during  the  term  of  this  permit 
this  portion  of  the  lot  shall  be  used  for  no  other  use  than 
as  herein  permitted  and  no  signs  shall  be  erected  thereon 
except  there  may  be  a  sign  attached  to  the  fence  near  the 
entrance,  reading  “For  Use  of  Guests  of  the  Hotel  Shel- 
bourne  Only.” ;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  month  from  the  date  of 
this  resolution. 


190-42-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Ten  Security 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 7602-7622  New  Utrecht  avenue 
and  1638-1641  76th  street,  southwest  corner  (Block 
No.  6236,  Lot  No.  23),  Borough  of  Brooklvn. 
APPEARANCES — 

For  Applicant :  Alfred  A.  Lama  and  Sam  Schwartz. 
For  Opposition :  Gilbert  Kanter  and  Paul  Rock. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 

THE  RESOLUTION  (190-42-BZ) 

Whereas,  Lama  and  Proskauer,  for  Ten  Security  Cor¬ 
poration,  owner,  filed  on  March  10,.  1942  an  application 
under  sections  7h  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  7602-7622  New  Utrecht  avenue  and  1638-1644  76th 
street,  southwest  comer  (Block  No.  6236,  Lot  No.  23),  Bor¬ 
ough  of  Brooklyn ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  ot  Standards  and  Appeals,  at  its  regular 
meeting,  June  30,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  New  Utrecht  avenue  and  16th  avenue 
are  in  business  use  districts;  76th  street  and  77th  street  are 
each  in  residence  and  business  use  districts ;  and 

W  hereas,  the  decision  of  the  borough  superintendent, 
dated  March  2,  1942,  on  B.  N.  Applic.  No.  382-42,  reads: 

"1.  Proposed  parking  and  storage  for  more  than 
five  (5)  motor  vehicles  in  a  business  use  district  is 
contrary  to  Art.  11,  Sec.  4  (a)  15  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  200  ft.  on  New  Utrecht 
avenue,  76  ft.  on  76th  street  and  a  distance  of  105  it.  along 
the  south  lot  line,  it  is  proposed  to  use  the  plot,  tor  a  term 
oi  two  (2)  years,  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7ii 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  prem¬ 
ises  to  be  occupied  for  the  storage  and  parking  of  more 
than  five  (5)  motor  vehicles,  on  condition  that  only  motor 
vehicles  of  the  pleasure  car  type  shall  be  so  parked  and 
stored  and  only  those  in  condition  for  operation;  that  the 
plot  shall  be  leveled  substantially  to  the  grade  of  New 
Utrecht  avenue  and  surfaced  with  steam  cinders,  clean 
gravel  or  other  suitable  material,  properly  rolled  and  treated 
with  a  binder  so  as  to  provide  a  reasonably  impervious  sur- 
1  ace  and  graded  so  as  to  provide  surface  drainage ;  that 
on  the  interior  lot  lines  where  brick  walls  of  adjoining 
buildings  do  not  occur,  there  shall  be  located  a  substantial 
wood  picket  fence  not  less  than  5  feet  6  inches  in  height; 
that  a  similar  fence  shall  be  erected  on  the  street 
building  lines  continuously  except  for  an  entrance  to  New 
Utrecht  avenue,  which  shall  be  not  more  than  15  ft.  in 
width ;  that  adequate  bumpers  shall  be  maintained  against 
all  fences  for  protection  to  same;  that  no  cars  shall  be 
parked  or  stored  within  ten  (10)  feet  of  the  lot  lines  of 
the  adjoining  residential  occupancies;  that  during  the  term 
of  this  permit  the  premises  shall  be  occupied  for  no  other 
use  than  that  permitted  herein  and  no  building  shall  be 
erected  thereon,  except  there  may  be  one  building  erected 
not  over  one  story  in  height  and  100  sq.  ft.  in  area  to  be 
used  solely  for  shelter  for  the  attendant ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  adequate  aisles  shall  be  main¬ 
tained  at  all  times  for  easy  entrance  and  egress;  that  no 
Ugns  shall  be  erected  on  the  premises,  except  there  may 
he  a  sign  attached  to  the  fence  at  the  entrance,  advertising 
only  the  storage  and  parking  use  and  the  rates  charged, 
provided  said  sign  does  not  extend  over  the  building  line, 
is  not  illuminated  and  does  not  exceed  15  sq.  ft.  in  area; 
hat  all  permits  required  shall  be  obtained  and  all  work- 
completed  within  three  (3)  months  from  the  date  of  this 
resolution. 


252-42-BZ. 

APPLICANT — Paul  Friedman,  for  Welz  and  Zerweck, 
owner  (Sebastiano  Simone,  lessee). 

SUBJECT- — -Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  maintenance  of  a  frame 
building  for  the  storage  of  six  (6)  motor  vehicles 
and,  also,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 


739 


MINUT 


PREMISES  AFFECTED— 159-173  Onderdonk  avenue  and 
1851-1859  Troutman  street,  northwest  corner 
(Block  No.  3394,  Lot  No.  1),  Maspeth,  Borough 
of  Queens. 

APPEARANCES—  .  ,  .  c  ,  t. 

For  Applicant:  Paul  Friedman  and  Sebastiano 

Simone. 

For  Opposition :  Saul  S.  Brin.  , 

For  Administration:  Fred  Dahlem,  Dept  ot  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

i  HE  VOTE—  r  ,  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 

THE  RESOLUTION  (262-42-BZ) 

Whereas,  Paul  Friedman,  for  Welz  and  Zerweck  owner 
(Sebastiano  Simone,  lessee),  filed  on  March  31,  1942,  an 
application  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  term  of  two  years, 
the  maintenance  of  a  frame  building  for  the  storage  of  six 
(6)  motor  vehicles,  and  also,  the  parking  and  storage  oi 
more  than  five  (5)  motor  vehicles;  premises  159-173  Onder¬ 
donk  avenue  and  1851-1859  Troutman  street  northwest 
corner  (Block  No.  3395,  Lot  No.  1),  Maspeth,  Borough  of 

^Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  Tune  30,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Onderdonk  avenue  is  in  business  and 
unrestricted  use  districts;  Troutman  street  is  in  residence 
and  business  use  districts ;  Flushing  avenue  is  in  unrestricted 

and  business  use  districts ;  and  .  ,  , 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  25,  1942,  re  Alt.  Application  No.  375-1142, 

readi’ '  «The  propOSe(i  garage  for  and  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  and  office  in  a 
business  district  is  contrary  to  Sec.  4(15)  of  the  Zone 
Law.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  160  ft.  on  Onderdonk  avenue  and  100  it.  on 
Troutman  street.  Upon  the  plot  there  is  located  a  one-story 
frame  building,  18  ft.  by  48  ft.  in  area.  It  is  proposed  to 
use  this  shed  for  a  term  of  two  (2)  years,  for  the  storage 
of  six  (6)  motor  vehicles,  and,  for  a  term  of  two  (-) 
years,  to  use  the  remainder  of  the  plot  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  h,  of  the  zoning  resolution.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  'regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  condition  that  only  motor  vehi¬ 
cles  of  the  pleasure  car  type  and  those  in  condition  for 
operation  shall  be  parked  or  stored ;  that  the  plot  shal  be 
leveled  and  shall  be  surfaced  with  steam  cinders,  clean 
gravel  or  other  suitable  material  properly  rolled  and  bound 
so  as  to  render  a  reasonably  impervious  surface  and  so  as 
to  provide  surface  drainage ;  that  adequate  fences,  not  less 
than  five  feet  six  inches  in  height,  which  may  be  of  board 
or  picket  design,  shall  be  maintained  at  the  interior  lot 
lines  and  street  building  lines  with  no  openings  therein 
except  two  to  Onderdonk  avenue,  not  over  15  it  in width 
with  curb  cuts  opposite  not  exceeding  a  similar  width -  that 
during  the  term  of  this  permit  the  premises  shall  be  occu¬ 
pied  for  no  other  use  than  the  use  herein  permitted  and  no 


building  shall  be  erected  thereon  except  there  may  be 
erected  a  one-story  building  solely  for  office  and  shelter  tor 
the  attendant,  provided  such  building  does  not  exceed  1UU 
sq  ft.  and  is  not  over  1  story  in  height,  which  may  be  ot 
frame  and  is  located  near  one  of  the  entrances;  that  the 
existing  garage  shed  shown  for  6  cars  shall  be  entirely 
removed;  that  the  fences  shall  be  kept  in  good  repair  ami 
kept  painted;  that  adequate  bumpers  shall  be  maintained 
for  the  protection  of  fences;  that  no  signs  shall  be  elected 
on  the  premises  except  there  may  be  a  sign  attached  to  the 
fence  advertising  the  parking  and  storage  use  and  the  rates 
charged,  provided  such  sign  does  not  exceed  15  sq.  ft.,  is 
not  illuminated,  and  does  not  extend  beyond  the  building 
line;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


375-42-BZ. 

APPLICANT — Ernst  Pfeiffer,  for  Risap  Corporation, 

owner.  .  .  ,  . 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  erec¬ 
tion' and  maintenance  of  an  electric  sign  on  a  pro- 
posed  marquee  to  be  attached  to  a  Class  B  multiple 

dwelling  (hotel).  , 

PREMISES  AFFECTED— 752-758  West  End  avenue  and 
260  West  97th  street,  southeast  corner  (Block  No. 
1868,  Lot  No.  61),  Borough  of  Manhattan. 

For  Applicant:  George  Varga  and  Ernst  1  f enter. 
For  Opposition :  None.  _  .  e  „ 

For  Administration:  Fred  Dahlem,  Dept  ol  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . •■•••••• - :  * . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (375-42-BZ) 

Whereas,  Ernst  Pfeiffer,  for  Risap  Corporation,  owner, 
filed  on  May  7,  1942,  an  application  under  section  21  ot 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  erection  and  maintenance  of  an  electric  sign  on  a  pro¬ 
posed  marquee  to  be  attached  to  a  Class  B  multiple  dwell¬ 
ing  (hotel);  premises  752-758  West  End  avenue  and  260 
West  97th  street,  southeast  corner  (Block  JNo.  1808,  Lot 
No.  61),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  rline  30,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  End  avenue  is  in  a  residence 
use  district;  West  97th  and  West  98th  streets  are  each  in 
residence  and  business  use  districts  ;  and  .  ,  . 

Whereas  the  decision  of  the  borough  superintendent, 
dated  April '24,  1942,  re  Alt.  Applic.  No.  604-42,  reads  : 

“1  Electric  sign  not  permitted  in  Residence  I  district. 
Sec.  3,  Building  Zone  Resolution.” 

an  here  as,  at  the  hearing  held  on  June  23,  1942  this  appli¬ 
cation  was  laid  over  to  June  30,  1942  for  further  considera¬ 
tion  by  the  Board  (applicant  to  get  new  objection  as  to 
sign  from  Building  Department  after  he  has  had  marquee 
approved  and  file  same  with  Board  prior  to  hearing).  Ap¬ 
plicant  has  filed  approved  plans  and  data  showing  that 
approval  for  the  marquee  has  been  obtained  and  also  the 

required  new  objections;  and  .  «  . 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  26,  1942,  re  Electric  Sign  Applic.  No.  394-42, 

1  ea(*s  '  «Eiectric  sign  on  marquee  not  permitted  under  Sec¬ 
tion  3  of  the  Building  Zone  Resolution.” 
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and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  26,  1942,  re  Electric  Sign  Applic.  No.  395-42, 
reads : 

“Electric  sign  on  marquee  not  permitted  under  Sec¬ 
tion  3  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  26,  1942,  re  Electric  Sign  Applic.  No.  396-42, 
reads  : 

“Electric  sign  on  marquee  not  permitted  under  Sec¬ 
tion  3  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  25  stories  in  height,  with  a  irontage  of  101  ft.  on  West 
End  avenue  and  100  ft.  on  West  97th  street.  It  is  proposed 
to  erect  at  the  West  End  avenue  frontage  of  the  existing 
Class  B  multiple  dwelling  (hotel)  a  marquee  and  to  ereci 
upon  the  three  fronts  of  same  electric  signs,  the  lettering 
of  the  signs  reading  “Hotel  Paris” ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution,  and  was 
therefore  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


461-42-BZ. 

APPLICANT — Lockwood-Greene  Engineers,  Incorporated, 
for  Defense  Plant  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  an  unrestricted  use  and  also  1% 
times  height  district,  the  erection  and  maintenance 
of  a  factory  building  having  street  walls  exceeding 
the  height  limits  permitted  by  the  zoning  resolution 
and,  also,  providing  loading  space  for  four  (4) 
trucks  instead  of  the  required  space  for  ten  (10) 
trucks. 

PREMISES  AFFECTED — 315-329  Park  avenue,  north 
side,  between  Ryerson  street  and  Grand  avenue, 
47-57  Ryerson  street  and  32-52  Grand  avenue  (en¬ 
tire  block)  ;  (Block  No.  1877,  Lot  Nos.  60,  57,  44 
and  part  of  Lot  No.  1),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  George  L.  Hawhills,  L.  G.  Mertz 
and  E.  J.  Holthauser. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (461-42-BZ) 

Whereas,  Lockwood-Greene  Engineers,  Inc.,  for  Defense 
Plant  Corporation,  owner,  filed  on  June  9,  1942,  an  applica¬ 
tion  under  section  21  of  the  zoning  resolution,  to  permit  in 
an  unrestricted  use  and  also  \J/2  times  height  district,  the 
erection  and  maintenance  of  a  factory  building  having  street 
walls  exceeding  the  height  limits  permitted  by  the  zoning 
resolution,  and  also,  providing  loading  space  for  four  (4) 
trucks  instead  of  the  required  space  for  ten  (10)  trucks; 
premises  315-329  Park  avenue,  north  side,  between  Ryerson 
street  and  Grand  avenue,  47-57  Ryerson  street  and  32-52 
Grand  avenue  (entire  block)  ;  (Block  No.  1877,  Lots  60,  57, 
44  and  part  of  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  30,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  and  height  district  maps  accompanying 
the  zoning  resolution  show  that  Park  avenue  is  in  unre¬ 
stricted  use  and  \y2  times  height  districts ;  Ryerson  avenue 
is  in  unrestricted  and  residence  use  and  \l/2  times  height 
districts ;  Grand  avenue  is  in  unrestricted  and  residence  use 
and  \y2  times  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  1,  1942,  re  N.  B.  Applic.  No.  154-42,  reads: 

“3.  Height  of  bldg,  does  not  comply  with  Art.  Ill, 
sec.  8,  par.  ‘F’  of  Zone  Resolution. 

(This  bldg,  is  located  in  a  \l/2  height  district.) 

4.  Provide  space  for  10  trucks  as  per  Art.  IV,  sec. 
19-A  of  Zone  Resolution.” 

and 

Whereas,  the  proposed  building  will  be  9  stories  (112.47 
feet)  in  height,  of  fireproof  construction,  with  a  frontage 
of  202  ft.  on  Park  avenue,  117  ft.  on  Ryerson  street  and  173 
ft.  4  in.  on  Grand  avenue.  The  proposed  building,  to  be 
used  for  range  finders  for  the  U.  S.  Government,  has  a 
height  of  112.47  ft.  The  plot  is  located  in  a  1  y2  times 
height  and  also  an  unrestricted  use  district.  The  permis¬ 
sible  height  of  the  Park  avenue  street  wall  and  also  the 
Ryerson  street  and  Grand  avenue  street  walls  (for  a  dis¬ 
tance  of  100  ft.  from  Park  avenue)  is  150  ft.  The  per¬ 
missible  height  of  the  street  wall  on  Ryerson  street  and  on 
Grand  avenue,  north  of  a  point  100  ft.  north  of  Park  ave¬ 
nue,  is  90  ft.  This  is  the  portion  of  the  street  walls  of  the 
building  which  is  in  question.  It  is  proposed  to  erect  this 
portion  of  the  street  walls  of  the  building  to  a  height  of 
112.47  ft.  instead  of  the  limiting  height  of  90  ft.,  for  a 
frontage  of  17  ft.  on  Ryerson  street  and  73  ft.  on  Grand 
avenue.  It  is  proposed,  also,  to  provide  space  for  four  (4) 
trucks  instead  of  space  for  ten  (10)  trucks  as  required  by 
the  zone  resolution;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning- 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
height  district  regulations  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under  sec¬ 
tion  21  thereof,  as  to  Objection  Nos.  3  and  4,  on  condition 
that  in  all  other  respects  the  building  and  occupanc}'  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  other  than  as  modified  by  the  Board  under  Cal.  No. 
396-42-A ;  that  all  permits  shall  be  obtained  and  all  work- 
completed  within  one  (1)  year  from  the  date  of  this  reso¬ 
lution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

456-42-S. 

APPLICANT — Frank  Straub,  for  Fred  Figge,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 300-302  Pacific  street,  south 
side,  250  ft.  east  of  Smith  street  (Block  No.  188, 
Lot  No.  20),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant:  Frank  Straub. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  28,  1942,  at  10 
A.  M.  in  connection  with  Cal.  No.  1052-41-BZ. 


263-42-A. 

APPLICANT — Paul  Friedman,  for  W'elz  and  Zerweck, 
owner  (Sebastian  Simone,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 159-173  Onderdonk  avenue  and 
1851-1859  Troutman  street,  northwest  corner 
(Block  No.  3394,  Lot  No.  1),  Maspeth,  Borough 
of  Queens. 
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APPEARANCES— For  Applicant:  Paul  Friedman  and 
Sebastiano  Simone.  __  .  .  u 

For  Administration:  Fred  Dahlem,  Dept  ot  Hous¬ 
ing  and  Buildings.  .  ( 

ACTION  OF  BOARD— Appeal  withdrawn  in  view  ot 
action  on  Cal.  No.  262-42-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 


Adjourned:  12:15  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


tendent)  under  sections  21  and  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
use  of  an  open  lot  for  the  storage  and  sale  ot 
second  hand  motor  vehicles. 

PREMISES  AFFECTED — 5522-5524  18th  avenue  north¬ 
west  comer  of  56th  street  (Block  No.  54 JO,  Lot 
No.  45),  Borough  of  Brooklyn. 

APPEARANCES—  „  _  .  .  w  „rrv 

For  Applicant:  Corsel  Strahs  and  bred  R.  Sherry. 

ACTION  OF  BOARD — Application  withdrawn,  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW—  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  30,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

127-35-BZ. 

APPLICANT— Jack  Z.  Cohen,  for  Joseph  Angelone,  owner 
SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — (decision  of  the  borough 
superintendent)  under  section  7f  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  tor  a 
term  of  two  (2)  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles  and,  also,  the 
erection  and  maintenance  of  garages  for  tour  (4) 

motor  vehicles.  _  , 

PREMISES  AFFECTED  115-119  Truxton  street  north 
side,  142  ft.  9H  in.  west  of  Conway  street  (Block 
No.  1544,  Lot  Nos.  42  and  44),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer.  . 

ACTION  OF  BOARD— Application  reopened,  subject  to 

usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . 


839-41-BZ. 

APPLICANT— Max  Horn,  for  Sandy  Beach  Realty  Cor¬ 
poration,  owner.  .  ,  ,  , 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term 
two  (2)  years,  the  parking  of  more  than  five  (3) 

PREMISES  AFFECTED — 45-01  Rockaway  Beach  (Far 
Rockaway)  boulevard,  south  side,  233  ft.  west  ot 
Beach  44th  street  (Block  No.  328,  Lot  Nos.  48  and 
53),  Edgemere,  Borough  of  Queens. 

APPEARANCES—  „  „ 

For  Applicant :  Mrs.  Max  Horn. 

ACTION  OF  BOARD — Application  withdrawn,  on  request 

of  applicant. 

THEE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . 


394-41-BZ.  „ 

APPLICANT— Arthur  W.  Renander,  for  Fenton  R.  Brydle, 
owner  (K.  &  S.  Parking  Company,  Incorporated, 

lessee ) 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  Partly  in  a 
residence  use  district,  for  a  term  of  two  (2)  years 
the  parking  and  storage  of  more  than  live  (o) 
motor  vehicles.  ,  . 

PREMISES  AFFECTED-125-05  Queens  boulevard  south- 
east  corner  of  82nd  road  (Block  No.  9653,  Lot 
10),  Kew  Gardens,  Borough  of  Queens. 

APPEARAN  CES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 


DISMISSALS. 

Whereas,  the  following  applicants  filed  applications  with 
the  Board  for  variances  of  the  zoning  law :  and 

Whereas,  the  applicants  faded  to  complete  the  papers 
the  respective  subject  cases  although  duly  notified  to  do  so, 
and  at  the  hearing  there  were  no  appearances  made  on  behall 

^Resolved,  that  the  following  applications  be  and  they 
hereby  are  dismissed  for  lack  of  prosecution. 

608-39-BZ. 

APPLICANT— M.  G.  Uslan,  for  Philip  Beyer,  owner. 
SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  extension  of  a  five  (o)  ca 

PREMISESSAFFECTED— 767  Forest  . avenue  north  side 
360  ft.  east  of  Broadway  (Block  No.  183,  Lot  Nos. 
68  and  70),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 


818-41-BZ. 

APPLICANT— Corsel  Strahs,  for  Strull  Realty  Corpora¬ 
tion  owner  (Hilna  Motors,  Incorporated,  lessee). 
SUBJECT— Application  (decision  of  the  borough  superin- 


659-41-BZ.  .  ,  r 

APPLICANT— Joseph  J.  Lorey  (lessee),  for  Arthur  U 

Lynch,  owner.  .  ,  ,  ,  , 

SUBTECT — Application  (re  decision  of  the  borough  super- 
^  intendent)  under  section  7h  of  the  zoning  resolution, 

to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (oj 

motor  vehicles.  , „ 

PREMISES  AFFECTED-1 19-34  Metropolitan  avenue 
south  side,  250  ft.  east  of  Lefferts  boulevard  (Block 
No.  9231,  Lot  No.  13),  Kew  Gardens,  Borough  of 

Queens. 
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722-41-BZ. 

APPLICANT — Joseph  P.  Powers,  for  Marfredor  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7a  and  21  of  the  zoning- 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  lumber  shed. 

PREMISES  AFFECTED — 110-58  Corona  avenue,  south 
side,  177  ft.  west  of  Sautell  avenue  (Block  No.  1968, 
Lot  Nos.  14,  15,  17,  18,  20,  21,  23  and  24),  Corona, 
Borough  of  Queens. 


749-41-BZ. 

APPLICANT — George  J.  Sole,  for  Anna  Ahlberg,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — East  side  of  Castle  Hill  avenue, 
east  side,  from  Eastern  boulevard  and  Houghton 
avenue  (Block  No.  3695,  Lot  Nos.  1  and  3),  Bor¬ 
ough  of  The  Bronx. 

792-41-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  Pompilio  Miano, 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  tool  shop. 

PREMISES  AFFECTED — 3556  Holland  avenue,  east  side, 
100  ft.  south  of  East  213th  street  (Block  No.  4660, 
Lot  Nos.  15  and  16),  Borough  of  The  Bronx. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


286-37-BZ. 

APPLICANT — Trinor  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  extension 
of  an  existing  laundry. 

PREMISES  AFFECTED — 428-436  West  54th  street,  south 
side,  350  ft.  west  of  Ninth  avenue  (Block  No.  1063, 
Lot  No.  47),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  C.  B.  Orcutt. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 


THE  RESOLUTION  (286-37-BZ) 

Whereas,  this  application  affecting  premises  428-436 
West  54th  street,  south  side,  350  ft.  west  of  Ninth  avenue 
(Block  No.  1063.  Lot  No.  47),  Borough  of  Manhattan,  was 
granted  by  the  Board  July  9,  1937,  on  certain  conditions, 
time  extended  May  10,  1938,  July  5,  1939,  July  2,  1940  and 
June  24,  1941,  and  owner  requests  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
July  9,  1937,  be  and  it  hereby  is  amended,  only  so  far  as  it 
has  reference  to  obtaining  permits  and  completion  of  the 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


801-41-BZ. 

APPLICANT — Max  Horn,  for  Yetta  Klepper,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 132  Beach  31st  street,  east  side, 
120  ft.  south  of  Lewmay  road  (Block  No.  302,  Lot 
No.  23),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  (! 

THE  RESOLUTION  (801-41-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  motor  vehicles,  premises 
132  Beach  31st  street,  east  side,  120  ft.  south  of  Lewmay 
road  (Block  No.  302,  Lot  No.  23),  Edgemere,  Borough  of 
Queens,  wras  granted  by  the  Board  April  14,  1942,  on  certain 
conditions  under  section  7h  of  the  zoning  resolution,  and 
applicant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  April 
11,  1942,  so  that  as  amended  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years,  to  permit  the  premises  to  he  occupied  for  the 
storage  and  parking  of  motor  vehicles  on  condition  that 
only  motor  vehicles  of  the  pleasure  car  type  and  those 
in  condition  for  operation  shall  be  so  stored  or  parked; 
that  the  premises  shall  be  leveled  substantially  to  the 
grade  of  Beach  31  st  street  and  shall  be  surfaced  with 
suitable  surfacing  material;  that  on  the  interior  lot 
lines  and  the  street  line  there  shall  be  maintained  a  sub¬ 
stantial  fence  with  no  opening  therein  except  to  Beach 
2>\st  street;  that  such  opening  shall  not  exceed  15  ft.  in 
zvidth  with  a  curb  cut  opposite  of  similar  zvidth;  that 
such  parking  and  storage  shall  be  restricted  solely  to 
the  guests  of  the  multiple  dwelling  located  on  the  ad¬ 
joining  lot  to  the  north;  that  no  signs  shall  be  erected 
on  the  premises  except  there  shall  be  a  sign  near  the 
entrance  stating  that  this  lot  is  restricted  for  the  cars 
of  the  guests  of  such  building ;  that  all  permits  shall  be 
obtained  and  all  zvork  completed  zvithin  tzvo  (2)  months 
from  the  date  of  this  resolution 


353-42-BZ. 

APPLICANT — Charles  M.  Lobejager,  for  Bulova  Watch 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  occupied 
for  factory  use  in  excess  of  the  area  permitted  by 
the  zoning  resolution. 

PREMISES  AFFECTED — 40-05  61st  street,  40-06  62nd 
street,  the  south  side  of  Woodside  avenue,  from 
61st  to  62nd  streets  (Block  No.  1336,  Lot  Nos.  38, 
41,  44  and  47),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Chas.  M.  Lobejager. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  „  ,  .  ,, 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Ounn. .  4 

Negative:  . 

THE  RESOLUTION  (353-42-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  building  to  be  occupied  for  factory 
use  in  excess  of  the  area  permitted  by  the  zoning  resolu¬ 
tion,  premises  40-05  61st  street,  40-06  62nd  street,  and  the 
south  side  of  Woodside  avenue  from  61st  to  62nd  streets 
(Block  No.  1336,  Lot  Nos.  38,  41  44  and  47),  Woodside, 
Borough  of  Queens,  was  granted  by  the  Board  June  2, 
1942,  on  certain  conditions,  and  applicant  requested  an 

amendment  of  the  resolution.  .  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  1J42,  b> 

adding  thereto :  ,  . 

“that  in  the  event  the  owner  desires  to  construct  this 

building  of  Class  6  construction  throughout  instead  of 
Class  1  as  proposed,  the  zoning  variance  herein  per¬ 
mitted  may  also  be  deemed  to  apply  and  the  window 
sash  may  'be  constructed  of  redwood  frames  and  sash 
treated  with  fireproofing  Class  A  treatment  provided 
that  in  all  other  respects  the  resolution  shall  be  com¬ 
plied  with.” 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

308-42-S. 

APPLICANT— Harry  Borsky,  for  Atlantis  Steel  Partition 
Co.,  Inc.,  lessee,  116  Troutman  Street,  Incorporated, 

owner.  .  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 114-124  Troutman  street  east 
side  210  ft.  6  in.  south  of  Central  avenue  (Block 
No  ’3184,  Lot  No.  19),  Borough  of  Brooklyn. 

APPEARANCES—  0  _  w  , 

For  Applicant:  Henry  Schantz  and  L.  1.  W end- 

bloom.  A  T  ,  .  _.  „  ,. 

For  Administration:  Thomas  A.  Larkin,  hire  Uept. 
ACTION  OF  BOARD— Laid  over  to  July  7,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


PREMISES  AFFECT  ED — 40  Hopkins  street  south  side, 
400  ft.  west  of  Marcy  avenue  (Block  No.  1724,  Lot 
No.  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  M.  Baker.  t 

For  Administration:  Fred  Dahlem,  Dept  ot  Hous¬ 
ing  and  Buildings.  iri  _ 

ACTION  OF  BOARD — Laid  over  to  July  7,  1942  at  2 
P  M.  on  request  of  Engineering  Division. 


458-42-A. 

APPLICANT— Andres  Mora,  for  Victor  Moore  Terminal, 
Incorporated,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  „  ,  . 

PREMISES  AFFECTED— 74-11  to  74-21  Broadway  north 
side,  116.7  ft.  east  of  Roosevelt  avenue,  74-12  to 
74-20  Roosevelt  avenue  and  40-02  to  40-14  /5th 
street  (Block  No.  1485,  Lot  No.  23),  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  C.  C.  Merritt.  > 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  0  7 

ACTION  OF  BOARD— Laid  over  to  July  7,  1942  at  z. 
P  M  for  further  consideration  by  the  Board. 


317-42-A. 

APPLICANT— L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner.  .  .  ,  , 

SUBJECT — Appeal  from  an  order  and  a  decision  ot  the 

fire  commissioner. 

PREMISES  AFFECTED— West  side  of  Furman  street 
(Wharf),  860  ft.  south  of  Fulton  street,  Pier  No. 
6,  Fast  River  (Block  No.  199,  part  of  Lot  No.  3), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  E.  Driver.  ( 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn,  on  request  ot 
applicant. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  C  ommissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  u 


311-42-A. 

APPLICANT— Kamel  D.  Mahfouz,  et  al.,  adjoining  prop¬ 
erty  owners.  „  ^  _ 

OWNER  OF  PREMISES— No.  97  Realty  Corporation 
(Thrift  Auto  Parking,  lessee). 

SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intended  re  Revocation  of  Certificate  of  Occupancy 

No.  104904-42.  , 

PREMISES  AFFECTED— 5501-5523  Sixth  avenue  east 
side  block  front  between  55th  and  56th  streets 
(Block  No.  833,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES—  ,  , ,  ,  , 

For  Applicant :  R.  A.  Dickinson,  Ramel  Alaniouz, 

Helen  Petersen,  Louis  Mahfouz  and  Rose 

For  Opposition :  Daniel  Gutman,  Michael  Flax  and 
Wm.  Tarnapol.  ,.  c 

For  Administration :  Morris  Hannes,  Dep  t  ot 
Housing  and  Buildings.  ...  ,  , 

ACTION  OF  BOARD— Laid  over  for  decision  by  the 
Board,  without  further  argument;  date  to  be  set. 

384-42-A. 

APPLICANT — John  M.  Baker,  for  York  Feather  and 
Down  Corporation,  owner. 

SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


337-42-S.  . 

APPLICANT— Brewster  Aeronautical  Corporation  (lessee) 
for  Braeco  Realty  Corporation,  owner  _ 

SUBTECT— Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the 
borough  superintendent. 

PREMISES  AFFECTED — 34-01  to  34-19  38th  avenue, 
north  side,  from  34th  to  35th  streets  (Block  No 
376,  Lot  No.  1),  Long  Island  City,  Borough  ot 
Queens. 

APPEARANCES— 

For  Applicant:  Merwin  Lewis.  f 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings,  and  Thomas  A.  Larkin,  hire 
Dep’t.  . 

ACTION  OF  BOARD— Application  withdrawn,  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  u 


993-41-A.  _ 

APPLICANT— J.  G.  L.  Molloy,  for  Shell  Oil  Company, 
Incorporated,  owner.  .  .  , 

SUBTECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 
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PREMISES  AFFECTED — 420  Oakland  street  and  north 
side  of  Paidge  avenue,  between  Shawmet  and 
Pequod  streets  (Block  No.  2485,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  G.  L.  Molloy. 

ACTION  OF  BOARD — Resolution  of  December  2,  1941 
rescinded. 

THE  VOTE  TO  RESCIND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


15-42-A. 

APPLICANT — Henry  Z.  Harrison,  for  John  Antoiletti  and 
Rose  Fiore,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 250-252  High  street,  southwest 
comer  of  Navy  street  (Block  No.  101,  Lot  Nos.  16 
and  17),  Borough  of  Brooklya 
APPEARANCES— 

For  Applicant :  Henry  R.  Harrison,  Mac  Antoiletti 
and  Harold  G.  Schenk. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION  (15-42-A) 

Whereas,  Henry  Z.  Harrison,  for  John  Antoiletti  and 
Rose  Fiore,  owners,  filed  on  January  6,  1942  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
250-252  High  street,  southwest  corner  Navy  street  (Block 
No.  101,  Lot  Nos.  16  and  17),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Applic.  No.  2655-41  dated  January  6,  1942,  reads: 

“1.  Proposed  commercial  occupancy  on  1st  floor  of 
frame  structure  is  contrary  to  2.1. 3. 5  and  4.2.1  of  the 
Code. 

2.  100  lb.  live  load  required  for  this  occupancy.” 

and 

Whereas,  the  applicant  states  that  the  buildings  are  2 
stories  and  basement  (25  ft.)  in  height;  37  ft.  6  in.  by 
30  ft.  in  area;  of  class  3  and  class  4  construction;  erected 
about  1894;  located  in  an  unrestricted  use  district;  and  occu¬ 
pied:  250  High  street — basement,  store;  1st  floor,  dwelling, 
1  family;  2nd  floor,  dwelling,  1  family;  252  High  street — 
basement,  dining  room  in  connection  with  lunch  room  in 
the  corner  building;  1st  floor,  dwelling,  1  family;  2nd  floor, 
dwelling,  1  family;  and 

Whereas,  the  applicant  contends  that  the  buildings  are 
connected  at  the  basement  story  by  a  6  ft.  wide  horizontal 
opening  in  the  party  wall ;  that  there  is  no  cooking  done  in 
250  High  street;  that  the  store  in  question  was  existing 
prior  to  the  alteration  connecting  the  two  buildings;  that 
the  basements  of  each  building  have  two  separate  exits  each, 
separate  from  the  upper  floors,  one  exit  leads  to  the  yard 
and  one  to  the  street  from  each  building;  that  the  applica¬ 
tion  now  before  the  Board  is  to  obtain  a  certificate  of  occu¬ 
pancy  so  that  the  Health  Dept,  can  issue  a  restaurant 
permit. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  2655-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area;  that  the  second  and  third  floors  of  the 
building  at  No.  250  High  street  shall  be  left  vacant  and  not 
occupied  for  any  use;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  and  denied  as  to  Objection  No.  2. 


253-42-A. 

APPLICANT — Amperex  Electronic  Laboratories,  lessee, 
for  Gair  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFF'ECTED — 79-83  Washington  street,  east 
side,  96  ft.  5  in.  north  of  York  street  and  39-45 
York  street  (3rd  and  4th  floors)  ;  (Block  No.  51, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Nicholas  Anton  and  Moses  B.  Sherr. 
For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (253-42-A) 

Whereas,  Amperex  Electronic  Laboratories,  lessee,  for 
Gair  Realty  Corporation,  owner,  filed  on  March  27,  1942, 
an  appeal  from  an  order  of  the  fire  commissioner ;  premises 
79-83  Washington  street,  east  side,  96  ft.  5  in.  north  of 
York  street  and  39-45  York  street  (3rd  and  4th  floors)  ; 
(Block  No.  51,  Lot  No.  1),  3rd  and  4th  floors,  Borough  of 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
90554-LC,  issued  February  27,  1942,  reads : 

“1.  Surrender  to  the  bearer  Fire  Department  Permit 
#463505,  expiring  March  22,  1942,  authorizing  the 
storage  of  Alcohol,  Acetone,  compressed  Gases  and 
Acids,  at  the  above  premises,  as  it  is  revoked  for  the 
reason  that  inspection  disclosed  violations  of  the  Ad¬ 
ministrative  Code  and  the  Spray  Rules  of  the  Board  of 
Standards  and  Appeals  to  exist.  You  are  therefore 
ordered  to : 

2.  Discontinue  the  maintenance  of  any  open  flames 
(4th  floor)  within  the  floor  area  where  spray  coating 
is  carried  on,  or  separate  said  open  flames  or  sparking 
device  by  partitions  constructed  of  fireproof  or  fire- 
resisting  material.  Rule  6.1.8,  Spray  Rules. 

3.  Provide  that  spraying  or  dipping  spaces  shall  be 
mechanically  ventilated  when  in  operation  so  that  the 
movement  of  air  shall  be  at  least  100  linear  feet  per 
minute  in  the  breathing  zone  of  the  operator  and  be 
of  sufficient  capacity  to  prevent  the  accumulation  of 
mist  or  vapors.  Rule  3.1,  Spray  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  (60  ft.)  in  height;  45  ft.  by  107  ft.  6  in.  in  area;  of 
Class  6  construction;  equipped  with  a  standpipe  and  sprin¬ 
kler  system ;  erected  about  50  years  ago ;  located  in  an  unre¬ 
stricted  use  district ;  and  occupied :  2nd,  3d,  4th  and  5th 
floors,  mfg.  of  radio  transmitting  tubes  and  radiator  dip¬ 
ping,  16,  5,  60  and  50  persons  per  floor,  respectively;  and 

Whereas,  the  applicant  contends  that  the  spraying  process 
which  is  conducted  on  the  4th  floor  is  for  the  purpose  of 
putting  a  coating  on  the  filament  of  radio  transmitting 
tubes;  that  the  size  of  the  filament  ranges  from  1  to  1J4 
inches;  that  the  spraying  mixture  consists  of  Barium  and 
Strontium  Oxides  in  a  mixture  of  Amyl  Acetate  to  which 
is  added  1J4%  Pyroxylin ;  that  instead  of  using  the  com¬ 
pressed  air  for  atomizing  and  forcing  the  mixture  through 
the  spray  gun,  carbon  dioxide  is  used;  that  the  amount  of 
mixture  used  ranges  from  one  pint  to  Vl/2  pints  daily;  that 
the  tank  of  carbon  dioxide  contains  120  to  140  cubic  feet 
and  is  used  every  3  days  or  approximately  40  cubic  feet 
daily  or  five  cubic  feet  per  hour;  that  this  mixture  is 
sprayed  in  a  booth  supplied  with  a  fan  capable  of  exhaust¬ 
ing  100-150  cubic  feet  per  minute,  which  is  equal  to  a 
complete  change  for  that  portion  of  the  factory  of  three 
times  per  hour;  that  the  dipping  operation  on  the  3rd  floor 
consists  of  dipping  one  copper  radiator  7  in.  by  12  in.  long 
each  day;  that  this  operation  takes  approximately  one  min¬ 
ute;  that  after  dipping,  the  radiator  is  withdrawn  from  the 
dipping  solution  and  permitted  to  drip  and  then  removed 
to  a  fume  hood  provided  with  a  fan,  where  it  is  permitted 
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to  dry ;  that  the  dipping  mixture  is  paint;  that  the  dipping 
tank  when  not  in  use  is  covered;  that  this  process  will  be 
discontinued  in  the  next  month  or  two  as  the  coppei  for 
the  radiators  will  not  be  obtainable;  that  this  process  has 
been  used  for  the  past  10  years  and  regular  inspections 
have  been  made  by  the  Fire  Department;  that  Rule  1  of 
the  Paint  and  Spray  Rules  permits  the  fire  commissioner  to 
waive  any  requirements  for  less  than  2  quarts  of  materia 
in  use  daily;  that  in  this  process  less  than  1  pint  is  used 
daily;  that  the  plant  is  engaged  in  defense  work  and  even 
portion  of  the  plant  has  been  put  into  efficient  use,  to  be 
compelled  to  give  up  any  part  of  such  space  m  order  to 
comply  with  the  order  ot  the  fire  commissioner  would  cut 

down  production.  .  .  .  vr 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 


1  construction;  equipped  with  a  sprinkler  system;  located 
in  an  unrestricted  use  district;  erected  in  1905;  used  tor 
the  manufacture  of  chlorine  bleach;  and  occupied  by  six 
persons ;  and 

Whereas  the  applicant  contends  that  in  September,  1939, 
it  moved  from  111  49th  street  to  the  building  in  question; 
that  before  such  removal  the  applicant  was  advised  by  the 
fire  commissioner  that  a  transfer  of  fire  permit  would  be 
granted  if  the  installation  conformed  with  the  resolution  o I 
the  Board  of  Standards  and  Appeals  as  adopted  under  Lai. 
No  363-31-A;  that  plans  were  filed  with  the  Department 
of  Housing  and  Buildings  and  inspection  made  by  the  hire 
Department  and  permit  issued  by  the  hire  Department  to 
store  and  use  15  one  ton  cylinders  of  liquid  chlorine  for 
the  years  1940  to  1941;  that  the  one  ton  cylinders  stored 


that  the  order  of  the  nre  commissioner,  i\u.  (|,e  years  iv-tu  to  iv-n  ,  uun  - 

Qn?S4  LC  beand  it  hereby  is  modified  and  that  the  appeal  arc  0f  a  type  approved  by  the  Interstate  Commerce  Com- 
90a54-LC  be  ana  it  nereoy  J  .  ,  ,  eauit)ment  that  the  building  ts  one  story,  sprinklered,  fire- 


be  and  it  hereby  is  granted  on  condition  that  the  equipment 
and  "iterations  on  tlfe  third  and  fourth  floors  shal  be  mam- 
tained  substantially  as  proposed  and  to  the  satisfaction  ot 
the  fire  commissioner;  that  there  shall  be  a  sprinkler  head 
installed  in  accordance  with  requirements,  in  the  spray 
booth  on  the  4th  floor;  that  the  sprinkler  system  and  stand- 
pipe  system  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner  and  in  addition,  such  portable  fire  fighting 


are  oi  a  type  ay^iuvoa  uj  -  — .  , 

mission;  that  the  building  is  one  story,  sprinkleied,  fire¬ 
proof,  and  located  alongside  an  independent  railroad  siding , 
that  a  carload  of  15  one  ton  cylinders  of  chlorine  are 
housed  in  a  reinforced  concrete  vat,  approximately  10  tt. 
by  50  ft.  by  3J/4  ft.  in  height;  that  the  cylinders  are  moved 
from  the  railroad  car  to  the  storage  vat  by  means  of  a 
two  ton  electric  hoist  operated  on  an  overhead  monorail; 
that  the  chlorine  cylinder  storage  vat  is  protected  by  an 


r  rnm  mi  dinner  and  in  addition,  suen  poridUie  nre  i*5Iulu&  1113,1  tne  cniurinc  i  &  &  ,  }  ^  ,  r 

1-  shall  be  installed  as  the  fire  commissioner  shall  independent  overhead  sprinkler  system  and  by  a  systen 

apb  ia  c  ,,  _ _ 4^  fi,0  nnrl  nmmanrv  ; n <r  with  caustic  soda  solution;  that  the  sprinkler  sys- 


direct-  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 

thereto. 


flooding  with  caustic  soda  solution ;  that  the  sprinkler  sy  s¬ 
tem  referred  to  consists  of  two  2  in.  lines  of  open  heads 
over  the  chlorine  cylinders  with  a  control  valve  located 
outside  of  the  building  in  a  metal  box  equipped  with  a 
Fire  Department  lock ;  that  the  caustic  soda  flooding  sys¬ 
tem  consists  of  a  flood  line  to  fill  the  vat  with  caustic  soda 
solution  with  an  overflow  near  the  top  of  the  vat  to  keep 
all  of  the  cylinders  completely  immersed  in  event  ot  hre 
or  breakage;  that  the  valve  controlling  this  caustic  soda 
line  is  located  at  the  vat  near  a  street  entrance;  that  this 
installation  is  almost  identical  with  the  installation  at  111 
49th  street,  which  was  approved  by  the  Board,  and  for  this 
reason  it  is  requested  that  a  permit  be  granted  for  the 
year  1942. 

Whereas,  an  examination  of  Fire  Department  Combustible 
Folder  No.  108973.19,  affecting  iOi -11  50th  street  Brook¬ 
lyn,  indicates  that  application  was  fi  ed  July  20  193J,  to 
permit  the  storage  of  15  one  ton  cylinders  of  ll9/.1^T^  °r,ine’ 
50  gallons  lactic  acid,  10  drums  caustic  soda  10,000  gallons 
caustic  soda  solution,  5  gallons  sulfonated  castor  oi  - 
drums  cellosolve  and  50  gallons  of  lubricating  oil;  that 
Permit  No.  383274,  was  issued  February  29,  1940,  to  expire 
February  20,  1941,  and  that  subsequent  to  the  filing  ot 
application  for  such  permit,  and  prior  to  the  issuance  oi 
such  permit,  Order  No.  80965-LC  was  issued  dated  Sep¬ 
tember  6,  1939,  wherein  the  issuance  of  the  permit  requested 
was  refused  on  conditions  similar  to  those  cited  in  Ordei 
No.  90872-LC,  which  is  the  subject  of  this  appeal  Apph- 
cation  filed  March  24,  1941  for  renewal  of  Permit  383274 
resulted  in  the  issuance  of  Permit  No.  464254  on  March 
11,  1941  to  expire  February  29,  1942  and  this  permit  was 

dated  March  13  1942,  mi  ^ 

rSi*  5tfadA®S  ^"application 

10  drums  of  caustic  soda,  50  gallons  lubricating  oil,  subject  of  this  appeal. 


325-42-A. 

APPLICANT — Legrand  Chemical  Corporation,  lessee,  for 
Bush  Terminal  Company,  owner. 
ctjbtECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED-103  50th  street  northeast  cor- 
ner  of  First  avenue  (Block  No.  /80,  Lot  No.  1)  , 
(Bush  Terminal  Bldg.  Ill),  Borough  of  Brooklyn. 

APPEARANCES— 

Eor  Applicant:  Victor  P.  Nacht. 

For  Administration :  Inspector  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

1  ' 1 K  X  Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 

THE  RESOLUTION  (325-42-A) 

Whereas,  Legrand  Chemical  Corporation,  lessee,  for  Bush 
Terminal  Company,  owner,  filed  on  April  20,  194-,  an 
appeal  from  an  order  of  the  fire  commiss'oner;  premis >es 
103  50th  street,  northeast  corner  ?f  .F‘rsf  avenue  (Bloc :k 
No.  780,  Lot  No.  1),  (Bush  Terminal  Building  111),  Bor¬ 
ough  of  Brooklyn;  and  ,  ,  ,  _ 

Whereas,  Order  No.  90872-LC,  issued  by  the  fire  com- 

fissioner  March  26,  1942,  reads : 


1U  arums  ui  uusut-  » - ..  ;  ,  “  «  •  • 

2  drums  cellosolve,  5  gallons  castor  oil,  _  to  be  used  i 
the  manufacture  for  bleaching  preparations  on  prem¬ 
ises  101-11  50th  street,  Brooklyn,  we  regret  to  state 
that  the  Fire  Department  is  without  power  to  issue 
such  a  permit  for  the  reason  that  the  storage  of  15 
one  ton  drums  of  chlorine  gas  at  above  premises  is 

not  in  the  interest  of  public  safety.  ,  ,  . 

1  You  are,  therefore,  ordered  to  remove  all  chlorine 
eras  from  the  premises,  and  to  discontinue  the  further 
storage  of  chlorine  gas  on  said  premises.  The  storage 
of  15  one  ton  cylinders  of  chlorine  Sas  creates  a  dan¬ 
gerous  condition  and  f is  a  violation  of  C19-11.0  of  the 
Administrative  Code.” 

^Whereas,  the  applicant  states  that  the  building  is .  one 
story  (22  ft.)  in  height;  100  ft.  by  75  ft.  in  area;  of  Class 


Resolved,  that  order  of  the  fire  commissioner,  No.  90872- 
LC  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  requirements 
as  set  forth  by  the  Board  under  Cal.  No.  363-31-A,  on 
October  1,  1935,  as  applying  to  the  former  premises  at 
111  to  117  49th  street,  shall  be  complied  with  in  all  re- 
snects  and  the  premises  shall  be  otherwise  maintained  sub¬ 
stantially  as  set  forth;  that  upon  arrival  of  the  cylinders 
at  the  site  that  they  shall  be  promptly  removed  to  the 
interior  of  the  building;  that  during  the  period  of  the 
emergency  there  shall  be  maintained  in  the  building  in  which 
the  chlorine  is  stored  a  watchman  or  operator  24  hours  of 
each  day,  including  Sundays  and  holidays;  that  such  watch¬ 
men  shall  hold  a  certificate  of  fitness  approved  by  the  fire 
commissioner. 
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340-42-A. 

APPLIC  ANT — Sperry  Gyroscope  Company,  Incorporated, 
lessee,  for  Bush  Terminal  Buildings  Company, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 3928-4022  First  avenue,  west 
side,  261  ft.  north  of  42nd  street  (Block  No.  710, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  L.  Barstow. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

A(  VI ON  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (340-42-A) 

Whereas,  Sperry  Gyroscope  Company,  Incorporated,  les¬ 
see,  for  Bush  Terminal  Buildings  Company,  owner,  filed  on 
April  23,  1942,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner;  premises  3928-4022  First  avenue,  west  side,  261 
ft.  north  of  42nd  street  (Block  No.  710,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  Order  No.  90831-LC,  issued  by  the  fire  com¬ 
missioner  March  23,  1942,  reads : 

“You  are  hereby'  notified  that  an  inspection  of  the 
above  premises,  used  to  store  lacquers,  Nitric  acid, 
etc.  shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued. 

2.  Discontinue  the  maintenance  of  any  open  flame, 
gas  ovens,  1st  floor  within  floor  area  where  spray 
coating  is  carried  on,  or  separate  said  open  flames  or 
sparking  device  by  partitions  constructed  of  fireproof 
or  fire-resisting  material.  Rule  6.1.8,  Spray  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  is  eight 
stories  and  cellar  (120  ft.)  in  height;  234  ft.  by  210  ft. 
in  area ;  of  Class  1  construction,  equipped  with  a  sprinkler 
system  and  standpipe  system ;  erected  in  1927 ;  located  in  an 
unrestricted  use  district;  and  used  and  occupied  as  follows: 
cellar,  storage,  stores,  building  maintenance  and  repair  shop, 
30  persons;  first  floor,  receiving,  painting,  baking  and  ship¬ 
ping,  50  persons ;  second  floor  to  fifth  floor,  inclusive, 
assembling  and  machining  of  metal  parts,  225  persons  on 
the  2nd  floor,  300  persons  on  the  3rd  and  4th  floors  and 
360  persons  on  the  5th  floor ;  sixth  floor,  assembly  of  metal 
parts,  390  persons ;  seventh  floor,  assembly  of  metal  parts, 
385  persons;  eighth  floor,  offices,  240  persons.  No  change 
in  use  of  occupancy  is  proposed.  Certificate  of  Occupancy 
No.  83634,  issued  in  1937  on  Permit  No.  15049,  permits  the 
use  of  the  building  throughout  as  a  factory  with  eight 
persons  on  the  first  floor  and  no  limitation  on  the  occu¬ 
pancy  of  the  balance  of  the  building;  and 

Whereas,  the  applicant  states  that  spray  booth  room 
and  bake  oven  are  separated  by  a  ceiling  high  metal  parti¬ 
tion  with  metal  clad  doors  with  glass  panel ;  that  there 
are  no  flames  or  sparking  devices  or  inflammable  liquids, 
solids  or  gasses  stored  or  used  except  where  indicated  on 
plan  filed  with  this  appeal  marked  “Received  April  23, 
1942 ;”  that  such  spray  booth  is  sprinklered  and  mechan¬ 
ically  ventilated  to  the  outer  air;  that  the  lighting  system 
in  the  spray  room  is  protected  by  explosion  proof  switches 
and  vapor  proof  globes ;  that  all  electrical  equipment  is  in 
compliance  with  the  Paint  Spray  Rules ;  and 

Resolved ,  that  the  order  of  the  fire  commissioner  Order 
No.  90831-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
ovens  shall  be  of  the  Gehnerich  gas  fired  type;  that  the 
spray  booths  shall  be  maintained  in  accordance  with  all  the 
requirements  therefor,  except  that  the  partition  may  be 
as  proposed,  constructed  of  metal  from  floor  to  ceiling, 
except  that  the  door  may  have  a  panel  of  wired  glass; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations. 


348-42-S. 

APPLICANT — Manifold  Supplies  Company,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 188-190  Third  avenue,  north¬ 
west  corner  of  Douglass  street  (Block  No.  412, 
Lot  Nos.  34  and  37),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Lauritz  Lauritzen. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— Appl  ication  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock',  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (348-42-S) 

Whereas,  Manifold  Supplies  Company,  owner,  filed  on 
May  25,  1942,  an  application  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner;  premises  188-190  Third  avenue,  north¬ 
west  corner  of  Douglass  street  (Block  No.  412,  Lot  Nos. 
34  and  37),  Borough  of  Brooklyn;  and 

Whereas,  Order  No.  8390-LF,  issued  by  the  fire  com¬ 
missioner  March  27,  1942,  reads : 

“1.  Remove  panic  bolts  and  sticks  from  handles  of 
doors  on  1st  story  and  arrange  doors  so  same  will  not 
be  locked,  barred  or  bolted  during  working  hours.  Sec¬ 
tion  272  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (40  ft.)  in  height;  119  ft.  9l/2  in.  by  110  ft.  in  area 
at  1st  floor  and  99  ft.  9|J4  in.  by  110  ft.  in  area  at  2nd 
floor;  of  Class  3  construction;  located  in  an  unrestricted 
district;  erected  in  1888  and  1928;  and  occupied:  cellar, 
1st,  2nd  and  3d  stories,  mfg.  of  carbon  paper  and  rib¬ 
bons,  3  persons  in  cellar,  12  on  the  1st,  12  on  the  2nd  and 
12  on  the  3rd  floors.  The  building  is  equipped  with  a 
sprinkler  system,  two  interior  stairs  leading  direct  to  street, 
one  of  which  goes  to  roof.  These  stairs  are  4  ft.  wide,  of 
steel  and  concrete  construction,  enclosed  in  brick  partitions 
and  equipped  with  wood  self-closing  doors;  and 

Whereas,  the  applicant  contends  that  due  to  the  type  of 
neighborhood  it  is  undesirable  to  have  doors  opening  into 
the  building  with  the  exception  of  those  which  will  be 
under  the  supervision  of  responsible  employees ;  that  some 
of  the  exits  which  are  existing  are  no  longer  necessary 
in  view  of  the  additional  exits  which  have  been  provided 
between  sections  of  the  building;  that  the  plant  is  engaged 
in  defense  work,  completing  contract!  for  the  Army  and 
N avy ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  recommenda¬ 
tion  from  the  U.  S.  Navy  Office  of  Inspector  of  Naval 
Material,  recommending  that  the  doors  to  the  plant  be 
locked  so  that  in  an  emergency  the  doors  may  be  opened 
from  the  inside  and  unauthorized  persons  may  not  enter 
from  the  outside. 

Resolved,  that  the  Beard  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  an  order  of  the  fire  commissioner,  No. 
8390-LF,  Item  No.  1,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  the  panic  bolts  as  pro¬ 
posed  on  the  two  doors  leading  to  Third  avenue  shall  be 
of  approved  type  and  shall  be  maintained  at  all  times  so 
as  to  be  readily  openable  from  the  interior;  that  no  means 
shall  be  employed  to  prevent  such  easy  opening;  that  the 
two  exit  doors  to  Douglass  street  from  the  corner  building, 
and  the  door  from  the  two-story  frame  building  adjoining 
to  Third  avenue,  shall  be  maintained  so  as  to  be  accessible 
at  all  times  for  ingress  and  egress;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  this  variance 
is  granted  only  during  the  term  of  the  present  emergency. 

388-42-A. 

APPLIC  ANT — William  Shary,  for  Municipal  Properties, 
Incorporated,  owner. 
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SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 512-514  West  29th  street,  south 
side,  200  ft.  west  of  Tenth  avenue  (Block  No.  700, 
Lot  Nos.  42  and  43),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  Shary. 

For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (388-42-A) 

Whereas,  William  Shary,  for  Municipal  Properties  Inc., 
owner,  filed  on  May  11,  1942,  an  appeal_  from  a  decision 
of  the  borough  superintendent;  premises  512-514  West  29th 
street,  south  side,  200  ft.  west  of  Tenth  avenue  (Block 
No.  700,  Lot  Nos.  42  and  43),  Borough  of  Manhattan;  and 

Whereas,  an  amendment  was  filed  May  7,  1942,  with  the 
borough  superintendent  on  P.  and  D.  Misc.  Applic.  3237-41, 
which  reads :  ... 

“Respectfully  request  permission  to  retain  the  existing 
tile  6"  diameter  house  sewer  which  is  in  good  con¬ 
dition  and  adequate  in  size,  in  view  of  the  acceptance 
of  same  by  the  Engineering  Division  of  the  Dept,  of 
Public  Works  and  the  restrictions  on  metals  by  the 
War  Production  Board  Conservation  Orders.” 

and 

Whereas,  the  decision,  dated  May  8,  1942,  of  the  borough 
superintendent  on  such  amendment,  reads : 

“Disapproved — 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
one  story  (17  ft.)  in  height;  50  ft.  by  98  ft.  9  in.  in  area; 
of  Class  3  construction ;  located  in  an  unrestricted  use 
district;  and  occupied  as  a  storage  garage  for  more  than 
5  motor  vehicles  and  shipping,  10  persons ;  and 

Whereas,  the  applicant  contends  that  the  premises  were 
formerly  occupied  by  two  old-law  tenements,  which  were 
demolished;  that  N.  B.  Applic.  107-41  was  filed  for  the 
erection  of  a  new  building,  using  the  existing  foundations 
and  party-wall ;  that  a  6-inch  vitrified  tile  house  sewer 
exists  in  front  of  the  premises;  that  Section  14.9.6  provides 
that  old  house  drains  and  house  sewers  may  be  used  for 
connections  to  new  structures  and  new  plumbing  only  when 
such  drains  and  sewers  are  found  on  examination  to  con¬ 
form  in  all  respects  with  the  requirements  of  the  borough 
president  and  the  rules  of  the  Board ;  that  the  existing 
sewer  has  been  accepted  by  the  Dept,  of  Borough  Works 
on  April  15,  1942;  that  in  view  of  these  facts  it  is  re¬ 
quested  the  Board  permit  the  existing  6  in.  diameter  vitri¬ 
fied  house  sewer  to  remain,  as  same  is  in  good  condition 
and  adequate  in  size;  and 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  P.  and  D.  Applic.  No.  3237-41  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects  all  the  requirements 
relating  to  the  building  and  occupancy  shall  be  complied 
with  and  that  the  existing  tile  house  drain  shall  be  main¬ 
tained  to  the  satisfaction  of  the  Borough  President. 


423-42-A. 

APPLICANT— George  W.  Swiller,  for  Hebrew  Home  for 
Invalids,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1776-1786  Clay  avenue,  north¬ 
east  corner  of  Prospect  place  (Block  No.  2891, 
Lot  Nos.  37,  42,  43  and  49),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Geo.  W.  Swiller. 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (423-42-A) 

Whereas,  George  W.  Swiller,  for  Hebrew  Home  for 
Invalids,  owner,  filed  on  May  22,  1942  an  appeal  from  a 
decision  of  the  borough  superintendent;  premises  1776-1786 
Clay  avenue,  northeast  corner  of  Prospect  place  (Block  No. 
2891,  Lot  Nos.  37,  42,  43,  and  49),  Borough  of  The  Bronx; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  15,  1942  on  Alt.  Applic.  No.  248-42,  reads: 

“4.  Change  of  occupancy  from  frame  building  in¬ 
side  fire  limits  from  one  family  to  one  family  and 
reading  room  in  conjunction  with  hospital,  is  contrary 
to  Secs.  2. 1.3. 5,  4.1.2  and  4.2.1.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  and  attic  (34  ft.)  in  height;  21  ft.  6  in.  bv  50  ft. 
in  area  at  1st  floor  and  21  ft.  6  in.  by  42  ft.  2  in.  in  area 

at  typical  floor ;  of  Class  4  construction ;  located  in  a  resi¬ 

dence  use  district,  erected  in  1900;  and  occupied:  cellar, 
storage,  boiler-room  and  toilet;  1st,  2nd  and  attic  stories 
combined,  1  family.  It  is  proposed  to  be  occupied:  cellar, 
same;  1st  floor,  reading  room,  50  persons;  2nd  and  attic 
stories  combined,  1  family ;  and 

Whereas,  the  applicant  contends  that  the  reading  room 
on  the  1st  story  will  be  used  to  accommodate  the  inmates 

in  inclement  weather  so  as  to  permit  them  to  occupy  their 

time  with  books  or  newspapers;  that  due  to  the  lack  of 
space  this  room  is  essential  and  an  urgent  necessity  for 
the  hospital ;  that  the  2nd  floor  and  attic  will  be  occupied 
for  the  caretaker’s  apartment;  that  there  are  two  means 
of  egress  from  the  1st  floor;  that  it  is  proposed  to  remove 
the  bearing  partitions  on  the  1st  floor  and  to  comply  with 
all  requirements  of  the  borough  superintendent  so  as  to 
make  the  building  structurally  safe  for  the  use  proposed; 
that  the  northerly  wall  is  located  6  in.  off  the  lot  line  and 
is  brick  filled;  that  the  building  is  surfaced  on  the  exterior 
with  wood  siding  and  the  roof  is  surfaced  with  asphalt 
shingles;  that  the  building  will  be  heated  by  coal  fired  low 
pressure  boiler ;  that  no  cooking  will  be  done  on  the  premises 
except  in  the  caretaker’s  apartment  on  the  2nd  story ;  that 
floor  loads  will  be  designed  to  accommodate  75  lbs.  live 
load  on  the  1st  floor  and  40  lbs.  on  the  2nd  and  attic 
story;  that  the  cellar  ceiling  is  covered  with  J4"  plaster 
board;  cellar  stairs  is  of  wood  unenclosed;  that  the  stairs 
from  the  1st  to  2nd  floor  will  be  enclosed  with  1  hour 
partition  with  wood  door  at  the  1st  floor. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  248-42,  Objection  No.  4,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  maintained 
substantially  as  proposed;  that  an  additional  doorway  from 
the  first  floor  to  grade  toward  the  southerly  side  shall  be 
constructed  and  maintained ;  that  windows  on  the  north¬ 
erly  side  adjacent  to  the  lot  line  shall  be  either  bricked  up 
or  filled  in  with  approved  glass  block;  that  the  building 
shall  otherwise  be  maintained  substantially  as  proposed,  and 
in  all  other  respects  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  and  granted  only  so  long 
as  this  building  is  used  in  conjunction  with  the  other  build¬ 
ings  on  the  plot  as  indicated  on  plans  filed  with  the  Board 
under  Cal.  No.  990-41-A  and  185-38-A. 


427-42-A. 

APPLICANT — Home  Owners’  Loan  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED — 1375  Prospect  avenue,  west 
side,  23  ft.  south  of  Ritter  place  (Block  No.  2968, 
Lot  No.  46),  Borough  of  The  Bronx. 
APPEARANCES— 


For  Applicant :  William  O.  Staber. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 


THE  RESOLUTION  (427-42-A) 

Whereas,  Home  Owners’  Loan  Corporation,  owner,  tiled 
on  May  26,  1942  an  appeal  from  a  decision  of  the  borough 
superintendent;  premises  1375  Prospect  avenue,  west  side, 
23  ft.  south  of  Ritter  place  (Block  No.  2968,  Lot  No.  46), 
Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  2,  1942  on  Alt.  Applic.  No.  150-42,  reads: 

“1.  Change  in  occupancy  of  a  frame  structure  from 
store  and  one  family  dwelling  to  store  and  two  family 
dwelling  by  the  addition  of  a  kitchen  on  the  3rd  story, 
is  not  in  conformity  with  Sec.  2. 1.3.5,  Sec.  4.2.1  and 
Departmental  Order  of  12/6/39.” 

and 

Whereas,  the  applicant  states  that  it  is  proposed  to 

create  a  bathroom  on  the  1st  floor  and  convert  rear  room 
oil  stair hall  on  the  2nd  floor  into  a  kitchen  by  installing 
a  combination  sink  and  tub  and  gas  range ;  and 

Whereas,  the  applicant  states  that  the  building  is  2 

stories  and  basement  (27  ft.  10  in.)  in  height;  25  ft.  by 
38  ft.  6  in.  in  area  at  1st  floor  and  20  ft.  by  38  ft.  6  in.  in 
area  at  2nd  floor;  of  Class  4  construction;  erected  in  1897; 
altered  in  1926;  located  in  a  business  use  district;  and  occu¬ 
pied  :  basement,  store  and  boiler-room;  1st  and  2nd  floors 
combined,  1  family.  It  is  proposed  to  be  occupied:  base¬ 
ment,  same;  1st  floor,  dwelling,  1  family;  2nd  floor,  dwell¬ 
ing,  1  family;  and 

V  hekeas,  the  applicant  contends  that  the  store  in  the 
basement  is  separated  from  the  balance  of  the  floor  by 
4  in.  t.c.  partition  with  1  hour  test,  self-closing  doors 

between  the  boiler-room  and  the  store  and  stair  hall ;  that 
the  store  ceiling  is  covered  with  26  gauge  stamped  metal 
and  the  heater  room  ceiling  will  be  covered  with  y2  in. 

plaster  board;  that  an  additional  layer  of  y2"  plaster  board 
will  be  applied  on  the  ceiling  above  the  boiler;  that  the 
basement  walls  are  of  masonry  and  the  walls  above  are 
oi  frame;  that  the  frame  walls  on  the  lot  line  are  brick 
Idled  for  their  entire  height;  the  main  entrance  to  the 
living  quarters  is  on  the  1st  floor  reached  from  the  street 
by  a  stoop,  and  therefore  the  structure  as  it  is  proposed 
to  be  altered  will  comply  with  the  intent  of  Sec.  4.2.1  of 
the  Building  Code;  that  in  view  of  these  facts,  it  is 
requested  that  a  variance  be  granted  to  permit  the  con¬ 
version  of  the  1st  and  2nd  floor  to  two  family  occupancy 
retaining  the  existing  store  in  the  basement  as  shown  on 
plans  filed  with  this  appeal  and  as  shown  on  plan  filed  with 
Alt.  150-42  with  the  borough  superintendent. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  150-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  shall  be  a  second  means 
of  exit  provided  for  the  second  floor,  consisting  of  plat¬ 
form  and  fire  escape  stairway  to  grade,  reached  from  the 
proposed  second  story  kitchen  and  the  roof  of  the  first 
story  extension;  that  the  building  shall  not  be  further 
increased  in  height  or  area,  and  in  all  other  respects  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


433-42-S. 

APPLICANT — John  M.  Baker,  for  West  Disinfecting 
Company,  owner. 


SUBJECT— Variation  of  the  labor  law  as  cited  in  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AbFECI  ED — 42-16  West  street  (Barn  street), 
west  side,  200  ft.  south  of  Jackson  avenue  (Block 
No.  264,  Lot  No.  1),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Baker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

BOARD — Application  granted  on  condition. 

1HE  VO  TE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  .  q 


THE  RESOLUTION  (433-42-S) 

W  hereas,  John  M.  Baker,  for  West  Disinfecting  Com¬ 
pany,  owner,  filed  on  May  26,  1942,  an  application  for  a 
variation  from  the  requirements  of  the  labor  law,  as 
cited  in  a  decision  of  the  borough  superintendent ;  premises 
42-16  West  street  (Barn  street),  west  side,  200  ft.  south 
of  Jackson  avenue  (Block  No.  264,  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  25,  1942,  re  Misc.  Applic.  No.  1445-42,  reads : 
2.  All  partitions,  in  the  interior  of  a  fireproof. build- 
mg  used  as  a  factory,  are  required  to  be  of  incom¬ 
bustible  materials  (sec.  260  sub.  1,  264  sub.  6,  270  sub 
6,  L.L.). 

4.  One  of  the  required  two  exits  is  not  readily 
accessible. 

6.  All  doors  are  required  to  be  fire  doors  (sec 
264  sub.  5.  L.L.)” 

and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories  and  basement  (60  ft.)  in  height;  62  ft.  6  in.  by 
141.1  ft.  in  area;  of  Class  1  construction;  erected  in  1925"- 
located  in  an  unrestricted  district ;  and  occupied  from  base¬ 
ment  to  4th  story  as  a  factory,  5  persons  in  basement  4 
on  the  1st,  40  on  the  2nd,  4  on  the  3rd  and  26  on  the  fourth 
and  as  general  offices,  85  persons  on  the  5th  floor.  The 
building  is  equipped  with  a  sprinkler  system  and  an  interior 
fire  alarm  system.  There  are  two  4  ft.  fireproof  stairs 
extending  from  roof  bulkhead  direct  to  street;  and 
Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  American  District  Alarm  and  watchmen’s 
service  and  interior  fire  alarm  system ;  that  six  guards  are 
maintained  throughout  the  building;  that  the  4th  floor  is 
divided  into  four  sections  by  frame  partitions,  which  do 
not  extend  to  the  ceiling;  that  these  partitions  are  for  the 
purpose  of  segregating  certain  departments  to  insure  better 
application  of  the  workers  in  these  departments  upon  the 
individual  operations  of  each  worker;  that  these  partitions 
are  constructed  of  2  in.  by  4  in.  D.F.  studs,  2  ft.  on  centers 
with  y8"  plywood  panelling  on  one  side  and  are  8  ft.  in 
height ,  that  the  story  height  is  1 1  ft.  4  in.,  the  space  above 
partitions  is  open  throughout  the  floor;  that  the  doors, 
as _  indicated  on  plans  filed  herein,  are  2  ft.  4  in.  by  6  ft' 

4  in.  by  V8  in.,  thick  stock  design  wood  panel  doors ;  that 
section  No.  1.  as  shown  on  plans  is  occupied  by  five  em- 
assembling  mechanical  parts  of  appliances;  section 
No.  2  is  occupied  by  18  employees  in  filling  operating  appli¬ 
ances  with  disinfectants  and  soap  solutions;  that  there  are 
no  inflammable  materials  used  in  this  section;  that  Section 
No.  4  is  occupied  by  one  employee  in  keeping  files  and 
storage  of  office  stationary;  that  Section  No.  3  is  occupied 
by  one  employee  in  packing  and  wrapping  of  merchandise 
foi  shipment ;  that  there  are  two  means  of  egress  from 
Section  No.  1,  stairs  and  elevator;  that  Section  2  is  in 
direct  connection  with  one  exit  stair  and  elevator  and 
through  section  4  with  second  exit  stairway ;  that  Section 
3  has  double  swung  doors  into  Section  No.  2;  that  44  in. 
unobstructed  aisles  are  maintained  leading  to  exits  •  that 
it  is  therefore  requested  in  view  of  the  fact  the  partitions 
do  not  extend  to  ceiling,  that  the  operations  do  not  entail 
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the  use  of  inflammable  or  combustible  materials  and  as 
there  is  no  hazard  incurred,  that  the  Board  modify  the 
Labor  Law  as  the  plant  is  engaged  in  defense  contracts 
and  it  would  create  considerable  confusion  and  hardship  to 
he  compelled  to  change  the  partitions  at  the  present  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  "as  cited  in  a  decision  of  the  borough  superintendent, 
Misc.  Applic.  No.  1445-42,  Objections  Nos.  2,  4  and  6, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  no  additional  partitions  shall  be  erected  other 
than  those  indicated  on  plans  filed  marked  Received  May 
26  1942”  on  the  fourth  floor,  except  that  the  partitions 

toward  the  west  shall  either  be  removed  so  as  to  provide 
free  access  to  the  rear  exit  or  passageway  to  such  exit 
shall  he  constructed  to  provide  free  access  to  stairway 
enclosure  at  all  times;  that  the  partitions  shall  not  be  in¬ 
creased  in  height  beyond  the  8  ft.  height  as  shown;  that 
in  all  other  respects  the  building  and  occupancy  shal  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto, 
other  than  as  modified  by  the  Board  under  Cal.  No. 
664-40-A  relating  to  storage  of  kerosene. 


216-34-A. 

APPLICANT— Haeuser  Shellac  Company,  Incorporated, 
lessee 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  an  order  ot 
the  fire  commissioner. 

PREMISES  AFFECTED— 52-64  Warren  street  sou  h  side, 
214  ft.  west  of  Columbia  street  (Block  No.  odd, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  Hafner. 

ACTION  OF  BOARD— Appeal  reopened,  permit  extended 
and  resolution  amended.  .  XT~ 

THE  VOTE  TO  REOPEN,  EXTEND  PERMIT  AND 
AMEND  RESOLUTION—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  ^ 


THE  RESOLUTION  (216-34-A) 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Ciiinn. .  4 

Negative:  .  u 

THE  RESOLUTION  (249-37-A) 

Whereas,  this  appeal  from  a  decision  of  the  commis¬ 
sioner  of  buildings,  affecting  premises  179-15  Grand  t  entral 
parkwav,  north  side,  106  ft.  east  of  Tudor  road  (Block 
No.  7239,  Lot  Nos.  78  and  82),  Jamaica,  Borough  of  Queens, 
was  granted  by  the  board  June  15,  1937,  on  certain  con¬ 
ditions,  and  applicant  requested  an  extension  of  the  term 
of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  June 
15,  1937  only  so  far  as  it  has  reference  to  the  term  of  the 
variance  so  "that  as  amended  this  portion  of  the  resolution 

shall  read:  .  , 

“permitting  the  premises  under  appeal  to  be  occupied 
as  a  nursing  home  for  a  term  of  five  (5)  ^ years  from 
the  date  of  this  amended  resolution  .  .  .” 


Whereas,  this  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  52-64  Warren  street,  south 
side  214  ft.  west  of  Columbia  street  (Block  No  303,  Lot 
No.  1),  Borough  of  Brooklyn,  was  granted  by  the  Boar 
June  18,  1935,  on  certain  conditions;  the  term  of  the  per¬ 
mit  extended  from  time  to  time  and  last  extended  June 
24,  1941  ;  resolution  amended  November  12,  1041,  and  ap 
pli’cant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  June 
18  1935,  as  amended  through  November  12,  1941,  so  tar 
as’ it  has  reference  to  the  term  of  the  permit  so  that  as 
amended  that  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  one  ( 1 )  year  from  the  date  ot 
this  amended  resolution, 
and  by  adding  thereto : 

“that  upon  deliver}’  of  cylinders  same  shall  be  taken 
inside  the  building  promptly.” 


249-37-A. 

APPLICANT— Dereshun  Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision 
of  the  commissioner  of  buildings. 

PREMISES  AFFECTED— 179-15  Grand  Central  parkway, 
north  side,  106  ft.  east  of  Tudor  road  (Block  No. 
7239,  Lot  Nos.  78  and  82),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Banton  Moore. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 


126-42-A. 

APPLICANT— McFarlanc  Fire  Prevention  Corporation, 
for  Young  Men’s  Christian  Association,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 350-358  West  34th  street,  south 
side  49  ft.  east  of  Ninth  avenue  and  351-359  West 
33rd  street  (Block  No.  757,  Lot  No.  66),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 

amended.  T , 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  ^ 

THE  RESOLUTION  (126-42-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner;  premises  350-358  West  34th  street,  south  side,  49 
ft  east  of  Ninth  avenue  and  351-359  West  33rd  street 
(Block  No.  757,  Lot  No.  66),  Borough  of  Manhattan,  was 
granted  by  the  board  March  17,  1942,  on  certain  conditions 
and  applicant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  March 
17,  1942  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  order  of  the  fire  commissioner, 
No.  13141-LF,  Item  No.  3,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  there  shall  be  sprinkler  heads  fed  from  the 
domestic  water  supply  line  of  the  building  in  all  rooms 
in  the  cellar  used  for  storage  or  cheeking  including  the 
rooms  now  sprinklered,  namely,  the  carpenter  shop, 
waste  paper  room  and  tailor  shop;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  varied  by  the  Board  under  Cal.  No.  896-28 -BZ” 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

29-35-SA. 

APPLICANT— The  Aetna  Oil  Burner  Company,  owner. 
SUBJECT— Application  reopened  May  11,  1937,  re  amend¬ 
ment  of  resolution— re  Aetna  Range  Oil  Burner. 
APPEARANCES— 

For  Applicant :  None. 
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AC  I  ION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  q 


991-39-SM. 

APPLICANT — Coyne  and  Delany,  owners. 

SUBJECT — Delany  Vacuum  Breaker  for  Elevated  Ball- 
cocks,  Model  VB  No.  92,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

AC  I  ION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  -1 
Negative:  .  0 


992-39-SM. 


APPLICANT — Coyne  and  Delany,  owners. 
SUBJECT— Delany  Vacuum  Breaker  for  High 
Ballcocks,  Model  VB-No.  92,  approval  of. 
APPEARANCES— 

F'or  Applicant :  None. 


Tank 


AC  1  ION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


928-39-SM. 

APPLICANT — E.  E.  Souther  Iron  Company,  owner. 

SUBJECT— Masterbilt  Neon  Truck  Sign'  for  Six-Volt 
operation,  approval  of. 

APPEARANCES— 

F'or  Applicant :  None. 

AC  I  ION  OF  BOARD — Application  for  approval  dis¬ 
missed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


785-39-SM. 

APPLICANT — Maurice  A.  Knight,  owner. 

SUBJECT — Knightware  Acid  Neutralizing  Sumps,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

AC  1  ION  OF  BOARD — Application  for  approval  dis¬ 
missed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION  (785-39-SM) 

\\  hekeas,  Maurice  A.  Knight,  owner,  filed  on  June  14, 
1939,  an  application  with  the  lioard  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Knightware 
Acid  Neutralizing  Sumps ;  and 

Whereas,  the  applicant  failed  to  answer  a  communica- 
'  tion  from  the  Board,  and  at  the  hearing  there  was  no 
appearance  made  in  behalf  of  the  applicant. 

Resolved,  that  the  application  for  approval  be  and  it 
hereby  is  dismissed  for  lack  of  prosecution. 


158-41-SM. 

APPL1CAN  \ — Roddis  Lumber  &  Veneer  Company,  owner; 
Roddis  Plywood  and  Door  Company,  Incorporated, 
agent. 

SUBJECT  Application  for  consideration — reopening  and 
restoration  to  calendar— re  Roddis  Protex  45  Door, 
approval  of  (previously  withdrawn). 
APPEARANCES— 

For  Applicant :  Paul  Feldkamp. 

ACT  ION  OF  BOARD — Application  reopened  and  materia! 
approved. 

THE  VOTE  TO  RF:OPEN  AND  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  n 


Note— The  report  of  the  Committee  on  Tests  and  the 
lesolution  of  the  Board  relative  to  the  approval  of  the 
Roddis  Protex  45  Door,  will  be  printed  in  a  subsequent 
issue  of  the  Bulletin,  pending  the  submission  by  the  applicant 
of  drawings  capable  of  reproduction  for  Figure  1,  as  re¬ 
ferred  to  in  the  report  of  the  Committee  on  Tests. 


195-42-SM. 

APPLICANT — Technicraft  Company,  Inc.,  owner. 
SUBJECT — Lumiplast  (Luminous  pigment  to  be  used  on 
exit  signs),  approval  of. 

APPEARANCES— 

For  Applicant :  Monroe  Rothschild. 

ACT  ION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  q 


THE  RESOLUTION  (195-42-SM) 

Whereas,  The  Technicraft  Company,  Incorporated, 
owner,  filed  on  March  12,  1942,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial  known  as  Lumiplast  (Luminous  Pigment  to  be  used 
on  exit  signs)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  T  ests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads  : 

REPORT  OF  COMMITTEE  ON  TESTS. 


J  1 1 1  1  T,  1  7t6, 


Cal.  No.  195-42-SM. 

Subject:  Lumiplast  (Luminous  pigment  to  be  used  on 
exit  signs),  approval  of. 

The  Technicraft  Company,  Inc.  of  New  York  City, 
filed  March  12,  1942  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  “Lumiplast” 
luminous  pigment  to  be  used  on  exit  signs  and  an  elec¬ 
tric  light  bulb  colored  red  except  for  15'%  of  its  area 
to  be  used  to  energize  the  paint,  under  the  provisions 
of  section  272,  subdiv.  4  and  5,  Labor  Law,  sections 
(26-279.0,  (26-745.0  and  C26-178.0,b  Administrative 
Code. 

This  material  is  a  paint  with  a  base  which  becomes 
luminous  in  darkness  after  having  been  energized  by 
daylight  or  by  clear  electric  light  bulbs.  To  provide 
the  energy  the  applicant  requests  approval  of  an  elec¬ 
tric  light  bulb  winch  is  colored  red  as  required  except 
for  a  portion,  approximately  15%  of  the  area  which 
remains  clear.  This  bulb  is  designed  to  fit  into  the 
socket  so  that  this  clear  portion  shines  on  the  sign  but 
is  not  visible  to  users  of  an  exit.  1  his  luminous  paint 
is  intended  to  be  used  in  the  painting  of  the  letters 
of  new  and  existing  exit  signs  so  that  these  signs 
will  glow  when  all  lights  are  blacked  out  in  an  emer¬ 
gency.  I  he  basic  pigments  are  36  ounces  of  pigment 
to  one  gallon  of  clear  lacquer  or  a  paint  of  low  acid 
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content.  On  existing  signs  the  paint  will  be  added  to 
the  existing  red  letters,  lhe  paints  are  furnished  in 
vellow-green  and  in  blue  color. 

This  luminous  paint  and  the  bulb  used  to  energize 
it  has  been  inspected  and  tested  by  the  Committee  on 
Tests  of  the  Board  and  found  to  function  so  that  a 
Mg!!  painted  with  it  glowed  in  complete  darkness. 
Signs  of  this  character  are  now  required  by  the  Office 
of  Civilian  Defense  to  be  used  over  exits  during  black¬ 
outs.  Laboratory  reports  of  tests  of  luminous  exit 
signs  have  been  furnished  by  the  applicant.  Activation 
employed  was  from  15  and  25  watt  bulbs  three 
periods  of  time  were  used  for  activation  with  both  sizes 
of  bulbs,  namely,  five  minutes,  thirty  minutes  and  one 
hour.  The  signs  were  conditioned  for  48  hours  in  a 
dark  room  to  completely  deactivate  any  luminescence 
which  might  be  present.  They  were  then  activated  as 
described  in  a  100  ft.  long  dark  room.  The  signs  were 
placed  on  the  wall  at  the  end  of  this  room,  each  sign 
shielded  from  the  other  signs.  All  signs  were  viewed 
from  a  distance  of  100  ft.  and  showed  a  distinct  bril¬ 
liant  glow  clearly  visible  at  this  distance  but  not  dis¬ 
tinct  as  to  legibility.  The  maximum  distance  for  cleai 
legibility  was  45  ft.  immediately  after  exposure.  Signs 
exposed  under  a  25  watt  lamp  showed  more  glow  than 
those  exposed  to  a  15  watt  lamp.  The  30  min.  expostu  e 
showed  more  glow  than  the  5  min.,  but  there  was  litlle 
difference  between  the  30  min.  and  the  60  min.  ex¬ 
posures.  At  the  end  of  one  hour  the  greatest  distance 
the  glow  was  visible  was  80  ft.  while  the  greatest  for 
full  legibility  was  20  ft.  This  luminosity  decreased 
with  the  passage  of  time  without  reenergizing  so  that 
after  10  hours  the  signs  showed  a  glow  at  7  It.  but 
legibility  was  only  fair  at  one  or  two  feet. 

On  the  basis  of  the  inspection  and  test  by  the  Coni 
miltee,  the  report  of  laboratory  tests  filed  by  the  appli¬ 
cant  and  the  requirements  of  the  Office  of  Civilian  De¬ 


fense  it  is  recommended  that  “Lumiplast’  luminous  pig¬ 
ment  be  approved  for  use  on  exit  signs  energized  by 
'  bulbs  colored  red  except  for  a  15%  portion  to  be  left 
clear,  under  C26-178.0,b  for  use  in  New  York  City  un- 
der  the  provisions  of  Section  272,  subdivisions  4  and  5, 
Labor  Law,  Section  C26-279.0,  C26-745.0,  Administra¬ 
tive  Code  and  Section  40,  Multiple  Dwelling  Law,  pro¬ 
vided  the  containers  of  the  pigment  and  the  treated 
bulbs  be  labeled  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  \ork  City  under  Cal.  I\o. 
195-42-SM,”  and  provided  further  that  the  bulbs  are 
so  placed  in  the  sockets  as  to  have  the  uncolored  por¬ 
tion  rellect  on  the  sign  so  not  to  nullify  the  exit  sign 
requirements ;  that  this  approval  shall  be  limited  to  the 
duration  of  the  existing  emergency. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  ol  this  ma¬ 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Lumiplast  (Luminous 
Pigment  to  be  used  on  exit  signs),  on  condition  that  the 
material  be  manufactured,  used  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report. 


Adiourned  :  5:10  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1942  (The  Little  Green  Book),  contain¬ 
ing  the  lastest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan.  Price  50  cents;  by  mail,  five  cents  per  copy  must 
be  added  for  postage. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 

to  one  copy  of  Form  7NO.  . 

It  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals. 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the~posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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COURT  DECISION 


Chief  John  E.  Gunn 


Joseph  J.  Doyle,  Chief  Clerk 


Office— Municipal  Building,  Rooms  1000  to  1018. 
Telephone— WOrth  2-0184. 

Office  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays 
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Address  all  communications  to  the  Chairman. 


In  the  Matter  of  Chotapegr  v.  Bullowa: — The  defendant’s 

buildings  at  1882-1884  and  1888-1890  Second  Avenue  were 
demolished  in  1938,  leaving  plaintiff’s  building  standing  alone 
with  a  party  wall  on  the  side.  Plaintiff  alleged  that  the  de- 
fendant  neglected  to  “bend  over  the  anchors  at  the  beam  ends” 
and  brick  in  all  open  beam  holes”,  thereby  causing  damage 
from  leakage.  Under  the  Code  (Section  C26-S68.0,a),  the 
owner  of  the  structure  to  be  demolished  is  required  to  bend 
over  anchors  and  brick  up  beam  holes  in  a  party  wall.  If  he 
fails  to  do  so  within  a  reasonable  time  after  notice  to  him 
by  the  Borough  Superintendent  at  the  request  of  the  person 
aggrieved,  the  Borough  Superintendent  may  proceed  to  have 
the  work  done  and  the  cost  may  become  a  lien  against  the 
property  (C26-S69.0). 

Mr.  Justice  Eder  dismissed  the  action  for  damages,  stating 
ln  J?3!1,  Uat  tjie  Legislature  made  no  provision  (in  C26-204  0 
Judicial  Remedies),  authorizing  the  institution  (by  a  private 
party)  of  an  action  at  law  to  enforce  the  provision”  and 
alone”  (the  enforc,nR  P°wer)  to  the  Borough  Superintendent 

(Under  Cal.  Nos.  818  and  819-40-BZ  the  Board  permitted 
the  premises  either  side  of  the  building  in  question  to  be 

JunTll  19424  storaRe')  Y.  Law  Journal, 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given _ 

Court  Decision. 

Docket. 

Rules  Directory. 

Minutes  of  Regular  Meeting  July  7,  1942,  at  10  A.  M., 
Affecting  Calendar  Numbers  77-32-BZ,  1029-41-BZ, 
10-42-BZ,  228-42-BZ,  276-42-BZ,  807-40-BZ,  704-41-Bz! 
812-41-BZ,  213-42-BZ,  283-42-BZ,  432-42-A  and  495- 
42-A. 

Minutes  of  Regular  Meeting  July  7,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  1469-39-BZ,  1220-39-BZ, 
731-41-BZ,  375-23-BZ,  248-42-A,  445-42-A,  466-42-A, 
529-42-A,  307-42-A,  308-42-S,  449-42-A,  450-42-S,  509- 
42-A,  384-42-A,  443-42-S,  454-42-A,  455-42-A,  458-42-A, 
478-42-S,  480-42-A,  690-21-S,  1015-39-SM,  317-36-SA, 
79-40-SM,  728-41-SM,  980-41-SM,  250-42-SM,  346-42- 
SA  and  372-42-SA. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court,  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirtv  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  July  7,  1942. 


537-42-A— H.B.Q.— 137-07  New  York  boulevard,  west 
side,  40  ft.  south  of  137th  avenue  (Block  No.  3076,  Lot  No. 
8),  South  Jamaica,  Borough  of  Queens,  Alt.  1115-42. 


Cal.  No.  Dept.  Premises  Affected 

525- 42-BZ— H.B.M.— 204-232  West  64th  street,  south 
side,  203-219  and  225-231  West  63rd  street,  north  side,  100 
ft.  west  of  Amsterdam  avenue  (Block  No.  1155,  part  of  Lot 
No.  14),  Borough  of  Manhattan,  Decision  re  Certificate  of 

Occupancy. 

526- 42- A — F. D. — 60  South  4th  street  (rear),  southeast 
corner  of  Wythe  avenue  and  359  Wythe  avenue,  east  side, 
80  ft.  south  of  South  4th  street  (Block  No.  2442,  Lot  No. 
7),  Borough  of  Brooklyn,  Decision  re  90735-L.C. 

527- 42-A — F.D. — 667-675  Washington  street  and  279 
West  10th  street,  northeast  corner  (Block  No.  631,  Lot  No. 
1),  Borough  of  Manhattan,  31272-C. 

528- 42-BZ — H.B.M. — 235  East  34th  street,  north  side,  150 
ft.  west  of  Second  avenue  and  240-246  East  35th  street 
(Block  No.  915,  Lot  Nos.  22,  38,  39,  40  and  41),  Borough 
of  Manhattan,  Amendment  to  Alt.  36-42. 


538- 42-A — H.B.B. — 460-466  Smith  street  and  202-218 
Huntington  street,  southwest  corner  (Block  No.  476,  Lot 
No.  19),  Borough  of  Brooklyn,  Alt.  1081-42. 

539- 42-BZ— H.B.B.— 244-266  Fourth  street,  south  side, 
97  ft.  \0y2  in.  east  of  Fourth  avenue  and  275-299  Fifth 
street  (Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of 
Brooklyn,  B.  N.  1225-42. 

540- 42-A— H.B.B.— 651-655  Hicks  street  and  103  Rapel- 
vea  street,  northeast  corner  (Block  No.  364,  Lot  Nos.  1  and 
42),  Borough  of  Brooklyn,  Oil  Burner  Applic.  1785-42. 

541- 42- A — F.D. — 1640  Centre  street,  east  side,  350-30  ft. 
north  of  Wyckoff  avenue  (Block  No.  2840,  Lot  No.  28), 
Ridgewood,  Borough  of  Queens,  92003-L.  C. 

542- 42-S — H.B.M. — 682  Sixth  avenue,  east  side,  98  ft.  9  in 
south  of  West  22nd  street  (Block  No.  823,  Lot  No.  4). 
Borough  of  Manhattan,  Alt.  828-42. 


529- 42-A— H.B.B.— 281-287  North  6th  street,  north  side, 
111  ft.  Sy2  in.  west  of  Metropolitan  avenue  (Block  No. 
2331,  Lot  Nos.  42,  44  and  45),  Borough  of  Brooklyn,  Alt. 
387-42. 

530- 42-BZ— H.B.M.— 360-374  Sixth  avenue,  east  side, 
from  Washington  place  to  Waverly  place,  126-130  Waverly 
place  and  87  Washington  place  (Block  No.  5.i2,  Lot  No. 
37)  ;  (entire  block  front),  Borough  of  Manhattan,  Decision 
re  Certificate  of  Occupancy. 

531- 42-A— H.B.M.— 347  Greenwich  street,  east  side,  100 
ft.  4  in.  north  of  Jay  street  (Block  No.  180,  Lot  No.  23), 
Borough  of  Manhattan,  Alt.  733-42. 


543-42-A— H.B.M.— 682  Sixth  avenue,  east  side,  98  ft.  9  in. 
south  of  West  22nd  street  (Block  No.  823,  Lot  No.  4), 
Borough  of  Manhattan,  Alt.  828-42. 

544.42-A— H.B.M.— 118  Avenue  D,  east  side,  70.10  ft. 
north  of  East  8th  street  (Block  No.  365,  Lot  No.  4),  Bor¬ 
ough  of  Manhattan,  M-889-42. 


II 13 SIGN ATIONS :  H.B — Department  of  Housing  and  TtuddinKs: 
IT.TI.1t.  Department  of  Housing  and  Buddings.  Brooklyn:  H^Tl.M.-— 
Department  of  Housing  and  Buildings.  Manhattan:  IT^l.a.— De¬ 
partment  of  Housing  and  Buddings,  Q"eeJisi,  T^eparttnent 

of  Housing  and  Buildings.  Richmond:  H.TT.TTx.—Department  o 
Housing  and  Buildings,  Bronx:  H.D.— Health  Department,  and 
Tf.TT. — Fire  Department. 


532-42-A— F.D. — 3511  Peartree  avenue,  west  side,  238.62 
ft.  south  of  Boston  road  (Block  No.  5282,  Lot  No.  15). 
Borough  of  The  Bronx,  31084-L.  C. 


533-42-BZ— H.B.B— 2242-2262  Church  avenue,  south 
side,  206  ft.  8 in.  west  of  Bedford  avenue  (Block  No. 
5103,  Lot  Nos.  42,  43  and  45),  Borough  of  Brooklyn,  Alt. 
851-42. 


534.42- A _ F.D. — 119  West  24th  street,  north  side,  225  ft. 

west  of  Sixth  avenue  (Block  No.  800,  Lot  No.  25),  Bor¬ 
ough  of  Manhattan,  30500-L.  C.  and  Decision. 


535-42-A — E.D. — 282  Front  street,  north  side,  124  ft.  3  in. 
west  of  Roosevelt  street  (Block  No.  108,  Lot  No.  21),  Bor 
ough  of  Manhattan,  29904-L.  C.  and  Decision. 


536-42-BZ— H.B. Q.— 34-12  10th  street,  west  side,  73.02 
ft.  south  of  34th  avenue  (Block  No.  324,  Lot  Nos.  32-45 
inclusive),  Long  Island  City,  Borough  of  Queens,  N.  B. 
912-42. 


RULES 

Last 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . . . P)b- 

Carhon  Dioxide  Liquefier,  Rules.  ...  Mar. 
Certificates  of  Occupancy,  approved 

form  . ^°.v- 

Concrete  Flat  Slabs.  Rules.  ■  ■'"'f 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  [une 

Concrete  Rules  (Hydrated  Lime)... Aug- 

Elevator  Rules  . Mar. 

F.xit  Rules  (Revolving  Doors) . ',,ne 

Factory  Exit  Rules  . a  ne 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . •  • . May 

Fire-resistive,  Flameproof  Mate- 

rials,  etc.,  Rules  for  Testing  of  Apr. 
Fire  Retarding  Rules  for  Garages, 

. . Oec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ...... .Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  May 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . . . 

Insulating  Fibre  Board  Rules . Mar. 

Oil  Burner  Rules  . • . •••••  -Jan- 

Opening  Protective  _  Assemblies, 

Rules  for  Inspection  of . 'an- 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules . .  •  •  •  •  •  ••  ■  -£Jnv- 

Platform  Trucks,  Specifications  for.  Nov. 
Plumbing  Rules  . Aug. 


Publication  In  TTnllelln 

17,  1942— Vol.  27.  No.  7 
1 0,  1942— Vol.  27.  No.  10 

25,  1941— Vol.  26,  No.  47 
1 3,  1937— Vol.  22,  No.  28 


24,  1941 — Vol.  26,  No.  25 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21.  No.  9 

15.  1937— Vol.  22,  No.  24 

16,  1942 — Vol.  27,  No.  24 
7,  1942— Vol.  27.  No.  14 

5,  1942— Vol.  27,  No.  18 

28,  1942— Vol.  27,  No.  17 

16,  1941 — Vol.  26.  No.  50 
13.  1937- Vol.  22,  No.  U 
21,  1919— Vol.  4,  No.  3 

20.  |041— Vol.  26.  No.  20 
7,  1925— Vol.  10.  No.  14 
6  lOgg—Vnl.  13.  No.  24 
31,  1942— Vol.  27.  No.  13 
13,  1942— Vol.  27.  No.  2 

6,  1942— Vol.  27,  No.  1 

25.  1941— Vol.  26.  No.  47A 
24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 
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,  _  l-axt  Publication  to  Bulletin 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .Nov.  25,  1941 — Vol.  26,  No  47A 

Procedure,  Rules  ot . Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No  34 

Smoking  in  Factories,  Rules  for - June  30,  1942— Vol.  27,  No.  26 

Sprinkler  Rules  . . June  29,  1937— Vol.  22,  No.  26 

Standpipe  I- ireline  Rules  . June  a,  1937— Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  .June  7,  1932— Vol.  17,  No.  23 

lank  1  rucks.  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

ru^s.  Gasohne,  etc  . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  ot  industrial  Code) ...  Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

F.rlVmi’1  Vv V.es  . Nov-  25>  1941— Vol.  26,  No.  47 A 

•  Lin, l  Va  «es  - •. - ..Nov.  25,  1941— Vol.  26,  No.  47A 

ruel  Oil  Burners  for  Domestic  and 

FnelCOi|l“w?-1'i^SC  . iNiov-  25’  !941— Vol.  26,  No*47A 

,7,  u  **  1  ermmals  . Nov.  25,  1941— Vol.  26,  No.  47A 

K.L  nil  uUrnerS  for  Industrial  Use.  Nov.  25,  1941— Vol.  26,  No.  47A 
Uas  iVei,erUsmPii  . 3°*‘  25>  I941- Vol.  26I  No.  47A 

Sfnu  vTntsh-and-LVcVuVr'sVray-  ‘  25>  1941-Vol‘  26>  No*  47A 

Range"8  ^'TuTtlerV  ’  and  ’  ‘  Space '  ^  25’  1941-V°L  26‘  N°‘  4?A 

vac, mm'Breaice^ 11:  lltl-vl  1%  }?a 


JULY  14,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions; 
ot  the  zoning  resolution,  Tuesday  morning,  July  14,  1942,  at 
at  10  o  clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

265-42-BZ— Application,  March  31,  1942,  under  section 
/  l  ot  the  zoning  resolution  of  Max  Horn,  applicant,  on 
behalf  ot  Long  Island  Railroad  Company,  owner  (Mer¬ 
chants  Association  of  Far  Rockaway,  Incorporated,  lessee), 
to  permit  partly  in  a  business  use  and  partly  in  an  unre¬ 
stricted  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  prem- 

Vno  r.  10  rWT,Haven  avenue  (Clark  street),  north  side, 
100  tt.  east  of  Beach  22nd  (White)  street,  21-11  and  21-12 
Cornaga  avenue  north  and  south  sides,  103  ft.  east  of 
Beach  22nd  (White)  street,  along  Long  Island  Railroad 
running  through  to  Far  Rockaway  boulevard  (Block  No 
214,  Lot  No  6— parking  lot  “B”  and  Block  No.  215,  Lot  No 
■  7— parking  lot  ‘A’),  Far  Rockaway,  Borough  of  Queens. 

705- 41-BZ—Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
ot  ldella  R.  Koechel,  owner,  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  170 

each  105th  street,  northeast  corner  of  Shore  Front  park- 

BpL(Bn°Ck  N,a  ¥3A  Lot  Nos‘  10-  17  and  18)>  Rockaway 
Beach,  Borough  of  Queens. 

706- 41-BZ— Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
ot  V  lola  Murtha,  owner,  to  permit  in  a  residence  use  dis- 

tha'n  fivJ  ,%Jerm  °f  tT?  i(2)  yCarS’  the  Parkin&  of  more 
than  five  (5)  motor  vehicles;  premises  115-117  Beach  96th 

5“ee]-  northwest  corner  of  Shore  Front  parkway  (Block 

No.  63a,  Lot  No.  76),  Rockaway  Beach,  Borough  of  Queens. 

845-41-BZ— Application,  September  30,  1941,  under  sec- 
uon  /h  of  the  zoning  resolution  of  Max  Horn  annlicant 
on  >ehalt  of  Brooklyn  Trust  Company  (as  trustee),  owner’ 
to  permit  partly  in  a  residence  use  and  partly  in  a  business 

Ien»dSnCtfi  °rriterm  of  tW0  (2)  years-  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  14-07  Seagirt 

avenue  and  121  Beach  14th  street,  southwest  corner  (Block 
Queenf:  P  Lot  N°’  1}>  Far  R°ckaway,  Borough  of 


260-42- B Z  Application,  March  30,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Mollie  Lilienfeld,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
aad  ^t°raSe  more  than  five  (5)  motor  vehicles;  premises 
36-02  Sprayview  avenue  and  111  Beach  36th  street,  north¬ 
west  corner  (Block  No.  317,  part  of  Lot  Nos.  83  and  87), 
Edgeinere,  Borough  of  Queens. 

315-42-BZ— Application,  April  15,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Long  Island  Railroad  Company,  owner  (88th 
street  Garage  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  219 
Beach  88th  street,  west  side,  184  ft.  north  of  Rockaway 
Beach  boulevard  and  220  Beach  90th  street  (Block  No  574 
Lot  No.  4),  Rockaway  Beach,  Borough  of  Queens. 

117-42-BZ— Application,  February  10,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Angelina  Baldi,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles- 
Pre\xrfS  1488~1435  De  Kalb  avenue,  west  side,  275  ft  north 

of  Brook!  nVCnUe  (B1°Ck  N°'  3235’  Lot  N°'  44)1  Borou8h 

1029-41-BZ— Application,  November  27,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Henry  C.  Brockman 

tT  p’  °a  ^eha  ?  .?ulf  °il  Corporation  and  Staten 
Island  Rapid  Transit  Railroad  Company,  owners,  to  permit 
in  a  business  use  district,  the  extension  and  reconstruction 
of  an  existing  gasoline  service  station;  premises  263  Bav 
street  a-nd  16  Hannah  street,  southeast  corner  (Block  No 
487,  Lot  No.  42),  Tompkinsville,  Borough  of  Richmond. 

Appeals  from  Administrative  Decisions. 

432-42-A  263  Bay  street  and  16  Hannah  street,  south- 

ssossrst  Koid0- 4871  Lot  No- 42)’ 

495-42-A— 263  Bay  street  and  16  Hannah  street  south¬ 
east  corner  (Block  No.  487,  Lot  No.  42).  Tompkinsville, 
t  orough  of  Richmond  (under  section  35,  General  Citv 
Law — re  bed  of  mapped  street). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  14,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

248-42- A—1 49-151  East  34th  street,  north  side,  250  ft 
oTliSan  VenUe  (BI°ck  N°'  89°’  Lot  No'  34 Borough 

445-42- A— 208-210  West  56th  street,  south  side,  122  ft  7 
m.  east  of  Broadway  (Block  No.  1027,  Lot  No.  40)  Bor¬ 
ough  of  Manhattan. 

466-42- A— 307-313  Kingsland  avenue,  west  side.  135  ft 
Borough  o£°Bnx>klynenUe  (B'°Ck  N°'  2657'  Lo*  No'  '*)■ 

171:42;A-60-29  Catalpa  avenue,  north  side,  169  10  ft 
west  of  60th  lane  (Block  No.  3514,  Lot  No.  47),  Ridgewood 
Borough  of  Queens  (under  section  60,  Multiple  Dwelling 
.aw)  re  installation  of  the  sprinkler  system  in  a  proposed 
tenant  garage  m  a  multiple  dwelling. 

538-42-A— 460-466  Smith  street  and  202-218  Huntington 
street,  southwest  corner  (Block  No.  476,  Lot  No  19) 
Borough  of  Brooklyn. 

264-42- A— 171-06  Jamaica  avenue,  south  side  40 -?0  ft 

*°f  P72nd  uStrr®^  (Bl0Ck  N°-  10212’  Lot  No-  17) 

Jamaica,  Borough  of  Queens. 
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506-42- A— 47-19  Grand  avenue,  entire  area,  bounded  by 
Grand  avenue,  Page  place,  56th  road,  Maspeth  Creek  an 
Newtown  Creek  (Buildings  Nos.  40,  41,  48,  IK,  16,  30,  44, 

66,  36  and  Gate  House);  (Block  No.  2257,  Lot  Nos  2 
16  and  31;  Block  No.  2256,  Lot  Nos  60 ,  61,  63,  150,153 
and  155;  Block  No.  2235,  Lot  Nos  1  22^  300  and  330 
Blnrk  No  2236  Lot  Nos.  70,  75  and  30;  Block  No.  2o88, 
Lot  Nos  1  and  50;  Block  Nos.  2589,  2590,  2595,  2603,  2604, 
2605  and  2606,  Lot  No.  1 -  Block  Nos  2591,  2592  259  and 
2594,  Lot  Nos.  1  and  34;  Block  No  2596,  pari t  of  Lot  No. 

1  •  Block  No.  2600,  Lot  Nos.  1  and  45 ;  Block  No.  2601, 

1  ot  Nos.  1,  21,  28,  34,  40,  44  and  50  and  Block  Nc >-2602, 
Lot  Nos.  1,  37,  40  and  44),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law-re  beds  of  the  fol¬ 
lowing  mapped  streets:  47th  street  (Rogers  street),  48  h 
street  (Gilbert  street),  49th  street  (Owens  street),  50th 
street  (Rice  street),  51st  street  (Simpson  street)  52nd 
street  (Richey  street),  53rd  street  (Sophie  street) ,  54th 
street  (Garrison  street),  Maspeth  avenue,  49th  street  (Mu¬ 
nich  street),  49th  place  (Bremen  street),  50th  street  (Berlin 
avenue)  and  57th  avenue  (Creek  avenue— Hanover  avenue)  , 
(aluminum  plant). 

SI  5-42- A — H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue  Page  Plac^6throad  ^os ^ 
Creek  and  Newtown  Creek  (Block  No.  2^7  Lot  Nos  2, 

16  31  Block  No.  22a6,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2235,  Lot  Nos.  1,  225  300,  330,  Block  No.  2236, 
Lot  Nos.  70  75,  30,  Block  No.  2o88,  Lot  Nos.  1,  50,  Block 
Nos  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592.  2593,  2594,  Lot  Nos^  1  34,  Block 
No.  2596,  part  of  Lot  No  1,  Block  No.  2600  Lot  Nos^  L 
45  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44),  Maspeth,  oi- 
ough  of  Queens,  N.  B.  840-42. 

51  fi-42-A— H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No  ~2p7,  Lot  os .  , 

16  31  Block  No.  22;>6,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 

I  Ot  Nos  70  75,  30,  Block  No.  2o88,  Lot  Nos.  1,  50  Block 
Nos.  2589,  2590,  2595,  2603,  2604  2605,  2606,  Lot  No.  , 
Block  Nos.  2591,  2592,  2593,  2594  Lot  Nos.  1  ^  Block 
No.  2596,  part  of  Lot  No  1,  Block  No.  2600  Lot  Nos^  l 

45  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  5U  and 

Block  No.  2602,  Lot  Nos  1  37,  40  ; 42  ^ 
ough  of  Queens  (Office  Building,  No.  40),  N.  B.  848-44. 

517- 42-A— H.B.Q.— 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue  Page  place  56th  road  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257  Lot  Nos  2, 
16  31  Block  No.  22.s 6,  Lot  Nos.  60,  61.  .63,  150,  153,  155, 
Block ’No.  2235,  Lot  Nos.  1,  225,  300  330,  Block  No.  2236, 

I  ot  Nos  70  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
T»inri,  vn,  ?591  2592  2593,  2594,  Lot  Nos.  1,  34,  Block 
1^0^2596  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 

it  mock  No.  2601,  Lot  Nos.  1,  21,  28,  34.  40.  44,  SO  and 

Block  No.  2602,  Lot  Nos.  1  37.  40  44) ,  Maspeth  Borough 
of  Queens  (Laboratory  Building,  No.  41),  N.  B.  849  42. 

518- 42-A— H.B.Q.— 47-19  Grand  avenue,  entire  area 
bounded  bv  Grand  avenue.  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No  2257  Lot  Nos  2, 
16  51  Block  No.  22o6,  Lot  Nos.  60,  61,  63,  150  153,  155, 
Block’ No.  2235,  Lot  Nos.  1,  225,  300  330,  Block  No.  2236, 
I  ot  Nos  70  75,  30,  Block  No.  2588.  Lot  Nos.  1  50  Block 
Nos.  2589,  2590.  2595.  2603,  2604.  2605,  2606  Lot  No.  1 
Block  Nos.  2591,  2592,  2593,  2594  Lot  Nos^  1  34,  Block 
No  2596  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1. 
45  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50,  and 
Block  No.  2602.  Lot  Nos.  1,  37.  40  44),  Maspeth  Borough 
of  Queens  (Wash  Room  Building  No.  48),  N.  B.  8a0-42. 

519-42-A— H.B.Q.— 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue.  Page  place  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No  22c7  Lot  Nos 
16.  31,  Block  No.  22o6,  Lot  Nos.  60,  61,  63,  lcO,  153,  15a, 


Block  No.  2235,  Lot  Nos.  1,  225,  300 ,  330,  Block  No.  2236, 
Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1,  aO,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  aO  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44).  Maspeth  Bor¬ 
ough  of  Queens  (2  Rectifier  Stations,  Nos.  IK  and  16), 
N."  B.  851-42. 

520- 42-A — H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  22a7,  Lot  Nos.  2, 
16,  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  la3,  laa, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No  2236, 
Lot  Nos.  70,  75,  30.  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606  Lot  No  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos  1  34,  Block 
No  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44)  Maspeth,  Bor¬ 
ough  of  Queens  (Transformer  Service  Building,  No.  3U), 
N."  B.  852-42. 

521- 42-A — H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th_road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2, 
16,  31,  Block  No.  2256,  Lot  Nos.  60.  61,  63,  laO,  la3,  laa, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330  Block  No  2236, 
Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos  1,  34  Block 
No  2596  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45, ‘Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44),  Maspeth,  Bor¬ 
ough  of  Queens  (Machine  Shop  Building,  No.  44),  N.  h>. 
853-42. 

522- 42-A— H.B.Q. — 47-19  Grand  avenue,  entire  area 
hounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2 
16,  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150  153,  155 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330  Block  No.  2236 
Lot  Nos.  70.  75,  30,  Block  No.  2588.  Lot  Nos.  1.  50,  Block 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1  34.  Block 
No  2596  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45  Block  No.  2602.  Lot  Nos.  1,  37,  40,  44  and  Block  No. 
2601,  Lot  Nos.  1,  21.  28.  34,  40,  44  and  50)  Maspeth.  Bor¬ 
ough  of  Queens  (Gate  House  Building,  No.  44),  N.  ti. 
872-42. 

Appliances  and  Materials  for  Approval. 

373-42-SA — Handy  Folding  Pail  Co.,  Inc.,  Handy  Fold¬ 
ing  Water  Bucket,  10  and  12  Quart  capacity. 

170-42-SM — Inselbric. 

454-41-SM— Superior  One  Hour  Hollow  Steel  Fire  ldoor. 
779-41-SM— Certain-Teed  Gypsteel  Precast  Short  Span 
Gypsum  Roof  Slabs  (3”  x  12"  x  30  solid). 


JULY  21,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  21,  1942,  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan,  on 
the  following  matters : 

465-42-BZ— Application,  June  11,  1942,  under  sections  7 a 
and  7c  of  the  zoning  resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  8302  Atlantic  Avenue  Corporation,  owner,  to 
permit  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  factory  building  by  the  construction  and  use  of  a  new 
cellar;  premises  83-02  to  83-20  Atlantic  avenue,  94-01  to 
94-15  83  rd  street,  southeast  corner  and  94-02  to  94-16  84th 
street  (Block  No.  9014,  Lot  Nos.  1  and  11),  Ozone  Park, 
Borough  of  Queens. 
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177-42-BZ  Application,  March  4,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  John  F.  McKenna,  owner,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  582-610  86th-  street, 
southeast  corner  of  Gatling  place  (Block  No.  6054,  Lot  Nos. 
19,  20,  22  and  27),  Borough  of  Brooklyn. 

371-42-BZ  Application,  May  7,  1942,  under  sections  7f 
and  7h  of  the  zoning  resolution,  of  Paul  Friedman,  applicant, 
on  behalf  of  Underwriters  Trust  Company  (as  trustee), 
owner  (Bertha  Friedman,  lessee),  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
6301-6323  11th  avenue,  east  side,  from  63rd  to  64th  streets, 
1102-1112  63rd  street  and  1101-1111  64th  street  (Block  No. 
5738,  Lot  No,  1),  Borough  of  Brooklyn. 

406-41-BZ  —  Application,  May  5,  1941,  under  section  7e 
of  the  zoning  resolution,  of  A.  Paul  Loshen,  applicant,  on 
behalf  of  Samuel  Litt,  owner,  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  erection  of  a 
lumber  shed  and  the  use  of  the  premises  as  an  office  in  con¬ 
nection  with  the  lumber  yard;  premises  218-35  to  218-41 
Hempstead  avenue,  north  side,  195.50  ft.  west  of  Springfield 
boulevard  (Block  No.  10766,  Lot  No.  47),  Laurelton,  Bor¬ 
ough  of  Queens. 

542-41-BZ — Application,  June  16,  1941,  under  sections  7a 
and  7e  of  the  zoning  resolution,  of  Dominic  Russo,  applicant 
and  lessee,  for  Dominic  Russo  and  Estate  of  Andrew  Haga- 
man,  owners,  to  permit  upon  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  motor  vehicle  repair  shop;  premises 
936  Richmond  avenue,  west  side,  143.31  ft.  south  of  Forest 
avenue  (Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich¬ 
mond,  Borough  of  Richmond. 

314-42-BZ— Application,  April  15,  1942,  under  section  7h 
of  the  zoning  resolution,  of  LJnion  Parking  Corporation, 
applicant  and  lessee,  on  behalf  of  Dry  Dock  Savings  Insti¬ 
tution,  owner,  to  permit  in  a  retail-1  use  district,  for  a  term 
of  two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  122-126  West  48th  street,  south  side,  245 
ft.  west  of  Sixth  avenue  (Block  No.  1000,  Lot  No.  43), 
Borough  of  Manhattan. 

140-42-BZ — Application,  February  18,  1942,  under  section 
21  of  the  zoning  resolution,  of  Anthony  M.  De  Rose,  appli¬ 
cant,  on  behalf  of  Anton  Escherich,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  six 
(6)  car  garage  on  the  same  plot  with  an  existing  four  (4) 
car  garage;  premises  2851-2853  Bailey  avenue/ west  side, 
498  ft.  south  of  West  230th  street  (Block  No.  3264,  Lot  No. 
63),  Borough  of  The  Bronx. 

10- 42-BZ — Application,  January  5,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant,  on 
behalf  of  Lina  S.  Kissam,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  an  unrestricted  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  220-20  Jamaica  ave¬ 
nue,  south  side,  481.92  ft.  east  of  Springfield  boulevard 
(Block  No.  10793,  Lot  Nos.  37  and  45  and  Block  No.  10789, 
Lot  Nos.  37,  38  and  43),  Queens  Village,  Borough  of  Queens. 

1101-41-BZ — Application,  December  23,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  reconstruction  of  an  existing  gasoline  ser¬ 
vice  station;  premises  451-457  Flushing  avenue  and  713-721 
Bedford  avenue,  northeast  corner  (Block  No.  2263,  Lot  No. 
1),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

481-42-A — 451-457  Flushing  avenue  and  713-721  Bedford 
avenue,  northeast  corner  (Block  No.  2263,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

11- 42-A — 220-20  Jamaica  avenue,  south  side.  481.92  ft 
east  of  Springfield  boulevard  (Block  No.  10793,  parts  of 


Lot  Nos.  37  and  45  and  Block  No.  10789,  Lot  Nos.  38  and 
43),  Queens  V  illage.  Borough  of  Queens  (under  section  35, 
General  City  Law — re  bed  of  mapped  street — proposed  96th 
avenue). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  21,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

529-42-A — 281-287  North  6th  street,  north  side,  111  ft. 
5,^2  in.  west  of  Metropolitan  avenue  (Block  No.  2331,  Lot 
Nos.  42,  44  and  45),  Borough  of  Brooklyn. 

428-42-A — 90-41  77th  street,  east  side,  18  ft.  north  of  91st 
avenue  (Block  No.  8956,  Lot  No.  66),  Woodhaven,  Bor¬ 
ough  of  Queens. 

437-42-A — 486  Seventh  avenue,  west  side,  254  ft.  6  in. 
south  of  16th  street  (Block  No.  1056,  Lot  No.  41),  Borough 
of  Brooklyn. 

Appliances  and  Materials  for  Approval. 

333-39-SM — DeYorgi  Bros.  Concrete  Block. 

681- 40-SA— Westinghouse  Type  B2  Interlock. 

682- 40-SA — Westinghouse  Type  BC  Interlock. 

683- 40-SA— Westinghouse  Type  C  Electric  Contract. 
699-40-SA — Westinghouse  Type  OC  Oil  Buffer. 
701-40-SA — Westinghouse  Type  126B  Interlock. 

727- 40-SA — Westinghouse  Type  F  Interlock. 

728- 40-SA — Westinghouse  Type  P  Interlock. 

743- 40-SA — Westinghouse  Type  SC  Contact. 

744- 40-SA — Westinghouse  Type  CH  Contact 

767- 40-SA— Westinghouse  Types  A-3  and  A-3R  Elevator 
Door  Hangers. 

768- 40-SA— Westinghouse  Types  B-3  and  B-3R  Elevator 
Door  Hangers. 

1150-40-SA — Westinghouse  Type  FC  Gate  Contact. 
424-42-SM— Jackson  System  (fastenings  for  Acoustical 
and  Insulating  Materials  for  Walls  and  Ceilings). 

33  9-42- SM — Scovill  Manufacturing  Company  Rubber 
Covered  Hose  Nozzle,  Catalogue  H-227  and  Scoville 
Manufacturing  Company  Spike  Sprinkler  Cap.  Catalogue 
H-250. 

22-42-SM  —  Wolmanized  Lumber. 


JULY  23,  1942,  10  A.  M. 

Appeal  from  Administrative  Decision. 

440-42-A  2462-2470  (2434-2442  displayed)  Cropsey  ave- 
'/Ty  west  side,  between  Bay  37th  and  Bav  38th  streets 
(Block  No.  6928.  Lot  No.  1;  Block  No.  6942,  Lot  No.  93 
and  Block  No.  6946,  Lot  No.  377),  Borough  of  Brooklyn. 


JULY  28,  1942,  10  A.  M. 

Zoning  Appl ications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
aids  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  28  1942  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan  ’  on 
the  following  matters : 

77-32-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Anagal  Realty  Company,  Incorporated 
owner,  reopened  November  5,  1941,  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit  in  a  business  use  district 
the  maintenance  and  the  extension  of  a  gasoline  service 
station  (previously  granted  by  the  Board  for  a  temporary 
period)  ;  premises  181-07  Horace  Harding  boulevard,  north¬ 
east  corner  of  Utopia  parkway  (Block  No.  7065,  Lot  No  5) 
Flushing,  Borough  of  Queens. 

228-42-BZ— Application,  March  20,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Thomson  Hill  Land  and  Im¬ 
provement  Company,  applicant  and  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
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premises  39-16  48th  avenue,  southwest  corner  of  39th  place 
(Block  No.  206,  Lot  No.  18),  Long  Island  City,  Borough  of 
Queens. 

276-42-BZ — Application,  April  1,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Joseph  B.  Lynch,  applicant,  on 
behalf  of  Louis  lervolino  and  Thomas  Iervohno,  owners,  to 
permit  in  a  residence  use  district,  the  reconstruction  and 
change  of  occupancy  of  an  existing  garage  building  to  a 
gasoline  service  station ;  premises  81  Rapelye  street  north¬ 
west  corner  of  Hicks  street  (Block  No.  363,  Lot  No.  38), 
Borough  of  Brooklyn. 

442-42-BZ — Application,  May  28,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Henry  C.  Brockman,  applicant, 
on  behalf  of  Gulf  Oil  Corporation,  owner,  to  permit  in  a 
residence  use  district,  the  reconstruction  and  extension  ot 
an  existing  gasoline  service  station;  premises  2001-ZU1I 
Cropsey  avenue  and  8799-8815  20th  avenue,  northeast  corner 
(Block  No.  6442,  Lot  No.  5),  Borough  of  Brooklyn. 

349- 42-BZ — Application,  April  13,  1942,  under  sections  7h 
anl  21  of  the  zoning  resolution,  of  Herman  kr on  applicant, 
on  behalf  of  Emigrant  Industrial  Savings  Bank,  George 
Kraus  and  John  Kraus,  owners  (J.  K.  Construction  Com¬ 
pany  Incorporated,  lessee),  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 

350- 352  West  45th  street,  south  side,  200  ft.  east  of  Ninth 
avenue  (Block  No.  1035,  Lot  Nos.  55  and  56,  Borough  of 
Manhattan. 

508-42-BZ — Application,  June  24,  1942,  under  section  21 
of  the  zoning  resolution,  of  William  Shary,  applicant,  on 
behalf  of  S  E.  R.  Realty  Corporation,  owner  (H.  E.  K. 
Laboratories,  Incorporated,  lessee),  to  permit  in  a  residence 
use  district,  the  extension  in  height  of  a  business  building, 
premises  457  West  46th  street,  north  side,  175  ft.  east  ot 
Tenth  avenue  (Block  No.  1056,  Lot  No.  8),  Borough  of 
Manhattan. 

143-42-BZ— Application,  February  18,  1942,  under  sec¬ 
tions  7a  and  7c  of  the  zoning  resolution,  of  Jacob  J.  Gloster, 
applicant,  on  behalf  of  Five  Eleven  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  district,  the  alteration 
and  extension  of  a  business  use  on  the  first  (1st)  story  and, 
also,  the  extension  and  conversion  of  occupancy  from  resi¬ 
dence  use  to  business  use  of  the  second  (2nd)  story  of  an 
existing  building;  premises  509  East  72nd  street,  north  side, 
173  ft.  east  of  York  avenue  (Block  No.  1484,  Lot  No.  8), 
Borough  of  Manhattan. 

31-33-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Packer  Service  Center,  Incorporated 
owner  reopened  November  18,  1941,  under  sections  7f  and 
21  of  the  zoning  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  term  of 
years,  the  use  of  a  plot  of  ground  as  a  gasoline  service 
station  and,  also,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  610-622  Utica,  avenue, 
northwest  corner  of  Winthrop  street  (Block  No.  4603,  Lot 
No.  40),  Borough  of  Brooklyn. 

536-42-BZ— Application,  July  3,  1942,  under  sections  21 
and  7c  of  the  zoning  resolution,  of  Sidney  L.  Strauss, 
applicant,  on  behalf  of  General  Bronze  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  for  metal  manufacturing, 
premises  34-12  10th  street,  west  side,  73.02  ft.  south  of  34th 
avenue  (Block  No.  324.  Lot  Nos.  32  to  45,  inclusive),  Long 
Island  City,  Borough  of  Queens. 

425-42-BZ— Application,  May  22,  1942,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Bishop,  McCormick  and 
Bishop,  applicants  and  lessees,  on  behalf  of  Bismac  Corpo- 
ration,  owner,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  term  of  years,  the  conver¬ 
sion  of  occupancy  of  a  building  to  a  motor  vehicle  repair 
shop  (this  case  was  previously  acted  upon  by  the  Board)  ; 
premises  139-29  Hillside  avenue,  north  side,  103.40  ft.  west 
of  143rd  street  (Block  No.  9698,  Lot  Nos.  21  and  23), 
Jamaica,  Borough  of  Queens. 


1023-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  St.  Georges  Church,  owner  (Harry  Zeitlin 
lessee)  to  permit  in  a  residence  use  district,  for  a  term  ot 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  162  Beach  110th  street  north- 
east  corner  of  Ocean  Promenade  (Block  No.  654,  Lot  No. 
42,  Rockaway  Beach,  Borough  of  Queens. 

696-41-BZ — Application,  July  25,  1941,  under  section  7h 
of  the  zoning  resolution,  of  David  Koss,  applicant,  on 
behalf  of  Edward  Schneider,  Anthony  Gazzola,  Charles 
Parma  and  Celestine  Parma  Powers,  owners  (Julia 
Murphy,  lessee),  to  permit  in  a  business  use  district  tor  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  101-la  Rockaway 
Beach  boulevard,  south  side,  50  ft.  east  of  Beach  02nd 
street  and  184  Beach  102nd  street  (Block  No.  640,  Lot  No. 
11),  Rockaway  Beach,  Borough  of  Queens. 

893-41-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry  Incorporated  and 
Margreen  Realty  Company,  Incorporated,  owners  (Staple- 
ton  Service  Laundry,  Incorporated,  lessee),  reopened  June 
23  1942  under  section  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  manufacturing  use  district,  the  conversion  of  occu¬ 
pancy  of  part  of  an  existing  building  to  a  laundry  (includ¬ 
ing  dry  cleaning  use)  ;  premises  46-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block  No. 

Lot  Nos.  73  and  69),  West  New  Brighton,  Borough  of 

Richmond. 

505-42-BZ— Application,  June  23,  1942,  under  section  7h 
of  the  zoning  resolution,  of  John  P.  Riley,  applicant  and 
Chief  Engineer,  on  behalf  of  New  York  City  Housing 
Authority,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  278-292  Tenth  avenue  east  side  between 
West  26th  and  West  27th  streets,  455-463  West  26th  street 
and  446-460  West  27th  street  (Block  No.  724,  part  of  Lot 
No.  1),  Borough  of  Manhattan. 

525-42-BZ — Application,  July  1,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Julius  Soman,  applicant  and 
Assistant  Engineer,  on  behalf  of  New  York  City  Housing 
Authority,  owner,  to  permit  in  a  residence  use  district,  tor 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  204-232  West  64th 
street,  south  side  and  203-219  and  225-231  West  63rd  street, 
north  side,  100  ft.  west  of  Amsterdam  avenue  (Block  No. 
1155,  part  of  Lot  No.  14),  Borough  of  Manhattan. 
1052-41-BZ — Application,  December  4,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  Straub,  on  behalt 
of  Frederick  Figge  Company,  owner,  to  permit  in  a  business 
use  district,  the  conversion  of  occuPancy  of  an  existing 
building  to  factory  use;  premises  300-302  Pacific  street, 
south  side,  250  ft.  east  of  Smith  street  (Block  No.  188,  Lot 
No.  20),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

456-42-S— 300-302  Pacific  street,  south  side  250  ft.  east 
of  Smith  street  (Block  No.  188,  Lot  No.  20),  Borough  of 

Brooklyn.  HARRIS  H.  MURDOCK,  Chairman. 


JULY  28,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

383-42-A — 383  Third  avenue,  east  side,  205  ft.  south  of 
Third  street  (Block  No.  980,  Lot  No.  1),  Borough  of 
Brooklyn. 

400-42-A— -134-184  43rd  street  and  4302-4320  Second  ave¬ 
nue.  southwest  corner  (Block  No.  726,  Lot  No.  1),  Borough 
of  Brooklyn. 

553-42-A— 160  Scott  avenue,  southeast  corner  of  Scholes 
street  (Block  No.  2972,  Lot  Nos.  1  and  25),  Borough  of 
Brooklyn  (under  section  35,  General  City  Law  re  bed  of 
mapped  street— Seneca  avenue). 
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BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 

TUESDAY  MORNING,  JULY  7,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  1  uesday  morning,  June  30,  1942  and  Tuesday  afternoon. 
June  30,  1942,  were  approved  as  printed  in  Bulletin  No.  27. 
Vol.  27. 


77-32-BZ. 


ZONING  CASES 


APPLICANT — Lama  and  Proskauer,  for  Anagal  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  reopened  November  5,  1941  (deci¬ 
sion  ot  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  maintenance  and  the  exten¬ 
sion  of  a  gasoline  service  station  (previously 
granted  by  the  Board  for  a  temporary  period) 

PREMISES  AFFECTED — 181-07  Horace  Harding  boule¬ 
vard,  northeast  corner  of  Utopia  parkway  (Block 

APPEARANCES^01  ^us^ng’  borough  of  Queens. 


For  Applicant:  Alfred  A.  Lama  and  Joseph  Lagana. 
For  Opposition:  Emma  K.  Dobbs,’ Benedetta  De 
Cicco,  Rose  De  Cicco,  Edwin  J.  Zounck,  Joseph 
Zounck,  Frederick  J.  Zink  and  Stefan  Krist. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
.  ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  28,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board, 
and  for  decision  by  the  Board,  without  further 
argument. 


1029-41-BZ. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpora¬ 
tion  and  Staten  Island  Rapid  Transit  Railroad 
Company,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension 
and  reconstruction  of  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED — 263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  No.  487,  Lot  No. 
42),  Tompkinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

ACT  ION  OF  BOARD — Laid  over  to  July  14,  1942  at  10 
A.  M.  on  request  of  applicant. 


10-42-BZ. 

APPLICANT — Frank  C.  Keller,  for  Lina  S.  Kissam,  owner. 

sUBJECl — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  an 
unrestricted  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

I 'REMISES  AFFECTED — 220-20  Jamaica  avenue,  south 
side,  481.92  ft.  east  of  Springfield  boulevard  (Block 
No.  10793,  Lot  Nos.  37  and  45  and  Block  No.  10789, 
Lot  Nos.  37,  38  and  43),  Queens  Village,  Borough 
of  Queens. 

APPEARANCES — 

For  Applicant:  Frank  C.  Keller. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

*CTTON  OF  BOARD — Laid  over  to  July  21,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board, 
and  for  joint  hearing  with  Cal.  No.  11-42-A. 


228-42-BZ. 


AI  1 L1LAN I  rhomson  Hill  Land  and  Improvement 
Company,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

I  REMISES  AFh  EC  I  ED — 39-16  48th  avenue,  southwest 
corner  of  39th  place  (Block  No.  206,  Lot  No.  18), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  James  J.  Dunn. 

For  Opposition:  Samuel  Kirschenbaum,  James 
Chiren,  Edward  Sidorowicz,  Helen  Mardovich, 
A.  M.  Amoslini,  Mrs.  John  Still  and  Sarkis 
Kiduzjian. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  28,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board, 
and  for  decision  by  the  Board,  without  further 
argument. 


276-42-BZ. 

APPLICANT  Joseph  B.  Lynch,  for  Louis  Iervolino  and 
Thomas  Iervolino,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  reconstruc¬ 
tion  and  change  of  occupancy  of  an  existing  garage 
building  to  a  gasoline  service  station. 

PREMISES  AFFECTED — 81  Rapelyea  street,  northwest 
corner  of  Hicks  street  (Block  No.  363,  Lot  No.  38), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  Louis  Iervolino, 
Thomas  Iervolino  and  Rev.  William  J.  Farrell. 
For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  28,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board, 
and  for  decision  by  the  Board,  without  further 
argument. 


807-40-BZ. 

APPLICANT — Richard  Stiegler,  owner. 

SUBJECT — Application  reopened  March  31,  1942  (  re  deci¬ 
sion  of  the  acting  borough  superintendent)  under 
sections  7f  and  21  of  the  zoning  resolution,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
denied). 

PREMISES  AFFECTED — 1168-1184  River  avenue,  east 
side,  129  ft.  north  of  McClellan  street  (Block  No. 
2488,  part  of  Lot  Nos.  1  and  12),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Meyer  Stern,  Harry  Eisen,  Richard 
Steigler  and  Clayton  Bixlev. 

For  Opposition  :  Abraham  Wiland,  Earl  I.  Gallant 
and  Samuel  Horwitz. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative :  .  p 

Negative:  Chairman  Afurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


THE  RESOLUTION  (807-40-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district. 


759 


MINUTES 


for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motoi 
vehicles,  premises  1168-1178  River  avenue,  east  side,  129  ft. 
north  of  McClellan  (Block  No.  2488,  part  of  Lot  No.  1), 
Borough  of  The  Bronx,  was  denied  by  the  Board  January 
28,  1941;  the  decision  of  the  Board  sustained  by  the  court; 

and  . 

Whereas,  Richard  Stiegler,  owner,  requested  reopening 
of  the  application  under  sections  7f  and  21  ot  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  temporary  period  ot 
not  more  than  two  (2)  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles;  premises  1168-1184 
River  avenue,  east  side,  129  ft.  north  of  McClellan  street 
(Block  No.  2488,  Part  of  Lot  Nos.  1  and  12),  Borough  of 
the  Bronx;  and 

Whereas,  this  application  was  reopened  by  vote  ot  the 
Board  March  31,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regu’ar 
meeting,  July  7,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  River  avenue,  McClellan  street 
and  East  167th  street  are  in  business  use  districts;  Gerard 
avenue  is  in  residence  and  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  31,  1942,  reads : 

“Please  be  advised  that  your  application  for  a  cer¬ 
tificate  of  occupancy  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  at  the  above  prem¬ 
ises,  is  denied,  as  the  premises  are  located  in  a  business 
and  residence  district,  where  such  use  is  prohibited  by 
Art.  2,  Sec.  4  and  Art.  2,  Sec.  3,  respectively,  of  the 
Zoning  Resolution  of  the  City  of  New  York.” 

'"Whereas,  the  premises,  part  of  a  larger  parcel  of  ground, 
consist  of  a  plot  having  a  frontage  of  150  ft.  and  a  depth 
of  115  ft.  It  is  proposed  to  use  the  plot,  for  a  term  of  two 
(2)  years,  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  and 

Whereas,  the  premises  and  the  surrounding  area  weie 
inspected  by  a  committee  of  the  Board;  and  _ 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  f,  of  the  zoning  reso¬ 
lution,  and  that  the  applicant  failed  to  substantiate  a  basis 
of  appeal  under  section  21  thereof  and  was,  therefore,  not 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 

unnecessary  hardship.  .  , 

Resolved  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


THE  RESOLUTION  (704-41-BZ) 

Whereas,  Max  Horn,  for  Edward  W.  Stellges,  owner, 
filed  on  July  31,  1941,  an  application  under  section  7h  oi 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  ofjnore  than  five 
(5)  motor  vehicles;  premises  137  Beach  67th  street,  west 
side,  161.78  ft.  north  of  Boardwalk  and  138  Beach  68th 
street  (Block  No.  360,  Lot  No.  85  and  part  of  Lot  No.  12),  , 
Arverne,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  Inly  7,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  66th  street,  Beach  67th  street 
and  Boardwalk  are  in  residence  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  9,  1941,  re  Misc.  Appl.  No.  6211-41,  reads: 

“1.  The  use  of  these  premises  for  the  parking  of 
motor  vehicles  in  a  Residence  district  is  contrary  to 
Art.  2,  Sec.  3  of  the  Zone  Resolution. 

Not  further  considered.” 

and  , 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  102  ft.  on  Beach  68th 
street,  178  ft.  on  Beach  67th  street  and  a  distance  of  202 
ft.  along  the  south  lot  line.  It  is  proposed  to  use  the 
premises  for  a  term  of  two  (2)  years,  for  the  parking  ol 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  ; 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  prem-J 
ises  on  Beach  67th  street  with  a  frontage  of  approximately 
175  ft.  and  a  depth  of  100  ft.  to  be  occupied  for  the  tran¬ 
sient  parking  of  motor  vehicles  to  be  mainly  those  who  are 
customers  of  the  adjoining  bathhouse  to  the  south  located 
on  the  Boardwalk  on  Lot  No.  1,  Block  360  under  same 
ownership :  that  the  plot  shall  be  leveled  substantially  to  the 
grade  of  67th  street  and  shall  be  enclosed  with  a  substan-  < 
lial  fence  along  the  interior  lot  lines  and  on  the  street  line 
except  fo1"  an  opening  to  67th  street  of  not  more  than  In  ' 
ft.  in  width;  that  no  signs  shall  be  erected  on  the  premises 
except  that  there  may  be  a  sign  attached  to  the  fence  adver¬ 
tising  the  transient  parking  use  and  the  rates  charged;  that 
this  lot  shall  be  under  the  operation  of  persons  in  charge 
of  the  adjoining  bathhouse;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


704-41-BZ. 

APPLICANT— Max  Horn,  for  Edward  W.  Stellges,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 137  Beach  67th  street,  west 
side  161  78  W  north  of  Boardwa'k  and  138  Beach 
68th  street  (Block  No.  360,  Lot  No.  85  and  part  of 
Lot  No.  12),  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dept  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Savage  .  1 


812-41-BZ. 


APPLICANT— Lama  and  Proskauer,  for  C.  J.  Neumann 
Realty  Corporation,  owner. 

SUB TECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  reconstruc¬ 
tion  and  extension  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1916-1922  Flatbush  avenue  and 
3822-3832  Avenue  L.  southwest  corner  ('Block  No. 
7815.  Lot  Nos.  32  and  35),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition  :  'NTnn~ 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 
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THE  RESOLUTION  (812-41-BZ) 

\\  h ureas,  Lama  and  Proskauer,  lor  (2.  J.  Neumann 
Realty  Corporation,  owner,  fiied  on  September  19,  1941,  an 
application  under  sections  /c  and  z,l  oi  ilie  zoning  resolution, 
to  permit  partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  reconstruction  and  extension  oi  a 
gasoline  service  station;  premises  1916-1922  Hatbush  avenue 
a,id_  2822-3834  Avenue  L,  southwest  corner  (Block  No. 
/8l5,  Lot  Nos.  34  and  35),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  tiie  Board  of  Standards  and  Appeals,  at  its  regniu, 
meeting,  July  /,  1944,  alter  due  notice  by  publication  in 
the  bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buuu- 
ing  zone  resolution  show  that  biatbush  avenue  is  in  a  busi¬ 
ness  use  district ;  Avenue  L  and  Kings  highway  are  each  m 
residence  and  business  use  districts;  and 
\\  hereas,  the  decision  of  the  borough  superintendent, 
dated  September  2,  194i  re  Alt.  Application  No.  3864-1941’ 
reads : 

“The  extension  of  a  gasoline  service  station  and  the 
extension  ot  an  accessory  building  on  a  plot  partially 
in  a  residence  use  district  and  partially  in  a  business 
use  district  is  contrary  to  Art.  li,  Sec.  3  and  sec  4(a) 
sub.  46  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  60  ft.  on  Flatbush 
avenue,  93  ft.  5  in.  on  Avenue  L  and  a  distance  of  100  ft. 
aiong  the  westerly  lot  line.  An  irregular  shaped  area  at 
the  southwest  corner  of  the  plot  is  in  the  residence  use  dis¬ 
trict,  while  the  remainder  ot  the  plot  is  in  the  business  use 
district.  It  is  proposed  to  add  an  extension  (26  ft.  by  36  ft.) 
to  the  existing  accessory  building,  and  also,  to  increase  the 
area  of  the  gasoline  service  station  by  the  inclusion  of  an 
area  abutting  to  the  west,  having  a  frontage  approximately 
40  ft.  on  Avenue  L  and  a  depth  of  100  ft.;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whhieas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c,  thereof,  to 
permit  the  alteration,  rearrangement  and  extension  of  the 
legally  existing  gasoline  service  station  substantially  as  in¬ 
dicated  on  revised  plans  marked  ‘‘Received  June  23,  1942” 
with  a  frontage  on  Flatbush  avenue  of  60  ft.  and  a  depth 
along  Avenue  L  of  93  ft.  5  in.,  on  condition  that  the  por¬ 
tion  of  the  plot  between  the  accessory  building  and  the 
(  streets  shall  be  leveled  and  cement  paved;  that  the  balance  of 
the  plot  where  not  occupied  by  the  accessory  building  and 
planting  may  be  surfaced  with  crushed  bluestone  treated 
»  wxh  a  suitable  binder;  that  on  the  rear  and  side  lot  lines 
where  masonry  walls  of  adjoining  buildings  do  not  occur 
there  shall  be  erected  a  masonry  fence  constructed  of  face 
brick  to  a  height  of  not  less  than  6  ft.  and  suitably  coped  in 
:  accordance  with  the  design  as  indicated ;  that  the  proposed 
extension  to  the  existing  accessory  building  shall  be  con- 
[  structed  of  fireproof  and  masonry  materials  throughout  ex¬ 
cept  that  the  roof  beams  and  roof  boarding,  window  frames 
and  sash,  door  frames  and  doors  may  be  of  wood  provided 
the  greasing  equipment  is  of  the  hydraulic  type;  that  the 
planting  areas  shall  be  maintained  toward  the  south  along 
the  interior  lot  line  and  to  the  north  along  Avenue  L  as 
indicated ;  that  such  planting  areas  shall  be  protected  with 
a  concrete  curbing  not  less  than  6"  by  6"  above  grade;  that 
|  the  existing  gasoline  pumps  shall  be  removed  and  no  pumps 
shall  be  located  nearer  than  10  ft.  to  the  street  building  line 
of  Hatbush  avenue;  that  the  curb  cuts  shall  not  exceed  two 
I  to  Hatbush  avenue,  one  16  ft.  and  one  18  ft.  in  width  and 
i  two  to  Avenue  L,  one  20  ft.  and  one  16  ft.  6  in.  in  width 
all  as  at  present  located  ;  that  there  shall  be  erected  at  the 
intersection  of  Flatbush  avenue  and  Avenue  L  within  the 


building  line  a  block  of  concrete  extending  5  ft.  along  each 
sheet  line,  that  such  block  shall  be  not  less  than  1  ft.  in 
height  and  may  be  triangular  or  segmental  in  shape;  that 
signs  shall  be  restricted  to  permanent  signs  attached  to  the 
accessory  building  and  to  the  illuminated  globes  of  the 
pumps  excluding  all  roof  signs  and  all  temporary  signs  but 
permitting  the  erection  of  a  post-standard  within  the  build¬ 
ing  lines  near  the  intersection  lor  supporting  a  sign  which 
may  be  illuminated  advertising  only  the  brand  of'  gasoline 
on  sale  and  permitting  such  sign  to  extend  beyond  the  build¬ 
ing  line  for  a  distance  of  not  more  than  4  ft. ;  that  the  boiler 
room  shall  be  enterable  only  from  the  exterior;  that  these 
p.  anises  shall  be  occupied  only  as  a  gasoline  selling  station 
including  the  washing  and  greasing  ot  cars;  that  there  shall 
be  no  parking  or  storage  of  motor  vehicles  other  than  those 
being  serviced  and  no  motor  vehicle  repairing;  that  no 
pm  table  gasoline  tanks  shall  be  used  on  or  in  front  of  the 
premises;  that  the  second  story  of  the  present  portion  of  the 
accessory  building  shall  be  occupied  only  for  locker  rooms 
and  the  storage  of  packaged  material ;  that  the  plan  marked 
Received  June  23,  1942”  is  hereby  approved  as  being  in 
substantial  compliance  with  the  requirements  of  this  resolu¬ 
tion;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


213-42-BZ. 

AI  PLICANT  William  S.  Worrall,  Jr.,  for  Cord  Meyer 
Development  Company,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

I  REMISES  AFFECTED- — 69-02  to  69-40  Austin  street  and 
102-30  to  102-38  69th  (Stafford)  avenue,  southeast 
corner  (Block  No.  3234.  Lot  No.  110  and  part  of 

A  PPEARANCES'^ ’  F°reSt  Borough  of  Queens. 

For  Applicant :  William  S.  Worrall,  Tr. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem.  Dep’t  of  Hous¬ 
ing  and  Buildings. 

^/^N  OT^BOARD— Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  g 

THE  RESOLUTION  (213-42-BZ) 

Whereas  William  S.  Worrall,  Jr.,  for  Cord-Meyer  De¬ 
velopment  Company,  owner,  filed  on  March  18  1942  an 

application  under  section  7h  of  the  zoning  resolution  ‘to 
permit  in  a  business  use  district,  for  a  term  of  two  ’(2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  69-02  to  69-40  Austin  street  and  102-30 
to  102-38  69th  (Stafford)  avenue,  southeast  corner  (Block 

Eru  32f?4’  L°^  N?-  110  and  Part  of  Lot  No.  150),  Forest 
Mills,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 

hy  the  Board  of  Standards  and  Appeals,  at  its  regular 

meeting,  July  7  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying’ the  zoning 
building  zone  resolution  show  that  Austin  street  and  Burns 
street  are  each  in  unrestricted  and  business  use  districts; 
69ib  road  is  in  unrestricted  and  retail  use  districts;  69th 
avenue  is  in  business  and  retail  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  1203-42,  dated  March  11,  1942.  reads:’ 

“1.  The  extension  of  a  parking  lot  and  storage  of 

more  than  five  ears  into  a  business  district  is  contrary 

to  Art.  2,  Section  4,  subdivision  15  of  the  Zoning- 
Resolution.” 

and 

Whereas,  the  premises,  part  of  a  larger  plot  of  ground, 
consist  of  a  plot  having  a  frontage  of  100  ft.  on  Austin 
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street  and  90  ft.  on  69th  avenue.  It  is  proposed  to  i^e 
the  plot,  for  a  term  of  two  1,2)  years,  tor  the  parking  and 
storage  of  more  than  five  (a;  motor  vehicles,  it  is  also 
proposed  to  use  this  plot  in  conjunction  with  the  remaindei 
of  the  larger  plot  which  is  located  in  an  unrestricted  use 
district  and  occupied  as  a  gasoline  service  station  and  tor 
the  parking  and  storage  of  more  than  hve  (3)  motoi 

Whereas,  the  premises  and  surrounding  area  weie  in¬ 
spected  by  a  committee  ot  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
iu  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  make  a  variation  in  the  application  of  tne  use  cis- 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  A 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  plot  to 
be  occupied  for  the  parking  and  storage  of  more  than  live 
(5)  motor  vehicles  in  conjunction  with  the  similar  use  o 
the  adjoining  lot  in  the  unrestricted  district,  on  condition 
hat  the  plot  shall  be  leveled  substantially  to  the  grade  of 
Austin  street  and  shall  be  surfaced  and  bound  wi  h  ma  e.ul 
similar  to  the  surfacing  on  the  adjoining  plot  that  the 
fence  between  this  lot  and  the  adjoining  lot  may  be  removed 
and  a  similar  fence  shall  be  constructed  along  the  interior 
line  along  the  Long  Island  Railroad  property  and  on  li  e 
street  building  lines  of  Stafford  avenue  and  Austin  sticet  , 
lhat  no  additional  entrances  shall  be  construe  ed  or  tna.n- 
•  lained  •  that  all  permits  shall  be  obtained  and  a 
completed  within  two  (2)  months  from  the  date  of  this 

resolution. 


and 


premises  for  a  parking  lot  for  storage  and  paiking  of 
more  than  five  (a;  motor  vehicles,  we  wish  to  auvise 
you  that  said  application  has  been  denied  tor  the  reason 
that  premises  are  located  in  a  residence  district  wheie 
this  occupancy  is  prohibited  by  Section  3,  Article  -, 
Zone  Resolution.” 


Whereas,  the  premises  consist  ol  a  plot  of  ground  hav¬ 
ing  a  frontage  ot  88  it.  and  a  depth  ol  98  It.  9  in.  ft  is 
proposed  to  use  the  plot,  for  a  term  oi  two  (2)  years,  io: 
the  transient  parking  of  more  than  five  (5)  motor  vehicles, 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  not  a  proper 
case  in  which  to  exercise  discretion  to  grant  under  section 

7h  of  the  zoning  resolution.  .  •  ■ 

Resolved,  that  the  decision  of  the  borough  superinten-  I 
dent  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 


283-42-BZ.  _  u  , 

APPLICANT— Abraham  J.  Halprin,  for  Hortense  C.  Bad- 
man,  executrix,  Estate  of  Theodore  Badman  owner. 
SUB  I ECT— Application  (re  decision  of  the  borough  supe 

intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  o 
two  (2)  years,  the  transient  parking  of  more  than 

PREMISES  AFFECTED— 222-228  East  34th  street  south 
P  side  275  ft.  east  of  Third  avenue  (Block  No  914, 

Lot  Nos.  46  to  49,  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Isidore  Bohn 

For  Opposition:  Morris  D.  Dubin  and  John  R>an. 
For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT : 

Affirmative  :  . ••  •  •  •  ■  •  •  •  •  •  - - ;  • . 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


432-42-A. 

APPLICANT— Henry  C.  Brockman,  for  Gulf  Oil  Corpora¬ 
tion  and  Staten  Island  Rapid  1  ransit  Railroad  Com-  • 

pany,  owners.  ,  ,  .  . 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  .  ,,  TT  ,  I 

PREMISES  AFFECTED — 263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  No.  487,  Lot  No., 
42),  Tompkinsville,  Borough  of  Richmond. 

APPEARANCES—  _ 

For  Applicant:  Joseph  B.  Lynch.  , 

For  Administration:  Fred  Dahlem,  D.ep  t  ot  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  14,  1942  at  111 
A.  M.  on  request  of  applicant. 


495-42-A. 


THE  RESOLUTION  (283-42-BZ) 


APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpora- 
tion  and  Staten  Island  Railroad  Company,  owners. ' 
SUBJECT — Appeal  from  a  decision  of  the  borough  super- 

P REMISES*  AFFECTED — 263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  No.  487  Lot  No. 
42)  Tompkinsville,  Borough  of  Richmond  (under 
section  35,  General  City  Law  re  bed  of  mapped 
street) . 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch.  j 

For  Administration :  Fred  Dahlem,  Dep  t  ot  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  14,  1942  at  It) 
A.  M.  on  request  of  applicant. 


Whereas,  Abraham  J.  Halprin,  for  Hortense  G.  Bad¬ 
man,  executrix  of  Estate  of  Theodore  Badman,  owner 
filed  on  April  6,  1942,  an  application  under  section  7h  of 
the  zoning  resolution,  to  permit  in  a  residence  use  distric  , 
for  a  term  of  two  (2)  years,  the  transient  parking  of  more 
than  five  (5)  motor  vehicles;  premises  222-228  East  34th 
street,  south  side,  275  ft.  east  of  Third  avenue  (Block  No; 
914,  Lot  Nos.  46  to  49  inclusive),  Borough  of  Manhattan, 

^Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  July  7,  1942.  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  34th  and  East  33rd  street  are  each 
in  a  residence  and  business  use  districts  ;  Third  avenue  and 
Second  avenue  are  in  business  use  districts;  and 

Whereas  the  decision  of  the  b°r°uSh  ^  reads  • 

dated  March  27.  1942  and  as  amended  june  l0  942  reads 
“With  reference  to  your  application  dated  March  2a, 
1942  for  a  certificate  of  occupancy  for  use  of  above 


Adjourned.  1  .00  1  .  M.  j0SEPH  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JULY  7,  1942. 


Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

1469-39-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Lubritorium,  In¬ 
corporated,  owner.  , 

SUBTECT — Application  (re  decision  of  the  borough  super- 
'  intendent)  under  section  21  of  the  zoning  resolutioa 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
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MINUTES 


PREMISES  AFFECTED — 78-02  Roosevelt  avenue,  south¬ 
east  corner  of  77th  street  (Block  No.  1488,  Lot  No. 
1),  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

AC  I  ION  Oh  BOARD — Application  withdrawn,  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


1220-39-BZ. 

APPLICAN  1 — Ansel  P.  Verity  and  George  Deylen,  owners. 

SUBJEC1 — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 364-368  Empire  boulevard, 
south  side,  210  ft.  2j4  in.  east  of  Nostrand  avenue 
(Block  No.  1316,  Lot  No.  16),  Borough  of  Brook- 
lvn. 

APPEARANCES— 

For  Applicant :  Lewis  Hoffman. 

ACTION  OF  BOARD— Request  to  reopen  withdrawn, 
after  argument. 

THE  VOTE  fO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


731-41-BZ. 

APPLICANT — Michael  Mario,  for  City  Bank  and  Farmers 
Trust  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  alleged  new  facts  (previously  denied) 
re  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  upon  a  plot  located  partly  in  an  unre¬ 
stricted  use  district  and  partly  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 119-125  7th  avenue  and  147-167 
West  17th  street,  northeast  corner  (Block  No.  793, 
Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron  and  R.  Brown. 

For  Opposition :  Louis  A.  Jackson, 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (731-41-BZ) 

Whereas,  this  appliaction  under  section  7h  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an  un¬ 
restricted  use  district  and  partly  in  a  retail  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  119-125  Seventh  avenue,  and  147-167  West  17th 
street,  northeast  corner  (Block  No.  1793.  Lot  No.  1),  Bor¬ 
ough  of  Manhattan,  was  denied  by  the  Board  January  13, 
1942;  and 

Whereas,  Michael  Mario,  for  City  Bank  and  Farmers 
Trust  Company,  owner,  requested  reopening  of  the  annlica- 
tion  and  consideration  by  the  Board  on  the  basis  of  alleged 
new  facts;  and 

Whereas,  the  Board  deemed  that  no  new  facts  were  pre¬ 
sented  as  would  justify  a  rehearing,  and  that  the  existing 


violation  of  use  as  to  illegal  parking  and  storage  and  illegal 
advertising  signs  on  fences  should  not  be  considered  as  a 
basis  for  a  rehearing. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
denied. 


375-23-BZ. 

APPLICAN  1 — William  I.  Hohauser,  for  129  East  Ford- 
ham  Road  Company,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  the  second  (2nd)  story  of  an  existing 
business  building  (previously  granted  by  the  Board) 
from  offices  to  bowling  alleys. 

PREMISES  AFFECTED— 2470-2482  Morris  avenue  and 
29-39  East  Fordham  road,  northeast  corner  (Block 
No.  3174,  Lot  No.  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Wm.  I.  Hohauser  and  Wm.  Hage- 
dorn. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (375-23-BZ) 

Whereas,  this  application,  to  permit  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district,  the  erection 
and  maintenance  of  a  business  building,  affecting  premises 
2470-2482  Morris  avenue  and  29-39  East  Fordham  road, 
northeast  corner  (Block  No.  3174,  Lot  No.  5),  Borough  of 
The  Bronx,  was  granted  by  the  Board  April  6,  1926,  on 
certain  conditions;  resolution  amended  Julv  26,  1929  and 
April  21,  1942,  and  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  6,  1926,  as 
amended  through  April  21,  1942,  by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  comply  until  the 
resolution  as  herein  amended  on  July  26,  1929,  except 
as  to  minor  rearrangement  as  indicated  on  revised  plans 
marked  ‘Received  June  30,  1942’  such  arrangement  as 
indicated  on  such  revised  plans  max  be  approved,  per¬ 
mitting  continuation  of  existing  openable  windows  in 
present  offices  facing  Morris  avenue  and  one  window 
in  office  facing  rear  court,  provided  that  in  all  other 
respects  the  requirements  of  this  resolution,  as  amended 
through  April  21,  1942  are  complied  with.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

248-42-A. 

APPLICANT — Leo  D.  Holzer,  for  Louis  Carreau,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 149-151  East  34th  street,  north 
side,  250  ft.  west  of  Third  avenue  (Block  No.  890, 
Lot  No.  34),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Leo  D.  Holzer. 

ACTION  OF  BOARD — Laid  over  to  July  14,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


445-42-A. 

APPLICANT — Hotel  Park  View,  Incorporated,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 
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MINUTES 


PREMISES  AFFECTED— 208-210  West  56th  street,  south 
side,  122  ft.  7  in.  east  of  Broadway  (Block  No. 
1027,  Lot  No.  40),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  July  14,  1942  at  2 
P.  M.  on  telephonic  recpiest  of  applicant. 


THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . . . .  0 


466-42-A. 

APPLICANT — Irving  M.  Fenichel,  for  Celia  and  Julia 
Motzkin,  owners. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 307-313  Kingsland  avenue,  west 
side,  135  ft.  south  of  Norman  avenue  (Block  No. 
2657,  Lot  No.  13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  14,  1942  at  z 
P.  M.  for  Board  to  obtain  records  from  Division 
of  Combustibles. 


449-42-A. 

APPLICANT— Seelig  and  Finkelstein,  for  Benmar  Realty 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 654  Powell  street,  west  side,  110 
ft.  5  in.  south  of  New  Lots  avenue  (Block  No. 
3862,  Lot  No.  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  Finkelstein. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn,  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


529-42-A. 

APPLICANT— Sidney  L.  Strauss,  for  Clarostat  Manufac¬ 
turing  Company,  Incorporated,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 281-287  North  6th  street,  north 
side,  111  ft.  5)4  in.  west  of  Metropolitan  avenue 
(Block  No.  2331,  Lot  Nos.  42-44-45),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF' BOARD— Laid  over  to  July  21,  1942  at  2 
P.  M.  for  inspection  bv  a  committee  of  the  Board, 
and  for  further  consideration  by  the  Board. 


450-42-S. 

APPLICANT — Seelig  and  Finkelstein,  for  Benmar  Realty 
Corporation,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 654  Powell  street,  west  side, 
110  ft.  5  in.  west  of  New  Lots  avenue  (Block  No. 
3862,  Lot  No.  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  Finkelstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


307-42-A. 

APPLICANT— James  A.  Tartarilla,  owner  (Tardic  Paper 
Stock  Co.,  lessee). 

SUBJECT— Appeal  from  a  decision  re  orders  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 509-511  East  18th  street,  north 
side,  and  508-510  East  19th  street,  south  side,  140 
ft.  east  of  Avenue  A  (Block  No.  976,  Lot  Nos.  9, 
50  and  51),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  withdrawn,  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


509-42-A. 

APPLICANT — Keefe  and  Keefe,  Incorporated,  lessee,  for 
Willco  Holding  Corporation,  owner. 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 56  East  88th  street,  south  side, 
210  ft.  6-2/3  in.  west  of  Park  avenue  (Block  No. 
1499,  Lot  No.  46),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


308-42-S. 

APPLICANT— Harry  Borskv  for  Atlantis  Steel  Partition 
Co.,  Inc.,  lessee;  116  Troutman  Street,  Inc.,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 114-124  Troutman  street,  east 
side,  210  ft.  6  in.  south  of  Central  avenue  (Block- 
No.  3184,  Lot  No.  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  Schantz,  E.  T.  Lindbloom 
and  W.  S.  Schneider. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  in  view  of  ac¬ 
tion  taken  on  Cal.  No.  690-2 1-S. 


384-42-A. 

APPLICANT — John  M.  Baker,  for  York  Feather  and 
Down  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 40  Hopkins  street,  south  side, 
400  ft.  west  of  Marcy  avenue  (Block  No.  1724, 
Lot  No.  25),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant :  John  M.  Baker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 
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THE  RESOLUTION  (384-42-A) 

__  Whereas,  John  M.  Baker,  for  York  Feather  and  Down 
Corporation,  owner,  filed  on  May  11,  1942,  an  appeal  from 
a  decision  of  the  borough  superintendent;  premises  40  Hop¬ 
kins  street,  south  side,  400  ft.  west  of  Marcy  avenue  (Block 
No.  1724,  Lot  No.  25),  Borough  of  Brooklyn;  and 

\\  hereas,  the  decision  of  the  borough  superintendent, 
dated  June  19,  1942,  on  Alt.  Applic.  No.  951-42,  reads: 

“L  Proposed  use,  light  mfg.  and  storage  of  feathers 
on  existing  frame  bldg,  in  violation  of  Secs.  2-1-3-5  and 
4-2-1  of  Bldg.  Code. 

2.  New  extension  to  be  built  non  F.P.  as  per  Sec. 
4-2-1,  Code. 

3.  Min.  floor  loads  to  be  provided  for  is  7 5#  per  sq. 
ft.  Sec.  7-3-2-3,  Code.” 

and 

\\  here  as,  the  decision  of  the  borough  superintendent, 
dated  June  19,  1942  on  Alt.  Applic.  No.  951-42  (Fire  Pre¬ 
vention)  reads: 

*1.  Chapter  19.149.0  of  the  Administrative  Code  pro¬ 
hibits  the  storage  of  combustible  fibre  (feathers)  in  a 
bldg,  of  frame  construction.” 

and 

Whereas,  the  applicant  states  that  the  building  was  three 
stories  (35  ft.)  in  height;  24  ft.  by  100  ft.  in  area;  of  Class 
4  construction;  erected  prior  to  1900;  located  in  an  un¬ 
restricted  use  district;  and  occupied:  cellar,  storage;  first 
floor,  old  law  tenement,  two  families;  second  floor,  old  law 
tenement,  two  families ;  third  floor,  old  law  tenement,  two 
families;  and  is  now  one  story  in  height;  25  ft.  by  100  ft. 
in  area ;  of  Class  4  construction ;  and  occupied,  cellar,  storage 
of  merchandise,  no  persons ;  first  floor,  light  manufacturing 
and  storage,  4  persons ;  and 

Whereas,  Violation  No.  150  of  1942  was  issued  for 
removing  third  story  and  erecting  extension  without  a  per¬ 
mit  and  occupying  the  building  for  manufacturing  purposes 
without  a  certificate  of  occupancy;  and 

Whereas,  the  applicant  contends  that  the  building  was 
purchased  in  1941  for  the  extension  of  the  owners  plant 
adjoining;  that  these  premises  originally  were  occupied  on 
the  front  by  an  old  law  frame  tenement  for  6  families  with 
a  frame  stable  25  ft.  by  20  ft.  in  area  at  the  rear  of  the  lot ; 
that  in  1941  the  owner  entered  into  a  contract  with  the  U.  S. 
Government  which  required  increased  production ;  that  to 
meet  the  requirements  of  increased  production  it  was  neces¬ 
sary  to  install  two  large  separating  chambers  for  the  culling 
and  cleaning  of  feathers  and  provide  additional  storage 
space ;  that  to  provide  temporary  space,  alterations  to  the 
existing  frame  building  were  made  without  filing  plans,  these 
alterations  consisted  of  the  following:  third  floor  and  all 
interior  partitions  and  stairs  were  removed ;  new  first  floor 
and  roof  beams  were  erected  using  the  existing  exterior 
walls  which  were  brick  filled  between  studs;  new  8"-I  steel 
girder  supported  on  concrete  filled  columns  was  installed  in 
the  cellar  on  2'  x  2'  x  12"  concrete  base;  the  rear  stable 
was  demolished  and  a  frame  extension  was  erected  on  the 
rear  of  the  existing  front  building  with  long  leaf  yellow 
pine  floor  and  roof  beams;  the  first  floor  beams  were  sup¬ 
ported  on  wood  girders  on  concrete  piers ;  roof  beams  are 
supported  on  steel  columns  and  steel  I  beam  wall  girders ; 
that  the  exterior  walls  are  covered  on  the  outside  with 
novelty  siding  and  on  the  inside  with  %"  tongue  and  grooved 
sheathing  and  #26  gauge  V  joint  metal;  that  there  is  a 
covered  driveway  between  the  frame  building  in  question 
and  the  brick  factory  building  adjoining;  that  openings  into 
the  factory  building  from  the  driveway  are  protected  with 
tin  clad  Underwriters  fire  doors  and  the  windows  in  the 
factory  building  above  the  roof  of  the  driveway  have  steel 
sash  glazed  with  wire  glass ;  that  all  of  the  buildings  on  the 
premises  are  equipped  with  a  sprinkler  system ;  that  the 
live  load  capacity  of  the  first  floor  of  the  old  tenement  at 
front  of  building  doesn’t  exceed  50  lbs.  and  75  lbs.  per  sq. 
ft.  at  the  rear;  that  the  cellar  is  used  for  storage  of  feathers 
and  burlap  bags;  that  the  first  floor  is  used  for  light  manu¬ 
facturing  and  storage  in  the  rear;  that  the  storage  consist 
of  storing  feathers  and  burlap  bags,  with  not  more  than  four 
persons  occupying  the  building;  that  the  opening  between 


the  frame  building  and  the  covered  driveway  is  equipped 
with  a  metal  covered  sliding  door;  that  it  is  proposed  to 
install  a  wind  driven  14  in.  diameter  ventilator  for  toilet; 
that  exit  from  the  cellar  consists  of  an  outside  stairway  to 
the  street  and  interior  brick  stair  to  first  floor  with  drop 
wood  doors;  that  the  exit  from  the  first  floor  consists  of  the 
original  tenement  house  door  to  street  and  horizontal  exit 
to  covered  driveway;  that  the  plant  is  now  being  operated 
100%  for  defense  work ;  that  in  view  of  these  conditions,  it 
is  requested  that  the  Board  grant  a  modification  of  the 
requirements  of  the  Building  Code  so  as  to  permit  the  tem¬ 
porary  use  of  the  building  for  the  duration  of  the  war ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  951-42,  Construction  Objs.  1,  2  and  3 
and  Fire  Prevention  Obj.  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  not  be  increased  in  height  or  area  and 
granted  only  so  long  as  the  building  is  maintained  for  the 
use  as  proposed;  that  the  floor  framing  for  the  first  floor 
throughout  shall  be  sufficient  to  support  a  live  load  of  75  lbs. 
per  superficial  foot ;  that  the  sprinkler  system  shall  be  main¬ 
tained  in  compliance  with  the  requirements  therefor;  that 
windows  on  the  lot  line  shall  be  made  fireproof  and  self¬ 
closing  ;  that  the  sliding  door  between  the  rear  extension 
and  the  adjoining  shed  shall  be  three-hour  self-closing  fire¬ 
proof  door;  that  the  storage  of  combustible  fibre  (feathers) 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  such  additional  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct;  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


443-42-S. 

APPLIC  ANT — Pipe  Offset  Process,  Incorporated,  owner. 
SUBJECT  Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  fire  commissioner, 

1  REMISES  AFFEC  FED — 139-149  Hudson  street,  north¬ 
west  corner  of  Hubert  street  and  Beach  street  (3rd 
floor)  ;  (Block  No.  214,  Lot  No.  18),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Horace  S.  Kipe. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphv  4 
Negative:  .  q 

THE  RESOLUTION  (443-42-S) 

Whereas,  Ivipe  Offset  Process  Company,  Tnc.,  owner, 
filed  on  May  29,  1942,  an  application  for  a  variation  from 
the  requirements  of  the  labor  law  as  cited  in  a  decision  of 
the  fire  commissioner;  premises  139-145  Hudson  street, 
northwest  corner  of  Hubert  street  (Block  No.  214,  Lot  No.’ 
18),  Borough  of  Manhattan:  and 
Whereas,  the  decision  of  the  fire  commissioner  dated 
May  1,  1942,  reads: 

“In  reply  to  your  request  to  lock  the  exit  doors  from 
the  factory  on  the  3rd  story,  Section  272  Subdiv.  3  of 
the  State  Labor  Law  requires  that  no  door  leading  into 
or  out  of  any  factory  shall  be  locked,  bolted  or  fastened 
during  working  hours. 

In  view  of  this  fact  your  request  must  be  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  14 
stories  in  height;  142  ft.  9  in.  by  76  ft.  in  area;  of  Class  1 
construction;  erected  in  1932;  located  in  an  unrestricted  use 
district  ;  and  used  and  occupied  as  follows :  cellar,  storage 
of  steel,  15  persons;  first  floor,  storage  of  steel,  15  persons; 
second  floor,  drafting  supplies,  6  persons;  third  floor,  lith¬ 
ographing,  40  persons;  fourth  floor,  lithographing  and  ma- 
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chine  shop,  26  persons;  fifth  floor,  machine  shop,  8  persons; 
sixth  floor,  printing,  17  persons;  seventh  floor,  watch  spring 
manufacturing,  90  persons;  eighth  floor,  linoleum  and  ma¬ 
chine  shop,  20  persons;  ninth  floor,  machine  shop,  24  per¬ 
sons;  tenth  floor,  die  making,  nO  persons;  11th  floor,  printing 
and  machine  shop,  18  persons;  12th  floor,  blueprint  manu¬ 
facturing,  50  persons;  13th  floor,  manufacturing  radio  parts, 
34  persons ;  14th  floor,  printing,  22  persons.  No  change  in 
use  or  occupancy  is  proposed  except  that  the  4th  floor  will 
be  used  for  lithographing  only,  t  he  building  is_  equipped 
with  a  sprinkler  system;  2  interior  stairs;  one  fire  tower, 

fireproof  construction;  and  .  .  . 

Whereas,  the  applicant  contends  that  due  to  the  highly 
confidential  nature  of  the  work  being  done  for  the  Navy 
Department  it  is  required  that  the  doors  be  locked  at  all 


times 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
May’  1,  1942,  and  that  the  application  be  and  it  hereby  is 
(/ranted  on  condition  that  the  proposed  panic  bolts  shall  be 
installed  only  on  the  doors  as  lead  from  the  factory  space 
on  the  third  floor  to  the  main  hallway  which  in  turn  leads 
to  the  interior  enclosed  stair  and  the  fire  tower;  that  such 
panic  bolts  shall  be  of  an  approved  type;  that  no  panic 
bolts  shall  be  installed  on  the  doors  leading  directly  to  the 
interior  stair  or  fire  tower;  that  on  at  least  two  of  such 
doors  there  shall  be  installed  gongs  for  giving  notice  in  the 
event  of  entry  being  required  because  ot  an  emergenc}  , 
that  on  the  fourth  floor  a  panic  bolt  may  be  installed  on  he 
door  from  the  space  leading  to  the  stair  ha  1  toward  the 
southerly  portion  of  the  building  and  occupied  by  the  same 
tenant,  provided  the  number  of  occupants  therein  do  not 
exceed  10 ;  that  the  sprinkler  system  shall  be  maintained  to 
the  satisfaction  of  the  fire  commissioner  and  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
iaws  rules  and  regulations  applicable  thereto,  other  than  as 
modified  under  Cal.  No.  664-29-S ;  that  this  variation  shall 
be  continued  only  during  the  term  of  the  present  emergency . 


454-42-A. 

APPLICANT — Kurman  Electric  Company,  lncorpoiateu, 
lessee,  for  Highfield  Trading  Corporation,  owner. 

SUBJECT _ Appeal  from  an  order  and  a  decision  ot  the 

fire  commissioner.  ,  .  , 

PREMISES  AFFECTED— 241  Lafayette  street  east  side, 
145  ft.  4j/2  in.  north  of  Spring  street  (Block  No. 
495,  Lot  No.  N4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  Glicksman. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

'  Hh  ^  Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 

THE  RESOLUTION  (454-42-A) 

Whereas,  Kurman  Electric  Company  Inc.  lessee,  for 
Highfield  Trading  Corporation,  owner,  filed  on  June  4,  U 4-, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner ;  premises  241  Lafayette  street  east  side,  145  ft.  4^ 
in.  north  of  Spring  street  (Block  No.  495,  Lot  No.  N4), 
Borough  of  Manhattan;  and 

Whereas,  Order  No.  30144-LC,  issued  by  the  fire  com¬ 
missioner  March  17,  1942,  and  referred  to  in  a  decision  of 
the  fire  commissioner  dated  May  20,  194..,  reads .  _ 

“5  Provide  a  room  constructed  of  fire  resisting 
material  with  waterproof  floors  in  which  to  carry  on 
dipping  operation  in  connection  with  which  a  flammable 
or  combustible  surface  coating  is  used.  Rule  4  1.1. 
Note:  Plan  must  be  filed  with  and  approved  by  tbe 
Department  of  Housing  and  Buildings.  Rule  1.  . 

Note:  Sprinkler  protection  and  electrical  equipment 

must  conform  to  the  requirements  of  the  Rules  6.3  and 


Whereas,  the  applicant  states  that  the  building  is  six 
stories  (74  ft.)  m  height;  25  ft.  by  99  tt.  6  in.  in  area  at 
tirst  floor  and  25  It.  by  83  ft.  in  area  at  typical  lioor ,  ot 
Uass  3  construction ;  erected  in  approximately  19U5 ;  located 
m  a  business  use  district;  and  used  and  occupied  as  follows: 
cellar,  storage  ot  porcelain  material  and  heating  oven;  hrst 
floor,  stock  room  and  manufacturing  of  coils  tor  relays, 
/j  persons;  second  floor,  manufacture  of  porcelain  waie; 
ilnrd  floor,  relay  assembly  department,  29  persons;  fourth 
uoor,  press  department,  machine  shop,  29  persons;  hull 
floor,  offices  ana  engineering  department,  14  persons;  sixli; 
uoor,  leather  manufacturing  company;  and 

Whereas,  the  applicant  contends  that  in  order  to  compl) 
with  the  order  it  will  be  necessary  to  construct  a  special 
fireproof  room  with  the  necessary  sprinkler  protection  and 
electrical  equipment  to  contorm  with  the  rules;  that  Rule 
1.1  permits  the  fire  commissioner  to  modify  or  waive  the 
rules  where  the  quantity  of  spraying  material  used  does  not 
exceed  2  quarts  per  day ;  that  the  amount  of  varnish  used 
does  not  exceed  two  quarts  per  day ;  that  the  process  con- 
sists  of  the  manutacture  of  electrical  relays  having  a  small 
wire  wound  coil  which  is  varnish  impregnated,  which  makes 
the  same  waterproof ;  that  this  coil  is  1  in.  in  diameter  and 
one  in.  long ;  that  the  total  dipping  per  day  consists  of  about 
200  coils ;  that  the  amount  ot  varnish  used  is  less  than  two 
quarts  and  the  major  portion  of  it  is  salvaged  to  use  on 
other  days;  that  the  dipping  operation  is  performed  in  a 
4  by  5  it.  section  of  the  floor  area  so  positioned  that  a 
room  cannot  be  built  around  same  in  compliance  with  the 

Rules ;  and  _  ... 

Whereas,  an  examination  of  the  Fire  Department  folder 
indicates  that  application  filed  March  7,  1942  was  for  the 
storage  and  use  of  20  gals,  of  paint  varnishes  and  lacquers 
and  Inspector’s  report  indicates  storage  of  35  gals,  of  these 

materials.  .  .  ,T 

Resolved,  that  the  order  of  the  fire  commissioner,  No 
30144-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  o/i  condition  that  all  paint  that 
is  stored  shall  be  stored  in  compliance  with  the  rules  and 
to  the  satisfaction  of  the  fire  commissioner ;  that  not  more 
than  two  quarts  of  spraying  or  dipping  materials  shall  be 
used  on  any  one  day ;  that  the  dipping  tank  shall  contain 
not  more  than  two  gallons  of  material;  that  such  dipping 
tank  shall  be  fitted  with  a  steel  cover  with  fusible  link;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  in  all  other  respects 
the  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


455-42-A. 

APPLICANT— Lama  and  Proskauer,  for  Marguerite  Bell¬ 
man,  owner  (Samuel  Mossberg,  lessee). 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ., 

PREMISES  AFFECTED— 6-7-8  Court  square  east  side, 
109  ft.  10  in.  north  of  Livingston  street  (Block  No. 
153,  Lot  Nos.  6-8),  Borough  of  Brooklyn. 


APPEARANCES—  w  ,  ,  ...  , 

For  Applicant— Samuel  Mosberg  and  Alfred 


A. 


Lama.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  r  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  y 


THE  RESOLUTION  (455-42-A) 

Whereas,  Lama  and  Proskauer,  for  Marguerite  Behman, 
owner,  filed  on  June  5,  1942,  an  appeal  from  a  decision  ot 
the  borough  superintendent;  premises  6-7-8  Court  square, 
east  side,  109  ft.  10  in.  north  of  Livingston  street  (Block 
No  153,  Lot  Nos.  6  and  8),  Borough  of  Brooklyn  ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  4,  1942,  on  Alt.  Applic.  No.  1298,  reads: 
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“3.  Provide  additional  approved  stairway  as  per  Sec¬ 
tion  6.I.2.2.3. 

5.  3rd  and  4th  floor  construction  to  be  good  for  75 
lb.  per  sq.  ft.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (47  ft.)  in  height;  66  ft.  6  in.  by  approximately  65 
ft.  in  area;  ot  Class  3  construction;  erected  prior  to  1914; 
located  in  a  business  use  district ;  and  used  as  a  furniture 
show  room  throughout ;  and 

Whereas,  the  applicant  contends  it  is  proposed  to  convert 
the  entire  building  from  store  and  dwellings  to  furniture 
show  room  by  removing  all  partitions  and  stairways,  rein¬ 
forcing  floors,  cutting  two  7  ft.  wide  by  8  ft.  high  openings 
on  all  floors  and  connecting  this  building  with  the  adjoining- 
buildings  used  for  furniture  show  rooms  pursuant  to  vari¬ 
ance  granted  by  the  Board  under  Cal.  No.  902-39-A ;  that 
it  is  requested  that  the  Board  permit  60  lbs.  live  load  in  lieu 
of  75  lbs.  as  required;  that  the  building  is  equipped  with 
tire  escapes  at  the  rear;  that  the  adjoining  buildings  to 
which  it  is  proposed  to  connect  have  a  fireproof  enclosed 
stairway  leading  direct  to  the  street  and  to  roof  as  well  as 
fire  escapes  at  the  rear. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1298-42,  Obj.  No.  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  construction  and  occupancy  shall  be  sub¬ 
stantially  as  proposed  and  that  in  addition  there  shall  be 
installed  a  new  stairway  which  may  be  unenclosed  leading 
from  the  second  floor  to  the  first  toward  the  Red  Hook  lane 
side ;  that  the  proposed  openings  in  the  wall  to  the  building 
at  No.  7  Court  square  need  not  have  closure  doors,  provided 
no  additional  space  is  added  to  these  buildings;  that  the 
existing  interior  stairway  and  the  exterior  fire  escapes  shall 
be  maintained  as  shown;  that  the  framing  of  each  floor  of 
the  building  at  No.  6  Court  square  shall  be  reinforced  so  as 
to  be  capable  of  sustaining  not  less  than  75  lbs.  live  load 
per  superficial  foot;  that  this  building,  when  made  to  com¬ 
ply  with  the  requirements  of  this  resolution,  may  be  occupied 
in*  connection  with  the  adjoining  buildings  at  Nos.  7  and  8 
Court  square,  subject  to  the  resolution  adopted  under  Cal. 
No.  902-39-A ;  that  all  other  requirements  of  the  borough 
superintendent  in  connection  with  Alt.  Applic.  No.  1298-42 
shall  be  complied  with. 


458-42-A. 

APPLICANT — Andres  Mora,  for  Victor  Moore  Terminal, 
Incorporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 74-11  to  74-21  Broadway,  north 
side,  116.7  ft.  east  of  Roosevelt  avenue,  74-12  to 
74-20  Roosevelt  avenue  and  40-02  to  40-14  75th 
street  (Block  No.  1485,  Lot  No.  23),  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  C.  C.  Merit  and  Wm.  T.  Smith. 
For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (458-42-A) 

Whereas,  Victor  Moore  Terminal,  Incorporated,  owner, 
filed  on  June  8,  1942,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent;  premises  74-11  to  74-21  Broadway, 
116.7  ft.  east  of  Roosevelt  avenue,  74-12  to  74-20  Roosevelt 
avenue  and  40-02  to  40-14  75th  street  (Block  No.  1485,  Lot 
No.  23),  Jackson  Heights,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  22,  1942,  on  Misc.  Applic.  No.  1793-42,  reads: 


“1.  Proposed  signs  as  shown  are  deemed  to  be  adver¬ 
tising  signs  in  a  business  district  and  therefore  are  in 
violation  of  Art.  2,  Section  49,  of  the  Building  Zone 
Resolution.” 

and 

Whereas,  Building  Notice  1793-42  was  filed  with  the  bor¬ 
ough  superintendent  to  permit  the  installation  of  poster 
advertising  on  walls  and  rails  throughout  the  building  (loca¬ 
tions  to  be  selected)  ;  and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (24  ft.  6  in.)  in  height;  11  l.l  ft.  by  138.32  ft.  and 
70.41  ft.  in  area ;  of  Class  3  construction ;  located  in  a  busi¬ 
ness  use  district;  erected  in  1941;  and  occupied:  cellar, 
stores,  50  persons ;  first  floor,  bus  station  and  stores,  75  per¬ 
sons ;  second  floor,  offices,  115  persons;  pursuant  to  variation 
of  the  zoning  resolution,  granted  by  the  Board  under  Cal. 
No.  919-40-BZ ;  and 

Whereas,  the  applicant  contends  that  Article  2,  Section 
40  of  the  zoning  resolution,  restricting  advertising  signs 
within  a  business  area,  should  not  be  interpreted  to  preclude 
signs  within  the  confines  of  private  property,  particularly 
where  they  cannot  affect  the  appearance  or  character  of  a 
neighborhood ;  that  while  the  building  is  in  a  business  area 
and  the  use  of  the  arcades  or  passages  by  the  public  for 
access  to  the  subways  and  buses  may  give  it  a  semipublic 
character,  it  is  still  private  property ;  that  the  proposed  signs 
are  all  to  be  within  the  building,  as  indicated  on  the  plans, 
and  cannot  affect  the  character  or  appearance  of  the  neigh¬ 
borhood  ;  and 

Whereas,  in  the  opinion  of  the  Board,  the  restrictions  in 
the  zoning  resolution  as  to  advertising  signs  do  not  include 
advertising  signs  located  within  a  building  where  not  ex¬ 
posed  to  direct  public  view  from  the  street;  and 

Whereas,  the  Board  contemplates  the  promulgation  of 
rules  for  carrying  into  effect  the  provisions  of  the  zoning 
resolution  as  to  advertising  signs  and  recommends  that  pend¬ 
ing  the  adoption  of  such  rules,  the  action  taken  in  this 
appeal  should  not  be  considered  as  a  precedent. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1793-42,  Obj.  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  signs  are  maintained  within  the  build¬ 
ing  as  shown  and  in  accordance  with  the  recommendation  of 
the  Board  as  above  stated  and  also  meet  the  approval  of  all 
agencies  having  jurisdiction. 


478-42-S. 

APPLICANT— Irving  M.  Fenichel,  for  General  Linen  Sup¬ 
ply  and  Laundry  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 96-102  Stockton  street  and  553- 
559_  Marcy  avenue,  southeast  corner  (Block  No. 
1747,  Lot  Nos.  1-7  inclusive  and  60-69  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE^ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (478-42-S) 

Whereas,  Irving  M.  benichel,  for  General  Linen  Supply 
and  Laundry  Co.,  Inc.,  owner,  filed  on  June  23,  1942  an 
application  for  a  variation  from  the  requirements  of  the 
labor  law;  premises  96-102  Stockton  street  and  553-559 
Marcy  avenue,  southeast  corner  (Block  No.  1747,  Lot  Nos. 
1-7  inclusive  and  60-69  inclusive),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  19,  1942,  on  amendment  to  Alt.  Permit  825-32, 
reads : 


767 


MINUTES 


“1.  Unless  the  mezzanine  is  removed  the  building  is 
over  4  stories  in  height  and  same  should  be  constructed 
fireproof  as  per  Sec.  270.1  of  the  Labor  Law. 

and  . 

Whereas,  the  applicant  states  that  the  building  is  3  and 
4  stores  (5b  ft.  6  in.)  in  height ;  185  it.  by  100  it.  in  area; 
of  Class  3  construction;  erected  prior  to  1921;  located  in 
a  business  use  district ;  and  occupied :  cellar,  ordinary ,  1st 
floor,  laundry,  150  persons ;  mezzanine  story,  assorting,  stor¬ 
age  and  offices,  45  persons;  2nd  floor,  ironing,  150  persons; 
3rd  floor,  ironing,  150  persons;  4th  floor,  otiices  and  small 
lunch  room,  90  persons;  and 

Whereas,  the  applicant  contends  that  m  1932  the  build¬ 
ing  Department  issued  Permit  No.  825-32  permitting  the 
increase  in  area  of  the  building  from  75  ft.  by  100  ft.  to 
185  ft.  by  100  ft.  and  permitting  the  addition  of  a  fourth 
story  which  was  to  be  100  ft.  by  185  ft.  over  the  entire 
existing  and  proposed  building;  that  in  1933  an  amendment 
was  filed  for  the  erection  of  a  new  mezzanine  floor  on  the 
first  floor  to  be  used  temporarily  for  assorting,  and  to  be 
removed  when  the  fourth  floor  extension  was  completed , 
that  in  1935  construction  of  the  fourth  story  portion  over 
the  new  westerly  extension  was  completed  and  later  in  1935 
an  amendment  was  filed  to  extend  the  present  mezzanine, 
the  entire  mezzanine  to  be  taken  down  upon  completion  of 
the  fourth  story;  that  the  area  of  this  mezzanine  which  is 
used  for  offices’  and  assorting  is  approximately  28%  of  the 
total  area  of  the  first  story;  that  the  entire  building  is 
equipped  with  a  two  source  automatic  sprinkler  system  with 
heads  above  and  below  the  mezzanine.  The  fourth  floor 
was  to  have  an  area  of  18,500  sq.  ft.  and  an  occupancy  ol 
125  persons  to  be  used  as  a  cafeteria  and  for  ironing  in 
connection  with  the  laundry.  1  he  fourth  iloor  as  actually 
constructed  has  an  area  of  11,000  sq.  ft.  and  is  used  toi 
offices  and  small  lunch  room  with  a  total  occupany  of  90 
persons.  The  area  of  the  mezzanine  in  question  is  less 
than  the  portion  of  the  fourth  floor  which  was  omitted. 
The  actual  height  of  the  building  was  not  increased  by  the 
construction  of  the  mezzanine.  The  construction  of  the 
mezzanine  is  of  a  permanent  character  being  supported  on 
substantial  steel  columns,  beams  and  girders  and  equipped 
with  approved  exit  facilities;  that  the  owners  have  no  in¬ 
tention  of  completing  the  fourth  floor  and  would  find  it 
impossible  under  present  conditions  to  do  so  and,  therefore, 
the  mezzanine  is  indispensable  to  the  carrying  on  of  the 
owners’  laundry  business.  For  these  reasons  it  is  requested 
that  the  Board  grant  a  variance  so  as  to  permit  the  con¬ 
tinuance  of  the  existing  mezzanine;  and 

Whereas,  in  the  opinion  of  the  Board  the  mezzanine 
should  be  considered  a  story. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  825-32,  Obj.  No.  1,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
existing  mezzanine  balcony  shall  not  be  increased  in  area  , 
that  the  existing  exits  therefrom  shall  be  maintained;  that 
the  sprinkler  system  over  and  under  such  balcony  shall  be 
maintained  in  accordance  with  requirements  and  granted 
only  so  long  as  the  building  and  occupancy  are  substantially 
as  set  forth  and  comply  in  all  other  respects  with  all  laws, 
rules  and  regulations  applicable  thereto  and  that  the  building 
is  not  increased  beyond  the  present  height. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (480-42-A) 

Whereas,  Paramount  Pictures,  Incorporated,  owner,  filed 
on  June  lb,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  544  W  est  43rd  street,  south 
side,  175  ft.  east  of  11th  avenue  (Block  No.  1071,  Lot  Nos. 
54  to  57,  inclusive),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  10,  1942,  on  Alt.  Applic.  No.  804-42,  reads: 

“1.  Construction  of  cooling  tower  should  be  of  in¬ 
combustible  material,  except  the  drip  bars  which  may 
be  of  wood  as  per  Sec.  10.12.10  Building  Code. 

2.  i  he  construction  should  be  incombustible  as  tower 
is  located  within  fire  limits  as  per  Section  4.1.2  Building 
Code.” 

and  . 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  100  ft.  by  100  ft.  6  in.  in  area;  located  in  an  unre¬ 
stricted  use  district,  upon  which  there  exists  a  building,  five 
stories  (67  ft.)  in  height,  50  ft.  by  100  ft.  6  in.  in  area  at 
first  floor,  50  it.  by  80  ft.  in  area  at  typical  floor ;  of  Class  1 
construction ;  erected  1927  and  used  and  occupied  as  fol¬ 
lows  :  cellar,  machinery,  heating,  workshops,  storage,  16  per¬ 
sons;  first  floor,  work  shops,  offices,  film  vaults,  ladies’ 
rooms,  47  persons;  second  floor,  offices,  work  rooms,  men’s 
toilet,  29  persons;  third  floor,  film  vaults,  offices,  projection 
room,  screen  room,  ladies’  toilet,  24  persons;  fourth  floor, 
studio,  offices,  projection  room,  men’s  toilet,  21  persons; 
fifth  floor,  offices,  film  storage,  machinery  and  work  rooms, 
12  persons.  It  is  proposed  to  erect  on  the  westerly  portion 
of  the  plot,  a  frame  cooling  tower  approximately  12  ft.  by 
12  ft.  in  area,  30  ft.  in  height,  as  shown  on  plans  filed  June 
10,  1942,  with  Alt.  Applic.  No.  804-42;  and 
Whereas,  the  applicant  contends  that  the  work  involved 
is  an  alteration  to  the  existing  building  consisting  of  the 
erection  of  a  wood  constructed  induced  draft  cooling  tower 
approximately  12  ft.  by  12  ft.  in  area,  28  ft.  in  height, 
mounting  two  15,000  cubic  ft.  per  minute  fans  at  the  top 
which  will  pull  air  through  the  tower  against  a  sprayed 
volume  of  water  introduced  through  spray  nozzles  at  the 
top ;  that  reservoir  wall  be  located  at  the  bottom  for  return 
of  cool  water  through  refrigeration  condenser  in  the  labora¬ 
tory  building  adjoining  to  the  east;  that  construction  of 
this  tower  has  been  required  by  the  Department  of  Water 
Supply,  Gas  and  Electricity;  that  due  to  the  present  war 
emergency,  materials  for  the  erection  of  an  incombustible 
cooling  tower  are  not  obtainable  and  that  the  wall  of  the 
existing  laboratory  building  adjoining  the  cooling  tower  will 

be  unpierced.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  804-42,  Objections  No.  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted' on  condition  that  the  proposed  cooling  tower  shall 
be  constructed  substantially  as  proposed  and  maintained  only 
for  the  purpose  as  proposed ;  that  the.  lot  on  which  it  is 
erected,  namely  50  by  100  ft.  shall  remain  otherwise  vacant , 
that  the  location  of  the  cooling  tower  shall  be  not  nearer 
to  the  adjoining  lot  line  than  as  proposed. 


480-42-A. 

APPLICANT— Paramount  Pictures  Incorporated,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 544  West  43rd  street,  south 
side,  175  ft.  east  of  11th  avenue  (Block  No.  1071, 
Lot  Nos.  54-57,  inclusive),  Borough  of  Manhattan. 

APPEARANCES—  tt  „ 

For  Applicant:  Edwin  F.  Jones,  H.  B.  Lazares, 
E.  H.  Ericsson.  > 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


690-21-S. 

APPLICANT— Harry  Borsky  for  Atlantis  Steel-Partition 
Co.,  Inc.,  lessee:  116  Troutman  street,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution,  re  application  from  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 114-130  Troutman  street  (Block 
No.  3184,  Lot  No.  19),  Borough  of  Brooklyn. 


APPEARANCES—  _  _  _  .  ,, . 

For  Applicant:  Harry  Schwartz,  E.  T.  Lindbloom 
and  W.  S.  Schneider. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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AC  I  ION  OP  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (690-21-S) 

\\  hereas,  Oscar  Goldschlag,  for  Henry  W.  Schloss, 
owner,  filed,  June  20,  1921,  a  petition,  with  the  Board  of 
Standards  and  Appeals,  for  variation  of  the  requirements  of 
the  labor  law,  as  cited  in  the  order  of  the  tire  commissioner, 
affecting  premises  114-130  Troutman  street  (Block  No.  3184, 
Lot  No.  19),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  No.  23668- 
IX),  dated  June  8,  1921,  reads: 

“Extend  the  interior  stairway  at  the  northerly  and 
southerly  ends  of  the  building  to  the  roof  as  per  section 
271  of  the  labor  law.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  upon 
which  there  are  a  number  of  one  story  buildings  and  two 
attached  buildings  of  non-fireproof  construction,  the  main 
building  being  100  ft.  x  30  ft.  in  area,  3  stories  in  height, 
the  extension  building  being  125  ft.  x  40  ft.  in  area,  3  stories 
in  height,  the  buildings  being  equipped  with  a  sprinkler  sys¬ 
tem  and  a  fire  alarm  signal  system,  occupied,  basement, 
storage,  2  persons;  1st  story,  winding  room  and  office,  36 
persons ;  2nd  story,  trimming  room,  16  persons ;  3rd  story, 
trimming  room,  34  persons ;  the  means  of  egress  consisting 
of  two  interior  wooden  stairways  one  in  each  building  near 
the  east  side,  extending  from  the  first  story  to  the  third 
story,  enclosed  in  wood  partitions  with  wooden  doors  at  the 
openings;  a  fire  escape  at  the  rear  of  the  extension  building 
extending  from  roof  to  the  ground  with  exit  from  the  drive¬ 
way  to  the  street  with  fire  windows  at  the  openings ;  a  fire 
escape  at  the  front  of  the  main  building  extending  from  the 
roof  to  the  street  with  fire  windows  at  the  openings;  an 
outside  stairway  at  the  rear  of  the  extension  building  ex¬ 
tending  from  the  1st  story  to  the  yard;  and 

Whereas,  petitioner  states  that  the  order  requiring  the 
existing  stairways  to  be  extended  to  the  roof  was  withheld 
by  the  board  of  review  on  October  17,  1918;  and 

Whereas,  the  Board  deemed  that  the  action  of  the  board 
of  review  should  be  ratified;  and 

Whereas,  this  application  was  granted  upon  certain  con¬ 
ditions  on  September  13,  1921  ;  and 
Whereas,  the  Atlantis  Steel  Partition  Co.  Inc.,  lessee,  re¬ 
quested  a  reopening  and  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Sep¬ 
tember  13,  1921,  by  adding  thereto: 

“that  the  sprinkler  system  maintained  within  the  huild- 
ing  may  be  removed  provided  the  building  is  made  to 
comply  with  all  the  reguirements  of  the  Building  Code 
and  all  other  laws,  rules  and  regulations  applicable  to 
the  use  and  occupancy  insofar  as  the  resolution  applies 
to  the  buddings  known  a <•  114  to  124  Troutman  street 
and  provided  also  that  there  is  no  factory  occupancy 
above  the  first  story.” 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

1015-39-SM. 

APPTJCANT — Kohler  Company.  Incorporated,  owner. 
SUBJECT — Well  worth  K-3700-PB  Close-Coupled  Reverse 
Trap  Closet,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE  TO  DTSMTSS — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief 


Murphy  .  4 

Negative:  .  0 


THE  RESOLUTION  (1015-39-SM) 

Whereas,  the  Kohler  Company,  Inc.,  owner,  filed  on 
July  31,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  the  approval  ot  the  material  known  as 
the  Wellworth  K-3700-PB  Close-Coupled  Reverse  Trap 
Closet ;  and 

Whereas,  the  applicant  failed  to  answer  a  communica¬ 
tion  from  the  Board,  and  at  the  hearing  there  was  no 
appearance  made  in  behalf  of  the  applicant. 

Resolved,  that  the  application  for  approval  be  and  it 
hereby  is  dismissed  for  lack  of  prosecution. 

317-36-SA. 

APPLICANT- — Dempsey  Industrial  Furnace  Corporation, 
owner. 

SUBJECT — Dempsey  Industrial  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Applicant :  E.  B.  Cooke. 

ACTION  OF  BOARD — Appliance  approved,  in  accord¬ 
ance  with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief 


Murphy  .  4 

Negative :  .  0 


THE  RESOLUTION  (317-36-SA) 

Whereas,  the  H.  B.  Dempsey  Furnace  Corp.,  owner, 
filed  on  October  28,  1936,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Dempsey  Industrial  Oil  Burner;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  16,  1942. 

Cal.  No.  317-36-SA. 

Subject:  Dempsey  Industrial  Oil  Burner,  approval  of. 

The  H.  B.  Dempsey  Furnace  Co.  (now  the  Dempsey 
Industrial  Furnace  Corp.  of  Springfield,  Mass.)  filed 
October  28,  1936  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Dempsey 
Industrial  Oil  Burner  under  the  provisions  of  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals. 

This  burner  is  a  mixing  nozzle  and  consists  of  a  cast 
iron  body  with  two  connections,  one  for  oil  and  one 
for  air.  The  oil  enters  the  burner  through  a  needle 
valve  which  controls  its  rate  of  flow.  From  the  valve 
it  enters  a  tube  connecting  with  the  nozzle.  This  tube 
has  a  helix  to  give  a  rotating  motion  to  the  oil.  The 
air  enters  the  body  of  the  burner  through  a  blast  gate 
which  controls  the  rate  of  flow,  passes  around  the 
outside  of  the  oil  tube  and  through  a  helix  which  ro¬ 
tates  the  air  in  the  opposite  direction  from  the  oil 
giving  a  fine  atomization.  The  oil  and  air  are  deliv¬ 
ered  to  the  furnace  through  a  venturi  nozzle.  The  air 
helix  can  be  moved  back  and  forth  to  control  the 
length  of  flame.  The  burner  when  installed  is  used 
with  an  approved  interlocking  valve  such  as  a  Fulton 
Sylphon  or  Tagliabue  valve  to  control  air  and  oil. 
The  burner  fires  through  a  tapered  hole  in  a  refractory 
block  which  becomes  heated  and  vaporizes  the  oil. 

The  burner  is  designed  for  manual  operation  only 
and  is  used  in  metal  melting,  heat  treating,  forging 
and  other  industrial  operations.  The  air  is  delivered 
at  a  pressure  from  8  to  32  ounces  per  sq.  in.  and  the 
oil  from  15  to  75  lbs.  per  sq.  in.  A  Worthington  or 
other  geared  type  positive  pressure  pump  is  used  for 
the  oil  and  the  air  with  either  a  centrifugal  or  posi¬ 
tive  pressure  blower.  The  oil  used  is  No.  3  to  No.  5 
U.  S.  Department  of  Commerce  standards  cold  or  No. 
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6  preheated.  This  burner  was  inspected  and  tested 
by  the  Committee  on  Tests  of  the  Board  at  the  plant 
of  the  A.  P.  Smith  Manufacturing  Co.  at  East  Orange, 
N.  j.  where  it  was  being  used  for  metal  smelting. 
The  burner  operated  without  flare-backs  and  was  satis¬ 
factory  for  industrial  purposes.  The  CO2  content  was 

maintained  at  12%.  .  . 

On  the  basis  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  Dempsey  Industrial  Oil  Burner  be 
approved  for  use  with  metal  melting  furnaces  and 
similar  apparatus  with  fuel  oil  not  heavier  than  No.  3 
cold  U.  S.  Department  of  Commerce  Standards  and 
No.  6  preheated  when  installed  in  accordance  with  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals  other  than  the  requirements  of  Rule  12.1  as  to 
chimneys  but  that  proper  hoods  or  other  equivalent 
means  of  carrying  off  fumes  shall  be  provided  and 
that  the  burner'  shall  have  a  label  permanently  affixed 
reading :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  \  ork  City^in  industrial  in¬ 
stallations  under  Cal.  No.  317-36-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

al  ^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Dempsey  in¬ 
dustrial  Oil  Burner,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  the  above  report. 


79-40-SM. 

APPLICANT— Cement  Floor  Co.,  Inc.,  for  Green  Bag 
Cement  Company  of  West  Virginia,  owner. 

SUBJECT _ Green  Bag  Non-Staining  Waterproofed  Ma¬ 

sonry  Cement,  approval  of. 

APPEARANCES— 

For  Applicant:  J.  A.  Lewis. 

ACTION  OF  BOARD— Material  approved,  in  accord¬ 
ance  with  report  of  Committee  on  I  ests. 

THE  VOTE  TO  APPROVE— 

Affirmative !  Chairman  Murdock,  Commis- 
sioners  Savage  and  Blum  and  Deputy1 

Chief  Murphy  .  4 

Negative:  . 


THE  RESOLUTION  (79-40-SM) 

Whereas,  the  Cement  Moor  Co.,  Inc.,  for  the  Green  Bag 
Cement  Co.  of  West  Virginia,  owner,  filed  on  January  24, 
1940  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  the  Green  Bag 
Non-Staining  Waterproofed  Masonry  Cement;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS 

July  3,  1942. 

Re:  Cal.  No.  79-40-SM 

Subject :  Green  Bag  Non-Staimng  Waterproofed  Ma¬ 
sonry  Cement,  approval  of. 


On  January  23,  1940,  the  Cement  Floor  Company, 
Inc.,  agent  for  Green  Bag  Cement  Company,  Kenova, 
West  Virginia,  filed  an  application  pursuant  to  section 
7.1. 1.7.3,  par.  2,  (C26-312.0,c,2)  of  the  Administrative 
Building  Code  for  the  approval  ot^  Green  Bag  Non- 
Staining  Waterproofed  Masonry  Cement  for  use  m 
New  York  City  in  setting  stone  and  brick  wherever  the 
use  of  Portland  cement  is  not  required  by  the  Admin¬ 
istrative  Building  Code. 

The  owner’s  plant  is  located  on  the  southern  bank 
of  the  Ohio  River  at  Kenova,  West  Virginia,  midway 
between  Huntington,  West  Virginia  and  Ashland,  Ken¬ 
tucky.  The  argillaceous  limestone  used  is  shipped  via 
rail  'from  Lawton,  Kentucky,  in  hopper  bottom  cars. 
The  clay  used  is  shipped  via  dump  truck  from  Olive 

Hill,  Kentucky.  . 

Green  Bag  Non-Staining  Waterproofed  Masonry  la¬ 
ment  is  a  blend  of  finely  ground  limestone,  Green  Bag 
Portland  Cement,  Green  Bag  Hydrated  Lime  and  naked 
stearic  acid.  The  stearic  acid  is  purchased  from 
Proctor  and  Gamble.  When  the  stearic  acid  is  com¬ 
bined  with  hydrated  lime  in  the  mill,  a  calcium  stearate 
waterproofing  compound  is  formed.  Steal  ic  ai  id  am 
stone  are  fed  by  a  Hardings  type  belt  conveyor  into  a 
charging  hopper.  The  hydrated  lime  and  1  ortland  Ce 
ment  are  added  manually  by  a  table  type  feeder.  AH 
of  these  four  materials  are  intimately  mixed  in  the 
hopper  and  then  fed  to  a  bucket  elevator  through  a 
chute  and  thence  lifted  approximately  75  ft  to  a  belt 
conveyor  overhead  which  carries  this  to  a  chute  lead¬ 
ing  to  feed  bins  at  the  entrance  of  a  5  ft.  by  22  ft. 
long  compeb  mill  of  the  Allis-Chalmers  type  where  the 
Allis-Chalmers  mixture  is  ground  to  a  fineness  of  ap¬ 
proximately  91  to  93%  passing  200  mesh.  From  the 
compeb  mill,  the  material  is  carried  by  a  screw  con¬ 
veyor  to  an  elevator  and  thence  to  storage  bin  of  ap¬ 
proximately  800  barrel  capacity.  Under  the  storage  bin 
there  is  located  a  charging  hopper  leading  to  a  Bates 
Valve  Bag  Machine. 

The  manufacturing  processes  are  controlled  by  two 
separate  laboratories  for  routine  tests  and  for  re¬ 
search  work.  These  laboratories  function  24  hours  each 
day  and  are  manned  by  7  men  in  addition  to  the  sample 
carriers.  An  analysis  sample  is  taken  of  the  Portland 
cement  used  approximately  every  two  hours  and  tested 
for  moisture,  fineness  and  calcium  content  and  a  com¬ 
plete  analysis  of  all  ingredients  is  made  once  each  day. 
Slurry  samples  for  laboratory  use  are  obtained  from  a 
barrel  with  motor-driven  paddles  for  agitation.  1  his 
barrel  is  fed  in  such  a  manner  that  the  same  proporton- 
ate  amount  enters  the  barrel  as  is  being  pumped  into  the 
correction  tanks  so  that  the  barrel  sample  is  identical  to 
the  mix  in  the  correction  tank.  Samples  of  finished 
cement  are  taken  at  regular  intervals  from  the  mill  run 
and  checked  for  gypsum  content.  Fineness  and  setting 
time  tests  are  made  each  hour  during  the  operation  of 
the  mill  and  strength  tests  are  made  each  day  on  the 
average  run.  The  weights  of  the  proportions  °f  mate¬ 
rials  used  in  making  Green  Bag  Non-Staining  Water¬ 
proofed  Masonry  Cement  are  taken  each  hour  for  some 
of  the  ingredients  and  every  15  minutes  for  others  ot 

the  ingredients.  . 

The  applicant  has  filed  in  support  of  this  application 
a  copy  of  a  report  of  the  Department  of  C  ivd  En¬ 
gineering  at  Columbia  University  dated  May  19,  1932  on 
a  test  made  on  a  sample  selected  by  representative  of  the 
Bureau  of  Buildings  with  the  following  results : 


Normal  Consistency 

Neat  1  :3  Mortar 

33.0  14.8 

Time  of  Set 

Initial  Final 

2  hours  46  minutes  10  hours 

M0te— A  slight  stiffening  up  of  the  material  was  noted 
at  45  minutes  but  was  not  considered  sufficient  to  indi¬ 
cate  an  initial  set. 


Test  number 

57537 

Test  Number 

57538 
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Fineness  Test 

Test  Number  - Retained -  Passing 

100  mesh  200  mesh  200  mesh 
57539  3.53  7.08  92.92% 

Soundness  Test 
Test  Number — 57571 

Two  neat  pats  were  made  up  and  stored  in  a  damp 
closet  for  24  hours  after  which  one  was  placed  in  water 
and  the  other  in  air  under  room  conditions. 

The  specimens  did  not  crack  or  show  visible  evidence 
of  distortion. 


Tension  Tests 
(Std.  Briquettes) 


Age — 24  hours 
- N  eat - 


Test 

Number 

57540 

57541 

57542 

57543 


Tensile 
Strength 
37  lbs./sq.  in. 


37 

35 

31 


Average  35 


Age — 7  Days 


- Neat -  - 1 :3 

Test  Tensile  Test 

Number  Strength  Number 

57544  275  lbs./sq.  in.  57547 

57545  242  57548 

57546  257  57549 

57560 

57561 


Mortar - 

Tensile 
Strength 
162  lbs./sq.  in. 


162 

146 

151 

150 


A  sample  of  Green  Bag  Non-Staining  Waterproofed 
Masonry  Cement  was  selected  at  the  mill  by  represen¬ 
tatives  of  the  Committee  on  Tests  and  forwarded  to  the 
Structural  Materials  Laboratory  of  Cornell  University 
for  chemical  analysis  and  physical  test.  Such  tests  were 
made  pursuant  to  Federal  Specification  SS-C-181B,  Type 
1,  A.S.T.M.  Designation  C77-39  and  A.S.T.M.  Desig¬ 
nation  C110-38-T  with  the  following  results: 


Results  of  the  Tests 


—  Required - 

Federal  A.S.T.M. 

SS-C-181B  C91-40 


Normal  Consistency  (per  cent) 
Soundness 

5  hr.- — steam  . 

34.0 

O.K. 

Type  1 

O.K. 

O.K. 

7-28  day  water  . 

O.K. 

O.K. 

O.K. 

7-28  day  air  . 

O.K. 

O.K. 

O.K. 

Time  of  Setting  (Gilmore) 
Initial  . 

3  hr.  35  min. 

not  less  than 

not  less  tha 

Final  . 

4  hr.  20  min. 

60  min. 
not  more 

60  min. 
not  more 

Fineness,  per  cent 

On  No.  200  (wet  test) . 

than  48  hrs. 

than  24  hr 

5.6 

12%  max. 

Tensile  Briquets  (p.s.i.) 

(1  to  3  standard  sand  mortar) 

At  3  days . 

At  7  days . 

At  28  days . 

Note — 12.2  per  cent  water 
used,  each  average  of  4  tests. 
2  inch  Compression  Cubes 
(p.s.i.) 

( 1  to  3  standard  sand  mortar) 

At  7  days . 

121 

154 

194 

590.0 

250 

350 

At  28  days . 

887.0 

500 

600 

Water  Retention  . 

— 

65%  max. 

65%  max. 

Water  Repellency 

Ratio  of  1  hr.  absorption  to 
24  hr.  absorption . 

0.428 

0.90%  max. 

Plasticimeter  Test  (Adapted) 
Emley  Plasticity  Figure.  . . 

422 

Average 

258 

Age — 28 

Average 

Days 

] 

154 

Test 

Tensile 

Test 

.  J  IVIOI  Id  I  1 

Tensile 

Number 

Strength 

Number 

Strength 

57562 

370  lbs./sq.  in. 

57566 

210  lbs./sq.  in. 

57563 

430 

57567 

240 

57564 

410 

57568 

200 

57565 

375 

57569 

245 

Average 

396 

57570 

Average 

260 

231 

The  applicant  has  also  submitted  in  support  of  this 
application  a  report  of  chemical  and  physical  analysis 
accompanied  by  a  certificate  from  the  manufacturer’s 
chief  chemist  that  the  results  of  these  tests  are  an  aver¬ 
age  of  the  product  under  the  owner’s  present  formula 
and  operating  procedure,  and  that  this  material  passes 
A.S.T.M.  Specifications,  Federal  Specifications  SS-C- 
181  and  Federal  Specifications  SS-C-181B,  Type  1.  The 
results  of  these  tests  are  as  follows : 

Chemical  Analysis 

Si02  A1203  Fe203  CaO  MgO 

15.78  3.66  1.00  56.28  .80 

Ignition  loss  22.46 

Material  Testeds  Non-Staining  Masonry  Cement 
Compressive  Strength 


Specification  7  Day  28  Day 

SS-C-181  .  580'  690 

SS-C-181A  .  650  750 

SS-C-181  B  .  590  750 

A.S.T.M .  680  1060 

Normal 

Fineness  Time  of  Setting  Soundness  Consistency 

Passing  200  Mesh  Initial  4  hrs.  15  min.  O.K.  33  *4  cc. 

91%  Min.  Final  23  hrs.  15  min.  Grams 


Note  This  method  as  applied  to  Masonry  Cement  has  been  chanced 
on  account  of  the  settling  which  would  take  place  during  the  24  hour 
seasoning  required  in  the  hydrated  lime  procedure. 

This  seasoning  was  eliminated  in  this  test  of  masonry  cement.  All 
other  items  were  carried  out. 

Chemical  analysis  of  Green  Bag  Non-Staining  Water¬ 
proofed  Masonrv  Cement  were  made  at  the  Department 
of  Chemistry  of  Cornell  University  with  the  following 
results : 

The  analysis  on  the  above  material  gave  the  following 
results  calculated  on  the  as  received  basis. 

A.S.T.M. 

C91-40  As  Tested 

Silicon  dioxide — SiC)2  .  .  15.80 
Aluminum  oxide — AI2O3  3.35 
Ferric  oxide — Fe^Cfi  .  . .  0.85 

Calcium  oxide — CaO  .  .  57.34 
Magnesium  oxide — MgO  0.40 
Sulfur  trioxide — SO3  .  .  0.50 

Loss  on  ignition  .  21.44 

Insoluble  residue  .  8.14 

0.03%  Max.  Staining  Test,  Sodium 

Oxide  .  0.025%  0.03%  Max. 

A  sample  of  Green  Bag  Portland  Cement  which  is 
used  in  the  manufacture  of  Green  Bag  Non-Staining 
Waterproofed  Masonry  Cement  was  taken  from  the 
mill  by  representatives  of  the  Committee  on  Tests  and 
forwarded  to  Cornell  Universitv  for  analvsis.  Such 
analyses  were  made  with  the  following  results: 


Loss  on  Ignition  .  0.77% 

Insoluble  Residue  . .  0.18% 

Sulfuric  anhydride  .  1.64% 

Magnesia  .  0.51% 

Carbon  dioxide  .  1.23'% 

Magnesium  oxide  .  0.34% 

Calcium  oxide  .  78.1% 


Tt  should  be  noted  that  the  chemical  analvsis  of  Green 
Bag  Portland  Dement  and  Green  Bag  Non-Staining 
Water-nrnofpd  Masonrv  Cement  indicates  conmliaiv'e 
with  A.S.T.M.  Specification  C9-30  and  Federal  Specifi¬ 
cations  for  soluble  alkali  for  these  materials.  Analysis 
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of  Green  Hag  Hydrated  Lime  indicates  that  A.S.T.M. 
Specification  C5-26  is  not  complied  with  for  combined 
calcium  and  magnesium  oxides. 

Green  Bag  Non-Staining  Waterproofed  Masonry 
Cement  is  packed  in  80  pound  double  walled  pai>er  bags. 

Based  on  the  foregoing  test  data,  it  is  recommended 
by  the  Committee  on  Tests  that  Green  Bag  Non-Stain¬ 
ing  Water-proofed  Masonry  Cement  be  approved  for 
use  in  New  York  City  as  a  cement  of_ “another  type” 
pursuant  to  Section  C26-312.0,  c,  2  (7.1. 1.7.3)  of  the 
Administrative  Building  Code  and  for  use  in  "other 
mortars”  in  place  of  “cement  mortars” ;  “cement  lime 
mortars”,  pursuant  to  Section  C26-314.0  of  the  Ad¬ 
ministrative  Building  Code  (as  amended  by  Local  Law 
No.  34,  effective  July  2,  1942)  and  that  its  use  be  limited 
to  the  setting  of  stone  and  brick,  for  parging  and  for 
back-up  and  wherever  the  use  of  Cement  Mortar  is  not 
specifically  required  by  the  Administrative  Building 
Code,  on  condition  that  when  used  for  laying  masonry 
units,  such  units  shall  be  thoroughly  wet  before  laying 
and  that  no  added  lime  be  used  with  the  mortar. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

material.  ,  ,  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Green  Bag  Non- 
Staining  Waterproofed  Masonry  Cement  on  condition  that 
the  material  be  manufactured  and  labelled,  stamped  or  tagged 
in  accordance  with  above  report. 


728-41-SM. 

APPLICANT— Wilbur  and  Williams  Company,  owner. 
SUBJECT— Bondlite  (for.  Interiors)  and  Exterior  Bondlite 
(Penetrating  and  Bonding  Oil  Paints),  approval  of. 
APPEARANCES— 

For  Applicant:  John  P.  Fogarty. 

ACTION  OF  BOARD— Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief 

Murphy  .  4 

Negative :  .  ^ 

THE  RESOLUTION  (728-41-SM) 

Whereas,  the  Wilbur  and  W  llliams  Company,  owner, 
filed  on  August  12,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Bondlite  (for  Interiors)  and  Exterior  Bondlite  (rene- 
trating  and  Bonding  Oil  Paints)  ;  and 

W hereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of’  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Tune  25,  1942. 

Re:  Cal.  No.  728-41-SM.  * 

Subject:  Bondlite  (for  interiors)  and  Exterior  bond¬ 
lite  (penetrating  and  bonding  oil  paints),  approval 
of. 

The  Wilbur  &  Williams  Company  of  P>oston,  Mass., 
filed  an  application  on  August  12,  1941  with  the  Board 
of  Standards  and  Appeals  for  the  approval  of  their 
material  known  as  Bondlite  (for  interiors)  and  Ex¬ 


terior  Bondlite  (penetrating  and  bonding  oil  paints) 
for  use  as  a  painting  material  under  the  provisions  of 
C26-1 78.0b  of  the  Administrative  Code. 

Bondlite  is  manufactured  in  four  colors:  cream, 
buff,  ivory  and  pale  green  and  consists  of  pigment  and 
vehicle,  the  analysis  of  which  is  as  follows : 


Pigment  70% 

Zinc  Sulphide  Pigment 
Titanium  Dioxide 
Calcium  Carbonate 
Magnesium  Silicate  . . 


Vehicle  30% 

Special  Oils  and  Resins 
Volatile  Thinner  . 


56.0% 

.5% 

27.0% 

16.5% 


100.0% 

.  34% 
66% 


100% 


Weight  15.5#  per  gallon. 


The  raw  materials  are  proportioned  from  a  formula 
tnd  are  then  placed  in  a  “bulldog”  mixer  and  mixed 
•arefully  to  an  exact  time  control.  In  the  case  of 
vliite  goods  the  product  is  ground  through  a  colloid 
nill  to  assure  fineness  of  grind.  This  is  ground  tor 
i  determined  time  interval.  Material  is  then  fed 
hrough  a  pipe  by  gravity  direct  to  the  filling  room 
vhere  containers  are  filled  and  checked  both  by  volume 
md  by  height.  In  the  case  of  colored  goods  the  mate- 
-ials  are  ground  in  a  Single-Roll  Slide-Bearing  Mi  . 
Lhis  Mill  maintains  T"  grinding  contact  surface  due  to 
he  action  of  a  concave  knife  and  thus  secures  fineness 
ff  grind.  This  mill  is  water  cooled  to  assure  main- 
enance  of  proper  temperature.  This  mill  is  0l'crated 
for  a  determined  length  of  time  and  is  emptied  direct 
by  gravitv  to  the  filling  room.  The  product  is  packed 
n  drums,  T/2  drums,  5  gallon  kits,  and  gallons.  Each 
dze  is  closed  and  sealed  mechanically  and  the  one- 
gallon  cans  are  labelled  in  an  automatic  labelling  ma¬ 
chine.  Larger  sizes  are  labelled  by  hand.  All  con¬ 
tainers  are  stamped  with  a  code  number  indicating  t  k 
batch  number.  A  sample  is  taken  from  each  batch  as 
manufactured,  is  coded  with  the  batch  number  and 
this  is  tested  by  the  laboratory  before  the  batch  is 
released  to  the  shipping  department.  Each  sample  is 
tested  for  color,  for  viscosity  and/or  consistency  and 
for  weight.  Laboratory  approval  is  reported  by  a 
signed  release  to  the  Manufacturing  Department  per- 
mftting  release  of  the  hatch  direct  to  the  stock  room 

01  The^mami Lecturer  claims  that  Bondlite  is  suitable  for- 
covering  damp  surfaces  or  new  plaster,  is  usable  over 
calcimine  and  white  wash,  that  it  is  capable  of  hiding 
old  water  stains  and  of  covering  porous  surfaces.  It 
is  also  claimed  that  the  material  is  a  breathing  paint, 
that  it  penetrates  and  absorbs  soft  finishes  providing 
adequate  bond  without  shrinking;  that  it  penetrates  into 
and  bonds  over  stains  and  that  it  is  *lf-sizmg  and 
highly  opaque.  To  substantiate  these  cl  aimstesgpe 
formed  at  the  Clapp  Laboratories,  Duxbury,  Massa 

chusetts^are  plaster  wall  « 

pa?nt^llwith^roneClC^thoFa^ondli^.''  The  paint  dried 
to  a  flat  white  finish,  showing  no  evidence  of  checking 

nr  cmckinsx  due  to  moisture.  .  .  *,i 

Panels  of  wood  and  wall  board  were  first  painted  with 
calcimine  When  thoroughly  dry,  one  coat  of  Bondlite 
to  which  red  oil  dye  was  added,  was  applied.  When 
ibis  coating  had  dried,  the  surfaces  were  scraped  to 
ihe  subsurface  and  examined  under  a  high  magmfica- 
•  i  '!.,,1,r  Red  dye  was  found  to  have  pene- 
!'VS  the' wood  fibers  and  clear  into  the  wall  board 
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Sections  of  the  laboratory  darkroom  walls  were  badly 
stained  with  old  water  stains.  These  sections  were 
covered  with  one  coat  of  Bondlite.  After  a  drying 
period  of  three  hours  the  stains  .were  completely  cov¬ 
ered. 

Samplings  of  weather  tests  on  wood  painted  with 
Exterior  Bondlite  were  examined  by  the  Committee 
and  compared  against  the  results  of  good  grade  house 
paint  and  high  grade  house  paint  and  it  was  found 
that  the  Bondlite  weathered  evenly  and  was  in  ex¬ 
cellent  condition.  Examination  of  stucco  samplings 
which  were  wetted  prior  to  the  application  of  paint 
showed  that  the  paint  permitted  moisture  to  be  ex¬ 
pelled  from  the  masonry  and  the  paint  had  worked  it¬ 
self  into  the  interstices  of  the  concrete  bonding  and 
covering  the  surface  with  a  homogeneous  film. 
Weathered  samplings  indicated  that  the  paint  remains 
white  because  of  the  chalking  properties  developed 
under  the  action  of  weather. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  Bondlite  (for 
interiors)  and  Exterior  Bondlite  (penetrating  and  bond¬ 
ing  oil  paints),  as  manufactured  of  the  specifications 
contained  herein  by  Wilbur  &  Williams  Company  of 
Boston,  Mass.,  for  use  as  exterior  (except  over  con¬ 
crete  blocks  not  meeting  the  absorption  requirements  of 
the  Concrete  Masonry  Rules  of  the  Board)  and  in¬ 
terior  painting  material  under  the  provisions  of  C26- 
178.0b,  Administrative  Building  Code  when  applied  in 
accordance  with  the  manufacturer’s  instructions  fur¬ 
nished  on  the  label  of  each  container.  It  is  further 
recommended  that  the  material  be  compounded  in  ac¬ 
cordance  with  the  specifications  herein  contained  and 
that  each  container  of  the  material  shall  bear  a  per¬ 
manently  affixed  label  reading  as  follows :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  728-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Bondlite  (for  in¬ 
teriors)  and  Exterior  Bondlite  (penetrating  and  bonding  oil 
paints),  on  condition  that  the  material  be  manufactured  and 
labelled,  stamped  or  tagged  in  accordance  with  above  report. 


980-41-SM. 

.  APPLICANT — John  Wood  Manufacturing  Company,  In¬ 
corporated,  owner. 

SUBJECT — John  Wood  275  Gallon  Basement  Obround 
Fuel  Oil  Tank,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  THE  BOARD — Material  approved,  in  ac¬ 
cordance  with  report  of  Committee  on  Tests. 

THE  VOTE  Tp  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (980-41-SM) 

Whereas,  the  John  Wood  Manufacturing  Co.,  Inc., 

owner,  filed  on  November  13,  1941,  an  application  with  the 


Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial  known  as  the  John  Wood  275  Gallon  Basement  Ob¬ 
round  Fuel  Oil  Tank;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  24,  1942. 

Re:  Cal.  No.  980-41-SM. 

Subject:  John  Wood  275  Gallon  Basement  Obround 
Fuel  Oil  Tank,  approval  of. 

The  John  Wood  Manufacturing  Company,  Inc.,  of 
Richmond  Hill,  N.  Y.,  filed  on  November  13,  1941  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  John  Wood  275  Gallon  Basement 
Obround  Fuel  Oil  Tank  under  the  provisions  of  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals. 

These  tanks  are  made  with  long  diameter  either  ver¬ 
tical  or  horizontal,  of  #10  U.S.  gauge  commercial  grade 
hot  rolled  sheet  steel;  the  body  of  the  tank  is  made  of 
one  sheet  118-5/16  in.  by  60  in.  with  the  seam-welded; 
dished  heads  44  in.  by  26  in.  are  formed  with  cylindrical 
extension  rims  2G  in.  wide  to  provide  a  welding  surface; 
flanges,  head  seams  and  pipe  connections  are  hand  elec¬ 
tric  arc  welded;  the  tanks  are  provided  with  standard 
pressed  steel  pipe  support  lugs;  total  weight  (without 
legs)  is  368  pounds. 

A  sample  vertical  tank  was  subjected  to  a  pressure 
test  in  a  vertical  position  at  the  applicant’s  plant  in  the 
presence  of  Commissioner  C.  M.  Blum  and  Engineer 
J.  F.  Fitzsimons,  representing  the  Board  and  success¬ 
fully  met  the  requirements  of  Rule  10.3.1  of  the  Oil 
Burner  Rules.  Details  of  construction,  workmanship 
and  protection  of  steel  comply  with  the  Rules  of  the 
Board. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  John  Wood  275  Gallon  Base¬ 
ment  Obround  Fuel  Oil  Tank  be  approved  for  use  in 
fuel  oil  installations  in  New  York  City,  when  constructed 
in  accordance  with  the  details  of  this  report  and  draw¬ 
ings  filed  with  the  application,  but  nothing  herein  shall 
be  deemed  to  waive  any  requirement  of  the  Oil  Burner 
Rules  of  the  Board  as  amended  July  1,  1941.  It  is  fur¬ 
ther  recommended  that  all  welding  conform  to  the 
Fusion  Welding  and  Gas  Cutting  Rules  of  the  Board 
and  that  the  permanently  affixed  plate  as  required  by 
Rule  5.3.2  of  the  Oil  Burner  Rules  have  in  addition  to 
the  wording  therein  required  the  following  “Approved 
by  the  Board  of  Standards  and  Appeals  under  Cal.  No. 
980-41-SM.” 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

.  LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  John  Wood  275 
Gallon  Basement  Obround  Fuel  Oil  Tank,  on  condition  that 
the  material  be  manufactured,  installed  and  labelled,  stamped 
or  tagged  in  accordance  with  above  report. 


250-42-SM. 

APPLICANT — Walter  Whelan,  for  Adjusta-Post  Com¬ 
pany,  owner. 

SUBJECT— Adjusta-Post  (Jack  Column),  approval  of. 
APPEARANCES— 

For  Applicant:  Walter  Whelan. 
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ACTION  OF  BOARD— Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  ^ 


THE  RESOLUTION  (250-42-SM) 


Whereas,  Walter  Whelan,  for  Adjusta-Post  Company, 
owner,  filed  on  March  26,  1942,  an  application  with  the 
Board’  of  Standards  and  Appeals  for  approval  of  the  mate¬ 
rial  known  as  the  Adjusta-Post  (Jack  Column)  ,  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of’  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


July  6,  1942. 


that  the  cap  shall  also  have  lugs  cast  opposite  each 
other  with  $4  inch  holes  in  each  for  fastening  lag 
screw?  or  bolts  to  the  girders,  that  a  metal  sleeve  be 
provided  placed  over  the  screw  and  secured  to  the 
post  so  as  to  prevent  interference  with  the  screw,  that 
all  work  done  shall  be  under  the  direct  supervision  of 
the  applicant  and  that  all  work  shall  be  done  in  ac¬ 
cordance  with  the  provisions  of  the  Administrative 
Building  Code,  and  provided  further  that  each  column 
shall  bear  a  label  reading :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  250-42-SM.” 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 


Cal.  No.  250-42-SM. 

Subject:  Adjusta-Post  (Jack  Column),  approval  ot. 

Roy  Akins  for  Adjusta-Post  Company  of  Akron, 
Ohio  filed  March  26,  1942  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Adjusta- 
Post  (Jack  Column)  under  the  provisions  of  Section 
C26-1 78.0b,  (2.1.2.5)h  of  the  Administrative  Building 

^^he  Adjusta-Post  (Jack  Column)  is  an  adjustable 
post  or  support  for  permanently  shoring  up  floors  in 
buildings.  The  Adjusta-Post  comprises  a  base  mem¬ 
ber  and  a  cap  member.  On  the  upper  side  of  the 
base  member  and  the  under  side  of  the  cap  member 
is  a  substantially  hemispherical  socket  which  in  con¬ 
junction  with  the  lifting  member  accommodates  the 
post  to  angular  variations  between  the  floor  and  the 
ceiling.  The  lifting  element  consists  of  a  heavy  screw 
the  end  of  which  is  provided  with  a  head  having  a 
rounded  knob  or  projection  seating  into  the  socket  of 
either  the  base  or  cap.  The  knob  is  somewhat  longei 
than  the  depth  of  the  socket  and  is  provided  with  side 
clearance  so  that  the  axis  of  the  screw  may  vary  from 
the  perpendicular  line  of  either  the  base  or  cap.  1  he 
head  has  openings  to  receive  a  bar  or  lever  to  turn 
the  screw.  The  cap  and  base  are  provided  with  pro¬ 
jections  which  provide  seats  for  the  main  casing.  On 
the  screw  is  provided  a  nut  having  an  outer  central 
rib  to  form  a  seat.  The  central  portion  of  the  post 
consists  of  a  steel  pipe  4*4  inches  outside  diameter  of 
a  standard  length  of  6  ft.  The  nominal  thickness  of 
the  pipe  is  \%  inch.  The  overall  length  of  the  Adjusta- 
Post  is  6  ft.  8-13/16  inches.  The  screw  threads  are  of 
the  square  type  and  are  self  locking.  ^The  pitch  is 
0.4  inches  and  the  degree  of  pitch  is  3.5°.  The  pitch 
circumference  is  6  in.  and  there  are  7/4  turns  in  the 
length  of  the  3  in.  nut  making  45  inches  of  thread 

engaged  in  each  nut.  „  . 

Tests  were  conducted  on  the  Adjusta-i  ost  at  Lolum- 
bia  University  on  May  29,  1942.  Present  at  the  test 
were  representatives  of  the  Committee  on  Tests  and 
the  manufacturer.  A  600,000#  Southwark-Emery  test¬ 
ing  machine  was  used,  Laboratory  Test  #70522.  I  he 
7'  high  pipe  bent  as  a  column  at  111500  lbs.  l  ie 
maximum  contraction  was  0.44  inches.  The  head  of  the 
screw  cap  crushed  because  of  removal  of  material  tor 
holes  for  adjusting  lever.  Bearing  cap  cracked  at 
center  opposite  ball  seat.  The  distortion  of  cap  at 
40,000  lbs.  was  .03  inches. 

On  the  basis  of  this  test  it  is  recommended  that  the 
Adjusta-Post  (Jack  Column)  be  approved  for  use  in 
New  York  City  in  Buildings  of  Class  4  construction 
not  exceeding  3  stories  in  height  provided  that  a  wedge 
be  provided  between  the  screw  and  nut  at  the  top  ot 
column  to  lock  the  nut  in  place,  that  the  base  be  pro¬ 
vided  with  two  holes  Va  in.  in  diameter  opposite  each 
other,  that  pins  be  provided  in  these  holes  locked  on  the 
base  and  anchored  in  the  concrete  footing  of  the  post, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Adjusta-Post 
(Jack  Column),  on  condition  that  the  material  be  manu¬ 
factured,  installed  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 


346-42-SA. 

APPLICANT— Theodore  Heilig,  for  Empyre  Fire  Extin¬ 
guisher  Corporation,  owner. 

SUBJECT— “Empyre”  and  “Stop-Fire”  Stirrup  Type  Water 
Spray  Pump  (Fire  Extinguisher),  approval  of. 

APPEARANCES— 

For  Applicant :  Michael  Rothkrantz. 

ACTION  OF  BOARD— Appliance  disapproved. 

THE  VOTE  TO  APPROVE—  I 

Affirmative :  . . .  ^  I 

Negative:  Chairman  Murdock,  Commissioners 
'  Savage  and  Blum  and  Deputy  Chief  Murphy  4 


THE  RESOLUTION  (346-42-SA) 


Whereas,  Theodore  Heilig,  for  Empyre  Fire  Ex¬ 
tinguisher  Corporation,  owner,  filed  on  April  27,  1942,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Emp\  re  and 
“Stop-Fire”  Stirrup  Type  Water  Spray  Pump  (Fire  Ex¬ 
tinguisher)  ;  and 

Whereas,  this  appliance  was  submitted  to  the  Commit¬ 
tee  on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads :  i 


REPORT  OF  COMMITTEE  ON  TESTS 


June  27,  1942. 

Re:  Cal.  No.  346-42-SA. 

Subject:  “Empyre”  and  “Stop-Fire”  (Stirrup  Type 
Water  Spray  Pump),  approval  of. 

The  Empyre  Fire  Extinguisher  Corporation  of  New 
York  City  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  on  April  27,  1942  for  the  approval  of 
their  “Empyre”  and  “Stop-Fire”  Stirrup  Pump  as  an 
extinguishing  device  to  be  used  in  incendiary  bombing 
and  in  secondary  fires  resulting  therefrom,  under  the 
powers  given  to  the  Board  by  Section  666,  Paragraph  1 
of  the  New  York  City  Charter  reading:  “To  test  and 
approve  materials  and  appliances  to  be  used  pursuant 

to  law.”  ,  ... 

The  applicant  contends  that  the  purpose  of  this  pump 
is  to  furnish  water  to  extinguish  fires  generally,  and 
specifically  to  exhilarate  and  extinguish  incendiary 
bombs  of  the  magnesium  type.  The  pump  is  purported 
to  be  capable  of  delivering  a  solid  stream  and  a  fine 
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spray ;  the  latter  to  accelerate  the  burning  bomb,  the 
former  to  be  directed  on  secondary  fires  resulting  there¬ 
from. 

Description 

The  pump  is  purported  to  be  made  according  to  spe¬ 
cifications  of  the  Office  of  Civilian  Defense  and  the 
War  Production  Board.  It  is  a  portable  type  pump 
for  use  with  a  common  household  bucket  and  consists 
of  a  pumping  unit,  foot  stirrup  and  a  12'  length  of  re¬ 
claimed  rubber  hose.  The  pump  is  a  normally  operated, 
single  suction,  double  discharge  type.  The  pump  cylin¬ 
ders  are  made  of  18  gauge  steel,  welded  tubing,  the 
outer  cylinder  being  O.D.  20”  long  and  the  inner 
cylinder  34"  0.1).  18”  long.  These  cylinders  are  coated 
inside  and  outside  to  resist  corrosion.  The  stirrup  and 
foot  rest  are  made  of  formed  steel,  malleable  iron  or 
y2"  o.d.  welded  steel  tubing  and  attached  to  the  pump 
cylinder  either  by  welding  or  by  clamping  in  such  a 
position  as  to  allow  a  clearance  of  1J4'"  between  the 
stirrup  and  the  pump. 

The  nozzle  is  of  the  dual  type  so  as  to  deliver  either 
a  spray  or  a  solid  stream  by  actuating  a  sliding  mechan¬ 
ism  with  a  hole  in  it  across  the  nozzle  which  has  a 
mating  hole. 

T  ests 

Tests  were  conducted  under  the  supervision  of  the 
Fire  Department  at  the  Fire  College  and  witnessed  by 
a  committee  of  the  Board  as  follows :  A  bomb  was 
simulated  by  heaping  magnesium  in  quantity  of  about 
1  lb.  The  magnesium  pile  consisted  of  turnings  and 
end  pieces  of  magnesium  alloy.  Each  heap  contained 
approximately  1  lb.  of  this  material  and  was  spread 
over  a  wood  deck  constructed  of  34  in-  planking  tight 
jointeu.  The  base  of  the  cone  of  magnesium  was 
approximately  12  in.  in  diameter.  The  material  was 
then  ignited  and  upon  a  signal  from  the  inspector,  who 
having  determined  that  the  magnesium  was  burning 
vigorously,  the  applicant  directed  a  stream  from  his 
pump  to  the  magnesium  through  a  12  ft.  length  of  hose 
being  6  ft.  distant  from  the  simulated  bomb.  He  ap¬ 
peared  to  have  physical  difficulty  in  maintaining  a  con¬ 
stant  stream  and  considerable  energy  was  expended 
by  the  operator  when  operating  at  20  strokes  a  minute. 
The  simulated  bomb  was  extinguished  in  2  min.,  25 
sec.  after  the  first  application  of  the  stream.  The  fire¬ 
man  who  operated  the  stirrup  pump  was  completely 
exhausted. 

A  retest  was  made  and  leaks  which  developed  in  the 
hose  connections  were  removed  which  resulted  in  a 
more  steady  flow  of  water  but  the  stream  was  again 
intermittent  but  to  a  lesser  degree  than  in  the  first  test. 

The  nozzle  of  the  hose  is  made  of  plastic  consisting 
of  a  vent  operating  on  the  slide  principle  across  an 
orifice.  The  widening  of  the  opening  varies  the  stream 
from  spray  to  solid.  The  nozzle  delivers  a  spray  un¬ 
less  it  is  manually  held  in  the  stream  position. 

The  pump  which  was  used  in  the  test  was  then 
submitted  to  the  Central  Testing  Laboratory  (Report 
B17423)  for  material  and  performance  check  with  re¬ 
sults  as  follows  : 


Kind  (Name) 

Type 

Finish 

Barrel  Dimensions 
(inches) 

Plunger 


Strainer 


Handle 


“Em  pyre” 

Portable,  manually  operated,  single 
action. 

Blued 

Ferrous  metal  tube,  O.D.  1  wall 
thickness  .050",  length  16". 

Ferrous  metal  tube,  O.D.  34".  wall 
thickness  .050",  length  to  discharge 
part  1834'". 

Ferrous  metal,  stamped  plate  with  %" 
whales,  held  in  place  by  lugs  bent  in 
from  barrel  wall. 

“D”  shape,  with  wood  grip  1"  dia¬ 
meter  and  6"  wide  with  ferrous  metal 
arc. 


Foot  Rest 

Length  of  Strokes 
Nozzle 

Hose 

Approximate  width 
of  spray  at  12  ft. 
Approx,  width  of 
spray  at  18  ft. 

Discharge  of  30  ft. 
stream  in  gallons 
per  min.  at  60 
strokes  per  min. 
Discharge  per  stroke 
at  60  strokes  per 
min.,  in  gallons 


Ferrous  metal  Tube  54"  O.D.,  wall 
thickness  .070",  welded  to  barrel 

1234" 

Plastic  material,  with  slide  lever  and 
spring  (from  stream  to  spray) 
Apparently  rubber,  length  12',  O.D. 

54",  I  D.  34" 

24' 

Pulsating  spray  varies  in  length  from 
16  to  18  ft.,  width  about  24” 


1.94 

.0323 


Parts  of  Pump  are  not  readily  removable  for  replacement. 


Recommendations 

On  the  basis  of  the  foregoing  data  and  test,  the 
Committee  is  of  the  opinion  that  the  device  has  a  few 
defects  which  can  and  should  be  remedied.  The  Com¬ 
mittee  also  feels  that  improvement  should  be  made  in 
the  actuating  of  the  pump  handle  in  that  it  is  incon¬ 
ceivable  that  any  ordinary  person  can  satisfactorily 
operate  this  pump  in  an  emergency. 

The  Committee  further  recommends  that  the  pump 
be  investigated  and  corrected  so  that  a  solid  stream  and 
a  continuous  spray  are  obtained  rather  than  the  pul¬ 
sating  stream  and  pulsating  spray  experienced  at  the 
test.  In  view  of  the  foregoing  the  Committee  recom¬ 
mends  disapproval,  pending  improvements  to  overcome 
the  objections  raised. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

JOHN  E.  GUNN, 

Deputy  Chief, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  disapproval  of 
this  appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  disapprove  the  appliance  known  as  the  “Empyre” 
and  “Stop  Fire”  Stirrup  Type  Water  Spray  Pump  (Fire 
Extinguisher). 


372-42-SA. 

APPLICANT — National  Cantonment  Amusement  Service 
Incorporated,  owner. 

SUBJECT — “Fire  Smother”  (Rock  Powder  Fire  Extin¬ 
guisher),  approval  of. 

APPEARANCES— 

For  Applicant :  Stanley  Waldo  and  E.  R.  Smith. 
ACTION  OF  BOARD — Appliance  disapproved. 

THE  VOTE  TO  APPROVE— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (372-42-SA) 

Whereas,  the  National  Cantonment  Amusement  Service, 
Tnc.,  owner,  filed  on  May  7,  1942,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli- 
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MINUTES 


ance  known  as  “Fire  Smother  (Rock  Powder  hire  Extin- 
guisher)  ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  26,  1942. 

Re:  Cal.  No.  372-42-SA.  . 

Subject:  “Fire  Smother”  (Rock  Powder  hire  Extin¬ 
guisher),  approval  of. 

The  National  Cantonment  Amusement  Service,  Inc. 
of  New  York  City  filed  an  application  with  the  Board 
of  Standards  and  Appeals  on  May  7,  1942,  for  the 
approval  of  their  bomb  extinguishing  material  known  as 
“Fire  Smother”  under  the  powers  given  to  the  Board 
by  Section  666,  paragraph  1  of  the  New  York  City 
Charter,  reading :  “to  test  approved  materials  and  ap¬ 
pliances  to  be  used  pursuant  to  law.” 

The  applicant  contends  that  the  purpose  of  this  ma¬ 
terial  is  to  blanket  and  smother  incendiary  bombs  and 
in  so  doing  minimize  the  fire  spread. 

Description 

The  material  is  furnished  in  a  container  made  of  chip 
cardboard  with  a  sealed  bottom  cap  and  a  loose  top  cap. 
The  container  is  4  in.  in  diameter  and  36  in.  m  length 
and  holds  12  lbs.  of  the  material.  The  applicant  has 
furnished  an  analysis  of  the  material  as  reported  by 
Ledoux  &  Company,  Inc.  of  New  York  as  follows. 

Moisture  . * .  0.07% 

Ignition  loss  . 

Silicia.  .  U.buye 

Iron  and  Aluminum  Oxides .  0.51'% 

Calcium  Oxide  . 

Magnesium  Oxide  .  “  '"E0 

Insoluble  Silicious  Matter  .  21.95 /o 

Under  the  supervision  of  the  hire  Department  anti 

witnessed  by  a  Committee  of  the  Board,  a  bomb  was 

simulated  by  heaping  magnesium  in  quantity  of  about  1 
lb.  The  magnesium  pile  consisted  of  turnings  and  end 
pieces  of  magnesium  alloy.  Each  heap  contained  ap¬ 
proximately  1  lb.  of  this  material  and  was  spread  over 
a  wood  deck  constructed  of  Y\  in.  planking  tight  jointed. 
The  base  of  the  cone  of  magnesium  was  approximately 
12  in  in  diameter.  The  material  was  then  ignited  and 
at  the  request  of  the  applicant  a  fireman  assisted  by  the 
applicant  applied  the  powder,  which  was  contained  in 
a  long  cardboard  tube.  He  applied  the  powder  by 
pouring  it  from  the  container.  The  powder  completely 
covered  the  simulated  bomb  and  blanketed  the  flame  in 
35  sec  Craters  were  produced  and  small  amounts  of 
flame  'emanated  therefrom.  Thereupon  powder  was 
applied  completely  filling  the  craters.  When  the  appli¬ 
cant  concluded  that  the  fire  had  been  extinguished,  which 


was  at  the  end  of  5  min.  10  sec.,  the  pile  was  opened  for 
examination  and  the. flame  flashed  back,  upon  admission 
of  air.  Since  no  more  powder  was  on  hand,  sand  was 
added  and  subsequently  upon  removal  of  the  added  sand 
the  deck  was  found  in  a  burning  condition. 

For  the  purposes  of  comparison  the  test  was  repeated 
except  that  sand  alone  was  used  as  the  extinguishing 
medium.  When  the  incendiary  bomb  was  burning  at  its 
peak  sand  was  applied  by  throwing  it  with  considerable 
impact  so  as  to  evaluate  the  effects  of  scatter  as  well  as 
smother.  The  resulting  fire  was  difficult  to  control. 
However,  two  pails  of  sand  were  sufficient  to  com¬ 
pletely  blanket  out  the  burning  magnesium  and  extinguish 
both  the  bomb  and  the  burning  of  the  wood  decking. 
It  is  .  the  opinion  of  the  Committee  that  the  sand  test 
was  the  most  severe  of  all  the  tests  performed  at  the 
Fire  College  that  morning. 

A  sample  of  the  material  was  sent  to  the  central 
Testing  Laboratory.  Report  B  17425  with  an  analysis 
of  the  material  is  as  follows : 

Total  carbon  dioxide  .  39.0% 

Calcium  compounds  calculated  to  cal- 

cium  oxide  . 3U.0a> 

Total  magnesium  compounds  calculated 

to  magnesium  oxide  . .  30.0 /o 

Siliceous  matter,  iron  oxide  and  alumina 

(by  difference)  .  1.0 /« 

Recommendations 

On  the  basis  of  the  foregoing  data  and  test,  the  Com¬ 
mittee  is  of  the  opinion  that  the  “Fire  Smother  mate¬ 
rial  offered  for  test  has  no  particular  advantage  except 
for  its  non-hygroscopic  properties  over  ordinary  tine 
dry  sand,  which  is  so  readily  available,  and  accordingly 
recommends  that  the  application  be  disapproved. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

IOHN  E.  GUNN, 

Deputy  Chief, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

^Whereas,  this  report  recommended  the  disapproval  of 

this  appliance.  .  ,  .  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  disapprove  the  appliance  known  as  ‘hire  Smother 
(Rock  Powder  Fire  Extinguisher). 


Adjourned:  3:50  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the^building  zone  resolution,  are  entitled 
o  one  cony  of  Form  7NO. 

If  thev  desire  additional  copies,  for  their  own  conve¬ 
yance  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  bv 

mail. 
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845-41-BZ,  1029-41-BZ,  117-42-BZ,  260-42-BZ,  263-42- 
BZ,  315-42-BZ,  432-42-A  and  495-42-A. 

Minutes  of  Regular  Meeting  July  14.  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  1000-40-BZ,  1002-41-BZ, 
215-32-BZ,  436-37-BZ,  199-38-BZ,  1008-39-BZ,  389- 

41- BZ,  390-41-BZ,  445-42-A,  1089-41-A,  248-42-A, 

264-42-A,  436-42-A,  171-42-A,  466-42-A,  506-42-A,  515- 

42- A,  516-42-A,  517-42-A,  518-42-A,  519-42-A,  520-42-A, 

521-42-A,  522-42-A,  538-42-A,  550-42-A,  349-37-A, 

1054-39-A,  690-41-A,  6-37-SA,  989-39-SM,  454-41-SM, 
779-41-SM,  170-42-SM  and  373-42-SA. 

Resolution  Affecting  Calendar  Number  158-41-SM. 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  July  14,  1942. 

Cal.  No.  Dept.  Premises  Affected 

545- 42-BZ — H.B.Q. — 77-02  Roosevelt  avenue,  southeast 
corner  of  77th  street  (Block  No.  1488,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens,  Misc.  3179-42. 

546- 42-A — F.D. — 2431-2439  Broadway,  southwest  corner 
of  West  90th  street  (Block  No.  1237,  Lot  No.  52),  Borough 
of  Manhattan,  Order  Letter  No.  660. 


547- 42-A— F.D. — 2561-2567  Broadway,  northwest  corner 
of  West  96th  street  (Block  No.  1868,  Lot  No.  6),  Borough 
of  Manhattan,  Order  Letter  No.  661. 

548- 42-BZ— H.B.B. — 492-500  Lorimer  street  and  56-62 
Powers  street,  southeast  corner  (Block  No.  2780,  part  of 
Lot  No.  1),  Borough  of  Brooklyn,  B.  N.  1592-42. 

549- 42-A — H.B.B. — 94  Amity  street,  south  side,  152  ft. 
west  of  Henry  street  (Block  No.  295,  Lot  No.  17),  Bor¬ 
ough  of  Brooklyn,  Alt.  1830-42. 


550-42-A — H.B.B. — 160  Scott  avenue,  southeast  corner  of 
Scholes  street  (Block  No.  2972,  Lot  Nos.  1  and  25),  Bor¬ 
ough  of  Brooklyn,  N.  B.  305-42. 


551-42-A— F.D. — 8020  Preston  court,  south  side,  140  ft. 
east  of  Ralph  avenue  (Block  No.  7918,  Lot  No.  14),  Bor¬ 
ough  of  Brooklyn,  9213 1-L.  C. 


552-42-BZ— H.B.B. — 126-150  Kings  Highway,  southwest 
corner  of  West  13th  street  (Block  No.  6618,  Lot  Nos.  34 
and  52),  Borough  of  Brooklyn,  B.  N.  1111-42. 


553-42-A — H.B.B. — 160  Scott  avenue,  southeast  corner  of 
Scholes  street  (Block  No.  2972,  Lot  Nos.  1  and  25),  Bor¬ 
ough  of  Brooklyn  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Seneca  avenue),  N.  B.  305-42. 


554-42-S — H.B.Q. — 47-16  Austell  place,  southwest  corner 
of  27th  (Ashburn)  street  (Block  No.  98,  Lot  Nos.  42  and 
30),  Long  Island  City,  Borough  of  Queens,  Decision  re 
Corr.  559-42. 


555-42-SA — Mills  Coin-Controlled  Automatic  Bottle  Ven¬ 
dor,  Appliance. 


556-42-BZ — H.B.M. — 9  Columbus  avenue,  east  side,  100 
ft.  5  in.  north  of  West  59th  street  (Block  No.  1112,  Lot  No. 
64),  Borough  of  Manhattan,  Decision. 


557-42-BZ — H.B.Q. — 95-07  63rd  road,  north  side,  20.43 
ft.  west  of  96th  street  (Block  No.  2084,  Lot  Nos.  153,  155 
and  156),  Rego  Park,  Borough  of  Queens,  Misc.  3421-42. 


558-42-BZ— H.B.Q. — 96-05  63rd  road,  northeast  corner  of 
96th  street  (Block  No.  2085,  Lot  Nos.  155,  157,  159  and  101), 
Rego  Park,  Borough  of  Queens,  Misc.  3420-42. 


559-42-A— F.D. — 109  East  47th  street,  north  side,  150  ft. 
east  of  First  avenue  (Block  No.  1359,  Lot  No.  9),  Borough 
of  Manhattan,  31240-L.  C. 


560-42-BZ — -H.B.M. — 62-66  Essex  street,  east  side,  100.2 
ft.  north  of  Grand  street  (Block  No.  351,  part  of  Lot  No. 
1),  Borough  of  Manhattan,  Decision  re  Certificate  of 
Occupancy. 


56 1-42- A — H.B.Bx. — 4555  Third  avenue,  southwest  cor¬ 
ner  of  Lorillard  place  and  539-545  East  184th  street,  north 
side,  50  ft.  west  of  Lorillard  place  (Block  No.  3052,  Lot 
No.  37),  Borough  of  The  Bronx,  Decision  re  Revocation  of 
Alt.  367-42. 


562- 42-A — H.B.Q. — 72-40  Elizabeth  avenue,  south  side, 
320  ft.  west  of  Beach  72nd  street  (Block  No.  521,  Lot  No. 
1),  Arverne,  Borough  of  Queens  (under  section  35,  General 
City  Law  re  bed  of  mapped  street,  Barbados  drive),  Alt. 
1239-42. 

563- 42-SA — The  Drever  Ammonia  Dissociator,  Appli¬ 
ance. 

564- 42-A — F.D. — 937-939  Fulton  street  and  485-495 
Waverly  avenue,  northeast  corner  (Block  No.  1938,  Lot  Nos. 
1  and  45),  Borough  of  Brooklyn,  8001-L.  F.  and  Decision. 

565- 42-A— H.B.M. — 2294-2296  Seventh  avenue,  southwest 
corner  of  West  135th  street  (Block  No.  1940,  Lot  No.  35), 
Borough  of  Manhattan,  Amendment  to  Misc.  921-42  (Spr.). 


Restored  to  Calendar. 

1000-40-BZ — H.B.Bx. — 2337  Grand  Concourse  and  164 
Field  place,  southwest  corner  (Block  No.  3164,  Lot  No.  19), 
Borough  of  The  Bronx,  Alt.  199-40. 


1089-41-A — F.D.— 550-554  Eighth  avenue,  east  side,  40  ft. 
north  of  West  37th  street  and  265-267  West  37th  street 
(Block  No.  787,  Lot  Nos.  1  to  10,  inclusive  and  part  of  Lot 
No.  8),  Borough  of  Manhattan,  31088-L.  C. 


6-37-SA — Diesel  American  Oil  Burner,  Models  DAO, 
DA-2  and  DA-3,  Appliance. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  o( 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  anil 
E.D. — Fire  Department. 


RULES 

Last  Publication  in  Bullet  in 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb.  17,  1942— Vol.  27,  No.  7 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar.  10,  1942 — Vol.  27,  No.  10 
Certificates  of  Occupancy,  approved 

form  . Nov.  25,  1941— Vol.  26,  No.  47 

Concrete  Flat  Slabs.  Rules . luly  13,  1937 — Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  June  24,  1941 — Vol.  26,  No.  25 

Concrete  Rules  (Hydrated  Lime)...  Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936 — Vol.  21,  No.  9 
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I<n*t  Publication  In  liulletfn 


Exit  Rules  (Revolving  Doors) . 

is, 

1937- 

-Vol. 

22, 

No. 

24 

Factory  Exit  Rules  . 

.  J  une 

16, 

1942 

—Vol. 

27, 

No. 

24 

Fire  Alarm  Rules  (Interior) . 

7. 

1942 

—Vol. 

27, 

No. 

14 

tire  Drill  Rules  . 

.May 

5, 

1942 

— Vol. 

27, 

No. 

18 

Fire-resistive,  Flameproof  Mate- 

rials,  etc..  Rules  for  Testing  of 
Fire  Retarding  Rules  for  Garages, 

Apr. 

28, 

1942- 

—Vol. 

27, 

No. 

17 

etc . 

.  Dec. 

16, 

1941- 

-Vol. 

26, 

No. 

50 

Fireproof  Wood,  Testing  of . 

.Apr. 

13. 

1937- 

-Vol. 

22, 

No. 

IS 

Frame  Garages,  Ruling  for . 

.Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

3 

Fusion  Welding  and  Gas  Cutting 

Rules 

May 

20, 

1941- 

-Vol. 

26, 

No. 

20 

Gas  Shut-Off  Rules  . 

.  Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

Hatchwav  Protection  . 

5, 

1928- 

-Vol. 

13, 

No. 

23 

Insulating  Fibre  Board  Rules . 

.  Mar. 

31, 

1942 

—Vol. 

27, 

No. 

13 

Oil  Burner  Rules  . 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . 

.Jan. 

13. 

1942- 

-Vol. 

27, 

No. 

2 

.Ian. 

6, 

1942- 

-Vol. 

27, 

No. 

1 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . 

.Nov. 

25,  1941— 

Vol.  26.  No.  47A 

Platform  Trucks,  Specifications  for. 

Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

Plumbing  Rules  . 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply) 

.  Nov. 

25,  1941— Vol.  26.  No.  47A 

Procedure,  Rules  of . 

Sept. 

7, 

1937- 

-Vol. 

22, 

No. 

36 

Refrigerating  Systems,  Extract  A.C. 

Aug. 

26, 

1941- 

-Vol. 

26, 

No. 

34 

Smoking  in  Factories,  Rules  for.... 

June 

30, 

1942- 

-Vol. 

27, 

No. 

26 

Sprinkler  Rules  . 

.  [une 

29, 

1937- 

-Vol. 

22, 

No. 

26 

Standpipe  Fireline  Rules  . 

June 

8, 

1937- 

-Vol. 

22, 

No. 

23 

Structural  Alterations,  Reporting. .  . 

.  lune 

7, 

1932- 

-Vol. 

17, 

No. 

23 

Tank  Trucks,  Fuel  Oil,  etc . 

Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

Tank  Trucks,  Gasoline,  etc . 

Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . . 

Apr. 

10, 

1923- 

-Vol. 

8, 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Ftreltne  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No.  47 A 

Fuel  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Faint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 

JULY  21,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  21,  1942,  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan,  on 
the  following  matters : 

705-41-BZ — Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Idella  R.  Koechel,  owner,  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  170 
Beach  105th  street,  northeast  corner  of  Shore  Front  park¬ 
way  (Block  No.  643,  Lot  Nos.  10,  17  and  18),  Rockaway 
Beach,  Borough  of  Queens. 

465-42-BZ — Application,  June  11,  1942,  under  sections  7 a 
and  7c  of  the  zoning  resolution,  of  Tack  Z.  Cohen,  applicant, 
on  behalf  of  8302  Atlantic  Avenue  Corporation,  owner,  to 
permit  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  factory  building  by  the  construction  and  use  of  a  new 
cellar;  premises  83-02  to  83-20  Atlantic  avenue,  94-01  to 
94-15  83rd  street,  southeast  corner  and  94-02  to  94-16  84th 
street  (Block  No.  9014,  Lot  Nos.  1  and  11),  Ozone  Park, 
Borough  of  Queens. 

177-42-BZ— Application,  March  4,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  John  F.  McKenna,  owner,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  582-610  86th  street, 
southeast  comer  of  Gatling  place  (Block  No.  6054,  Lot  Nos. 
19,  20,  22  and  27),  Borough  of  Brooklyn. 

371-42-BZ — Application,  May  7.  1942,  under  sections  7f 
and  7h  of  the  zoning  resolution,  of  Paul  Friedman,  applicant, 


on  behalf  of  Underwriters  Trust  Company  (as  trustee) 
owner  (Bertha  Friedman,  lessee),  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
more  than  five  (5)  motor  vehicles;  premises 
6301-6323  11th  avenue,  east  side,  from  63rd  to  64th  streets, 
1102-1112  63rd  street  and  1101-1111  64th  street  (Block  No. 
5738,  Lot  No.  1),  Borough  of  Brooklyn. 

406-41-BZ  Application,  May  5,  1941,  under  section  7e 
of  the  zoning  resolution,  of  A.  Paul  Loshen,  applicant,  on 
behalf  of  Samuel  Litt,  owner,  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  erection  of  a 
lumber  shed  and  the  use  of  the  premises  as  an  office  in  con¬ 
nection  with  the  lumber  yard;  premises  218-35  to  218-41 
Hempstead  avenue,  north  side,  195.50  ft.  west  of  Springfield 
boulevard  (Block  No.  10766,  Lot  No.  47),  Laurelton,  Bor¬ 
ough  of  Queens. 

542-41-BZ  -Application,  June  16,  1941,  under  sections  7a 
and  7e  of  the  zoning  resolution,  of  Dominic  Russo,  applicant 
and  lessee,  for  Dominic  Russo  and  Estate  of  Andrew  Haga- 
man,  owners,  to  permit  upon  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  motor  vehicle  repair  shop;  premises 
936  Richmond  avenue,  west  side,  143.31  ft.  south  of  Forest 
avenue  '(Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich¬ 
mond,  Borough  of  Richmond. 

314-42-BZ— Application,  April  15,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Union  Parking  Corporation, 
applicant  and  lessee,  on  behalf  of  Dry  Dock  Savings  Insti¬ 
tution,  owner,  to  permit  in  a  retail-1  use  district,  for  a  term 
of  two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  122-126  West  48th  street,  south  side,  245 
ft.  west  of  Sixth  avenue  (Block  No.  1000,  Lot  No.  43), 
Borough  of  Manhattan. 

140-42-BZ — Application,  February  18,  1942,  under  section 
21  of  the  zoning  resolution,  of  Anthony  M.  De  Rose,  appli¬ 
cant,  on  behalf  of  Anton  Escherich,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  six 
(6)  car  garage  on  the  same  plot  with  an  existing  four  (4) 
car  garage;  premises  2851-2853  Bailey  avenue,  west  side, 
498  ft.  south  of  West  230th  street  (Block  No.  3264,  Lot  No. 
63),  Borough  of  The  Bronx. 

10- 42-BZ — Application,  January  5,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant,  on 
behalf  of  Lina  S.  Kissam,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  an  unrestricted  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  220-20  Jamaica  ave¬ 
nue,  south  side,  481.92  ft.  east  of  Springfield  ’  boulevard 
(Block  No.  10793,  Lot  Nos.  37  and  45  and  Block  No.  10789, 
Lot  Nos.  37,  38  and  43),  Queens  Village,  Borough  of  Queens. 

1101-41-BZ — Application,  December  23,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  reconstruction  of  an  existing  gasoline  ser¬ 
vice  station;  premises  451-457  Flushing  avenue  and  713-721 
Bedford  avenue,  northeast  corner  (Block  No.  2263,  Lot  No. 
1),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions.  * 

481-42-A — 451-457  Flushing  avenue  and  713-721  Bedford 
avenue,  northeast  corner  (Block  No.  2263,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

11- 42-A — 220-20  Jamaica  avenue,  south  side.  481.92  ft 
east  of  Springfield  boulevard  (Block  No.  10793,  parts  of 
Lot  Nos.  37  and  45  and  Block  No.  10789,  Lot  Nos.  38  and 
43),  Queens  Village,  Borough  of  Queens  (under  section  35, 
General  City  Law — re  bed  of  mapped  street — proposed  96th 
avenue). 

HARRIS  H.  MURDOCK,  Chairman. 
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JULY  21,  1942,  2  P.  M. 


Appeals  from  Administrative  Decisions. 

529-42-A — 281-287  North  6th  street,  north  side  111  ft. 
514  in.  West  of  Metropolitan  avenue  (Block  No.  2331,  Lo 
Nos.  42,  44  and  45),  Borough  of  Brooklyn. 

445- 42-A— 208-210  West  56th  street,  south  side,  122  ft.  7 
in.  east  of  Broadway  (Block  No.  1027,  Lot  No.  4  ),  or 
ough  of  Manhattan. 

428-42-A— 90-41  77th  street,  east  side,  18  ft.  north  of  91st 
avenue  (Block  No.  8956,  Lot  No.  66),  Woodhaven,  Bor¬ 
ough  of  Queens. 

446- 42-A— 115-117  West  45th  street,  north  side  180  ft. 
west  of  Sixth  avenue  (Block  No.  998,  Lot  No.  24),  Borough 
of  Manhattan. 


Brooklyn  (reopened  and  restored  to  calendar  May  19,  1942, 
previously  withdrawn). 


407-42-A— 31-81  Steinway  street,  east  side,  100  ft.  north 
of  Broadway  (Block  No.  678,  Lot  No.  9),  Astoria,  Bor¬ 
ough  of  Queens. 


438-42- A— 372-380  Carlton  avenue,  313-321  Cumberland 
street  and  21-23  Greene  avenue  north  ride,  between  Triton 
avenue  and  Cumberland  street  (Block  No.  2119,  Lot  Nos.  1 
to  5,  inclusive,  and  Lot  No.  44),  Borough  of  Brooklyn. 


459-42- A— 445-455  Blake  avenue  and  318-326  Junius 
street,  northwest  corner  (Block  No.  3763,  Lot  No.  ), 
Borough  of  Brooklyn. 


437-42-A — 486  Seventh  avenue,  west  side,  254  ft.  6  in. 
south  of  16th  street  (Block  No.  1056,  Lot  No.  41),  Borough 
of  Brooklyn. 


Appliances  and  Materials  for  Approval. 

333-39-SM — DeYorgi  Bros.  Concrete  Block. 

681- 40-SA — Westinghouse  Type  B2  Interlock. 

682- 40-SA — Westinghouse  Type  BC  Interlock. 

683- 40-SA — Westinghouse  Type  C  Electric  Contract. 
699-40-SA — Westinghouse  Type  OC  Oil  Buffer. 
701-40-SA — Westinghouse  Type  126B  Interlock. 

727- 40-SA — Westinghouse  Type  F  Interlock. 

728- 40-SA — Westinghouse  Type  P  Interlock. 

743- 40-SA — Westinghouse  Type  SC  Contact. 

744- 40-SA— Westinghouse  Type  CH  Contact 

767- 40-SA — Westinghouse  Types  A-3  and  A-3R  Elevator 

768- 40-SA — Westinghouse  Types  B-3  and  B-3R  Elevator 

Door  Hangers.  _  .  . 

1150-40-SA — Westinghouse  Type  FC  Gate  Contact. 
424-42-SM— Jackson  System  (fastenings  for  Acoustical 
and  Insulating  Materials  for  Walls  and  Ceilings). 
339-42-SM — Scovill  Manufacturing  Company  Rubber 
Covered  Hose  Nozzle,  Catalogue  H-227  and  Scoville 
Manufacturing  Company  Spike  Sprinkler  Cap,  Catalogue 
H-250. 

22-42-SM — Wolmanized  Lumber. 


333-42-A — 19  East  60th  street,  north  side,  95  ft.  west  of 
Madison  avenue  (Block  No.  1375.  Lot  No.  13),  Borough  of 
Manhattan. 


JULY  23,  1942,  10  A.  M. 


3  55-42  A _ 350-354^2  Greenwich  street,  northwest  corner 

of  Harrison  street  - (Block  No.  183,  Lot  Nos.  15  and  17), 
Borough  of  Manhattan. 


Appeals  from  Administrative  Decisions. 


358-42-A — 71  Broome  street,  south  side ,  50.4  ft.  west  of 
Cannon  street  (Block  No.  331,  Lot  No.  42),  Borough  of 
Manhattan. 


440-42- A— 2462-2470  (2434-2442  displayed)  Cropsey  ave¬ 
nue,  west  side,  between  Bay  37th  and  Bay  38th  stree  s 
(Block  No.  6928,  Lot  No.  1;  Block  No.  6942,  Lot  No  93 
and  Block  No.  6946,  Lot  No.  377),  Borough  of  Brooklyn. 


391-42-A— 719-725  West  181st  street  and  2-8  Bennett  ave¬ 
nue, ^ northwest  corner  (Block  No.  2180,  Lot  No.  80),  Bor¬ 
ough  of  Manhattan. 


492-42-A— 2283-2285  Eighth  avenue,  west  side  50  ft.  11 
in  south  of  West  123rd  street  and  254  St  Nicholas  avenue 
(Block  No.  1949,  Lot  No.  33),  Borough  of  Manhattan. 


401-42-S— 65-67  Madison  avenue,  east  side,  24  ft.  9  in 
north  of  East  27th  street,  and  27-29  East  27th  street  (Block 
No.  857,  Lot  No.  22),  Borough  of  Manhattan. 


496-42-A — 2  East  End  avenue,  west  side,  102  ft.  north  of 
East  79th  street  and  535  East  79th  street  (Block  No.  1576, 
Lot  No.  23),  Borough  of  Manhattan. 


386-42-A— 1447  Metropolitan  avenue  west  side.  580  ft. 
north  of  McGraw  avenue  (Block  No.  3937,  part  of  Lot  No. 
1),  Borough  of  The  Bronx. 


532-42-A — 3511  Peartree  avenue,  west  side,  238.02  ft. 
south  of  Boston  road  (Block  No.  5282,  Lot  No.  15), 
Borough  of  The  Bronx. 


387-42-A— 1440  West  avenue,  west  side,  312, .55  ft  north 
of  McGraw  avenue  (Block  No.  3937,  part  of  Lot  No.  1), 
Borough  of  The  Bronx. 


527-42- A — 667-675  Washington  street  and  279  West  10th 
street,  northeast  corner  (Block  No.  631,  Lot  No.  1),  Bor 
ough  of  Manhattan. 


463-42-A— 2701-2711  Webster  avenue,  northwest  corner 
of  East  195th  street  (Block  No.  3278,  Lot  No.  45),  Borough 
of  The  Bronx. 


490-42-A— 355  Pearl  street  and  44  Myrtle  avenue,  south¬ 
east  corner  (Block  No.  146,  Lot  No.  19),  Borough  of 
Brooklyn. 


464-42-S— 2701-2711  Webster  avenue,  n°/th™est  corner 
of  East  195th  street  (Block  No.  3278,  Lot  No.  45),  Borough 
of  The  Bronx. 


491-42-S— 5712-5728  First  avenue,  northwest  side :  120  ft. 
southwest  of  57th  street  (Block  No.  827,  Lot  No.  12),  Bor¬ 
ough  of  Brooklyn. 


511-42-A — 1660  Hering  avenue,  east  side,  55.03  ft.  south 
of  Van  Nest  avenue  (Block  No.  4113,  Lot  No.  64),  Borough 
of  The  Bronx. 


cq-i  a?  A _ 347  Greenwich  street,  east  side,  100  ft.  4  in. 

north  of  Jay  street  (Block  No.  180,  Lot  No.  23),  Borough 
of  Manhattan. 


360-42-A — 365  Wvthe  avenue,  east  side,  77.2  ft.  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  of 
Brooklyn. 


500-42-A— 150-14  109th  road  southwest  corner  of  153rd 
street  (Block  No.  12141,  Lot  No.  13),  South  Jamaica,  Bor¬ 
ough  of  Queens. 


359  42-S _ 365  Wvthe  avenue,  east  side.  77.2  ft.  north  of  JULY  28,  1942,  10  A.  M. 

South  5?h  street  (Block  No.  2442,  Lot  No.  1),  Borough  of  ^  j 

Brooklyn.  NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 

ards  and  Appeals  of  a  public  hearing  under  the  prov.stons 
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of  the  zoning  resolution,  Tuesday  morning ,  July  28,  1942,  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan,  on 
the  following  matters : 

77-32-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Anagal  Realty  Company,  Incorporated, 
owner,  reopened  November  5,  1941,  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  maintenance  and  the  extension  of  a  gasoline  service 
station  (previously  granted  by  the  Board  for  a  temporary 
period)  ;  premises  181-07  Horace  Harding  boulevard,  north¬ 
east  corner  of  Utopia  parkway  (Block  No.  7065,  Lot  No.  5), 
Flushing,  Borough  of  Queens. 

228-42-BZ— Application,  March  20,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Thomson  Hill  Land  and  Im¬ 
provement  Company,  applicant  and  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  39-16  48th  avenue,  southwest  corner  of  39th  place 
(Block  No.  206,  Lot  No.  18),  Long  Island  City,  Borough  of 
Queens. 

276-42-BZ — Application,  April  1,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Joseph  B.  Lynch,  applicant,  on 
behalf  of  Louis  Iervolino  and  Thomas  Iervolino,  owners,  to 
permit  in  a  residence  use  district,  the  reconstruction  and 
change  of  occupancy  of  an  existing  garage  building  to  a 
gasoline  service  station;  premises  81  Rapelye  street,  north¬ 
west  corner  of  Hicks  street  (Block  No.  363,  Lot  No.  38), 
Borough  of  Brooklyn. 

442-42-BZ — Application,  May  28,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Henry  C.  Brockman,  applicant, 
on  behalf  of  Gulf  Oil  Corporation,  owner,  to  permit  in  a 
residence  use  district,  the  reconstruction  and  extension  of 
an  existing  gasoline _ service  station;  premises  2001-2011 
Cropsey  avenue  and  8799-8815  20th  avenue,  northeast  corner 
(Block  No.  6442,  Lot  No.  5),  Borough  of  Brooklyn. 

349- 42-BZ — Application,  April  13,  1942,  under  sections  7h 
anl  21  of  the  zoning  resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Emigrant  Industrial  Savings  Bank,  George 
Kraus  and  John  Kraus,  owners  (J.  K.  Construction  Com¬ 
pany,  Incorporated,  lessee),  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 

350- 352  West  45th  street,  south  side,  200  ft.  east  of  Ninth 
avenue  (Block  No.  1035,  Lot  Nos.  55  and  56,  Borough  of 
Manhattan. 

508-42-BZ — Application,  June  24,  1942,  under  section  21 
of  the  zoning  resolution,  of  William  Shary,  applicant,  on 
behalf  of  S.  E.  R.  Realty  Corporation,  owner  (H.  E.  R. 
Laboratories,  Incorporated,  lessee),  to  permit  in  a  residence 
use  district,  the  extension  in  height  of  a  business  building; 
premises  457  West  46th  street,  north  side,  175  ft.  east  of 
Tenth  avenue  (Block  No.  1056,  Lot  No.  8),  Borough  of 
Manhattan. 

143-42-BZ — Application,  February  18,  1942,  under  sec¬ 
tions  7 a  and  7c  of  the  zoning  resolution,  of  Jacob  J.  Gloster, 
applicant,  on  behalf  of  Five  Eleven  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  district,  the  alteration 
and  extension  of  a  business  use  on  the  first  (1st)  story  and, 
also,  the  extension  and  conversion  of  occupancy  from  resi¬ 
dence  use  to  business  use  of  the  second  (2nd)  story  of  an 
existing  building ;  premises  509  East  72nd  street,  north  side, 
173  ft.  east  of  York  avenue  (Block  No.  1484,  Lot  No.  8), 
Borough  of  Manhattan. 

31-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Packer  Service  Center,  Incorporated, 
owner,  reopened  November  18,  1941,  under  sections  7f  and 
21  of  the  zoning  resolution,,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  term  of 
years,  the  use  of  a  plot  of  ground  as  a  gasoline  service 
station  and,  also,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  610-622  Utica  avenue, 
northwest  corner  of  Winthrop  street  (Block  No.  4603,  Lot 
No.  40),  Borough  of  Brooklyn. 


536-42-BZ — Application,  July  3,  1942,  under  sections  21 
and  7c  of  the  zoning  resolution,  of  Sidney  L.  Strauss, 
applicant,  on  behalf  of  General  Bronze  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  for  metal  manufacturing ; 
premises  34-12  10th  street,  west  side,  73.02  ft.  south  of  34th 
avenue  (Block  No.  324,  Lot  Nos.  32  to  45,  inclusive),  Long 
Island  City,  Borough  of  Queens. 

425-42-BZ  Application,  May  22,  1942,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Bishop,  McCormick  and 
Bishop,  applicants  and  lessees,  on  behalf  of  Bismac  Corpo¬ 
ration,  owner,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  term  of  years,  the  conver¬ 
sion  of  occupancy  of  a  building  to  a  motor  vehicle  repair 
shop  (this  case  was  previously  acted  upon  by  the  Board)  ; 
premises  139-29  Hillside  avenue,  north  side,  103.40  ft.  west 
of  143rd  street  (Block  No.  9698,  Lot  Nos.  21  and  23), 
Jamaica,  Borough  of  Queens. 

1023-41-BZ — -Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  St.  Georges  Church,  owner  (Harry  Zeitlin, 
lessee),  to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  162  Beach  110th  street,  north¬ 
east  corner  of  Ocean  Promenade  (Block  No.  654,  Lot  No. 
42,  Rockaway  Beach,  Borough  of  Queens. 

696-41-BZ— Application,  July  25,  1941,  under  section  7h 
of  the  zoning  resolution,  of  David  Koss,  applicant,  on 
behalf  of  Edward  Schneider,  Anthony  Gazzola,  Charles 
Parma  and  Celestine  Parma  Powers,  owners  (Julia 
Murphy,  lessee),  to  permit  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles ;  premises  101-15  Rockaway 
Beach  boulevard,  south  side,  50  ft.  east  of  Beach  102nd 
street  and  184  Beach  102nd  street  (Block  No.  640,  Lot  No. 
11),  Rockaway  Beach,  Borough  of  Queens. 

893-41-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Incorporated  and 
Margreen  Realty  Company,  Incorporated,  owners  (Staple- 
ton  Service  Laundry,  Incorporated,  lessee),  reopened  June 
23,  1942,  under  section  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  manufacturing  use  district,  the  conversion  of  occu¬ 
pancy  of  part  of  an  existing  building  to  a  laundry  (includ¬ 
ing  dry  cleaning  use)  ;  premises  46-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block  No.  237, 
Lot  Nos.  73  and  69),  West  New  Brighton,  Borough  of 
Richmond. 

505-42-BZ  Application,  June  23,  1942,  under  section  7h 
oi  the  zoning  resolution,  of  John  P.  Riley,  applicant  and 
Chief  Engineer,  on  behalf  of  New  York  City  Housing 
Authority,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  278-292  Tenth  avenue,  east  side,  between 
West  26th  and  West  27th  streets,  455-463  West  26th  street 
and  446-460  West  27th  street  (Block  No.  724,  part  of  Lot 
No.  1),  Borough  of  Manhattan. 

525-42-BZ  Application,  July  1,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Julius  Soman,  applicant  and 
Assistant  Engineer,  on  behalf  of  New  York  City  Housing 
Authority,  owner,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  204-232' West  64th 
street,  south  side  and  203-219  and  225-231  West  63rd  street, 
north  side,  100  ft.  west  of  Amsterdam  avenue  (Block  No. 
1155,  part  of  Lot  No.  14),  Borough  of  Manhattan. 

1052-41-BZ — Application,  December  4,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  Straub,  on  behalf 
of  Frederick  Figge  Company,  owner,  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 
building  to  factory  use ;  premises  300-302  Pacific  street, 
south  side,  250  ft.  east  of  Smith  street  (Block  No.  188,  Lot 
No.  20),  Borough  of  Brooklyn. 
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Appeal  from  Administrative  Decision. 

456-42-S— 300-302  Pacific  street,  south  side,  250  ft.  east 
of  Smith  street  (Block  No.  188,  Lot  No.  20),  Borough  of 

Brooklyn.  HARRIS  H.  MURDOCK,  Chairman. 


JULY  28,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

383-42-A — 383  Third  avenue,  east  side,  205  ft.  south  of 
Third  street  (Block  No.  980,  Lot  No.  1),  Borough  of 
Brooklyn. 

400-42-A — 134-184  43rd  street  and  4302-4320  Second  ave¬ 
nue,  southwest  corner  (Block  No.  726,  Lot  No.  1),  Borough 
of  Brooklyn. 

553-42-A — 160  Scott  avenue,  southeast  corner  of  Scholes 
street  (Block  No.  2972,  Lot  Nos.  1  and  25),  Borough  of 
Brooklyn  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — Seneca  avenue). 

202-42- A — 172-176  and  178-184  South  Elliott  place,  west 
side  131  ft.  4  in.  north  of  Atlantic  avenue  (Block  No.  2002, 
Lot’ Nos.  46-52),  Borough  of  Brooklyn. 


Appliances  and  Materials  for  Approval. 

695-39-SM— Nazareth  Dark  Portland  Cement  (reopened 
December  16,  1941  re  amendment  of  resolution ;  previously 
approved  re  Nazareth  Portland  Cement  and  Nazco  High- 
Early-Strength  Portland  Cement). 

486-42-SM — New  York  Trap  Rock  Corporation  Clinton 
Point  Dolomite  Crushed  Stone. 

620-40-SM — “Fiber glas”  Thermal  and  Sound  Insulation. 

6-37-SA — Diesel  American  Oil  Burner,  Models  DA-0, 
DA-2  and  DA-3  (reopened  July  14,  1942  re  amendment  of 
resolution;  previously  approved  re  Model  DA-1). 

250-40-SM— National  Carbide  Floodlights,  Models  NC- 
100,  NC-200,  Handy  Light  NC-199  and  Police  Emergency 
NC-299  (reopened  June  2,  1942  re  amendment  of  resolution; 
previously  approved  re  National  Carbide  \  -G  Light). 

395-42-SM — Antiflame  (Fireproof  Compound). 

887-41-SM — Boosey  #109  Drainage  Control  Valve. 

1407-39-SM— United  Floor  Construction. 

470-42-SA — -Cen-D-Out  (for  extingushinging  incendiary 
bombs). 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 
TUESDAY  MORNING,  JULY  14,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  July  7,  1942  and  Tuesday  afternoon  july 
7,  1942,  were  approved  as  printed  in  Bulletin  No.  28,  Vol.  2/. 


ZONING  CASES. 

705-41-BZ. 

APPLICANT — Max  Horn,  for  Idella  R.  Koechel,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 170  Beach  105th  street,  north¬ 
east  corner  of  Shore  Front  parkway  (Block  No. 
643,  Lot  Nos.  10,  17  and  18),  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES—  w  t  r  r  f. 

For  Applicant:  Mrs.  Max  Horn,  M.  L  Golieb, 

James  A.  Martin  and  Idella  R.  Koechel. 

For  'Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dept  of  Hous- 
ing  and  Buildings.  ,  * 

ACTION  OF  BOARD — Laid  over  to  July  21,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


36-41-BZ. 

PPLICANT— Max  Horn,  for  Viola  Murtha,  owner. 
UBTECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  of  more  than  five  (5) 

motor  vehicles.  _  ,  .  .  . 

•REMISES  AFFECTED-1 15-117  Beach  96th  street, 
northwest  corner  of  Shore  bront  parkway  (Block 


No.  635,  Lot  No.  76),  Rockaway  Beach,  Borough 
of  Queens. 

APPEARANCES—  tt  .  _  ,, 

For  Applicant:  Mrs.  Max  Horn  and  James  M. 

Murtha.  .  _  ,  .  „  . 

For  Opposition :  Harold  Klorfein,  Dep  t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  ,  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  " 

THE  RESOLUTION  (706-41-BZ) 

Whereas,  Max  Horn,  for  Viola  Murtha,  owner,  filed  on  , 
July  31,  1941,  an  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  f or  a  term 
of  two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  115-117  Beach  96th  street,  northwest  cor¬ 
ner  of  Shore  Front  parkway  (Block  No.  63a,  Lot  No.  76), 
Rockaway  Beach,  Borough  of  Queens;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  _ 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Shore  Front  Parkway  is  in  a  residence 
and  business  use  district;  Beach  96th  street  is  in  a  residence 
use  district  and  Beach  97th  street  is  in  a  business  use  dis¬ 
trict;  and  ,  ,  .  ,  , 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Misc.  Applic.  No.  5827-41,  dated  July  31,  1941  and  as 

amended  June  15,  1942,  reads : 

“1.  The  parking  and  storage  of  motor  vehicles  in  a 
residence  use  district  is  contrary  to  Art.  2,  Sec.  3  of 
the  zone  resolution.” 

^Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Ocean  Front  parkway  and  48  ft. 
on  Beach  96th  street.  It  is  proposed  to  use  the  plot,  for  a 
term  of  two  (2)  years,  for  parking  of  more  than  five  (5) 
motor  vehicles ;  and 
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\\  hereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
\\  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7h  thereof 
for  a  term  of  two  (2)  years  from  the  date  of  this  resolution, 
to  permit  the  premises  to  be  occupied  for  the  transient  park¬ 
ing  of  more  than  five  (5)  motor  vehicles,  on  condition  that 
only  motor  vehicles  of  the  pleasure-car  type  shall  be  so 
parked  and  only  those  capable  of  operation;  that  adequate 
fences  or  hedges  shall  be  maintained  along  the  westerly  and 
northerly  street  building  lines,  in  addition  to  the  chain  link 
fence  along  the  line  of  the  Shore  Front  parkway,  except 
for  one  entrance  to  Beach  96th  street,  not  over  15  feet  in 
width  with  curb  cut  opposite  of  similar  width;  that  during 
the  term  of  this  permit,  the  premises  shall  be  occupied  for 
no  other  use  than  the  transient  parking  herein  permitted  and 
no  building  shall  be  erected  thereon;  that  no  signs  shall  be 
erected,  except  there  may  be  a  sign  attached  to  the  fence 
near  the  entrance  advertising  the  transient  parking  use  and 
the  rates  charged,  provided  the  sign  does  not  extend  beyond 
the  building  line,  does  not  exceed  15  sq.  ft.  in  area  and  is 
not  illuminated ;  that  the  plot  shall  be  leveled  and  surfaced 
with  suitable  material ;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  two  (2)  months  from 
the  date  of  this  resolution. 


845-41-BZ. 

APPLICANT — Max  Horn,  for  Brooklyn  Trust  Company 
(as  trustee),  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  for  a  term  of  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor  vehicles. 

1  PREMISES  AFFECTED— 14-07  Seagirt  avenue  and  121 
Beach  14th  street,  southwest  corner  (Block  No.  149, 
part  of  Lot  No.  1),  Far  Rockaway,  Borough  of 
Queens. 

I  APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  None. 

For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

At  1  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (845-41-BZ) 

Whereas,  Max  Horn,  for  Brooklyn  Trust  Company 
(Charles  J.  Kean,  trustee),  owner,  filed  on  September  30, 
1941,  an  application  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  residence  use  and  partly  in  a 
;  business  use  district  for  a  term  of  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles;  premises 
14-07  Seagirt  avenue  and  121  Beach  14th  street,  southwest 
i  corner  (Block  No.  149,  Part  of  Lot  No.  1),  Far  Rockaway, 
Borough  of  Queens ;  and 

:  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Seagirt  avenue  is  in  a  residence  use 
district;  Ocean  Promenade  is  in  a  business  use  district; 
Beach  14th  and  Beach  16th  streets  are  in  a  business  and 
residence  use  district ;  and 

\\  hereas,  the  decision  of  the  borough  superintendent  on 
I  Misc.  Applic.  No.  6777-41,  dated  September  25,  1941,  and 
amended  April  22,  1942,  reads: 


“1.  Proposed  parking  lot  for  more  than  five  cars, 
partly  in  a  business  and  partly  in  a  residence  district  is 
contrary  of  Art.  2,  Sections  3  and  4  of  the  zoning 
resolution.” 

and 

Whereas,  the  premises,  part  of  a  larger  parcel  of  prop¬ 
erty,  consist  of  a  plot  of  ground  having  a  frontage  of  260 
It.  on  Beach  14th  street  and  140  ft.  on  Seagirt  avenue; 
part  ot  the  plot  is  in  a  business  use  and  part  of  the  plot  is 
in  a  residence  use  district.  It  is  proposed  to  use  the  plot, 
for  a  term  of  two  years,  for  parking  of  more  than  five  (5) 
motor  vehicles.  This  parking  use  is  part  of  the  facilities 
extended  by  the  bathing  establishment  occupying  part  of  the 
premises  and  will  be  used,  without  fee,  by  patrons  of  the 
bathing  establishment;  and 

.  Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  winch  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7-h  thereof,  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution,  to 
permit  the  plot  as  indicated  on  plans  filed  herewith,  with  a 
frontage  of  260  feet  on  Beach  14th  street  and  140  ft.  on 
Seagirt  avenue  to  be  occupied  for  the  transient  parking  of 
more  than  five  (5)  motor  vehicles,  on  condition  that  only 
motor  vehicles  of  the  pleasure-car  type  and  those  capable  of 
operation  shall  be  so  parked ;  and  only  cars  of  the  guests 
of  the  bathhouse  on  the  same  premises ;  that  no  charge  shall 
be  made  for  such  parking ;  that  the  woven  wire  fence  exist¬ 
ing  on  the  street  fronts,  shall  be  maintained ;  that  the 
premises  shall  be  leveled  and  properly  surfaced;  that  no 
signs  shall  be  erected  on  the  premises,  advertising  the  park¬ 
ing  use,  except  there  may  be  a  sign  at  the  entrance  from 
Beach  14th  street  and  the  entrance  from  Seagirt  avenue, 
stating  that  parking  privileges  are  exclusively  for  the  guests 
of  the  bathhouse;  that  all  uprights  or  other  structures  not 
required  in  connection  with  the  parking  lot  as  herein  per¬ 
mitted  shall  be  removed,  leaving  only  the  woven  wire  fence 
with  the  hedge  behind  same  protected  by  adequate  bumpers; 
that  all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  two  (2)  months  from  the  date  of  this  reso¬ 
lution. 


1029-41-BZ. 


A  Pi’Ll  CANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpora¬ 
tion  and  Staten  Island  Rapid  Transit  Railroad  Com¬ 
pany,  owners. 

SUBJECT-  Application  (re  decision  of  the  borough  super¬ 
intendent,  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension 
and.  reconstruction  of  an  existing  gasoline  service 
station. 


i  APPHA.lh.D- 263  Bay  street  and  16  Hannah 

street,  southeast  corner  (Block  No.  487,  Lot  No. 

APPEAKANC^PkinSVille’  Borough  of  Richmond. 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THf!vOTFF  BOARD— Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphv  4 
Negative:  .  q 


THE  RESOLUTION  (1029-41-BZ) 


Whereas,  Henry  C.  Brockman,  for  Gulf  Oil  Corpora¬ 
tion  and  also  Staten  Island  Rapid  Transit  Railway  owners 
filed  November  27,  1941,  an  application  under  section  7c 
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of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction  of  an  existing  gaso¬ 
line  service  station;  premises  263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  No.  487,  Lot  No.  4_),  fomp- 
kinsville,  Borough  of  Richmond;  and  ..  .. 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  14,  1642,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals:  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bay  street  is  in  a  business 
(1)  use  district;  Hannah  street  is  in  unrestricted,  business 
( 1 )  and  business  use  districts  and  V an  Duzer  street  is  in  a 

business  use  district;  and  , 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  November  14,  1941,  re  N.B.  Aplic.  No.  511-41,  reads: 
“1  Reconstruction  and  extension  in  area  of  gasoline 
station  is  prohibited  in  a  business  use  district.  Sec. 
4 A  subd.  4b  and  Sec.  6  of  the  Zoning  Resolution. 

Note :  A  very  minor  portion  of  this  property  is  in 
an  unrestricted  use  district. 


and 


Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  109  ft.  on  Bay  street, 
iuo.4  tt.  aiong  the  easterly  lot  line — occupied  in  part  as  a 
gasoline  service  station.  The  area  of  the  (legal)  gasohne 
service  station  on  the  site  is  99  ft.  on  Bay  street,  61  it. 
on  Hannah  street  and  a  distance  of  11/  tt.  along  the  south¬ 
easterly  lot  line,  irregular,  in  area,  it  >s  proposed  to  erect 
upon  tlie  plot  a  one-story  accessory  building,  66  it.  16  in. 
by  -8  tt.  8  in.  in  area  and  to  use  the  entire  premises  as  a 

gasoline  service  station;  and  • 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
'  Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  discretion  to  grant  under  section 
/  subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  oi  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  /c  thereof,  to 
permit  the  rearrangement,  reconstruction  and  extension  ot 
the  existing  gasohne  service  station  substantially  in  accord¬ 
ance  with  plans  marked  "Received  July  13,  as  revised  to 
July  10  1642,”  on  condition  that  the  existing  buildings 
shall  be’  entirely  removed  and  the  accessory  building  shall 
be  constructed  toward  the  northerly  corner  as  indicated  and 
shall  be  arranged  for  washing,  greasing  and  sales  othce ; 
that  such  accessory  building  shall  be  constructed  ot  incom 
bustible  materials,  except  that  the  roof  beams,  roof  boarding, 
window  frames  and  sash,  door  frames  and  door,  may  be 
of  wood  except  that  such  windows  as  are  on  the  property 
line  to  the  east  shall  be  fireproof  and  self-closing  or  the 
openings  filled  with  approved  glass  block;  that  the  yard 
space  to  the  rear  shall  be  concreted;  that  the  greasing 
equipment  shall  be  of  the  hydraulic  type ;  that  the  heater 
room  shall  be  enterable  only  from  the  exterior  yard;  that 
along  the  interior  lot  lines  to  the  east  and  south  where 
proposed  walls  of  accessory  building  do  not  occur,  there 
shall  be  constructed  a  masonry  retaining  wall  on  proper 
footin,r  not  less  than  6  ft.  above  grade,  except  that  such 
wall  may  be  reduced  within  10  ft.  from  the  present  line 
of  Bay  street  to  a  height  of  not  less  than  4  ft.;  that  the 
planting  area  indicated  shall  be  maintained  and  protected 
with  concrete  curbing  not  less  than  6  in.  in  height  and  6  in. 
in  width  above  grade;  that  the  balance  of  the  plot  where 
not  covered  by  accessory  building  walls  and  planting  and 
pumps,  shall  be  surfaced  with  concrete,  Colprovia  or  other 
suitable  impervious  material;  that  signs  shall  be  restricted 
to  permanent  signs  attached  to  the  accessory  building  and 
to  the  illuminated  globes  of  the  pumps,  excluding  all  roof 
s;gns  and  temporary  signs,  but  permitting  the  erection  at 
the  intersection  of  Hannah  street  and  Bay  street,  a  post 
standard  for  supporting  a  sign  which  may  be  illuminated, 
advertising  only  the  brand  of  gasoline  on  sale,  and  permit¬ 
ting  such  a  sign  to  extend  beyond  the  building  line  for  a 
distance  of  not  more  than  4  ft.;  that  curb  cuts  shall  be 


restricted  to  existing  curb  cuts  from  Hannah  street  as 
shown,  and  two  curb  cut  entrances  to  Bay  street  not  ex¬ 
ceeding  35  ft.  in  width  each  ;  that  no  part  of  the  curb  cut 
on  Bay  street  shall  be  nearer  to  the  side  lot  line,  as  ex¬ 
tended,  than  5  ft.,  except  that  the  splay  curb  may  extend 
for  a  distance  of  2  ft.;  that  at  the  intersection  of  Hannah 
street  and  Bay  street  there  shall  be  constructed  and  main¬ 
tained  a  block  of  concrete  which  may  be  triangular  or  seg¬ 
mental  in  shape;  that  such  block  shall  be  not  less  than  5  tt. 
along  either  street  and  not  less  than  12  in.  in  height,  that 
the  pumps  shall  be  erected  not  nearer  than  15  ft.  ot  the 
present  street  building  line  of  Bay  street;  that  the  use  ot 
such  portion  of  the  premises  within  the  proposed  widening 
of  Bay  street  may  be  permitted  in  accordance  with  the 
requirements  of  the  resolution  adopted  this  da\  under  L  al. 
No  495-42-A ;  that  upon  the  taking  of  the  land  for  the 
proposed  widening  of  Bay  street,  the  pumps  shall  be  re¬ 
moved  to  the  new  building  line  so  as  to  be  not  nearer 
than  10  ft.  from  the  new  building  line,  and  similar  curbs 
may  be  permitted  from  Bay  street,  and  the  curb  cuts  fiom 
Hannah  street  shall  be  reduced  to  a  width  of  approx  matelv 
25  ft  ;  that  the  gasoline  storage  tanks  shall  not  exceed  tour 
each  of  1,000  gallons  capacity  as  permitted  bv  the  Board 
under  resolution  adopted  this  day  under  Cal.  No.  432-42-A  ; 
that  complete  working  drawings  shall  be  filed  for  approval 
bv  the  Chairman  in  behalf  of  the  Board  before  same  are 
filed  with  the  borough  superintendent:  that  such  plans  shall 
be  filed  within  three  (3)  months  and  after  approval,  all 
permits  shall  be  obtained  and  all  work  shall  be  completed 
within  two  (2)  years  from  the  date  of  this  resolution. 


117-42-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Angelina  Balm, 
owner. 

SUB  1ECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFEECTED— 1433-1435  De  Kalb  avenue,  wesi 
side,  275  ft.  north  of  Wilson  avenue  (Block  No. 
3255,  Lot  No.  44),  Borough  of  Brooklyn. 

APPEARANCES—  T  A  ... 

For  Applicant :  Alfred  A.  Lama,  Angelina  Baldi 

and  Rosario  Torino. 

For  Opposition:  Mina  E.  Betz,  Minnie  Huebner, 
Frank  Marcellino. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


- —  *  -  *  '  r. 

Negative :  .  u 


THE  RESOLUTION  (117-42-BZ) 


Whereas,  Lama  and  Proskauer,  for  Angelina  Baldi, 
owner,  filed  on  February  10,  1942,  an  application  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
1433-1435  DeKalb  avenue,  west  side,  275  ft.  north  of  Wilson 
avenue  (Block  No.  3235,  Lot  No.  44),  Borough  of  Brook¬ 
lyn;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  Tuly  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin’  of  the  Board  of  Standards  and  Appeals ;  and  _  , 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  DeKalb  avenue,  Hart  street,  Knicker¬ 
bocker  avenue  and  Wilson  avenue  are  each  in  a  business 
use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Applic.  No.  3022-41,  dated  January  20,  1942,  reads: 
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"Storage  and  parking  of  more  than  five  motor  vehicles 
in  a  business  use  district  is  contrary  to  the  Building 
Zone  Resolution,  Art.  II,  4a  (15).” 

and 

\\  hereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  39  ft.  5  in.  on  DeKalb 
avenue  and  a  distance  of  100  ft.  along  the  southerly  lot 
lines.  It  is  proposed  to  use  the  plot,  for  a  term  of  two  (2) 
years,  tor  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

\\  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution,  to 
permit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  all  buildings  and  structures  on  the  premises  shall  be 
removed,  except  the  fences  on  the  front  and  side  lot  lines; 
that  where  no  such  fence  exists,  a  substantial  fence  shall 
be  constructed,  including  a  fence  on  the  interior  lot  lines; 
that  all  fences  shall  be  kept  painted  and  repaired;  that  there 
shall  be  no  openings  to  adjoining  lots  in  such  fences;  that 
the  existing  fence  and  gate  on  the  street  building  line  shall 
be  repaired  and  all  advertising  and  posters  removed  there¬ 
from  and  the  fence  kept  painted;  that  no  signs  shall  be 
erected  on  the  premises,  except  there  may  be  a  sign 
attached  to  the  fence  at  the  entrance,  advertising  the  storage 
and  parking  use  and  the  rates  charged,  provided  it  does  not 
exceed  15  sq.  ft.  in  area  and  does  not  extend  bevond  the 
building  line;  that  the  plot  shall  be  surfaced  with  steam 
cinders,  clean  gravel  or  other  suitable  material  and  treated 
with  a  binder ;  that  a  curb  cut  permit  shall  be  obtained,  per¬ 
mitting  a  curb  cut  not  exceeding  10  feet  in  width;  that 
during  the  term  of  this  permit,  the  premises  shall  be  oc¬ 
cupied  for  no  other  use  and  no  building  shall  be  erected 
thereon ;  that  all  permits  required  shall  be  obtained  and  all 
\\ ork  completed  within  three  (.3)  months  from  the  date  of 
this  resolution. 


250-42-BZ. 

•^■BPLTCAN  1  Clayton  G.  Shirkey,  for  Mollie  Lilienfeld, 
owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 36-02  Sprayview  avenue  and 
111  Beach  36th  street,  northwest 'corner  (Block  No. 
317,  part  of  Lot  Nos.  83  and  87),  Edgemere,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

,9.F  BOARD — Application  granted  on  condition. 

I  HE  V  OTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (260-42-BZ) 

\\  hf.reas,  Clayton  G.  Shirkey,  for  Mollie  Lilienfeld, 
owner,  filed  March  30.  1942,  an  application  under  section  7h, 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis- 
trict.  for  a  term  of  two  (2)  vears,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  36-02  Snrav- 
vew  avenue  and  111  Beach  36th  street,  northwest  corner 


(Block  No.  317,  Lot  No.  83  and  part  of  Lot  No.  87), 
Edgemere,  Borough  of  Queens;  and 
\\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  14,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  indicate  that  Srayview  avenue,  Beach  36th  and 
streets  afe.  in  a  residence  use  district;  and 
\\  hereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  1620-42,  dated  March  30,  1942,  reads: 

"1.  The  use  of  these  premises  for  the  parking  and 
stoiage  of  motor  vehicles  in  a  residence  district  is 
contrary  to  Art.  2,  Sec.  3  of  the  zoning  resolution  ” 

and 

Whereas,  the  premises,  part  of  a  larger  parcel  of  prop- 
ern .  consist  of  a  plot  of  ground  having  a  frontage  of  80  It. 
on  Beach  36th  street  and  50  ft.  on  Sprayview  avenue  It 
is  proposed  to  use  the  plot,  for  a  term  of  two  (2)  years'  for 

and  and  St°rage  of  more  than  five  ^  niotor  vehicles; 

Whereas,  the  applicant  stated  that  the  size  of  the  lot  is 
60  feet  by  100  ft.  and  that  the  frame  building,  formerly 
used  as  a  candy  store  and  lunchcounter,  has  been  removed 
and  will  not  be  replaced ;  and 

\\  hereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdidivsion  h  of  the  zoning  resolution 

u£z°hei  that  the  Board  of  Standards  and  Appeals  does 
nerctn  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 

fer rif  t  erfo\  15  qranled  under  section  7h  thereof  for  a 
ll  ■?f„tWO  (2)-  years.  from  the  date  of  this  resolution  to 
permit  the  premises,  with  a  frontage  of  60  feet  on  Sprav- 

nied  fnentUh  and  I00  feet,on  Beach  36th  street.  to  be  occu¬ 
pied  lor  the  parking  and  storage  of  more  than  five  (5) 

motor  vehicles,  on  condition  that  only  motor  vehicles  of  the 

pleasure-car  type  and  those  in  condition  for  operation  shall  be 

soleE^  for  th  St°re<^ :  thf  SUCh  parkin£?  Privileges  shall  be 
sole  for  the  guests  and  tenants  of  the  adjoining  multiple 

wclhngs  on  lots  83  and  87  under  the  same Twne rshTp 
that  adequate  fences  shall  be  maintained  along  Sprav- 

112  toVsm,e  and  Beach  36th /reet.  except  for  one  entrance 
each  to  Sprayview  avenue  and  Beach  36th  street  not  exceed 

mg  15  feet  m  width  each  with  curb  cuts  opnosite  of  slmdar 

side  !’  piat  rnof,cars,?haI!  be  parked  nearer  than  8  feet  to  the 
s  de  walls  of  the  adjacent  multiple  dwellings ;  that  no  signs 

attached  etrn  Hd  T  ^  P:emJSes’  except  there  mav  be  a  S 
,  fd  die  fence  at  the  entrance  stating  the  narking 

tlmt  m°rapIef!S,,f?,r ,the  fuests  of  the  adjoining  building 
hat  this  plot  shall  be  adequately  surfaced;  that  all  permits 

required  shall  be  obtained  and  all  work  completed  within 
two  (2)  months  from  the  date  of  this  resolS 


265-42-BZ. 

AFFLICANT— Max  Horn  for  Long  Island  Railroad  Com¬ 
pany  owner  (Merchants  Association  of  Far  Rocka- 

STTRTPr^ray,ATnC?rpo-rated'  ,essee>- 

S U B J ECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution 
to  permit  partly  in  a  business  use  and  partly  in  an 
unrestricted  use  district,  for  a  term  of  two  (2) 

tP  motor  vehilte  ^  °f  m0re  ",an 

PREMISES  AFFECTED— 21-10  New  Haven  avenue 
street) ,  north  side,  100  ft.  east  of  Beach 
nnpd  (U(  '  e),Strect,'  2\~)  1  and  21-12  Cornaga  ave- 

fl,th  SI,des-  103  ft-  east  Of  Reach 
22nd  (White)  street,  along  Long  Island  Railroad 

Non?i5  tfr°fUXTh  tGe  Far  B?ckaway  boulevard  (Block 
H5  2l  i  Tm  e-J**'!*  ,ot  “B”  and  Block  No. 
-15,  Lot  No  7— parking  lot  “A”),  Far  Rockawav 
Borough  of  Queens  ^ocxaway, 

APPEARANCES— 

For^pIdicant:  Mrs.  Max  Horn,  John  C.  Herny  and 
W.  P.  Brunner. 

For  Opposition  :  None. 
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For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings,  L.  Rabinowitz  and  r.  J. 
O’Sullivan,  Department  of  Investigation. 
ACTION  OF  BOARD— Application  granted  on  condition. 
VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 


THE  RESOLUTION  (265-42-BZ) 

Whereas,  Max  Horn,  for  Long  Island  Railroad  Co., 
owner  (Merchants  Association  of  Far  Rockaway  lessee), 
filed  March  31,  1942,  an  application  under  section  7h  ot  the 
zoning  resolution,  to  permit  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five :  (b) 
motor  vehicles ;  premises:  21-10  New  Haven  avenue  (Clark 
street),  north  side,  100  ft.  east  of  Beach  22nd  street  (White 
street)  21-11  and  21-12  Cornaga  avenue,  north  and  south 
sides,  103  ft.  east  of  Beach  22nd  (White  street)  along 
Long  Island  Railroad  running  through  to  bar  Rockawav 
boulevard  (Block  No.  214,  Lot  No.  6— parking  lot  B  and 
Block  No.  715,  Lot  No.  7 — parking  lot  “A’  ),  Far  Rockaway, 

B<WHEfiF.AS,  ^“public Clearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  Tuly  14,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  22nd  street,  Beach  -1st  street, 
Mott  avenue  and  Far  Rockaway  boulevard  are  each  in  busi¬ 
ness  and  unrestricted  use  districts;  Cornaga  avenue  and 
New  Haven  avenue  are  each  in  residence  and  business  use 

(1' Whereas ,d  the  decision  of  the  borough  superintendent, 
dated  March  30,  1942,  on  Misc.  Applic.  No.  1685-42  reads: 

“1  The  use  of  these  premises  for  the  storage,  and 
parking  of  more  than  five  motor  vehicles  in  a  business 
district  is  contrary  to^Art  2  Sec.  4‘a’  Subdivision  15 
of  the  zone  resolution.” 

^Whereas  the  decision  of  the  borough  superintendent, 
dated  March  30,  1942,  on  Misc.  Applic.  No.  1686-42  reads : 

“1  The  use  of  that  portion  of  premises  extending 
into  a  business  district  for  the  storage  and  parking  or 
more  than  five  motor  vehicles  is  contrary  to  Art.  2 
sec.  4‘a’  sub-d:vision  15  of  the  Zone  resolution." 

Whereas  the  premises  consist  of  two  (2)  irregular 
shaped  plots  of  ground,  the  northerly  plot  having  a  frontage 
of  50  ft.  on  Cornaga  avenue,  70  ft.  on  Far  Rockaway 
boulevard  and  a  distance  of  875  ft  along  the :  easterly  ot 
line  The  southerly  part  of  this  plot,  for  a  depth  of  100 
ft  is  in  a  business  use  district— the  remainder  is  in  an  un¬ 
restricted  use  district.  The  southerly  plot  having  a  frontage 
of  54  ft  on  Cornaga  avenue,  50  ft.  on  New  Haven  avenue 
and  a  distance  of  443  ft.  along  the  easterly  lot  line;  this 
plot  is  in  a  business  use  district.  It  is  proposed  to  use  both 
plots,  for  a  term  of  two  (2)  years,  for  parking  and  storage 
of  more  than  five  (5)  motor  vehicles.  No  fee  is  to  he 
charged  for  parking  or  storage  of  cars  on  this  plot ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  h,  of  the  zoning  resolution 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years  to  permit  the  premises 
within  the  business  use  district  on  Lot  6,  Block  -14,  and 
Lot  7,  Rlock  215,  to  be  occupied  for  the  transient  parking 
of  motor  vehicles  of  the  passenger  car  type  only  in  con¬ 


junction  with  the  balance  of  Lot  No.  6  in  the  iinrestricte 
use  district,  on  condition  that  the  entire  premises  shall  be 
maintained  and  operated  by  the  Merchants  Association  o 
Far  Rockaway;  that  no  charge  shall  be  made  to  any  one  for 
such  parking  privilege ;  that  adequate  fences  shall  be  main¬ 
tained  along  the  lot  lines  at  all  points  except  at  the  entrances 
to  Mott  avenue  and  Cornaga  avenue;  that  the  premises  sha  1 
be  leveled  and  surfaced  with  adequate  surfacing  material, 
treated  with  a  binder  to  prevent  dusting  and  to  provide 
surface  drainage;  that  no  signs  shall  be  erected  on  the 
premises,  except  there  may  be  a  sign  at  each  entrance  adver¬ 
tising  the  parking  privilege;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  two  (2)  months  from 
the  date  of  this  resolution. 


315-42-BZ. 

APPLICANT— Clayton  G.  Shirkey,  for  Long  Island  Kail- 
road  Company,  owner  (88th  Street  Garage  Cor¬ 
poration,  lessee).  ,  ,  ,  . 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  ot 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 219  Beach  88th  street  west 
side  184  ft.  north  of  Rockaway  Beach  boulevard 
and’ 220  Beach  90th  street  (Block  No.  574,  Lot 
No  4),  Rockaway  Beach,  Borough  of  Queens. 

APPEARANCES—  _  c.  .  , 

For  Applicant:  Clayton  G.  Shirkey. 

For  Opposition:  None.  ,  „ 

For  Administration:  Fred  Dahlem,  Dept  ot  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ^ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chiet  Murphy  4 
Negative:  .  I 

THE  RESOLUTION  (315-42-BZ) 

Whereas,  Clayton  G.  Shirkey,  for  Long  Island  Railroad, 
owner  (88th  Street  Garage  Corporation,  lessee),  bled  April 
15,  1942,  an  application  under  section  7h  of  the  zoning  I 
resolution,  to  permit  in  a  residence  use  district  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises:  219  beach  88th  street, 
west  side,  184  ft.  north  of  Rockawav  Bench  boulevard,  and 
220  Beach  90th  street  (Block  No.  574,  Lot  No.  4),  Rock¬ 
awav  Beach,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 1 
ing  July  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Beach  88th  street  and  Beach  90th 
street  are  each  in  residence  and  business  use  districts, 
Rockaway  Beach  boulevard  is  in  a  business  use  district ; 
Gull  court  is  in  a  residence  use  district;  and  . 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  8,  1942,  on  Misc.  Applic.  No.  1773-42  reads: 

“1.  The  parking  or  storage  of  motor  vehicles  on  a 
plot  located  in  a  residence  use  district  is  contrary  to 
Art.  II  Sect.  3  of  the  Bldg.  Zone  Resolution.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  57  ft.  on  Beach  88th  street.  52  ft.  on  Beach 
90th  street  and  a  distance  of  326  ft.  along  the  northerly  lot 
line  It  is  proposed  to  use  the  plot,  for  a  term  of  two  (-> 
years,  for  parking  and  storage  of  more  than  five  ( 5 )  motor 
vehicles;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
insnected  bv  a  committee  of  the  Board  :  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h  of  the  zoning  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
he  and  it  hereby  is  granted  under  section  7,  subdivision  h 
thereof,  for  a  term  of  two  (2)  years  from  t lie  date  of  this 
resolution,  to  permit  ihe  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  only  motor  vehicles  of  the  pleasure-car 
type  and  those  capable  of  operation  shall  be  be  so  parked 
and  stored;  that  the  plot  shall  be  leveled  substantially  to 
the  grade  of  the  adjoining  streets  and  shall  be  surfaced  with 
steam  cinders,  clean  gravel  or  other  suitable  material,  treated 
with  a  binder;  that  a  fence  similar  to  the  fence  on  t lie  Long 
Island  right-of-way  shall  be  maintained  along  Beach  90th 
and  Beach  88th  streets  and  along  the  interior  lot  line  to 
the  south,  except  where  masonry  walls  of  adjoining  build¬ 
ings  exist ;  that  such  fence  may,  however,  be  constructed 
with  wood  posts  and  wood  top  rail  and  shall  have  one  en¬ 
trance  to  Beach  88th  street  and  one  to  Beach  90th  street, 
not  over  11  feet  in  width  each  with  curb  cuts  opposite  of 
similar  width ;  that  during  the  term  of  this  permit,  the 
premises  shall  be  occupied  for  no  other  use  than  the  park¬ 
ing  and  storage  herein  permitted  and  no  sign  shall  be 
erected  on  the  premises,  except  there  may  be  a  sign  erected 
near  the  entrance,  advertising  the  parking  and  storage  use 
and  *he  rates  charged,  provided  such  sign  does  not  exceed 
15  s<p  ft.  in  area;  that  all  other  signs  on  the  premises  shall 
be  removed  except  the  existing  garage  business  sign  painted 
,jX\  tlle  garage  wall;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  two  (2)  months  from 
',ne  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 


432-42-A. 

At  I  LICANT  Henry  C.  Brockman,  for  Gulf  Oil  Corpora¬ 
tion  and  Staten  Island  Rapid  Transit  Railroad  Com¬ 
pany,  owners. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  No.  487,  Lot  No. 
.  42),  Tompkinsville,  Borough  of  Richmond. 

APPEARANCES— 

Bor  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

BOARD — Appeal  granted  on  condition. 

IHE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ‘  0 


THE  RESOLUTION  (432-42-A) 

\\hereas,  Henry  C.  Brockman,  for  Gulf  Oil  Corporation 
and  Staten  Island  Rapid  1  ransit  Railroad  Company,  owners, 
filed  on  May  27,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  263  Bay  street 
and  16  Hannah  street,  southeast  corner  (Block  No.  487,  Lot 
No.  42),  Tompkinsville,  Borough  of  Richmond;  and 
j  ^  rEASl>  the  decision  of  the  borough  superintendent 
dated  May  20,  1942  on  Misc.  Applic.  No.  830-41  reads : 

“1.  Contrary  to  C19-690  Adm.  Code  to  install  buried 
gas  tanks  having  a  capacity  greater  than  550  gallons 
of  gas  to  each  tank.” 
and 

m}VoErEA-S’  the  Prem>ses  consist  of  a  plot  109.08  ft.  by 
106.42  ft.  irregular  in  area,  located  in  a  business  use  “B” 
area  district,  which  it  is  proposed  to  use  as  a  gasoline  ser- 
vice  station,  lubritorium  and  automobile  laundrv  as  per¬ 
mitted  by  the  Board  under  Cal.  No.  1029-41-BZ.  Tt  is 
proposed  to  install  six  1,000  gallon  underground  storage 
tanks  in  lieu  of  twelve  550  gallon  tanks,  which  will  be  re¬ 
quired  in  compliance  with  the  Administrative  Code  to  supply 
the  necessary  gallonage  in  the  station;  and 


Whereas,  the  applicant  contends  that  the  installation  of 
twelve  550  gallon  tanks  would  involve  an  intricate  and  com¬ 
plex  manifolding  system  inasmuch  as  only  three  dual  pumps 
are  used;  that  it  is  proposed  to  encase  the  six  1,000  gallon 
tanks  in  12  in.  concrete  with  required  8  in.  reinforced  slab 
over  same  and  all  provisions  of  the  Administrative  Code 
ioi  the  installation  of  550  gallon  tanks  will  be  complied 
with  and  the  tanks  will  be  constructed  to  comply  with  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  No.  830-41,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  four  1,000  gallon 
Sas®I'ne  storage  tanks  shall  be  installed ;  that  such  tanks 
shall  compiy  as  to  construction  with  the  requirements  of 
the  Oil  Burner  Rules  for  similar  size  tanks ;  that  in  all  other 
respects  the  requirements  of  the  Administrative  Code  shall 
be  complied  with  as  well  as  the  conditions  of  the  resolution 
adopted  this  day  under  Cal.  No.  1029-41-BZ;  that  all  exist- 
mS  gasoline  storage  tanks  shall  be  moved  from  the  premises. 


495-42-A. 


APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpora- 

cnmrrT11  ^taten  Island  Railroad  Company,  owners. 

^UliJ-LCi  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  No.  487,  Lot  No. 
42),  Tompkinsville,  Borough  of  Richmond  (under 
section  35,  General  City  Law  re  bed  of  mapped 
street). 

APPEARANCES— 


For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

1  riJL  V  (J  1 1 > — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  /.  0 


THE  RESOLUTION  (495-42-A) 

Whereas  Henry  C.  Brockman,  for  Gulf  Oil  Corporation 
and  Staten  Island  Rapid  Transit  Railroad  Co.,  owners,  filed 
on  June  17  1942  an  application  pursuant  to  section  35  of 
u  Faw  for  permission  to  erect  a  structure  in 

the  bed  of  a  mapped  street  (Bay  street)  affecting  premises 
7,;,  i;ay,Tstrt'7t_  a‘ld  16  Hannah  street,  southeast  corner, 
(Block  No.  487,  Lot  No.  42),  Tompkinsville,  Borough  of 
Richmond;  and 

\\  hekeas  the  decision  of  the  borough  superintendent 
dated  June  12,  1942  on  N.B.  Applic.  No.  511-41  reads: 

Z.  beet.  35,  General  City  Law  prohibits  building  or 
parts  of  such  buildings  to  be  built  within  the  bed  of  streets 
or  highways  shown  laid  out  on  such  map  or  plan.  Board 
ot  standards  and  Appeals  approval  by  resolution  re¬ 
quired  for  any  variance  of  this  law.” 

and 

VVhereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  109.08  ft  by  106.42  ft.  irregular  in  area,  upon 
which  it  is  proposed  to  erect  a  one  story  building,  14  ft.  in 
lclg^;,?  ft  10  m-.by  29  ft.  4J4  in.  in  area,  in  a  business 
i  se  is  area  district  and  to  occupy  the  premises  as  a 
gasoline  service  station,  lubritorium  and  car  washing  •  and 

Whereas,  the  applicant  contends  that  the  Gulf  Oil  Cor¬ 
poration  now  owns  a  frontage  of  99.08  ft.  on  Bay  street 
upon  which  there  exists  a  legal  gasoline  station  and  the 
Staten  Island  Rapid  Transit  Co.  owns  a  10  ft.  frontage  on 
Bay  street  which  the  Gulf  Oil  Corporation  has  a  tentative 
agreement  to  purchase,  subject  to  the  action  of  this  Board 
under  Cal.  No.  1029-41-BZ;  that  the  depth  of  the  street 
widening  of  Bay  street  ranges  from  26.95  ft.  at  the  inter- 
SrCto?noo0fA Hannah  street  and  continues  southerly  to  a  width 
of  25.83  ft.  at  the  southerly  line  of  the  proposed  extension 
o  the  gasoline  station ;  that  at  the  present  time  no  portion 
of  the  mapped  street  is  bing  used  as  driveways;  that  it  is 
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proposed  to  construct  the  station  as  shown  on  plans  filed 
with  the  Board  under  Cal.  No.  1029-41-BZ;  that  in  view  of 
the  fact  that  title  to  the  street  has  not  been  taken  by  the 
City  it  is  requested  that  the  Board  approve  a  variance  o 
section  35  of  the  General  City  Law  inasmuch  as  the  gasoline 
station  was  established  in  1928  and  the  proposed  recon¬ 
struction  will  actually  reduce  the  amount  of  improvements 

within  the  widened  street  area.  .  , 

Rewived,  that  the  decision  of  the  borousrh  superintendent 
on  N  B.  Applic.  No.  511-41,  Objection  No.  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hercbv  is 
(iran ted  under  the  authority  granted  the  Board  under  Sec¬ 
tion  35  of  the  General  City  Law,  to  permit  the  occupanc\ 
of  the  area  shown  on  the  City  Map  for  the  proposed  widen 
ing  of  Bay  street  as  indicated  on  plan  filed  at  tins  hearing, 
on  condition  that  when  such  land  is  acquired  by  the  City 
for  street  widening  purposes  that  the  gasoline  pumps  and 
wall  permitted  in  accordance  with  the  resolution  adopted 
this ’day  under  Cal.  No.  1029-41-BZ,  shall  be  entirely  re¬ 
moved  at  the  owner’s  expense;  that  no  claim  shall  be  made 
of  any  nature  upon  the  city  other  than  for  the  value  of  t  ic 
land  itself;  that  the  sidewalks,  curbing  and  curb  cuts  a  ong 
Bay  street  shall  be  restored  by  the  owner;  that  the  wall  to 
be  constructed  along  the  southerly  side  shall  be  cut  baev 
and  may  be  reduced  to  original  height  of  4  ft.  for  a  distance 
of  10  ft.  from  the  new  building  line. 


PREMISES  AFFECTED— 137-151  Livingston  street  and  22- 
30  Smith  street,  northwest  corner  (Block  Wo.  1M, 
Lot  Nos.  26  and  28),  Borough  of  Brooklyn. 

APPEARANCES—  ,  ,  _  _  ,  R 

For  Applicant:  Larry  Meltzer,  S.  Rossman  and  B. 

H.  Trask.  >  r  it  i 

For  Opposition:  Gustave  Goldman,  Board  ot  Edu¬ 
cation.  .  ... 

ACTION  OF  BOARD — Application  for  reopening  with¬ 
drawn  after  argument.  nrmirrT 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN—  „  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 


Adjourned,  12:00  Noon. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JULY  14,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


215-32-BZ. 

APPLICANT— Louis  de  Riviere  (lessee),  for  Betty  Berk, 

owner.  .  .  , 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7g  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the 
maintenance  of  an  open-air  parking  space  for  more 
than  five  (5)  motor  vehicles  for  a  term  of  two  (2) 

PREMISES^' AFFECTED— 670-674  Halsey  street  south 
side  125  ft.  west  of  Patchen  avenue  (Block  No. 
1667,  Lot  No.  35),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Frances  Helfert. 

ACTION  OF  BOARD— Application  reopened  and  permit 
pxTpndod 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  C  liief  Murphy  4 
Negative:  .  u 


ZONING  CASES 

1G00-40-BZ. 

APPLICANT— Oscar  Goldschlag,  for  Eckert  Realty  Cor¬ 
poration,  owner.  .  . 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar— re  Application  (decision  of 
the  acting  borough  superintendent)  previously  with¬ 
drawn  under  section  21  of  the  zoning  restoration, 
to  permit  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  part  of  the  first 
story  of  an  existing  multiple  dwelling  to  business 

use  (stores).  ^  ,  ... 

PREMISES  AFFECTED— 2337  Grand  Concourse  and  164 
Field  place,  southwest  corner  (Block  No.  3164,  Lot 
No.  19),  Borough  of  The  Bronx. 

APPEARANCES—  „  ,  ,  ,  , 

For  Applicant:  Oscar  Goldschlag. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . ' 


1G02-41-BZ. 

APPLICANT— Jack  Z.  Cohen,  for  Board  of  Transporta¬ 
tion,  City  of  New  York  and  Henbar,  Incorporated, 
owners  (Patrick  Sottile,  Lessee). 

SUBTECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 


THE  RESOLUTION  (215-32-BZ) 

Whereas,  this  application  affecting  premises  670-674  Hal¬ 
sey  street,  south  side,  125  ft.  west  of  Patchen  avenue 
(Block  No.  1667,  Lot  No.  35),  Borough  of  Brooklyn,  was 
granted  by  the  Board  July  22,  1932,  on  certain  conditions, 
resolution  amended  luiy  7,  1936,  permit  extended  July  6, 
1938  and  July  16,  1940,  and  applicant  requests  a  further  ex¬ 
tension  of  the  permit.  ,  ,  ,  .  .  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  22,  1932  as  amended 
June  28,  1940  only  in  so  far  as  it  has  reference  to  the  term 
of  the  permit  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read :  ,  , 

“the  application  be  and  it  hereby  is  granted,  under  sec¬ 
tion  7f,  to  permit  the  use  of  the  premises  for  open-air 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  on  condition  that  the  cars  parked 
or  stored  on  the  premises  shall  be  of  the  pleasure-car 
type  only,  prohibiting  any  trucks  or  taxicabs ;  that  there 
shall  be  erected  on  the  building  line  for  the  entire  length 
where  not  occupied  by  the  building  a  tight  fence  not 
less  than  10  ft.  in  height  with  only  one  opening  for 
exit  and  entrance  of  cars,  said  opening  to  be  not  over 
12  ft.  in  width  and  equipped  with  a  tight  gate,  to  be 
kept  closed  at  all  times  except  when  cars  are  entering 
or  leaving  the  premises ;  that  there  shall  be  no  gasoline 
stored  on  the  premises  other  than  in  tanks  of  the  cars 
stored  thereon;  that  there  shall  be  no  motor  vehicle 
repairing  carried  on;  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  three ^  (3) 
months  from  the  date  of  this  amended  resolution.’’ 


436-37-BZ. 

APPLICANT— Herman  Kron,  for  Chanler  Estates,  In¬ 
corporated,  owner. 
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SUBJEC  l — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7 h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 239-255  East  Third  street, 
north  side,  90  ft.  west  of  Avenue  C  (Block  No. 
386,  Lot  Nos.  45  to  51),  Borough  of  Manhattan. 

APPEARANCES— 

h  or  Applicant :  Herman  Kron. 

ACTION  Oh  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  t 
Negative :  .  0 


THE  RESOLUTION  (436-37-BZ) 

Whereas,  Herman  Kron,  for  Chanler  Estate,  Incor¬ 
porated,  owner,  filed  September  7,  1937,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  use  dis- 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
velncles ;  premises  239-255  East  Third  street,  north  side,  90 
ft.  west  of  Avenue  C  (Block  No.  386,  Lot  Nos.  45  to  51) 
Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board 
June  1,  1938,  on  certain  conditions,  permit  extended  Tune 
11,  1940  and  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  1,  1938  onlv  in  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended^  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7H  thereof  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution.” 


199-38-BZ. 


APPLIC  AN  1 — Tamatern  Realty  Company,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  of  the  zoning  resolution, 
permitting  for  a  temporary  term  of  two  (2)  years, 
in  a  residence  use  district,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Southeast  corner  of  Van  Wyck 
boulevard  (137th  street)  and  85th  avenue  (Block 
No.  9647,  Lot  Nos.  1,  8,  16,  30  and  32),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 


For  Applicant :  Banton  Moore. 

ACTION  OF  BOARD — Application  reopened,  permit  ex¬ 
tended  and  resolution  amended. 

THE  VOTE  TO  REOPEN,  EXTEND  PERMIT  AND 
AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


THE  RESOLUTION  (199-38-BZ) 

Whereas,  this  application  under  section  7f  of  the  building 
zone  resolution  to  permit,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  southeast  corner  of  Van  Wvck  boulevard  (137th 
street)  and  85th  avenue  (Block  No.  9647,  Lot  Nos.  1.  8.  16, 
30  and  32),  Jamaica.  Borough  of  Queens,  was  granted  bv  the 
Board  June  14,  1938.  for  a  temporary  period  of  two  ('?'* 
years,  on  certzm  conditions,  permit  extended  June  4,  1940- 
and 


Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  14,  1938  as  amended 
June  4,  1940  only  so  far  as  it  has  reference  to  the  term  of 
the  permit,  so  that  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read: 

“Granted  under  section  7H  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 
to  permit.  *  *  *” 

and  the  resolution  is  further  amended  by  adding  thereto : 
that  the  transient  parking  herein  permitted  shall  be 
confined  to  this  lot  only  and  shall  not  be  extended  to 
the  adjacent  premises.” 


1008-39-BZ. 

APPLICANT— Herman  Kron,  for  Rosebeck  Holding  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7a  of  the  zoning  resolution 
permitting  in  a  residence  use  district,  the  erection 
riT>T-T»,rT^?-clrna.mtenance  °*  a  business  building  (store). 
PREMISES  AFFECTED — 1541-1543  Sheridan  avenue, 

5ide-  364  06  ft  north  of  East  172nd  street  and 
1526  Grand  Concourse  (Block  No.  2821,  Lot  Nos. 
11  and  65),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Herman  Kron. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  q 

THE  RESOLUTION  (1008-39-BZ) 

Whereas,  this  application  under  section  21  of  the  build 
mg  zone  resolution,  to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  business  budding  (store) 
premises  1541-1543  Sheridan  avenue,  west  side,  364  06  ft 

"°r.th,  °1t  EaoSo  J7?nd  street-  and  1526  Grand  concourse 
(Block  No.  2821,  Lot  Nos.  11  and  65),  Borough  of  The 

Bronx,  was  granted  by  the  Board  June  11  1940  m  cer¬ 
tain  conditions,  time  extended  May  5,  1941  and  the  applicant 
requested  a  further  extension  of  time  to  obtain  permits  and 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  11,  1940,  onlv  in  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work  so  that  as  amended,  this  portion  of  the  resolution 
shall  read: 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  two  (2)  years  from  the  date  of  this 
amended  resolution.” 


389-41-BZ. 

APPLICANT— Charles  Lee  Koester,  for  Freda  Habrich 

e:TTnTi7r^gner  and  bffibrich,  lessees). 

bUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly  in 
an  unrestricted  use  district,  the  inclusion  of  a 
motor  vehicle  repair  shop  in  a  building  occupied  as 
a  garage. 

PREMISES  AFFECTED — 138-19  101st  avenue,  northwest 
corner  of  Sanders  place  (Block  No.  10010,  Lot  No. 
24).  Tamaica,  Borough  of  Queens 

APPEARANCES— 

For  Applicant:  Chas.  Lee  Koester. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative: . . .  0 

THE  RESOLUTION  (389-41-BZ) 

Whereas,  Charles  Lee  Koester,  for  Breda  Habrich, 
owner  (F.  and  M.  Habrich,  lessees),  filed  May  1,  1941,  an 
application  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  an  unrestricted  use  district,  the  inclusion  ot  a 
motor  vehicle  repair  shop  in  a  building  occupied  as  a  gar- 
age  *  premises  138-19  101st  avenue,  northwest  corner  of 
banders  place  (Block  No.  10010,  Lot  No.  24),  Jamaica, 

Borough  of  Queens ;  and  ,  T. 

Whereas,  this  application  was  granted  by  the  Board,  De¬ 
cember  2,  1941,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  2,  1941  by  add¬ 
ing  thereto:  . 

“that  the  door  to  the  spray  booth  shown  on  plans  here¬ 
in  referred  to  as  “ Received  May  1,  1941  ’  may  be 
omitted  provided  that  in  all  other  respects  the  require¬ 
ments  of  the  resolution  adopted  by  the  Board  on  De¬ 
cember  2,  1941  arc  complied  ivith.” 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January.  20,  1942,  only 
in  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  the  work,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

445-42-A. 

APPLICANT— Hotel  Park  View,  Incorporated,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 208-210  West  56th  street,  south 
side,  122  ft.  7  in.  east  of  Broadway  (Block  No. 
1027,  Lot  No.  40),  Borough  of  Manhattan. 

APPEARANCES—  o  „  .,  ... 

For  Applicant:  Charles  S.  Port  and  David  W. 

Benson.  , 

For  Administration:  Insp.  Maher,  tire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  21,  1942,  at  2 
P.  M.  for  applicant  to  submit  amended  statement. 


390-41-BZ. 

APPLICANT— Charles  Lee  Koester,  for  Freda  Habrich 
and  Edna  M.  Went,  owners  (F.  and  M.  Habrich, 

lessees) . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  use  of  the  easterly  portion 
of  the  premises  with  a  frontage  of  100  ft.  to  be 
occupied  for  the  sale  of  used  cars  and  that  the 
proposed  building  is  constructed  and  used  solely 
throughout,  except  for  the  washing  of  cars,  as  an 
indoor  showroom. 

PREMISES  AFFECTED— 138-24  101st  avenue,  south 
side,  208.73  ft.  east  of  Remington  street  (Block  No. 
10018,  Lot  Nosi  9  and  11),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Chas.  Lee  Koester. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 

THE  RESOLUTION  (390-41-BZ) 

Whereas,  Charles  Lee  Koester,  for  Freda  Habrich  and 
Edna  M.  Went,  owners  (F.  &  M.  Habrich,  lessees),  filed 
May  1,  1941,  an  application  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district, 
the  conversion  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  and  garage  for  more  than  five 
(5)  motor  vehicles,  and  the  extension  of  this  building  for 
use  as  a  garage  for  more  than  five  (5)  motor  vehicles  and 
auto  laundry,  and  also  use  of  the  remainder  of  the  premises 
as  a  used  car  lot;  premises  138-24  101st  avenue,  south  side, 
208.73  ft.  east  of  Remington  street  (Block  No.  10018,  Lot 
Nos.  9  and  11),  Jamaica,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board, 
January  20,  1942,  on  certain  conditions  and  applicant  re¬ 
quested  an  extension  of  time  to  obtain  permits  and  complete 
the  work. 


1089-41-A.  „ 

APPLICANT— World  Camera  Exchange,  for  Intercountry 
Properties  Corporation,  owner  (Angela  Mousouris, 
lessee) . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 550-554  Eighth  avenue,  east  side, 
40  ft.  north  of  West  37th  street  and  265-267  West 
37th  street  (Block  No.  787,  part  of  Lot  No.  8  and 
Lot  Nos.  1  to  10),  Borough  of  Manhattan. 

APPEARANCES—  ,  ^ 

For  Applicant:  B.  S.  Levine  and  E.  Ellis. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


248-42-A. 

APPLICANT— Leo  1 ).  Holzer,  for  Louis  Carreau,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 149-151  East  34th  street,  north 
side,  250  ft.  west  of  Third  avenue  (Block  No.  890, 
Lot  No.  34),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  L.  Lawrence  Bergstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn,  after  argument, 
applicant  to  secure  certificate  of  occupancy. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


254-42-A. 

APPLICANT— Frank  C.  Keller,  for  Bavro  Realty  Com¬ 
pany  d/o/a  Ace  Lighting  Fixture  Company,  owners. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 171-06  Jamaica  avenue,  south 
side,  40.20  ft.  west  of  172nd  street  (Block  No. 
10212,  Lot  No.  17),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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AC  1  ION  OF  BOARD — Appeal  withdrawn,  after  argument 
for  decision  from  Building  Supt. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


436-42-A. 

APPLICAN T — Nilsson  Electrical  Laboratory,  Inc.,  for 
Drew  University,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 103  Lafayette  street  and  99- 
101  Walker  street,  southeast  corner  (Block  No.  197, 
Lot  No.  7),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  H.  T.  Nilsson. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


171-42-A. 

APPLICAN  I — George  D.  Scott,  for  Andrew  A.  Burkard, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 60-29  Catalpa  avenue,  north 
side,  169.10  ft.  west  of  60th  lane  (Block  No.  3514, 
Lot  No.  47),  Ridgewood,  Borough  of  Queens 
(under  section  60,  Multiple  Dwelling  Law). 
APPEARANCES— 

For  Applicant :  George  D.  Scott. 

For  Opposition :  Marie  Kaufman,  Geo.  V.  Marick, 
A.  Groh  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

At  1  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  . '  o 

THE  RESOLUTION  (171-42-A) 

Whereas,  George  D.  Scott,  for  Andrew  A.  Burkard, 
owner,  filed  on  March  2,  1942  an  appeal  from  a  decision 
u  the  borough  superintendent,  affecting  premises  60-29 
Catalpa  avenue,  north*  side,  169.10  ft.  west  of  60th  lane 
l  Block  No.  3514,  Lot  No.  47),  Ridgewood,  Borough  of 
sfiieens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
fated  February  9,  1942  on  Miscellaneous  Applic.  No.  395-42 
"eads : 

“1 — The  installation  of  a  sprinkler  system  in  a 
garage  as  required  under  Sec.  60  of  the  Multiple 
Dwelling  Law,  shall  comply  in  all  respects  to  the  pro¬ 
visions  of  C26-1336-0  Administrative  Code  of  the  City 
of  New  York.” 
wid 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (41  ft.)  in  height,  79  ft.  10  in.  by  75  ft.  11  in. 
n  area,  of  Class  Three  construction,  located  in  a  business 
ise  district,  proposed  to  be  erected  under  New  Building 
>391  -41  and  occupied  as  follows:  cellar,  accessory  garages 
or  eight  (8)  cars  and  boiler  room;  1st,  2nd  and  3rd  floors, 
Jass  A,  multiple  dwelling,  five  families  each  floor; 
tnd 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
■onnect  the  wet  automatic  sprinkler  system  in  the  garage 
>ortion  of  the  basement  to  the  domestic  water  supply  which 
vill  be  not  less  than  2  in.  and  to  feed  37  heads  from  this 
iupply.  It  is  also  proposed  to  omit  the  Siamese  connec¬ 


tion  and  the  alarm  valve  and  the  water  motor  gong.  The 
connection  to  the  domestic  main  will  be  provided  with  one 
2  in.  O.S.Y.  valve  and  one  2  in.  check  valve;  that  the 
omission  of  the  Siamese  is  requested,  as  the  garage  will 
have  a  ramp  leading  directly  from  the  street  and  access 
can  be  had  through  a  door  leading  to  the  rear  yard ; 
that  it  is  impossible  to  secure  the  alarm  valve  and  water 
motor  gong  due  to  National  Defense  Priorities,  and  that 
the  proposal  to  connect  37  heads  to  the  3  in.  cross  main 
will  only  exceed  by  one,  the  cross  allowance  of  36  heads 
on  3  in.  main ;  that  the  garage  portion  of  the  building  will 
be  of  fireproof  construction  and  wdl  have  no  connection 
to  any  other  part  of  the  building;  that  the  sprinkler 
system,  when  installed,  will  be  at  approximately  the  same 
level  as  the  8  in.  street  main ;  and 

Whereas,  due  notice  of  the  hearing  held  on  this  appli¬ 
cation  by  the  Board  July  14,  1942  has  been  had  by  publi¬ 
cation  in  the  Bulletin  of  the  Board  and  by  notices  sent  by 
registered  mail  by  the  applicant  at  the  direction  of  the 
Board  as  required  by  Section  60  of  the  Multiple  Dwelling 
Law. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  395-42,  Obj.  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  in  all  other  respects  the  garage 
and  the  sprinkler  system  therein  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  the 
street  main  shall  not  be  less  than  8  in.  in  diameter  and 
the  tap  therefrom  not  less  than  2  in.  and  the  cross  main 
and  header  not  less  than  3  in.  with  the  usual  reduction  in 
size  in  accordance  with  the  Code,  substantially  as  shown 
on  plans  marked  “Received  March  2,  1942”;  that  the  only 
required  equipment  which  may  be  otherwise  omitted  is 
the  alarm  valve,  water  motor  gong  and  the  Siamese  con¬ 
nection  at  the  street  line. 


466-42-A. 

APPLICANT— Irving  M.  Fenichel,  for  Celia  and  Julia 
Motzkin,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFTEC1ED — 307-313  Kingsland  avenue,  west 
side,  135  ft.  south  of  Norman  avenue  (Block  No. 
2657,  Lot  No.  13),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Irving  M.  Fenichel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  q 


THE  RESOLUTION  (466-42-A) 

Whereas,  Irving  M.  Fenichel,  for  Celia  and  Julia  Motz¬ 
kin,  owners,  filed  on  June  11,  1942,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  affecting  premises:  307- 
313  Kingsland  avenue  west  side,  135  ft.  south  of  Norman 
avenue  (Block  No.  2657,  Lot  No.  13),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  2,  1942  on  Alt.  Applic.  No.  5579-41  reads: 

“1.  Proposal  to  install  two  1000  gal.  auxiliary 
solvent  storage  tanks  instead  of  one  1475  gal.  solvent 
storage  tank  is  contrary  to  original  approval  of  a 
Vorclone-Allison  system  as  approved  by  the  Bd.  of 
Hazards  (594-29). 

Refer  proposal  to  the  Bd.  of  Standards  and  Appeals 
for  any  variation.” 
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Whereas,  the  applicant  states  that  the  building  is  one 
story  (25  ft.)  in  height,  85  ft.  by  53  ft  in  area,  of  class  3 
construction,  erected  prior  to  1906  on  a  lot  8a  it.  by  100  ft. 
in  area  located  in  an  unrestricted  use  district  and  used  as  a 
dye  house  with  an  occupancy  of  5  persons  and  proposed 
to  be  used  as  a  technical  establishment  with  an  occu¬ 
pancy  of  5  persons;  and  ,  „  .  _nf. 

Whereas,  it  is  proposed  to  install  two  1,000  gallon 

horizontal  underground  tanks  for  storing  of  combustible 
cleaning  solvent  in  connection  with  the  technical  estab¬ 
lishment  located  on  the  premises;  and 

Whereas,  the  applicant  contends  that  the  proposed 
tanks  will  comply  in  every  respect  with  the  tank  speci¬ 
fications  outlined  in  the  Vorclone- Allison  approval  except 
that  the  tanks  will  not  be  equipped  with  cone  bottoms 
and  will  be  installed  horizontally  in  lieu  of  vertically;  that 
it  is  difficult  at  the  present  time  to  obtain  steel  tanks  and 
it  is  impossible  to  obtain  the  specially  built  tanks  of .  the 
type  approved  in  connection  with  the  Vorclone- Allison 
system;  that  the  owners  have,  however,  been  successful 
in  obtaining  the  two  tanks  which  it  is  proposed  to  install 
which  are  of  stock  design  and  approved  by  the  New  York 
City  departments  having  jurisdiction;  that  the  tanks  will 
be  installed  in  accordance  with  Fire  Department  regula¬ 
tions  two  feet  below  the  level  of  the  floor  and  protected 
with  12  in.  of  concrete;  that  while  the  approval  of  the 
Vorclone- Allison  system  permits  the  storage  of  volatile  and 
inflammable  liquids  having  a  flashpoint  below  100  h.,  the 

plant  in  question  will  store  only  combustible  solvent  having 
a  flashpoint  in  excess  of  100°  F.;  that  the  proposed  tanks 
will  be  constructed  of  the  same  thickness  and  fabricated  as 
required  for  vertical  tanks  and  will  withstand  the  same 
pressure  tests  as  prescribed  for  such  vertical  tanks ;  that 
the  required  storage  facilities  are  indispensable  to  the  effi¬ 
cient  conduct  of  the  plant;  that  the  Vorclone- Allison 
approval  by  the  Board  of  Hazardous  Trades  under  594-29 
permits  the  installation  of  six  underground  cone  bottom 
vertical  tanks,  five  of  which  are  1475  gallons  capacity  each 
and  one  1,000  gallon  capacity;  that  there  are  now  existing 
on  the  premises  four  1475  gallon  tanks  and  one  1,000  gallon 
tank  which  have  been  inspected  and  accepted  by  the  Fire 
Department;  that  if  the  Board  permits  the  installation  of 
two  1  000  gallon  tanks  now  proposed,  the  total  capacity 
for  storage  will  be  8,900  gallons  which  is  525  gallons  in 
excess  of  the  total  capacity  permitted  under  the  Vorclone- 
Allison  system  approval. 

Resolved  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  5579-41,  Obj.  No.  1,  and  F.  P.  Applic. 
No.  8980-41  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  no  addi¬ 
tional  tanks  shall  be  installed  other  than  the  two  1,000 
gal.  tanks  under  the  deterging  room  in  lieu  of  the  one 
1,475  gal.  tank,  previously  shown  and  in  addition  to  a  total 
of  five  other  tanks  now  installed ;  that  in  all  other  re¬ 
spects  the  installation  shall  comply  with  the  requirements 
for  the  system  as  approved  in  the  general  approval  by 
the  fire  commissioner  under  date  of  May  29,  1929,  as 
recorded  in  Combustible  Folder  No.  4080.11;  that  all  exist¬ 
ing  tanks  shall  be  tested  to  meet  the  approval  of  the  fire 
commissioner. 


506-42-A. 

APPLICANT— Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer¬ 
ica,  lessee).  ,  .  . 

SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 47-19  Grand  avenue,  entire  area, 
bounded  bv  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek  (Buildings 


Nos.  40,  41,  48,  1R,  16,  30,  44,  66,  36  and  Gate 
House,  Maspeth,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  bed  of  mapped 
streets). 

( Rlock  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  15a. 
Block  No.  2257,  Lot  Nos.  2,  16,  31. 

Block  No.  2235,  Lot  Nos.  1,  225,  3110,  330, 

Block  No.  2234,  Lot  Nos.  70,  75,  30, 

Block  No.  258  1,  Lot  Nos.  1,  50, 

Block  No.  2589,  Lot  No.  1, 

Block  No.  2590,  Lot  No.  1, 

Block  Nos.  2591,  2592.  2593,  2594.  Lot  Nos.  1.  31. 
Block  No.  2595,  Lot  No.  1, 

Block  No.  2596,  Lot  No.  1-pt.. 

Block  No.  2600,  Lot  Nos.  1,  45. 

Block  No.  2601,  Lot  Nos.  1,  21,  23,  31.  40,  44.  50. 

Block  No.  2602.  Lot  Nos.  l  37.  40.  44 

Block  Nos.  2603,  2604,  2605,  2606,  Lot  No.  1). 

APPEARANCES—  „  T  , 

For  Applicant:  C.  Lindstrom,  C.  J.  Sheehan  and 
Geo.  K.  Liggett. 

For  Administration:  Fred  Dahlem  and  Charles  M. 
McWilliams,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 

THE  RESOLUTION  (506-42-A) 

Whereas,  Alexander  D.  Crosett,  for  the  Aluminum  Com¬ 
pany  of  America,  as  agent  for  the  Defense  Plant  Corpora¬ 
tion,  owner,  filed  on  lune  24,  1942,  an  application  for  the 
erection  of  buildings  in  the  bed  of  mapped  streets,  47th, 
48th,  49th,  50th,  51st,  52nd,  53d,  54th  streets,  Maspeth 
avenue,  49th  street,  49th  place,  50th  street  and  57th  avenue, 
affecting  premises  bounded  by  Grand  avenue,  Page  place, 
56th  road,  Maspeth  Creek  and  Newtown  Creek,  and  known 
as  No.  47-19  Grand  avenue  (Block  Nos.  2257,  Lots  2,  16, 
31;  2256,  lots  60,  61,  63,  150,  153  and  155;  block  2235,  lots 
1,  225,  300  and  330;  block  2236,  Lots  70,  75  and  30;  block 
2588,  Lots  1  and  50;  block  2589,  Lot  No.  1;  Block  2590, 
Lot  1;  Block  2591,  Lots  1  and  34;  Block  2592,  Lots  1  and 
34;  Block  2593,  Lots  1  and  34;  Block  2594,  Lots  1  and  34; 
Block  2595,  Lot  1 ;  Block  2596,  Part  of  Lot  1 ;  Block  2600, 
Lots  1  and  45;  Block  2601,  Lots  1,  21,  28,  34,  40,  44  and 
50;  Block  2602,  Lots  1,  37,  40  and  44;  Block  2603,  Lot  1, 
Block  2604,  Lot  1,  Block  2605,  Lot  1  and  2606,  Lot  1), 
Maspeth,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent  on 
N.B.  Applic.  840-42,  848-55  of  1942  and  872-42,  inclusive, 
dated  June  24,  1942,  read  : 

“1.  Building  appears  to  be  in  bed  of  mapped  streets. 
Secure  approval  of  Board  of  Standards  and  Appeals 
as  per  section  35  article  3  of  the  General  City  Laws. 

2.  Building  appears  to  be  in  bed  of  mapped  street, 
secure  approval  of  Board  of  Standards  and  Appeals  as 
per  article  3  section  35  of  General  City  Laws. 

and  _  . 

Whereas,  the  premises  consist  of  a  plot  fronting  approxi¬ 
mately  1200  ft.  on  the  north  side  of  Grand  avenue  with  a 
depth  of  approximately  3,000  ft.,  irregular  therefrom,  upon 
which  it  is  proposed  to  erect  a  series  of  one  and  two  story 
buildings  of  Classes  1,  4  and  5  construction,  as  shown  on 
Drawing  A  6250-A1,  filed  with  this  application  marked  “Re¬ 
ceived  June  25,  1942,”  to  be  used  as  pot  room  buildings, 
carbon  rodding  buildings,  pot  lining  building,  metal  service 
building,  gatehouse  building,  office  building,  rectifier  stations, 
wash  room,  laboratory  building,  ore  loading  building,  boiler- 
room  and  machine  shop  in  connection  with  the  operation 
of  the  entire  premises  for  the  manufacture  of  aluminum; 
and 

Whereas,  the  applicant  contends  that  the  President  of  the 
Borough  of  Queens  has  prepared  an  amendment  to  the 
Final  City  Map  eliminating  the  streets  in  question  from 
such  Final  Map.  This  amendment  to  the  Final  Map  has 
been  forwarded  to  the  Board  of  Estimate  and  referred  to 
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the  City  Planning  Commission  for  action.  The  time  which 
must  necessarily  be  consumed  by  the  Board  of  Estimate 
and  the  City  Planning  Commission  in  acting  on  the  pro¬ 
mised  amendment  to  the  Final  Map  will  seriously  interfere 
with  the  proposed  construction  and  cause  delays,  which 
would  be  contrary  to  the  interest  of  National  Defense. 
The  proposed  Plant  is  being  constructed  by  the  Aluminum 
Corporation  of  America  as  Agent  of  the  Defense  Plant 
Corporation  and  it  is  vitally  essential  that  the  application 
lerein  submitted  to  the  Board  be  acted  upon  expeditiously, 
so  that  construction  permits  may  be  issued  by  the  Borough 
Superintendent  of  the  Department  of  Housing  and  Build- 
ngs  pursuant  to  Section  35  of  the  General  City  Law,  with¬ 
out  the  necessity  of  waiting  for  the  action  of  the  Board  of 
Estimate  and  the  (City  Planning  Commission.  As  Section 
55  of  the  General  City  Law  provides  that  the  Board  can 
jnly  grant  on  conditions  which  will  inure  to  the  benefit  of 
he  city,  it  is  proposed  in  cooperation  with  the  Borough 
.-’resident,  that  the  owners  will  construct  new  streets  and 
.ewers,  as  shown  on  Drawing  No.  A  6250-A1,  filed  with  this 
ippcal.  All  the  necessary  arrangements  have  been  made 
vith  the  War  Department  for  the  construction  of  a  new 
mlkhead  and  the  establishment  of  a  new  bulkhead  line  and 
or  the  filling  of  Maspeth  creek,  so  that  the  project  may 
■xtend  norlh  to  56th  road,  as  indicated  on  the  diagram 
iled  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
•n  N.R.  Applic.  No.  840-42,  848  to  855  of  1942,  inclusive, 
nd  872-42  be  and  it  hereby  is  modified  and  that  the  appeal 
<e  and  ir  hereby  is  granted  under  the  powers  granted  the 
loard  under  Section  35  of  the  General  City  Law  to  permit 
he  erection  of  the  buildings  within  the  bed  of  the  mapped 
treets  on  condition  that  the  owner  shall  dedicate  to  the 
L-ity  the  bed  of  proposed  47th  street  from  Grand  avenue 
o  Maspeth  avenue  for  a  width  of  70  ft.,  49th  street,  also 
inown  as  Munich  street,  from  56th  road,  as  mapped,  to 
daspeth  creek  for  a  width  of  53  ft.  and  Page  place  from 
.faspeth  avenue  to  Grand  avenue  for  a  width  of  70  ft., 
o  construct  a  sewer  in  47th  street  for  the  full  length,  and 
o  construct  such  sewer  and  surface  the  streets  in  ac- 
ordance  with  the  requirements  of  the  standards  of  the 
lorough  President’s  Office;  that  in  addition  an  area  20  ft. 
n  width  for  the  full  frontage  of  the  property  along  Grand 
venue  shall  be  dedicated  to  the  City  for  the  purpose  of 
treet  widening  of  Grand  avenue,  all  as  set  forth  in  detail 
n  memorandum  dated  April  14,  1942  filed  herewith  and 
s  shown  on  plan  marked  “A6250-A1”  filed  with  this  appeal, 
nd  on  -f  urther  condition  that  the  streets,  as  proposed  to  be 
emoved  trom  the  City  Map  and  the  new  streets  to  be 
stablished  including  the  widening  of  Grand  avenue,  all  now 
eforc  the  City  Planning  Commission,  will  be  approved  by 
he  Planning  Commission  and  the  Board  of  Estimate  within 
nc  (1)  year’s  time,  as  shown  on  map  prepared  by  the 
’resident  of  the  Borough  of  Queens  and  submitted  to  the 
5 tv  Planning  Commission,  Map  No.  2938,  dated  May 
8,  1942. 


15-42-A. 

APPLICANT — Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer¬ 
ica,  lessee). 

•UBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

’REMISES  AFFECTED — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  56th  road,  Page  place, 
Maspeth  Creek  and  Newtown  Creek,  Maspeth,  Bor¬ 
ough  of  Queens. 

(Block  No.  2256.  Lot  Nos.  6fi.  61.  63.  150,  153,  155. 
Rlock  No.  22^7.  Lot  Nos.  2,  16.  31 . 

Block  No.  2235.  Lot  Nos.  1.  225.  300,  330, 

Block  No.  2236.  Lot  Nos.  70,  75,  30, 

^'o^k  v0.  2588  Lot  Nos.  1  SO 
Block  Nos.  2589,  2590,  Lot  No.  1. 

Block  Nos.  2591.  2592.  2593.  2594,  Lot  Nos.  1,  34. 
Bio-k  No.  259.5.  T.0t  No.  1. 

Block  No.  2596.  Lot  No.  1-pt.. 

Block  No.  2600,  Lot  Nos.  1.  45, 


Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50. 

Block  No.  2602.  Lot  Nos.  1.  37.  40.  44. 

Block  Nos.  2603,  2604,  2605,  2606,  Lot  No.  1). 

appearancp:s— 

For  Applicant  :  C.  Lindstrom,  C.  J.  Sheehan  and 
Geo.  K.  Liggett. 

For  Administration :  Fred  Dahlem  and  Chas.  M. 
McWilliams,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative:  .  o 

THE  RESOLUTION  (5 15-42-A) 

Whereas,  Alexander  D.  Crosett,  for  Aluminum  Co.  of 
America,  as  agent,  for  Defense  Plant  Corporation,  owner, 
filed  on  June  29,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  47-19  Grand  ave¬ 
nue,  entire  premises  bounded  bv  Grand  avenue,  Page  place 
56th  road,  Maspeth  Creek  and  Newtown  Creek  (Block  No! 
2257,  Lot  No.  2,  16,  31,  Block  No.  2256,  Lot  No.  60,  61,  63 
1.50,  153,  155,  Block  No.  2235,  Lot  No.  1,  225,  300,  330,  Block 
No.  2236,  Lot  No.  70,  75  and  30,  Block  No.  2588,  Lot  No.  1, 
and  50,  Block  No.  2589,  Lot  No.  1,  Block  No.  2590,  Lot 
No.  1.  Block  No.  2591,  Lot  No.  1  and  34,  Block  No.  2592, 
Lot  No.  1  and  34,  Block  No.  2593,  Lot  No.  1  and  34,  Block 
No.  2594,  Lot  No.  1  and  34,  Block  No.  2595.  Lot  No.  1, 
Block  No.  2596,  Part  of  Lot  No.  1,  Block  No.  2600,  Lot  No. 

1  and  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  and 
50,  Block  No.  2602,  Lot  Nos.  1,  37.  40  and  44.  Block  No 
2603,  Lot  No.  1,  Block  2604,  Lot  No.  1,  Block  No.  2605, 
Lot  No.  1  and  Block  2606,  Lot  No.  1),  Maspeth,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  24,  1942  on  N.  B.  Applic.  No.  840-42  reads: 

“2.  Area  of  building  is  in  excess  of  that  permitted 
for  Class  5  construction,  section  4.2.1  of  Building 
Code.” 

and 

Whereas,  the  building  will  be  1  story  (35  ft.)  average 
in  height,  2099.66  ft.  by  818.5  ft.  in  area,  of  Class  5  con¬ 
struction,  located  in  an  unrestricted  use  district,  occupied 
as  pot  room  building,  carbon  rodding  building,  pot  lining 
building  and  metal  service  building,  in  conjunction  with  a 
plant  for  the  manufacture  of  aluminum  to  be  located  on 
the  premises ;  and 

Whereas,  the  applicant  contends  that  this  series  of 
buildings  to  be  used  as  an  Aluminum  Plant  are  of  special 
construction  adopted  by  the  Aluminum  Co.  of  America, 
which  have  been  used  successfully  all  over  the  country 
under  all  kinds  of  conditions,  and  has  been  carefully  de¬ 
signed  and  standardized  for  their  system  of  operation ;  that 
these  units  and  areas  occupied  by  them  are  of  minimum 
size  necessary  for  the  efficient  operation  of  the  plant;  that 
the  amount  and  type  of  steel  have  been  released  by  the 
War  Production  Board  and  priority  orders  have  been  issued 
especially  for  this  job  and  any  change  would  seriously 
delay  progress.  The  proposed  buildings  and  land  are 
owned  by  the  Defense  Plant  Corporation  which  is  an 
agency  of  the  Federal  Government;  that  this  type  of  con¬ 
struction  has  been  accepted  by  the  Defense  Plant  Corpora¬ 
tion  because  of  its  economy,  simplicity  and  speed  of  erec¬ 
tion ;  that  any  delay  which  might  occur  from  the  use  of 
o<her  types  of  construction  would  be  contrary  to  the  in¬ 
terest  of  National  Defense;  and 

Whereas,  an  examination  of  N.  B.  Applic.  No.  840-42 
filed  with  the  borough  superintendent  indicates  that  the 
building  will  be  surfaced  on  the  exterior  with  20  gauge 
asbestos  protected  metal  siding. 

Resolved,  that  the  decision  of  the  borough  supcrintenderP 
on  N.  B.  Applic.  No.  840-42,  Obj.  No.  2,  be  and  it  hereby 
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is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  that  this  variance  is  granted  to 
permit  the  continuance  and  use  of  the  building  only  during 
the  period  of  the  present  war  emergency  and  for  one  (1) 
year  thereafter. 


516-42-A. 

APPLICANT— Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of 
America,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  56th  road,  Page  place, 
Maspeth  Creek  and  Newtown  Creek,  Masepth,  Bor¬ 
ough  of  Queens. 

(Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2257,  Lot  Nos.  2,  16,  31, 

Block  No.  2235,  Lot  Nos.  1,  225,  300,  330, 

Block  No.  2236,  Lot  Nos.  70,  75,  30, 

Block  No.  2588,  Lot  Nos.  1,  50, 

Block  No.  2589,  Lot  No.  1. 

Block  Nos.  2591.  2592.  2593,  2594,  Lot  Nos.  1.  34. 
Block  No.  2590,  Lot  No.  1, 

Block  No.  2595,  Lot  No.  1, 

Block  No.  2596,  Lot  No.  1-pt., 

Block  No.  2600,  Lot  Nos.  1,  45, 

Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50, 
Block  No.  2602,  Lot  Nos.  1,  37,  40.  44, 

Block  No.  2603, 2604,  2605  and  2606,  Lot  No.  1), 
(Office  Building  No.  40). 

APPEARANCES— 

For  Applicant:  C.  Lindstrom,  C.  J.  Sheehan  and 
Geo.  K.  Liggett. 

For  Administration :  Fred  Dahlem  and  Charles  M. 
McWilliams,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (516-42-A) 

Whereas,  Alexander  D.  Crosett,  for  Aluminum  Co.  of 
America,  as  agent,  for  Defense  Plant  Corporation,  owner, 
filed  on  June  29,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  47-19  Grand  ave¬ 
nue,  entire  premises  bounded  by  Grand  avenue.  Page  place, 
56th  road,  Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257,  Lot  No.  2,  16,  31,  Block  No.  2256,  Lot  No.  60,  61,  63, 
150,  153,  155,  Block  No.  2235,  Lot  No.  1,  225,  300,  330,  Block 
No.  2236,  Lot  No.  70,  75  and  30,  Block  No.  2588,  Lot  No.  1, 
and  50,  Block  No.  2589,  Lot  No.  1,  Block  No.  2590,  Lot 
No.  1,  Block  No.  2591,  Lot  No.  1  and  34,  Block  No.  2592, 
Lot  No.  1  and  34,  Block  No.  2593,  Lot  No.  1  and  34,  Block 
No.  2594,  Lot  No.  1  and  34,  Block  No.  2595,  Lot  No.  1, 
Block  No.  2596,  Part  of  Lot  No.  1,  Block  No.  2600,  Lot  No. 
1  and  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  and 
50,  Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44,  Block  No. 
2603,  Lot  No.  1,  Block  No.  2694,  Lot  No.  1,  Block  No.  2605, 
Lot  No.  1  and  Block  2606,  Lot  No.  1),  Maspeth,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.  B.  Applic.  No.  848-42,  dated  June  24,  1942,  reads: 

“2.  The  erection  of  a  frame  building  within  the 
fire  limits  is  contrary  to  Section  4.1.2  of  the  building 
code. 

4.  2"  beams  not  permitted  within  fire  limits,  Sec¬ 
tion  7.1.4. 

5.  Bearing  partitions  contrary  to  Section  8. 7.1.1. 
12b.  Doors  required  to  be  fireproof  when  serving 

as  exit. 


12c.  Stair  enclosure  required  to  be  2  hour  rating 
as  this  building  should  be  Class  3  construction  Section 
6.4. 1.8.1. 

12d.  Stairs  required  to  be  of  incombustible  material, 
Section  6-4. 1.7.1. 

12e.  Stair  required  to  go  to  roof,  Section  6.4.1.11. 

14.  Inspectors  report  indicates  that  ground  is  deep 
fill,  provide  proper  foundation  for  support  of  super 
structure.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
two  stories  (24  ft.)  in  height;  134  ft.  by  40  ft.  in  area;  of 
Class  4  construction ;  equipped  with  a  sprinkler  system ; 
located  in  an  unrestricted  use  district  and  occupied,  offices, 
first  floor,  50  persons;  second  floor,  48  persons;  and 

Whereas,  the  applicant  contends  that  this  office  build¬ 
ing  is  to  be  used  in  connection  with  the  Aluminum  plant  by 
the  Aluminum  Company  of  America  as  a  temporary  struc¬ 
ture  for  the  duration  of  the  war.  This  building  is  already 
completed.  The  office  building  was  constructed  by  the 
Aluminum  Company  of  America  for  the  Defense  Plant 
Corporation  which  is  an  agency  of  the  Federal  Govern¬ 
ment.  It  is  vitally  essential  toward  National  Defense  that 
this  building  remain  untouched  for  the  duration  of  the 
war.  The  bearing  value  of  the  soil  is  assumed  at  1500  lbs. 
per  sq.  ft.  A  letter  from  the  Aluminum  Company  of 
America  assuming  responsibility  for  any  deterioration  that 
may  take  place  in  this  building  is  on  file  with  the  Depart¬ 
ment  of  Housing  and  Buildings. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  848-42  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  not  be  increased  in  height  or  area 
and  shall  be  constructed  and  occupied  substantially  for  the 
purposes  as  set  forth ;  that  this  variance  shall  continue  only 
during  the  period  of  the  present  war  emergency  and  for 
one  (1)  year  thereafter;  that  the  building  throughout  shall 
be  occupied  for  office  purposes  only  with  no  loading  in 
excess  of  40  lbs.  per  superficial  foot;  that  the  sprinkler 
system  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner. 


517-42-A. 

APPLICANT— Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer¬ 
ica,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  56th  road,  Page  place, 
Maspeth  Creek  and  Newtown  Creek,  Maspeth,  Bor¬ 
ough  of  Queens. 

(  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2257,  Lot  Nos.  2,  16,  31, 

Block  No.  2235,  Lot  Nos.  1,  225,  300,  330, 

Block  No.  2236,  Lot  Nos.  70,  75,  30, 

Block  No.  2588,  Lot  Nos.  1,  50, 

Block  No.  2589,  Lot  No.  1, 

Block  No.  2590,  Lot  No.  1, 

Block  Nos.  2591.  2592.  2593,  2594,  Lot  Nos.  1.  34, 
Block  No.  2595,  Lot  No.  1, 

Block  No.  2596,  Lot  No.  1-pt., 

Block  No.  2600,  Lot  Nos.  1,  45, 

Block  No.  2601,  Lot  Nos.  1,  21,  28,  34.  40,  44,  50. 
Block  No.  2602  Lot  Nos.  1 ,  37  40  44 
Block  No.  2603,  2604,  2605,  2606,  Lot  No.  1),  (Lab¬ 
oratory  Building,  No.  41). 
APPEARANCES— 

For  Applicant :  C.  Lindstrom,  C.  J.  Sheehan  and 
Geo.  K.  Liggett. 

For  Administration :  Fred  Dahlem  and  Charles  M. 
McWilliams,  Dep’t  of  Housing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . • .  0 

THE  RESOLUTION  (517-42-A) 

Whereas,  Alexander  I).  Crosett,  for  Aluminum  Co.  of 
America,  as  agent,  tor  Defense  Plant  Corporation,  owner, 
filed  on  June  29,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  47-19  Grand  ave¬ 
nue,  entire  premises  bounded  by  Grand  avenue,  Page  place, 
56th  road,  Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257,  Lot  No.  2,  16,  31,  Block  No.  2256,  Lot  No.  60,  61,  63, 
150,  153,  155,  Block  No.  2235,  Lot  No.  1,  225,  300,  330,  Block 
No.  2236,  Lot  No.  70,  75  and  30,  Block  No.  2588,  Lot  No.  1, 
and  50,  Block  No.  2589,  Lot  No.  1,  Block  No.  2590,  Lot 
No.  1,  Block  No.  2591,  Lot  No.  1  and  34,  Block  No.  2592, 
Lot  No.  1  and  34,  Block  No.  2593,  Lot  No.  1  and  34,  Block 
No.  2594,  Lot  No.  1  and  34,  Block  No.  2595,  Lot  No.  1, 
Block  No.  2596,  Part  of  Lot  No.  1,  Block  No.  2600,  Lot  No. 
1  and  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  and 
50,  Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44,  Block  No. 
2603,  Lot  No.  1,  Block  26094,  Lot  No.  1,  Block  No.  2605, 
Lot  No.  1  and  Block  2606,  Lot  No.  1),  Maspeth,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  24,  1942,  on  N.  B.  Applic.  No.  849-42,  reads : 

“2.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be  one 
story  (12  ft.)  in  height;  145  ft.  by  45  ft.  in  area;  of  Class 
4  construction,  equipped  with  a  sprinkler  system ;  located  in 
an  unrestricted  use  district;  and  used  as  a  laboratory  build¬ 
ing;  and 

Whereas,  the  applicant  contends  that  this  proposed  frame 
laboratory  building  is  to  remain  only  for  the  duration  of  the 
war;  that  the  possible  delay  from  using  other  types  of  con¬ 
struction  at  this  time,  along  with  the  fact  that  the  War 
Production  Board  would  not  permit  the  use  of  steel  and 
other  materials  more  vital  to  National  Defense  than  the 
proposed  wood,  makes  it  necessary  to  use  frame  construction 
for  this  building  to  be  used  in  connection  with  the  proposed 
Aluminum  plant. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  849-42,  Obj.  No.  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area  and  shall  be  constructed  and  occupied  substantially 
as  proposed ;  that  the  sprinkler  system  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner;  that  this  vari¬ 
ance  shall  continue  only  during  the  term  of  the  present  war 
emergency  and  for  one  (1)  year  thereafter. 


518-42-A. 

APPLICANT — Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer¬ 
ica,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek,  Maspeth,  Bor¬ 
ough  of  Queens. 

( Block  No.  2256,  Lot  Nos.  60,  61.  63,  150,  153,  155. 
Block  No.  2257.  Lot  Nos.  2,  16  31 
Block  No.  2235,  Lot  Nos.  1.  225,  300,  330. 

Block  No.  2236.  Lot  Nos.  70,  75,  30, 

Block  No.  2588,  Lot  Nos.  1 .  50. 

Block  No.  2589,  2590,  Lot  No.  1, 

Block  Nos.  2591.  2592.  2593.  2594.  Lot  Nos.  1.  34. 
Block  No.  2595.  Lot  No.  1. 

Block  No.  2596,  Lot  No.  1-nt.. 

Block  No.  2600,  Lot  Nos.  1,  45, 


Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50. 
Block  No.  2602,  Lot  Nos.  1,  37,  40,  44 
Block  Nos.  2603,  2604,  2605,  2606,  Lot  No.  1), 
(Wash  Room  Building,  No.  48). 
APPEARANCES— 

For  Applicant  :  C.  Lindstrom,  C.  J.  Sheehan  and 
Geo.  K.  Liggett. 

hor  Administration:  Fred  Dahlem  and  Charles  M. 
McWilliams,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  q 


THE  RESOLUTION  (518-42-A) 

Whereas,  Alexander  D.  Crosett,  for  Aluminum  Co  of 
America,  as  agent,  for  Defense  Plant  Corporation,  owner, 
filed  on  June  29,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  47-19  Grand  ave¬ 
nue  entire  premises  bounded  bv  Grand  avenue.  Page  place 
56th  road,  Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257,  Lot  No.  2,  16,  31,  Block  No.  2256,  Lot  No.  60  61  63 
150,  153,  155,  Block  No.  2235,  Lot  No.  1,  225,  300,  330,  Block 
No.  2236,  Lot  No.  70,  75  and  30,  Block  No.  2588  Lot’ No  1 
and  50,  Block  No.  2589,  Lot  No.  1,  Block  No.  2590  Lot- 
No.  1,  Block  No.  2591,  Lot  No.  1  and  34,  Block  No.  2592, 
Lot  No.  1  and  34,  Block  No.  2593,  Lot  No.  1  and  34,  Block 
No.  2594,  Lot  No.  1  and  34,  Block  No.  2595,  Lot  No  1 
Block  No.  2596,  Part  of  Lot  No.  1,  Block  No.  2600,  Lot  No! 
1  and  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  and 
50,  Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44,  Block’  No 
2603,  Lot  No.  1,  Block  26094,  Lot  No.  1,  Block  No.  2605, 
Lot  No.  1  and  Block  2606,  Lot  No.  1),  Maspeth,  Borough’ 
of  Queens ;  and 

Whereas,  the  decision-  of  the  borough  superintendent,  on 
N.  B.  Applic.  No.  850-42,  dated  June  24,  1942,  reads : 

“2.  The  erection  of  a  frame  building  within  the 
fire  limits  is  contrary  to  Section  4.1.2  of  the  Building 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
one  story  (18  ft.)  in  height;  380  ft.  by  58  ft.  in  area;  of 
Class  4  construction ;  equipped  with  a  sprinkler  system ; 
located  in  an  unrestricted  use  district  and  occupied  as  a 
washroom  building;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  temporary  frame  wash  room  building  which  is  to 
remain  only  for  the  duration  of  the  war.  This  building 
is  to  be  used  by  employees  only  and  not  to  be  used  for 
manufacturing.  In  order  to  save  time  and  essential  ma¬ 
terials  necessary  to  the  interest  of  National  Defense,  frame 
construction  is  proposed.  The  difficulty  in  obtaining  steel, 
which  could  be  put  to  better  use  elsewhere  in  the  Defense 
program,  has  compelled  the  Defense  Plant  Corporation  to 
use  frame  construction.  This  building  is  to  be  used  in 
connection  with  the  Aluminum  Plant  to  be  operated  by  the 
Aluminum  Company  of  America. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  850-42,  Objection  No.  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area  and  shall  be  constructed  and  occupied  sub¬ 
stantially  as  proposed;  that  the  sprinkler  system  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner;  that 
this  variance  shall  continue  only  during  the  term  of  the 
present  war  emergency  and  for  one  (1)  year  thereafter. 


51Q-42-A 

APPLICANT — Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer¬ 
ica,  lessee). 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 17-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek,  Maspeth,  Bor¬ 
ough  of  Queens. 

( nlock  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2257,  Lot  Nos.  2,  16,  31, 

Block  No.  2235,  Lot  Nos.  1,  225,  300,  330, 

Block  No.  2236,  Lot  Nos.  70,  75,  30, 

Block  No.  2588,  Lot  Nos.  1,  50, 

Block  No.  2589,  Lot  No.  1 
Block  No.  2590,  Lot  No.  1, 

Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34, 
Block  No.  2595,  Lot  No.  1, 

Block  No.  2596,  Lot  No.  1-pt., 
lilock  No.  2600,  Lot  Nos.  1,  45, 

Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44.  50, 
Block  No.  2602,  Lot  Nos.  1,  37,  40,  44, 

Block  Nos.  2603,  2604,  2605,  2606,  Lot  No.  1 ) 

(2  Rectifier  Stations,  1R  and  No.  16). 
APPEARANCES— 

For  Applicant:  C.  Lindstrom,  C.  J.  Sheehan  and 
Geo.  K.  Liggett. 

For  Administration :  Fred  Dahlem  and  Charles  M. 
McWilliams,  Dep’t  of  Flousing  and  Buildings. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (519-42-A) 

Whereas,  Alexander  D.  Crosett,  for  Aluminum  Co.  of 
America,  as  agent,  for  Defense  Plant  Corporation,  owner, 
filed  on  June  29,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  47-19  Grand  ave¬ 
nue,  entire  premises  bounded  bv  Grand  avenue.  Page  place, 
56th  road,  Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257,  Lot  No.  2,  16,  31,  Block  No.  2256,  Lot  No.  60,  61,  63, 
150,  153,  155,  Block  No.  2235,  Lot  No.  1,  225,  300,  330,  Block 
No.  2236,  Lot  No.  70,  75  and  30,  Block  No.  2588,  Lot  No.  1, 
and  50,  Block  No.  2589,  Lot  No.  1,  Block  No.  2590,  Lot 
No.  1,  Block  No.  2591,  Lot  No.  1  and  34,  Block  No.  2592, 
Lot  No.  1  and  34,  Block  No.  2593,  Lot  No.  1  and  34,  Block 
No.  2594,  Lot  No.  1  and  34,  Block  No.  2595,  Lot  No.  1, 
Block  No.  2596,  Part  of  Lot  No.  1,  Block  No.  2600,  Lot  No. 
1  and  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  and 
50,  Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44,  Block  No. 
2603,  Lot  No.  1,  Block  26094,  Lot  No.  1,  Block  No.  2605, 
Lot  No.  1  and  Block  2606,  Lot  No.  1),  Maspeth,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  851-42,  dated  June  24,  1942,  reads: 

“2.  Provide  standpipe  as  per  section  16  of  building 
code.” 

and 

Whereas,  the  applicant  states  that  the  two  buildings  in 
question  will  each  be  two  stories  (63  ft.  2  in.)  in  height;  720 
ft.  by  32  ft.  in  area;  of  Class  1  construction;  located  in  an 
unrestricted  use  district  and  each  occupied  as  a  rectifier  sta¬ 
tion  ;  and 

Whereas,  the  applicant  contends  that  the  operation  and 
maintenance  of  these  rectifier  stations  especially  designed 
for  aluminum  production  are  such  that  the  use  of  water  to 
extinguish  fire  would  be  extremely  hazardous  to  life  and 
property.  The  Aluminum  Company  of  America,  as  agent 
for  the  Defense  Plant  Corporation  will,  because  of  the  high 
currents  and  voltages  involved,  provide  such  means  of  fire 
prevention  as  they  believe  are  best  suited  for  the  conserva¬ 
tion  of  life  and  property. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  851-42,  Obj.  No.  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 


condition  that  the  building  shall  not  be  increased  in  height 
or  area  and  shall  be  constructed  and  used  substantially  as 
proposed,  and  in  lieu  of  the  requirement  for  a  standpipe 
system  shall  be  equipped  with  such  system  for  fire  preven¬ 
tion  as  may  be  acceptable  to  the  fire  commisisoner. 


520-42-A. 

APPLICANT— Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer-  I 
ica,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super-  I 
intendent. 

PREMISES  AF'FECTED — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek,  Maspeth,  Bor¬ 
ough  of  Queens. 

(Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2257,  Lot  Nos.  2,  16,  31, 

Block  No.  2235,  Lot  Nos.  1,  225,  300,  330, 

Block  No.  2236,  Lot  Nos.  70,  75,  30, 

Block  No.  2588,  Lot  Nos.  1,  50, 

Block  No.  2589,  Lot  No.  1, 

Block  Nos.  2591,  2592,  2593  and  2594,  Lot  Nos.  1 
and  34, 

Block  No.  2590,  Lot  No.  1, 

Block  No.  2595,  Lot  No.  1, 

Block  No.  2596,  Lot  No.  1-pt., 

Block  No.  2600,  Lot  Nos.  1,  45, 

Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50, 
Block  No.  2602,  Lot  Nos.  1.  37,  40,  44. 

Block  Nos.  2603,  2604,  2605  and  2606,  Lot  No.  1) 
(Transformer  Service  Building  No.  30). 

appf;arances— 

For  Applicant :  C.  Lindstrom,  C.  J.  Sheehan  and 
Geo.  K.  Liggett. 

For  Administration :  Fred  Dahlem  and  Chas.  M. 
McWilliams,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (520-42-A) 

Whereas,  Alexander  D.  Crosett,  for  Aluminum  Co.  of 
America,  as  agent,  for  Defense  Plant  Corporation,  owner, 
filed  on  June  29,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  47-19  Grand  ave¬ 
nue,  entire  premises  bounded  by  Grand  avenue.  Page  nla^e., 
56th  road,  Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257,  Lot  No.  2,  16,  31,  Block  No.  2256,  Lot  No.  60,  61,  63, 
150,  153,  155,  Block  No.  2235,  Lot  No.  1,  225,  300,  330,  Block 
No.  2236,  Lot  No.  70,  75  and  30,  Block  No.  2588,  Lot  No.  1, 
and  50,  Block  No.  2589,  Lot  No.  1,  Block  No.  2590,  Lot 
No.  1,  Block  No.  2591,  Lot  No.  1  and  34,  Block  No.  2592, 
Lot  No.  1  and  34,  Block  No.  2593,  Lot  No.  1  and  34,  Block 
No.  2594,  Lot  No.  1  and  34,  Block  No.  2595,  Lot  No.  1, 
Block  No.  2596,  Part  of  Lot  No.  1,  Block  No.  2600,  Lot  No. 

1  and  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  and 
50,  Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44,  Block  No. 
2603,  Lot  No.  1,  Block  26094,  Lot  No.  1,  Block  No.  2605, 
Lot  No.  1  and  Block  2606,  Lot  No.  1),  Maspeth,  Borough 
of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
June  24,  1942,  on  N.  B.  Applic.  No.  852-42,  reads: 

“2.  Proposed  building  is  in  excess  of  15  ft.  in  height 
contrary  to  Section  4.2.1.  for  Class  5  buildings.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
one  story  (61  ft.)  in  height,  80  ft.  by  40  ft.  in  area;  of 
Class  5  construction ;  located  in  an  unrestricted  use  district 
and  used  as  a  transformer  service  building;  and 

Whereas,  the  applicant  contends  that  the  proposed  trans¬ 
former  service  building  is  to  be  used  in  connection  with  the 
aluminum  plant  and  is  of  special  construction  adopted  by  the 


796 


MINUTES 


Aluminum  Company  of  America.  This  building  has  been 
built  and  used  successfully  all  over  the  country  under  all 
kinds  of  conditions  and  has  been  carefully  designed  and 
standardized  for  their  system  of  operations.  The  unit  is  of 
minimum  size  necessary  for  the  efficient  operation  and  main¬ 
tenance  of  the  transformers.  Any  other  size  and  type  of 
building  would  create  an  undue  hardship  on  the  Aluminum 
Company  of  America  acting  as  agents  for  the  Defense  Plant 
Corporation. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  No.  852-42,  Obj.  No.  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  over  1  story  in 
height  and  shall  not  exceed  01  ft.  as  proposed;  that  the 
building  in  all  other  respects  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  this  variance 
shall  continue  only  during  the  present  war  emergency  and 
for  one  ( 1 )  year  threeafter. 


521-42-A. 

APPLIC  ANT — Alexander  D.  Crossett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer¬ 
ica,  lessee). 

SUBJEC  1 — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AEFECTED — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek,  Maspeth,  Bor¬ 
ough  of  Queens. 

(Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2257,  Lot  Nos.  2,  16,  31, 

Block  No.  2235,  Lot  Nos.  1,  225,  300,  330, 

Block  No.  2236,  Lot  Nos.  70,  75,  30, 

Block  No.  2588,  Lot  Nos.  1,  50, 

Block  No.  2589,  Lot  No.  1,  50, 

Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34, 
Block  No.  2590,  Lot  No.  1, 

Block  No.  2595,  Lot  No.  1, 

Block  No.  2596,  Lot  No.  1-pt 
Block  No.  2600,  Lot  Nos.  1,  45, 

Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44  50 
Block  No.  2602,  Lot  Nos.  1,  37,  40  44 
Block  Nos.  2603,  2604,  2605  and  2606,  Lot  No.  1), 
(Machine  Shop  Building,  No.  44). 
APPEARANCES— 

For  Applicant  :  C.  Lindstrom,  C.  J.  Sheehan  and 
Geo.  K.  Liggett. 

For  Administration:  Fred  Dahlem  and  Chas.  M. 

.  >T  McWilliams,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  n 


THE  RESOLUTION  (521-42-A) 

Whereas,  Alexander  D.  Crosett,  for  Aluminum  Co.  of 
America,  as  agent,  tor  Defense  Plant  Corporation,  owner, 
hied  on  June  29,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  47-19  Grand  evc- 
nue  entire  premises  bounded  bv  Grand  avenue,  Page  place 
56th  road,  Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257,  Lot  No.  2,  16,  31,  Block  No.  2256,  Lot  No.  60.  61  63 
150,  153,  155,  Block  No.  2235,  Lot  No.  1,  225,  300,  330,  Block 
No.  2236,  Lot  No.  70,  75  and  30,  Block  No.  2588,  Lot  No  1 
and  50,  Block  No.  2589,  Lot  No.  1,  Block  No.  2590,  Lot 
No.  1,  Block  No.  2591,  Lot  No.  1  and  34,  Block  No.  2592, 
Lot  No.  1  and  34,  Block  No.  2593,  Lot  No.  1  and  34,  Block- 
No.  2594,  Lot  No.  1  and  34,  Block  No.  2595,  Lot  No.  1, 
Block  No.  2596,  Part  of  Lot  No.  1,  Block  No.  2600,  Lot  No’ 
1  and  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  and 
50,  Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44,  Block  No. 
2603,  Lot  No.  1,  Block  26094,  Lot  No.  1,  Block  No.  2605, 
Lot  No.  1  and  Block  2606,  Lot  No.  1),  Maspeth,  Borough 
of  Queens ;  and 


Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Applic.  No.  853-42,  dated  June  24,  1942,  reads: 

“2.  Building  is  in  excess  of  height  and  area  per¬ 
mitted  for  Class  5  construction,  Section  4.2.1  of  Build¬ 
ing  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
one  story  (31  ft.)  in  height;  420  ft.  by  90  ft.  in  area;  of 
Class  5  construction ;  ecjuipped  with  a  standpipe  system ; 
located  in  an  unrestricted  use  district;  and  used  as  machine 
shop ;  and 

Whereas,  the  applicant  contends  that  the  proposed  ma¬ 
chine  shop  building  is  to  be  used  in  connection  with  the 
aluminum  plant  and  is  of  special  construction  adopted  by 
the  Aluminum  Company  of  America.  This  type  of  building 
has  been  built  and  operated  successfully  all  over  the  country 
under  all  kinds  of  conditions  and  has  been  carefully  de¬ 
signed  and  standardized  for  their  system  of  operation. 
The  unit  is  of  minimum  size  necessary  for  the  efficient 
operations  and  maintenance  as  a  machine  shop.  Any  other 
size  and  type  of  building  would  create  an  undue  hardship 
on  the  Aluminum  Company  of  America,  acting  as  an  agent 
for  the  Defense  Plant  Corporation. 

Resoli>ed,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  No.  853-42,  Obj.  No.  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area  beyond  the  dimensions  as  stated;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  for  the  use 
as  proposed ;  that  this  variance  shall  continue  only  during 
the  term  of  the  present  war  emergency  and  for  one  (1) 
year  thereafter. 


522-42-A. 

APPLICANT — Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer¬ 
ica,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek,  Maspeth,  Bor¬ 
ough  of  Queens. 

(Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2257,  Lot  Nos.  2,  16,  31, 

Block  No.  2235,  Lot  Nos.  1,  225,  300,  330, 

Block  No.  2236,  Lot  Nos.  70,  75,  30 
Block  No.  2588,  Lot  Nos.  1,  50, 

Block  Nos.  2589,  2590,  Lot  No.  1, 

Block  Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34, 
Block  No.  2595,  Lot  No.  1, 

Block  No.  2596,  Lot  No.  1-pt., 

Block  No.  2600,  Lot  Nos.  1.  45, 

Block  No.  2601,  Lot  Nos.  1,  21,  28,  34.  40,  44,  50. 
Block  No.  2602,  Lot  Nos.  1,  37,  40,  44, 

Block  Nos.  2603,  2604,  2605,  2606,  Lot  No.  1), 
(Gate  House  Building). 

APPEARANCES— 

For  Applicant :  C.  Lindstrom,  C.  J.  Sheehan  and 
Geo.  K.  Liggett. 

For  Administration:  Fred  Dahlem  and  Chas.  M. 
McWilliams,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (522-42-A) 

Whereas,  Alexander  I).  Crosett,  for  Aluminum  Co.  of 
America,  as  agent,  for  Defense  Plant  Corporation,  owner, 
filed  on  June  29,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  47-19  Grand  ave¬ 
nue,  entire  premises  bounded  by  Grand  avenue,  Page  place. 
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56th  road,  Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257,  Lot  No.  2,  16,  31,  Block  No.  2256,  Lot  No.  60,  61,  63, 
150,  153,  155,  Block  No.  2235,  Lot  No.  1,  225,  300,  330,  Block 
No.  2236,  Lot  No.  70,  75  and  30,  Block  No.  2588,  Lot  No.  1, 
and  50,  Block  No.  2589,  Lot  No.  1,  Block  No.  2590,  Lot 
No.  1,  Block  No.  2591,  Lot  No.  1  and  34,  Block  No.  2592, 
Lot  No.  1  and  34,  Block  No.  2593,  Lot  No.  1  and  34,  Block 
No.  2594,  Lot  No.  1  and  34,  Block  No.  2595,  Lot  No.  1, 
Block  No.  2596,  Part  of  Lot  No.  1,  Block  No.  2600,  Lot  No. 

1  and  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  and 
50,  Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44,  Block  No. 
2603,  Lot  No.  1,  Block  26094,  Lot  No.  1,  Block  No.  2605, 
Lot  No.  1  and  Block  2606,  Lot  No.  1),  Maspeth,  Borough 
of  Queens ;  and 

Wherkas,  the  decision  of  the  borough  superintendent  on 
N.B.  Application  No.  874-42,  dated  June  24,  1942,  reads: 

“3.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  building  Code. 

4.  Provide  adequate  foundation  for  filled  ground.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
one  story  (11  ft.  6  in.)  in  height;  38  ft.  by  25  ft.  6  in.  in 
area;  of  Class  4  construction;  located  in  an  unrestricted 
use  district  and  occupied  as  a  gate  house;  and 

Whereas,  the  applicant  contends  it  is  proposed  to  erect 
a  temporary  frame  gate  house  building  to  remain  only  for 
the  duration  of  the  war.  This  building  to  be  used  by  em¬ 
ployees  only  and  is  not  to  be  used  for  manufacturing. 
The  War  Production  Board  will  not  permit  the  use  of  steel 
and  concrete  for  this  temporary  building.  This  building 
to  be  used  in  connection  with  the  Aluminum  Plant  and  to 
be  operated  by  the  Aluminum  Company  of  America.  As 
time  is  essential  to  the  interest  of  National  Defense  frame 
construction  is  desirable  because  of  its  speed  of  erection. 
The  bearing  value  of  the  soil  is  assumed  at  1500  lbs.  per 
sq.  ft.  A  letter  from  the  Aluminum  Company  assuming 
responsibility  for  any  deterioration  that  may  take  place  in 
this  building  is  on  file  with  the  Department  of  Housing  and 
Buildings. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  No.  874-42,  Obj.  Nos.  3  and  4,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area  and  shall  be  occupied  substantially 
as  proposed ;  that  this  variance  shall  continue  only  during 
the  term  of  the  present  war  emergency  and  for  one  (1) 
year  thereafter;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


538-42-A. 

APPLICANT— R.  G.  and  W.  M.  Cory,  for  Frank  G.  Shat- 
tuck  Company,  owner  (Wallace  and  Company, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 160-466  Smith  street  and  202- 
218  Huntington  street,  southwest  corner  (Block  No. 
476,  Lot  No.  19),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant:  Theodore  Barbato  and  Walter  M. 
Cory. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (538-42-A) 

Whereas,  R.  G.  and  W.  M.  Cory,  for  Frank  G.  Shattuck 
Co.,  owner,  filed  July  6,  1942,  an  appeal  from  a  decision  of 
the  borough  superintendent,  premises  460-466  Smith  street 
and  202-218  Huntington  street,  southwest  corner  (Block  No. 
476,  Lot  No.  19),  Borough  of  Brooklyn ;  and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  26,  1942,  re  Alt.  Applic.  No.  1081-42,  reads: 

“1.  Method  for  substituting  of  Col.  capitals  in  flat 
slab  construction  does  not  agree  with  B.  S.  &  A.  Ap¬ 
proval.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (48  ft.  4  in.)  in  height,  94  ft.  6  in.  by  185  ft.  6  in. 
in  area ;  of  Class  1  construction ;  equipped  with  a  sprinkler 
system;  located  in  an  unrestricted  district;  erected  in  1917 
and  occupied  for  the  manufacture  of  candy,  35  persons  on 
the  1st  floor,  200  on  the  2nd  floor  and  50  on  the  3rd  floor, 
for  which  no  certificate  of  occupancy  has  been  issued;  ancl 

Whereas,  the  applicant  contends  that  this  is  an  altera¬ 
tion  job  involving  the  construction  of  a  mezzanine  floor  in 
portion  of  first  story  around  existing  columns,  which  makes 
it  impossible  to  use  the  H  stubs  in  connection  with  the  steel 
grillages,  in  lieu  of  which  it  is  intended  to  use  1  in.  square 
anchor  bars  at  the  intersecting  members  of  the  grillages  to 
anchor  same  to  the  new  6  in.  reinforced  concrete  shells 
around  the  existing  round  columns.  The  grillages  are  de¬ 
signed  in  accordance  with  the  Board  of  Standards  and 
Appeals  approval  with  exception  of  the  H  anchorage  as 
above  mentioned.  Calculations  and  details  of  grillages  have 
been  filed  with  the  Dept,  of  Buildings;  and 

Whereas,  from  an  examination  of  alteration  application 
1081-42,  filed  with  the  borough  superintendent,  it  appears 
that  it  is  proposed  to  install  a  reinforced  concrete  flat  slab 
(smooth  ceiling  system)  on  the  mezzanine  floor  over  por¬ 
tion  of  1st  floor,  new  mezzanine  to  have  120  lbs.  live  load 
for  storage  purposes.  New  floor  to  be  supported  on  6  in. 
concrete  spirally  reinforced  jacket  around  the  existing  col¬ 
umns  except  where  additional  columns  will  be  required,  such 
additional  columns  to  be  supported  on  new  pile  footings.  It 
is  also  proposed  to  construct  numerous  hollow  tile  partitions, 
some  with  cork  insulation  set  in  cement  mortar  and  to  pro¬ 
vide  new  door  on  Huntington  street  front  and  supports  for 
tanks  on  roof ;  and 

Whereas,  the  Board  deemed  that  the  proposed  construc¬ 
tion  wherein  the  column  capital  and  drop  panel  are  elim¬ 
inated  is  consistent  with  the  Wheeler  system,  as  approved 
for  general  use  by  the  Board  under  Cal.  No.  841-40-SM. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1081-42,  Obj.  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  steel  framing  shall  be  examined  and 
checked  for  stress  values  by  the  borough  superintendent; 
that  in  order  to  obtain  anchorage  at  the  column  a  collar 
shall  be  provided  consisting  of  two  semi-circular  sections  of 
rolled  channels  with  brackets  and  drawn  tightly  against  the 
column  by  bolting  and  that  the  steel  framing  shall  be  welded 
top  and  bottom  to  such  collar  at  each  column ;  that  all 
stresses  shall  be  within  the  permitted  Code  values;  that  the 
proposed  concrete  shell  shall  be  thoroughly  bonded  to  exist¬ 
ing  concrete  columns  to  the  satisfaction  of  the  borough 
superintendent. 


550-42-A. 

APPLICANT — Peter  A.  Strobel,  for  Defense  Plant  Cor¬ 
poration  of  U.  S.  A.  (Republic  Steel  Corporation, 
agent  for  owner). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 160  Scott  avenue,  southeast 
corner  of  Scholes  street  (Block  No.  2972,  Lot  Nos. 
1  and  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Peter  A.  Strobel  and  A.  G.  Maygar. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 
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||  THE  RESOLUTION  (550-42-A) 

Whereas,  Peter  A.  Strobel,  for  Republic  Steel  Corpora- 
|  tion,  as  Agents  for  Defense  Plant  Corporation,  owners,  filed 
|  on  July  9,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  the  premises  of  160  Scott  avenue, 
southeast  corner  Scholes  street  (Block  No.  2972,  Lot  Nos. 
1  and  25),  Borough  of  Brooklyn;  and 

W  hereas,  the  decision  of  the  borough  superintendent 
dated  July  7,  1942  on  N.B.  Application  305-42,  reads: 

“3.  Construction — Proposed  building  of  approxi¬ 
mately  100,000  sq.  ft.  area  to  comply  with  section  4.2.1 
as  to  fireproof  construction  requirement.” 

l  and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one-story  in  area  of  Class  3  and  4  construction, 
equipped  with  a  sprinkler  system  located  in  an  unrestricted 
use  district  and  used  as  a  steel  tube  mill  with  an  occupancy 
of  220  persons;  and 

Whereas,  the  applicant  contends  that  it  has  been  pre¬ 
vented  by  priorities  from  using  steel  trusses,  roof  purlins  or 
steel  windows,  that  the  nature  of  the  use  of  the  building 
as  proposed  prevents  the  introduction  of  fire  walls  by  reason 
of  the  continuous  line  production  and  crane  operation  neces¬ 
sary  in  the  manufacturing  process.  The  building  will  be 
I  used  essentially  for  the  production  of  war  materials  and  will 
be  constructed  of  steel  columns  supporting  crane  girders 
and  continuing  up  to  support  wood  roof  trusses.  Wood 
roof  joists  spanning  between  trusses  and  wood  plank  roof 
deck  will  be  surfaced  with  mineral  surface  built-up  roofing. 

I  Wood  frame  monitors  will  be  constructed  on  the  roof. 
Exterior  walls  will  be  brick  to  a  height  of  22  feet  above 
mill  floor  and  wood  stud  above  surfaced  on  the  exterior 
with  vertical  boards  and  battens.  The  building  will  have 
i  wood  sash  throughout  except  in  the  low  extension  housing 
the  furnaces.  Concrete  floors  will  be  provided  throughout. 
The  low  extension  housing  furnaces  will  have  brick  walls 
and  concrete  beam  and  slab  roof. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  305-42  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
\  that  the  building  shall  not  be  increased  in  height  or  area 
j  and  shall  be  constructed  substantially  as  proposed  and  for 
the  use  as  set  forth ;  that  the  soffit  and  sides  of  the  lowest 
cord  of  the  wood  trusses  shall  be  protected  with  asbestos 
millboard  moulded  vermiculite  concrete  in  sheet  form  or 
|j  equivalent  not  less  than  inch  in  thickness ;  that  this  vari¬ 
ance  shall  continue  only  during  the  term  of  the  present  war 
i  emergency  and  for  one  year  thereafter ;  that  the  proposed 
(j  construction  of  this  building  within  the  bed  of  Seneca  ave¬ 
nue  is  not  included  in  this  resolution  unless  a  variance  is 
granted  by  the  Board  under  its  powers  under  section  35  of 
the  General  City  Law  under  Cal.  No.  553-42A  which  has 
been  set  for  hearing  on  July  28,  1942. 


349-37-A. 

APPLICANT — A.  H.  Salkowitz,  for  Dr.  Irving  Michlin, 
owner. 

•SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  commissioner  of  buildings. 

PREMISES  AFFECTED — 2256  Bronx  Park  East,  south¬ 
east  corner  of  Thwaites  place  (Block  No.  4331,  Lot 
Nos.  24  and  25),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Dr.  Irving  Michlin. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (349-37-A) 

Whereas,  A.  H.  Salkowitz,  for  Dr.  Irving  Michlin, 

owner,  filed  July  8,  1937,  an  appeal  from  a  decision  of  the 


commissioner  of  buildings,  affecting  premises  2256  Bronx 
Park  East,  southeast  corner  of  Thwaites  place  (Block  No. 
4331,  Lot  Nos.  24  and  25),  Borough  of  The  Bronx;  and 
Whereas,  this  appeal  was  granted  by  the  Board  July 

16,  1937,  on  certain  conditions,  resolution  amended  October 

17,  1939,  and  applicant  requested  an  extension  of  the  permit. 
Resolved ,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  the  resolution  of  July  16,  1937,  as  amended 
October  17,  1939,  only  in  so  far  as  it  has  reference  to  the 
term  of  the  permit  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“Granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  amended  resolution  to  permit  .  .  .” 


1064-39-A. 

APPL1CAN  T- — Cortland  Realty  Company  of  New  York, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (Appeal  previ¬ 
ously  granted  on  condition  re  order  of  the  fire 
commissioner). 

PREMISES  Abb EL  I  ED — 45-17  Pearson  street,  east  side, 
150  ft.  south  of  Northern  boulevard  (Block  No. 
84,  Lot  Nos.  9,  10  and  11),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  J.  E.  Melini  and  Arnold  Levine. 
AC1ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

TnEVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  q 

THE  RESOLUTION  (1064-39-A) 

Whereas,  Cortland  Realty  Company  of  New  York,  owner, 
filed  August  23,  1939,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  45-17  Pearson  street,  east 
side,  150  ft.  south  of  Northern  boulevard  (Block  No.  84, 
Lot  No.  11),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  this  appeal  was  granted  by  the  Board  December 
12,  1939,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  12,  1939,  by  add¬ 
ing  thereto  : 

“that  in  the  event  the  building  is  equipped  with  a  two 
source  sprinkler  system  throughout  meeting  the  require¬ 
ments  of  the  Code  therefor,  the  requirements  of  this 
order  for  a  standpipe  may  be  waived,  provided  a  Cer¬ 
tificate  of  Occupancy  for  the  proposed  occupancy  is  ob¬ 
tained  from  the  borough  superintendent ;  that  the  build¬ 
ing  shall  comply  in  all  other  respects  for  the  proposed 
factory  occupancy 


690-41-A. 

APPLICANT— Benjamin  Englander,  lessee,  for  Carolina 
Heinlein,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner  (previously 
granted  on  condition). 

PREMISES  AFFECTED— 117-121  West  128th  street, 
north  side,  200  ft.  west  of  Lenox  avenue  (Block 
No.  1913,  Lot  Nos.  20,  21  and  22),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  Abrahams  and  Benj.  Eng¬ 
lander. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ^  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (690-41-A) 

Whereas,  Benjamin  Englander,  lessee,  for  Carolina 
Heinlein,  owner,  filed  July  24,  1941,  an  appeal  from  an  or¬ 
der  and  decisions  of  the  fire  commissioner;  premises  117- 
121  West  128th  street,  north  side,  200  ft.  west  of  Lenox 
avenue  (Block  No.  1913,  Lot  Nos.  20,  21  and  22),  Borough 
of  Manhattan;  and 

Whereas,  this  appeal  was  granted  by  the  Board  April 
28,  1942,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  28,  1942  so  that  as 
amended  the  resolution  shall  read: 

“That  the  Order  of  the  fire  commissioner,  No. 
10636-LF,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  an  approved  thermostat  alarm  system 
shall  be  installed  throughout  the  building;  that  such 
thermostat  alarm  system  shall  be  connected  to  fire  head¬ 
quarters  through  an  approved  central  station;  that  hav¬ 
ing  also  connected  thereto  a  manual  control  box  located 
on  the  street  floor  to  give  such  an  alarm  to  fire  head¬ 
quarters  through  a  central  station ;  that  such  system 
shall  also  actuate  a  warning  gong  located  where  audible 
to  attendant ;  that  the  storage  of  hay  and  feed  through¬ 
out  the  building  shall  be  maintained  in  rooms  separated 
from  the  balance  of  the  floor  by  fire-retarded  walls 
and  ceilings  of  one  hour  fire-resistive  rating;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct ;  that  the  hay  shall  be 
normally  stored  in  bales  with  only  such  bales  open  as 
are  necessary  at  feeding  time ;  that  non-smoking  signs 
shall  be  posted  throughout  the  building  as  the  fire  com¬ 
missioner  shall  direct ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


APPLIANCES  AND  MATERIAL  SUBMITTED 
FOR  APPROVAL. 

6-37-SA. 

APPLICANT — Diesel  Oil  and  Burner  Corporation  of  New 
York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  approval  of  Diesel 
American  Oil  Burner,  Models  DA-0,  DA-2  and 
DA-3  (previously  approval  re  Model  DA-1). 

APPEARANCES— 

For  Applicant :  J.  H.  Sideron. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  the  Committee  on  Tests. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


454-41-SM. 

APPLICANT — Samuel  Rosenblum,  for  Superior  Fireproof 
Door  and  Sash  Company,  Incorporated,  owner. 
SUBJECT — Superior  One  Hour  Hollow  Steel  Fire  Door, 
approval  of. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0| 

THE  RESOLUTION  (454-41-SM) 

Whereas,  Samuel  Rosenblum,  for  the  Superior  Fireproof 
Door  and  Sash  Co.,  Inc.,  owner,  filed  on  May  16,  1941,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  the  Superior  One  Hour 
PIollow  Steel  Fire  Door;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Tune  29,  1942. 

Re  :  Cal.  No.  454-41-SM. 

Subject:  Superior  One  Hour  Hollow  Steel  Fire  Door, 
Approval  of. 

The  Superior  Fireproof  Door  and  Sash  Company, 
Inc.,  Bronx,  New  York,  filed  on  May  16,  1941,  with  the 
Board  of  Standards  and  Appeals  an  application  for 


989-39-SM. 

APPLICANT — Medusa  Portland  Cement  Company,  owner. 

SUBJECT — Medusa  Medco  High  Early  Strength  Portland 
Cement,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  of  ma¬ 
terial  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


approval  under  the  requirements  of  Section  C26-178.0,b 
of  its  material  known  as  the  Superior  One  Hour  Hollow 
Steel  Fire  Door  for  use  under  Sections  C26-661.0  and 
C26-662.0  of  the  Administrative  Code. 

The  Superior  One  Hour  Hollow  Steel  Fire  Door 
(Fig.  1)  is  constructed  as  follows:  Stiles  and  rails  of 
not  less  than  18  gauge  steel  with  inside  edges  grooved 
to  receive  interlocking  steel  channel  of  #  14  gauge  steel 
and  flanges  of  panel  moulding  (G).  The  stiles  (A) 
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are  constructed  similar  to  top  and  bottom  rails  except 
stiles  are  in  one  piece  of  No.  18  gauge  steel.  Stiles  and 
rails  are  filled  with  strips  of  cellular  asbestos  to  a 
thickness  of  \y  (A). 

Panel  “C‘ 

Constructed  of  not  less  than  #18  gauge  steel,  in¬ 
sulated  by  not  less  than  Vs"  asbestos  board ;  all  cemented 
together  to  form  finished  panel  approximately  7/16" 
thick.  Panels  are  secured  in  groove  of  panel  moulding 
(G)  not  less  than  y.  Panel  moulding  (G)  to  consist 
of  #20  gauge  steel. 

Hardware 

All  cutting  and  fitting  for  hinges  and  locks  are  done 
from  templates  at  factory.  Depressed  reinforcing  plates 
“F”  of  steel  %"  thick  are  welded  to  hinge  and  lock 
stiles,  drilled  and  tapped  for  attachment  of  finished 
hardware. 

Assembly 

The  panel  “C”  is  fitted  into  $4"  rabbet  formed  in 
panel  moulding  “G”  around  four  sides  of  the  panel  and 
is  mitred  and  welded  at  the  corners.  *4"  vent  holes  2" 
O.C.  at  both  sides  and  at  top  of  panel  are  provided. 
The  reinforcing  channels  of  14  gauge  steel  are  inserted 
in  top  and  bottom  rails  extending  full  width  of  door 
and  spot  welded  1"  O.C.  (D  &  E).  The  rail  and 
stiles  are  joined  at  top  and  bottom  (B)  by  a  continuous 
arc  weld  both  sides  of  door.  The  stiles  and  rails  are 
fitted  over  panel  moulding  with  the  grooved  inside  edges 
of  the  stiles  and  rails  engaging  the  outer  flanges  of  the 
panel  moulding  (G),  and  fastened  by  No.  6  Parker 
screws  located  12"  up  from  bottom  rail  and  12"  down 
from  top  rail  and  not  over  18"  O.C. 

A  sample  door,  6  ft.  8  in.  by  4  ft.,  provided  with 
four  4 Zi"  half  surface  steel  butts  and  a  single  point 
lock  with  a  y  throw  was  subjected  to  a  fire  and  hose 
stream  test  in  accordance  with  the  requirements  of  Art. 
11,  Group  18  of  the  Administrative  Code  (See  Report 
of  the  Underwriter’s  Laboratories,  Inc.,  dated  April  6, 
1936)  and  withstood  the  test  by  successfully  preventing 
the  passage  of  smoke  and  flames.  The  application  of 
the  hose  stream  had  no  effect  on  the  structural  stability 
of  the  assembly.  At  the  30  minute  period  the  average 
temperature  rise  on  the  unexposed  side  was  455°  F., 
which  was  below  the  650°  F.  rise  permitted  by  Section 
C26-610.0,e. 

On  the  basis  of  the  foregoing  data  the  Committee 
on  Tests  recommends  the  approval  of  the  Superior  One 
Hour  Hollow  Steel  Fire  Door,  when  constructed  as 
described  herein,  and  as  shown  in  Fig.  1,  as  having  met 
the  fire  resistive  requirements  for  a  rating  of  one  hour 
for  use  as  an  opening  protective  assembly  in  fireproof 
partitions  when  used  alone  or  in  pairs.  The  Committee 
also  recommends  approval  as  a  fireproof  door  for  use 
under  the  Multiple  Dwelling  Law,  Art.  1,  Sec.  4,  Item 
10,  which  provides  for  a  fire  resistive  rating  of  one 
hour  when  used  in  fireproof  partitions.  All  opening 
protective  assemblies  manufactured  under  this  approval 
shall  be  marked  and  inspected  as  provided  in  the  Rules 
for  Inspection  of  Approved  Opening  Protective  As¬ 
semblies. 

(Sgnd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Superior  One 
Hour  Steel  Fire  Door,  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


779-41-SM. 

APPLICANT — Certain-Teed  Products  Corporation,  owner. 

SUBJECT— Certain-Teed  Gypsteel  Precast  Short  Span 
Gypsum  Roof  Slabs  (3"  x  12"  x  30",  solid),  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

AC  II ON  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  n 


THE  RESOLUTION  (779-41-SM) 

Whereas,  the  Certain-Teed  Products  Corp.,  owner,  .filed 
on  July  31,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Certain- 
Teed  Gypsteel  Precast  Short  Span  Gypsum  Roof  Slabs 
(3"  x  12"  x  30"  solid)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  779-41-SM  y  ’ 

Subject:  Certain-!  eed  Gypsteel  Precast  Short  Span 
Gypsum  Roof  Slabs  (3"  x  12"  x  30"  solid),  ap¬ 
proval  of. 

The  Certain-Teed  Products  Corp.  of  New  York  City 
filed  on  July  31,  1941  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  their  material 
known  as  Certain-Teed  Gypsteel  Precast  Short  Span 
Gypsum  Roof  Slabs  (3"  x  12"  x  30"  solid)  under 

SrS'0AnV6,n\9<RbtOOJ'1)'  C2t625'P  (10.3.7),  and 

lzo  ozo.u  (tU.3.8)  for  use  on  subpurlins  on  horizontal 

and  sloping  roofs.  Gypsteel  Precast  Short  Span  Gyp¬ 
sum  Roof  Slabs  are  made  from  processed  or  synthentic 
gypsum  complying  with  A.S.T.M.  C-22-25  and  produced 
under  constant  laboratory  control.  It  meets  the  re¬ 
quirements  when  tested  as  provided  for  in  ASTM 
C26-39. 


Gypsteel  Precast  Short  Span  Gypsum  Roof  Slabs 
are  rectangular  reinforced  units  3"  thick,  12"  wide  and 
30  long.  They  are  manufactured  from  calcined  gvp- 
sum,  mined  and  processed  in  their  own  plants,  meeting 
the  requirements  of  C26-312.0d,  and  which  is  intimately 
mixed  with  not  more  than  3%  by  dry  weight  of  wood 
planer  shavings.  The  slabs  are  reinforced  longitudin¬ 
ally  by  two  3/16"  diameter  steel  rods  located  y2"  from 
the  bottom  surface.  These  rods  are  first  placed  in  a 
steel  form  where  they  are  held  in  position  by  lugs  and 
the  mixture  of  calcined  gypsum  and  shavings  is  then 
poured  into  the  form  and  troweled  to  a  level  surface. 
After  the  composition  has  taken  its  set,  the  slabs  are 
kiln  dried  and  are  ready  for  shipment. 

Tests 


Tests  were  performed  bv  the  Pittsburgh  Testing 
Laboratories  (File  No.  9489.12)  on  samples  of  the 
material  selected  by  a  representative  of  the  Buffalo 
Building  Department  and  witnessed  by  the  undersigned 
members  of  the  Committee  on  Tests. 

The  Gypsum  slabs  were  3"  thick,  12"  wide  and  30" 
long.,  reinforced  longitudinally  with  two  30"  long  x 
3/16"  diameter,  cold  drawn  steel  rods,  placed  y2"  above 
the  bottom  of  the  slabs  and  3"  from  each  side.  The 
test  slabs  were  placed  on  the  inside  flange  of  two  “T” 
bars  spaced  at  30",  thus  forming  a  support  for  the  three 
point  loading  test.  A  wooden  platform  was  then  placed 
on  the  slab  with  two  2  x  4’s  spaced  at  5"  on  each  side 
of  the  center  line  and  nailed  to  the  bottom  of  the  plat¬ 
form.  The  platform  or  slab  was  then  loaded  with  iron 
pigs  of  predetermined  weight,  until  the  loading  collapsed 
the  test  slab.  The  four  slabs  tested  gave  the  following 
results : 
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Slab  No. 

Area  Sq.  Ft. 

Total 
Load- Lbs. 

Lbs./Sq.  Ft 

1 

2.5 

1424 

570 

2 

2.5 

1351 

540 

3 

2.5 

1162 

460 

4 

2.5 

1453 

581 

Average  538 

The  loading  of  each  test  slab  took  from  eight  to  ten 
minutes  each. 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Certain-Teed  Gpy- 
steel  Precast  Short  Span  Gypsum  Roof  Slabs  (3"  x  12" 
x  30"  solid)  under  C26-626.0  (10.3.8)  for  loads  based 
on  the  requirements  for  roof  loads  as  provided  in 
C26-347.0  (7.3.2.S)  and  under  C26-625  (10.3.7)  in 
Special  Roof  Construction  as  provided  therein.  Ap¬ 
proval  is  also  recommended  under  C26-619.0  (10.3.1) 
for  roofs  of  Class  1  and  Class  2  Construction  where 
the  fire-protective  covering  is  permitted  to  be  omitted 
from  roof  trusses  as  provided  in  C26-618.0b  (10.2.8). 
Tn  all  cases,  not  less  than  1"  bearing  shall  be  provided 
and  that  the  tile  shall  be  supported  at  each  end. 

It  is  further  recommended  that  this  material  be 
labeled,  stamped  or  marked  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City, 
Cal.  No.  779-41-SM.” 

The  material  covered  herein  was  previously  approved 
for  the  Structural  Gypsum  Division  of  the  American 
Cyanamid  and  Chemical  Corporation  under  Cal.  No. 
545-38-SM.  Since  the  issuance  of  such  approval  the 
rights  to  and  the  manufacturing  processes  have  been 
purchased  by  the  Certain-Teed  Products  Corp. 

(Sgnd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Certain-Teed  Gypsteel 
Precast  Short  Span  Gypsum  Roof  Slabs  (3"  x  12"  x  30" 
solid),  on  condition  that  the  material  be  manufactured,  in¬ 
stalled  and  labelled  stamped  or  tagged  in  accordance  with 
above  report. 


170-42-SM. 

APPLICANT— Jones  and  Brown,  Incorporated,  owner. 
SUBTECT — Inselbric,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (170-42-SM) 

Whereas,  Tones  and  Brown,  Inc.,  owner,  filed  on  March  2, 
1942,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Inselbric;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

June  29,  1942. 

Re:  Cal.  No.  170-42-SM 

Subject:  Inselbric,  approval  of.  I 

Jones  &  Brown,  Inc.  of  Pittsburgh,  Pa.  filed  March  j 
2,  1942  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  “Insel-| 
brie”  under  the  provisions  of  C26-248.0  (4.1.3)  of  the 
Administrative  Building  Code. 

This  material  consists  of  a  inch  fibre  board  (Celo-| 
tex)  base  saturated  both  sides  and  coated  on  the  ex- 1 
terior  surface  with  asphalt  mastic  so  that  same  is 
cemented  solidly  to  the  fibre  board.  The  surface  on 
which  the  designs  are  made  consists  of  a  high  melt 
point  coating  asphalt  with  various  colored  crushed  brick 
granules  embedded  therein  and  designed^  generally  to 
simulate  the  appearance  of  brick  siding.  The  edges  are 
of  ship  lap  construction.  The  panels  are  14  inches  by 
43  inches  in  size  and  are  provided  with  prefabricated 
nail  holes  (for  six  penny  nails)  spaced  approximately 
6  in.  on  centres,  so  designed  to  seal  the  nails  in  mastic 
Each  panel  contains  32  metal  anchors  which  secure  the 
combination  of  asphalt  and  simulated  brick  granules 
facing  to  the  fibre  board.  The  corners  are  angular 
pieces  33  in.  by  4  in.  by  4  in.  reinforced  with  copper 
wire.  Trim  pieces  are  33  in.  by  4  in.  and  soldier  courses 
are  33  in.  by  8  in.  The  panels  weigh  198  lbs.  per 
square;  the  trim  85  lbs.  per  106.4  lineal  feet;  the  corner 
pieces  68  lbs.  per  42  lineal  ft.  The  material  is  shipped 
in  cartons.  It  is  proposed  to  use  this  material  as  a 
siding  finish  over  wood  sheathing  in  Class  4  construc¬ 
tion  and  as  a  resurfacing  material  over  wood  clap¬ 
board  in  existing  Class  4  construction  in  all  cases  for 
use  in  buildings  outside  the  “Fire  Limits”  and  where 
legally  permitted  as  replacements  within  the  “Fire 
Limits.” 

The  Committee  on  Tests  has  investigated  this  ma¬ 
terial  and  recommends  that  the  material  be  approved 
under  C26-178.0,b  for  use  limited  to  frame  construction 
outside  the  fire  limits  as  provided  for  in  C26-248.0 
(4.1.3)  Administrative  Building  Code,  and  provided 
that  this  material  when  used  in  New  York  City  shall 
have  each  carton  marked  or  labelled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  (outside  Fire  Limits)  under  Cal.  No.  170-42-SM.” 

(Sgnd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests.. 

and  ,  i 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Inselbric,  on  condi¬ 
tion  that  the  material  be  manufactured,  installed  and 
labelled,  stamped  or  tagged  in  accordance  with  above  report. 


373-42-SA. 

APPLICANT — Handy  Folding  Pail  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT — Handy  Folding  Water  Bucket,  10  and  12  Quart 
Capacity,  approval  of 

APPEARANCES— 

For  Applicant:  Milton  Gold. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 
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THE  RESOLUTION  (373-42-SA) 

j  Whereas,  the  Handy  Folding  Pail  Co.,  Inc.,  owner, 
filed  on  May  6,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Handy  Folding  Water  Bucket,  10  and  12  Quart  Ca¬ 
pacity;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
i,  on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


Cal.  No.  373-42-SA 


July  10,  1942. 


Subject:  Handy  Folding  Water  Bucket,  10  Qt.  Capacity 
approval  of. 

The  Handy  Folding  Pail  Company,  Inc.  filed  May  6, 
1942  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Handy  Folding  Water 
Bucket,  10  qt.  Capacity,  under  the  provisions  of  09- 
161.0,  Administrative  Code  and  Sec.  666  S  1  of  the  New 
York  City  Charter. 

This  bucket  is  constructed  of  either  a  13  oz.  Brown 
Army  Paraffined  Duck  or  a  rubberized  material  con¬ 
sisting  of  a  coating  of  a  rubber  compound  between  2 
layers  of  drill,  finished  weight  24  oz.  per  sq.  yard.  The 
convas  is  secured  stitched  about  a  steel  frame  with  not 
less  than  12  stitches  per  inch  of  No.  20,  four  cord, 
left  twist  thread.  The  frame  consists  of  a  black  hot 
rolled  round  edge  strip  steel,  20  to  25  per  cent  carbon, 
y-2.  inch  wide  by  0.109  in.  thick  and  are  joined  at  opposite 
sides  by  hinged  stays.  The  top  ring  of  the  10  qt. 
bucket  is  11  inches  in  diameter  and  of  the  12  qt.  bucket 
11?4  in.  The  bottom  ring  of  the  10  qt.  bucket  is  9 
inches  in  diameter  and  of  the  12  qt.  bucket  10  inches 
in  diameter.  The  hinged  stays  are  made  of  hot  rolled 
pickeled  or  cold  rolled  steel  0.093  inch  thick.  Each 
ring  is  hinged  so  that  it  may  be  folded  on  itself  to 
form  a  semi-circle.  Stays  are  channeled  for  rigidity 
with  convex  surface  outward.  The  hinge  is  such  as  to 
allow  stay  to  fold  completely  on  itself  in  one  direction 
and  to  lock  in  the  horizontal  or  extended  position.  The 
bail  is  made  from  No.  9  gauge  basic  steel  wire.  It 
folds  inside  the  bucket  proper  and  has  an  enameled 
wooden  handle  3j4  in.  long.  Entire  steel  frame  is  block 
enameled.  All  rivets  are  rust-proofed.  The  height 
overall  of  bucket  is  9->J  inches. 

This  bucket  was  examined  and  tested  by  the  Committee 
°n  Tests  for  construction,  resistance  to  leakage  and  ease 
of  handling  which  was  concluded  to  be  adequate  to  the 
purpose. 

On  the  basis  of  this  data,  the  Committee  on  Tests 
recommends  that  the  Handv  Folding  Water  Bucket,  10 
^nd  12  Quart  Capacity,  be  approved  for  emergency  use 
in  New  York  City  in  the  extinguishment  of  incendiary 
bond  fires,  under  the  provisions  of  C19-161.0,  Adminis¬ 
trative  Code  for  u^e  under  the  requirements  of  Local 
Law  No.  25  of  1942  provided  the  bucket  be  constructed 
as  described  in  this  report  and  hear  a  label  reading- 
“Approved  by  the  Board  of  Standards  and  Appeals  for 

rJ  c  cr5enrv  use  in  New  York  City  under  Cal.  No. 
373-42-SA.  ’  When  the  war  emergency  is  over,  the 
use  of  these  containers  shall  be  discontinued. 


(Sgnd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM. 

Commissioner, 


nd 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

pnliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  appliance  known  as  the  Handy  Folding 


Water  Bucket,  10  and  12  Quart  Capacity,  on  condition  that 
the  appliance  be  manufactured  and  labelled,  stamped  or 
tagged  in  accordance  with  the  above  report. 


Adjourned:  4:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


158-41-SM. 

Note:  In  Bulletin  No.  27,  Vol.  27,  issued  July  7,  1942, 
notation  was  made  of  publication  in  a  subsequent  issue  of 
the  Bulletin— this  resolution  is  now  published  as  follows : 

THE  RESOLUTION  (158-41-SM) 

Whereas,  Roddis  Lumber  and  Veneer  Co.,  owner,  filed 
an  application  with  the  Board  of  Standards  and  Appeals 
lor  approval  of  the  material  known  as  the  Roddis  Protex 
45  Door;  and 

i  Whereas,  this  application  was  withdrawn  January  27 
1942,  on  request  of  applicant;  and 
Whereas,  the  applicant  requested  reopening  of  the  appli¬ 
cation  and  consideration  by  the  Board ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board,  and  referred  to  the  Committee  on  Tests  of  the 
Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS. 

Tune  5  1942 

Cal.  No.  158-41-SM  (Vol.  III). 

Subject:  Roddis  Protex  45  Door,  approval  of. 

The  Roddis  Lumber  and  Veneer  Company  of  Marsh¬ 
field,  Wisconsin,  filed  an  application  on  February  21, 
1941  with  the  Board  of  Standards  and  Appeals  for  the 
approval  of  the  Roddis  45  Door  as  an  opening  protec¬ 
tive  assembly  required  to  have  a  fire  resistive  rating  of 
Lt  of  an  hour  under  C26-662.0  of  the  Administrative 
Building  Code. 

Tests  on  samples  were  conducted  in  July,  1941  and 
in  November,  1941,  and  in  both  the  tests  the  samples 
failed  to  meet  the  requirements.  These  tests  constitute 
Volumes  I  and  II  of  the  application.  On  May  15,  1942, 
a  third  sample  of  the  redesigned  door,  was  subjected 
to  a  test,  the  results  of  which  gave  the  Board  a  basis 
tor  considering  the  request  for  approval.  The  specifi¬ 
cations  of  this  last  tested  door  and  the  tests  to  which 
it  was  subjected  are  as  follows : 

,  The  test  sample  was  a  full-sized  door  assembly  con¬ 
sisting  of  a  flush  door  ( Fig.  1 )  mounted  on  a  steel 
frame  combination  buck  and  jamb  without  saddle  The 
door  was  31-15/16"  across  the  width  by  6'  8"  in  height 
by  1%"  in  thickness,  equipped  with  lj y2  pairs  of  olive 
type  Rixson  butts  and  a  Best  Universal  Tubular  Knob 
Latch,  which  was  set  38-7/16"  from  the  bottom  of  the 
door  and  had  a  throw  of  7/16".  The  door  had  a  central 
wood  coie  of  white  pine  block  double  tongue  and 
grooved  at  side  and  single  at  ends,  which  were  covered 
S'^e  a  s^ief,f  °f  woven  asbestos  cloth 

1/16  in  thickness  glued  to  the  core  with  Phenol  resin 
type  glue.  Over  the  asbestos  was  placed  a  1/20" 
veneer  of  cross-banding  which  was  glued  to  the  asbestos 
with  Phenolic  resin.  Over  the  cross  banding  was 

placed  a  1/20"  face  veneer  birch  which  was  applied 
and  secured  to  the  cross  banding  with  the  same  glue. 
Both  sides  of  the  door  were  built  up  in  the  same  man¬ 
ner,  while  around  the  four  sides  a  YA"  double  tongue 
and  grooved  edging  was  applied,  completely  surround¬ 
ing  the  central  core. 

The  entire  assembly  was  mounted  in  the  masonry  of 
the  test  furnace  with  the  samples  swinging  towards  the 
combustion  chamber.  The  door  was  then  submitted  to 
a  test  to  determine  the  fire  resistive  performance  of 
said  door  to  meet  the  requirements  of  C26-662.0  as  a 
file  resistive  door  having  a  rating*  of  three-quarters  of 
an  hour  for  a  period  of  45  minutes  duration  under  tests 
as  provided  in  C26-579.0  to  585.0. 
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MINUTES 


The  sample  was  mounted  in  the  steel  buck  with  a 
clearance  of  1/32"  top,  1/16"  hinge  stile  on  1/16  lock 
stile  with  the  bottom  clearance  of  1/32  ,  which  in  the 
opinion  of  the  Committee,  was  insufficient  as  clear¬ 
ances  should  be  1/16"  all  around,  except  on  the  bottom 
which  should  have  been  3/16  . 


Fire  Test  Sample 

The  fire  test  sample  was  subject  to  a  fire  test  in 
accordance  with  the  requirements  of  ( 26-579.0  with 
readings  taken  from  ten  14  gauge  Chroemel-Alume 
couples  uniformly  spaced  throughout  the  turnace.  All 
temperatures  were  determined  in  accordance  with  the 
provisions  of  C26-581.0.  An  inspection  of  the  curve 
shows  that  the  requirements  thereof  were  substantially 

The  temperature  of  the  unexposed  lace  of  the  sample 
was  observed  by  means  of  three  couples  located  at  the 
center  of  the  panel  and  the  middle  third  of  the  top  and 
bottom. 

Observations  During  Test 

The  weather  was  partly  cloudy  with  a  six  mile  south¬ 
easterly  wind.  Temperature  at  the  start  of  test  was 


in  the  core.  In  all  other  respects  the  door  remained 
in  place  and  met  the  requirements  as  a  4a  minute 
opening  protective  assembly.  Inasmuch  as  there  is  no 
requirement  for  a  hose  stream  test  for  a  fireproof  door, 
this  test  was  not  performed.  The  temperature  at  the 
unexposed  side  at  the  end  of  30  minutes  was  14U  i  .  . 
total  or  net  rise  of  68°  F.  At  the  end  of  45  minutes 
the  total  temperature  on  the  unexposed  face  was  16U 
F.  There  was  some  smoke  at  the  end  of  the  middle 
third  of  the  test  but  in  such  quantities  which  differed  j 
little  from  that  usually  experienced  in  tests  on  kalamem 
doors  previously  approved  by  the  Board. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  the  Roddis  Pro- 
tex  45  Door  when  mounted  in  a  steel  frame  and  of 
construction  details  as  given  in  Figure  1,  as  an  ap¬ 
proved  opening  protective  assembly  for  use  under 
C26-662.0  in  fireproof  partitions  requiring  a  fire  re¬ 
sistive  rating  of  44  of  hour  under  the  Administra¬ 
tive  Building  Code.  It  is  further  recommended  that  the 
doors  be  inspected  and  labelled  as  provided  in  the  In- 


Fig  1 


78°  F.  The  door  performed  as  expected  for  untreated 
wood  doors.  The  face  veneer  on  the  exposed  side 
started  to  flame  and  towards  the  end  of  the  20  minute 
period  some  smoke  was  given  off  the  top  of  the  sample 
into  the  vestibule.  This  continued  until  at  the  end  of 
30  minutes  the  face  veneer  and  cross  banding  were 
practically  consumed  but  it  remained  in  place  along  with 
the  asbestos.  At  the  end  of  40  minutes  the  upper  and 
lower  corners  pulled  away  from  the  stop  beads  about  1 
towards  the  vestibule.  There  was  no  other  change  in 
the  unexposed  side  while  on  the  exposed  side  the 
asbestos  sheet  remained  flat  all  over  the  face  with  small 
vertical  cracks  noted  at  the  center.  At  the  end  of  the 
45  minute  period  the  conditions  remained  the  same  as 
for  the  40  minute  period  except  for  a  slight  discolora¬ 
tion  in  the  upper  left  hand  corner  of  the  door  where 
there  also  was  an  increase  in  the  warping  away  from 
the  stop  bead  of  an  additional  1/a" .  When  the  test  was 
stopped  the  asbestos  was  still  in  contact  with  the  core 
and  there  was  still  some  flaming  of  unconsumed  wood 


spection  of  Opening  Protective  Assembly  Rules  of  the 
Board  governing  the  inspection  of  Approved  Opening 
Protective  Assemblies. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  approval  of  this  ma- 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Roddis  Protex 
45  Door,  on  condition  that  the  material  be  manufactured 
installed  and  labeled,  stamped  or  tagged  in  accordance  wit! 
the  above  report. 
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L.H.K1  iORARI  ORDERS  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS 

On  July  1/,  1942,  petition  and  order  of  certiorari  was  served  on  the 
Board  by  Philip  Adelman,  attorney  for  J.  K.  Construction 
Lorp.,  lessee,  in  re  decision  of  the .  Board  on  July  7,  1942 
denying  request  for  reopening  of  the  application,  which  had 
been  denied,  under  Section  7h  on  January  13,  1942,  for  the 
reason>tnat  Board  deemed  no  new  facts  were  presented 
?io  nc  c,UStl  ,y  3  rehearinU  Cal.  No.  731-41-BZ;  premises 
11  .125r  ?JvePth  avenue  and  147-167  West  17th  street,  Bor¬ 
ough  of  Manhattan.  ’ 


On  July  2W942,  a  petition  and  order  of  certiorari  was  served  on 
tile  Board  by  Benjamin  Kronenberg,  attorney  for  Henry  H 
,nU,^e  jerg’-  ownel}  m „re  decision  of  the  Board  on  June  16! 

denying  under  Section  7h  temporary  parking  of  more 
'h,a“  nve  motor  vehicles  in  a  residence  use  district;  premises 
^2-23  Edgemere  avenue  and  267  Fernside  Place,  Edgemere. 
Borough  of  Queens;  Cal.  No.  1021-41-BZ. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

N°  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceeding's  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appipV 
cation  shall  be  regarded  as  a  mere  notice  of  intention  td 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board.  '  \ 

\  ' , 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 


Minutes  of  Regular  Meeting  July  21,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  222-34-BZ,  86-37-BZ,  700- 

41- BZ,  359-42-S,  360-42-A,  401,42-S,  407-42-A,  445-42-A, 
529-42-A,  579-42-A,  991-41-A,  438-42-A,  333-42-A,  355- 

42- A,  358-42-A,  386-42-A,  387-42-A,  391-42-A,  428-42-A, 

437-42-A,  446-42-A,  459-42-A,  463-42-A,  464-42-S,  511- 
42- A,  574-42-A,  22-42-SM,  308-34-SA,  481-38-SA, 

893-40-SM,  333-39-SM,  681-40-SA,  682-40-SA,  683- 

40-SA,  699-40-SA,  701-40-SA,  727-40-SA,  728-40-SA, 
743-40-SA,  744-40-SA,  767-40-SA,  768-40-SA,  1150- 
40-SA,  339-42-SM  and  424-42-SM. 

Rules  for  Inspection  of  Approved  Opening  Protective 
Assemblies. 


At  the  time  of  filing  an  appeal  or  application,  the  appel- 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  hoard 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  July  21,  1942. 

Cal.  No.  Dept.  Premises  Affected 

566-42-SA— Security  Fire  Door  Company,  Type  DL  In¬ 
terlock,  Appliance. 


567- 42-SA— Security  Fire  Door  Company,  Type  C  Con¬ 
tact,  Appliance. 

568- 42-SA— Security  Fire  Door  Company,  Type  ES 
Emergency  Release,  Appliance. 

569- 42-SA— Security  Fire  Door  Company,  Type  D  Inter¬ 
lock,  Appliance. 


570-42-S — H.B.Q. — 37-32  12th  street,  west  side,  150.14 
ft.  north  of  38th  avenue  (Block  No.  361,  Lot  No.  32), 
Long  Island  City,  Borough  of  Queens,  M-5867-41. 


571-42-A—F.D.— 44-72  11th  street  and  10-57  45th  avenue, 
northwest  corner  (Block  No.  51,  Lot  Nos.  19  and  20), 
Long  Island  City,  Borough  of  Queens,  92242-L.  C. 


572-42-S— F.D. — 33  35th  street,  northeast  corner  of  Sec¬ 
ond  avenue  (4th  floor)  ;  (Block  No.  687,  Lot  No.  1)  ,  Bor¬ 
ough  of  Brooklyn,  Decision. 


573-42-A — F.D. — 983  McDonald  avenue,  east  side,  22  ft. 
south  of  Webster  avenue  (Block  No.  5419,  part  of  Lot  No. 
8),  Borough  of  Brooklyn,  92202-L.  C. 


574-42- A — H.B.Q. — 11-11  34th  avenue,  northwest  corner 
of  12th  street  (Block  No.  318,  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens,  Alt.  1310-42. 


575-42-S— F.D.— 83-02  to  83-12  Atlantic  avenue  and  94-01 
to  94-11  83rd  street,  southeast  corner  (Block  No.  9014,  Lot 
No.  1),  Ozone  Park,  Borough  of  Queens,  8464-L.  F.  and 
Decision. 


576-42-A— F.D.— 332-334  Pearl  street,  west  side,  130  ft. 
1  in.  north  of  Myrtle  avenue  (Block  No.  140,  Lot  Nos.  25 
and  26),  Borough  of  Brooklyn,  921 5-L.  F. 


577-42-BZ— H.B.B. — 1  Bay  Ridge  avenue  and  6833  Shore 
road,  northeast  corner  (Block  No.  5859,  Lot  Nos.  10  and 
12),  Borough  of  Brooklyn,  Applic.  1375-42. 


581-42-BZ— H.B.B.— 1108-1110  Avenue  T  (1106-1108  dis¬ 
played),  south  side,  40  ft.  east  of  Coney  Island  avenue 
(Block  No.  7315,  Lot  No.  3),  Borough  of  Brooklyn,  B.  N. 
1613-42. 


582-42-SM— Marco  Plywood  I  Beam,  manufactured  by 
Marine  Air  Research  Corporation,  Material. 


578-42-BZ— H.B.B.— 6802-6810  Fort  Hamilton  parkway, 
southwest  corner  of  68th  street  (Block  No.  5771,  Lot  No. 
6),  Borough  of  Brooklyn,  Alt.  1896-42. 


583-42-BZ — H.B.B. — 423  95th  street,  north  side,  162  ft. 
6  in.  east  of  Fourth  avenue  (Block  No.  6118,  Lot  No.  47), 
Borough  of  Brooklyn,  B.  N.  818-42. 


584-42-A — H.B.Q. — 34-12  10th  street,  west  side,  73.02  ft. 
south  of  34th  avenue  (Block  No.  324,  Lot  Nos.  32-45,  in¬ 
clusive),  Long  Island  City,  Borough  of  Queens,  N.  B. 
912-42. 


DESIGNATIONS!  H.B _ Department  of  Housing  and  Buildings; 

H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.Il.tl.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  ol 
Housing  and  Buildings,  Bronx;  H.D — Health  Department,  and 
F\T>.  Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . . Feb. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar. 

Certificates  of  Occupancy,  approved 

form  .  , 

Concrete  Flat  Slabs,  Rules . I'dy 

Concrete  Masonry  Units,  R tiles  for 
Manufacture,  Testing  and  Use 

Concrete  Rules  (Hydrated  Lime)  .  . .  Aug 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . )une 

Factory  Exit  Rules  . Fine 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . May 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr, 

Fire  Retarding  Rules  for  Garages, 

etc . . .  . 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for....... 

Fusion  Welding  and  Gas  Cutting 
Rules  . 

Gas  Shut-Off  Rules  . Al)r 

Hatchway  Protection  . •.,'ne 

Insulating  Fibre  Board  Rules . Mar 

Oil  Burner  Rules  . Jan 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . July 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . Nov- 

Platform  Trucks,  Specifications  for.  Nov. 

Plumbing  Rules  . Aug 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 

Smoking  in  Factories,  Rules  for.... June 

Sprinkler  Rules  . [une 

Standpipe  Fireline  Rules  . June 

Structural  Alterations.  Reporting. ..  [une 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code) 

LIST  OF  APPROVED  APPLIANCES 


Feb. 

17, 

1942- 

-Vol. 

27, 

No. 

7 

.Mar. 

10, 

1942- 

-Vol. 

27, 

No. 

10 

,  Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47 

duly 

13, 

1937- 

-Vol. 

22, 

No. 

28 

(une 

24, 

1941- 

-Vol. 

26, 

No. 

23 

•  Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

3, 

1936- 

-Vol. 

21, 

No. 

9 

. !  une 

15, 

1937- 

-Vol. 

22, 

No. 

24 

.June 

16, 

1942- 

-Vol. 

27, 

No. 

24 

.  Apr. 

7, 

1942- 

-Vol. 

27, 

No. 

14 

.  May 

3, 

1942- 

-Vol. 

27, 

No. 

18 

Apr. 

28, 

1942- 

-Vol. 

27, 

No. 

17 

.  Dec. 

16, 

1941- 

-Vol. 

26, 

No. 

50 

.  Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

.Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

3 

May 

20, 

1941- 

-Vol. 

26, 

No. 

20 

Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

.  Tune 

5, 

1928- 

-Vol. 

13, 

No. 

23 

.  Mar. 

31, 

1942 

—Vol. 

27, 

No. 

13 

.  Jan. 

13, 

1942 

—Vol. 

27, 

No. 

2 

•  July 

28, 

1942 

—Vol. 

27, 

No. 

30 

.  Nov. 

25.  1941— 

-Vol.  26,  No.  47A 

.  Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

3, 

1937- 

-Vol. 

22, 

No. 

31 

.  Nov. 

25.  1941— 

Vol.  26,  No.  47A 

7, 

1937- 

-Vol. 

22, 

No. 

36 

Aug. 

26, 

1941- 

-Vol. 

26, 

No. 

34 

.  Tune 

.10, 

1942 

—Vol. 

27, 

No. 

26 

.June 

29, 

1937- 

—Vol. 

22, 

No. 

26 

.  June 

8, 

1937- 

—Vol. 

22, 

No. 

23 

.  June 

7, 

1932- 

—Vol. 

17, 

No. 

23 

.  Nov. 

24, 

1936 

—Vol. 

21, 

No. 

47 

.Nov. 

24, 

1936- 

—Vol. 

21, 

No. 

47 

) 

.  4pr. 

10, 

1923- 

-Vol. 

8. 

No. 

15 

579-42-A _ H.B.Q. — 22-52  45th  street  and  south  side  of 

Ditmars  boulevard  from  43rd  to  45th  streets  (Block  No. 
782,  Lot  Nos.  1.  25,  26,  47  and  48),  Astoria,  Borough  of 
Queens,  N.  B.  921-42. 


Vol.  26.  No.  47 A 
Vol.  26,  No.  47A 


580-42-SA — Cunningham  Incendiary  Bomb  Extinguisher, 
Appliance. 


Anti-Siphon  Valves  . ...Nov.  2a,  1941 

Fireline  Hose  Valves  . Nov.  2a,  1941 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 

Fuel  Oil  Pipe  Terminals  . Nov.  2a,  1941 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 

Fuel  Oil  Pumps  . Nov.  25,  1941 

Gas  Heaters  . Nov.  25,  1941 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  .  . Nov.  2a,  1941 — Vol.  26,  No.  4/A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  2a,  1941 

Vacuum  Breakers  . Nov.  2a,  1941 


Vol.  26,  No.  47A 
Vol.  26,  No.  47 A 
Vol.  26,  No.  47A 
■Vol.  26,  No.  47A 
Vol.  26,  No.  47A 


Vol.  26,  No.  47A 
Vol.  26,  No.  47A 
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JULY  28,  1942,  10  A.  M. 

Zoning  Applications. 


173  ft.  east  of  York  avenue  (Block  No.  1484,  Lot  No  8) 
Borough  of  Manhattan. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  28  1942  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan ’on 
I  the  following  matters: 

77-32-BZ— Application  of  Lama  and  Proskauer,  appli- 
l  cants,  on  behalf  of  Anagal  Realty  Company,  Incorporated 
|  owner,  reopened  November  5,  1941,  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  maintenance  and  the  extension  of  a  gasoline  service 
station  (previously  granted  by  the  Board  for  a  temporary 
period)  ;  premises  181-07  Horace  Harding  boulevard,  north¬ 
east  corner  of  Utopia  parkway  (Block  No.  7065,  Lot  No.  5) 
Mushing,  Borough  of  Queens. 

228-42-BZ  Application,  March  20,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Thomson  Hill  Land  and  Im¬ 
provement  Company,  applicant  and  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  39-16  48th  avenue,  southwest  corner  of  39th  place 
(Block  No.  206,  Lot  No.  18),  Long  Island  City,  Borough  of 
Queens. 

2r6'i?2-BZ— Application,  April  1,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Joseph  B.  Lynch,  applicant,  on 
behalf  of  Louis  Iervolino  and  Thomas  Iervolino,  owners,  to 
permit  in  a  residence  use  district,  the  reconstruction  and 
change  of  occupancy  of  an  existing  garage  building  to  a 
gasoline  service  station;  premises  81  Rapelye  street,  north¬ 
west  corner  of  Hicks  street  (Block  No.  363,  Lot  No.  38), 
Borough  of  Brooklyn. 

3 14-42-BZ— Application,  April  15,  1942,  under  section  7h 
jf  the  zoning  resolution,  of  Union  Parking  Corporation, 
ipplicant  and  lessee,  on  behalf  of  Dry  Dock  Savings  Insti¬ 
tution,  owner,  to  permit  in  a  retail-1  use  district,  for  a  term 
)f  two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  122-126  West  48th  street,  south  side,  245 
t.  west  of  Sixth  avenue  (Block  No.  1000,  Lot  No.  43), 
3orough  of  Manhattan. 

42-42-BZ— Application,  May  28,  1942,  under  section  7c 
>f  the  zoning  resolution,  of  Heniy  C.  Brockman,  applicant, 

)n  behalf  of  Gulf  Oil  Corporation,  owner,  to  permit  in  a 
esidence  use  district,  the  reconstruction  and  extension  of 
.n  existing  gasoline  service  station;  premises  2001-2011 
^ropsey  avenue  and  8/99-8815  20th  avenue,  northeast  corner 
Block  No.  6442,  Lot  No.  5),  Borough  of  Brooklyn. 

49- 42-BZ— Application,  April  13,  1942,  under  sections  7h 
nd  21  of  the  zoning  resolution,  of  Herman  Kron,  applicant, 

•n  behalf  of  Emigrant  Industrial  Savings  Bank,  George 
Craus  and  John  Kraus,  owners  (J.  K.  Construction  Com- 
any.  Incorporated,  lessee),  to  permit  in  a  residence  use 
istrict,  for  a  term  of  two  (2)  years,  the  parking  and 
torage  of  more  than  five  (5)  motor  vehicles;  premises 

50- 352  West  45th  street,  south  side,  200  ft.  east  of  Ninth 
venue  (Block  No.  1035,  Lot  Nos.  55  and  56,  Borough  of 
fanhattan. 

38-42-BZ— Application,  June  24,  1942,  under  section  21 
f  the  zoning  resolution,  of  William  Shary,  applicant,  on 
chalf  of  S.  E.  R.  Realty  Corporation,  owner  (H.  E.  R. 
aboratories,  Incorporated,  lessee),  to  permit  in  a  residence 
se  district,  the  extension  in  height  of  a  business  building: 
remises  457  West  46th  street,  north  side,  175  ft.  east  of 
enth  avenue  (Block  No.  1056,  Lot  No.  8),  Borough  of 
fanhattan. 

I3-42-BZ— Application,  February  18,  1942,  under  sec- 
ons  7a  and  7c  of  the  zoning  resolution,  of  Jacob  J.  Gloster, 
iplicant,  on  behalf  of  Five  Eleven  Realty  Corporation, 
vner,  to  permit  in  a  residence  use  district,  the  alteration 
id  extension  of  a  business  use  on  the  first  (1st)  story  and, 
so,  the  extension  and  conversion  of  occupancy  from  resi- 
■nce  use  to  business  use  of  the  second  (2nd)  story  of  an 
listing  building;  premises  509  East  72nd  street,  north  side, 


31-33-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Packer  Service  Center,  Incorporated 
owner,  reopened  November  18,  1941,  under  sections  7f  and 
21  ot  the  zoning  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  term  of 
years,  the  use  of  a  plot  of  ground  as  a  gasoline  service 
station  and,  also,  for  the  parking  and  storage  of  more  than 
live  (5)  motor  vehicles;  premises  610-622  Utica  avenue 
norlhvvest  corner  of  Winthrop  street  (Block  No.  4603,  Lot 
No.  40),  Borough  of  Brooklyn. 


425-42-BZ  Application,  May  22,  1942,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Bishop,  McCormick  and 
Bishop,  applicants  and  lessees,  on  behalf  of  Bismac  Corpo¬ 
ration,  owner,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  term  of  years,  the  conver- 
sion  of  occupancy  of  a  building  to  a  motor  vehicle  repair 
shop  (this  case  was  previously  acted  upon  by  the  Board)  ■ 
premises  139-29  Hillside  avenue,  north  side,  103  40  ft  west 
of  143rd  street  (Block  No.  9698,  Lot  Nos.  21  and  23) 
Jamaica,  Borough  of  Queens. 


1023-41-BZ— Application,  November  27,  1941,  under  sec- 

tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  St.  Georges  Church,  owner  (Harry  Zeitlin 
lessee),  to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  162  Beach  110th  street  north- 
east  corner  of  Ocean  Promenade  (Block  No.  654  Lot  No 
42,  Rockaway  Beach,  Borough  of  Queens. 


byb-^i-BZ— Application,  July  25,  1941,  under  section  7h 

of  the  zoning  resolution,  of  David  Koss,  applicant,  on 
behalf  of  Edward  Schneider,  Anthony  Gazzola,  Charles 
1  arma  and  Celestine  Parma  Powers,  owners  (Julia 
Murphy,  lessee),  to  permit  in  a  business  use  district  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  101-15  Rockaway 
Beach  boulevard,  south  side,  50  ft.  east  of  Beach  102nd 
street  and  184  Beach  102nd  street  (Block  No.  640,  Lot  No 
II),  Rockaway  Beach,  Borough  of  Queens. 


505-42-BZ— Application,  June  23,  1942,  under  section  7h 
of  the  zoning  resolution,  of  John  P.  Riley,  applicant  and 
Chief  Engineer,  on  behalf  of  New  York  City  Housing 
Authority,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  278-292  Tenth  avenue,  east  side,  between 
West  26th  and  West  27th  streets,  455-463  West  26th  street 
and  446-460  West  27th  street  (Block  No.  724,  part  of  Lot 
No.  1),  Borough  of  Manhattan. 

525-42-BZ— Application,  July  1,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Julius  Soman,  applicant  and 
Assistant  Engineer,  on  behalf  of  New  York  City  Housing 
Authority,  owner,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  204-232  West  64th 
street,  south  side  and  203-219  and  225-231  West  63rd  street, 
north  side,  100  ft.  west  of  Amsterdam  avenue  (Block  No. 
1155,  part  of  Lot  No.  14),  Borough  of  Manhattan. 

893-41-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Incorporated  and 
Margreen  Realty  Company,  Incorporated,  owners  (Staple- 
ton  Service  Laundry,  Incorporated,  lessee),  reopened  June 
23,  1942,  under  section  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  manufacturing  use  district,  the  conversion  of  occu¬ 
pancy  of  part  of  an  existing  building  to  a  laundry  (includ¬ 
ing  dry  cleaning  use)  ;  premises  46-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block  No.  237, 
Lot  Nos.  73  and  69),  West  New  Brighton,  Borough  of 
Richmond. 


536-42-BZ — Application,  July  3,  1942,  under  sections  21 
and  7c  of  the  zoning  resolution,  of  Sidney  L.  Strauss, 
applicant,  on  bejialf  of  General  Bronze  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  erection  and  mainte- 
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nance  of  a  building  to  be  used  for  ^al  manufacturing; 
premises  34-12  10th  street,  west  side,  73.02  ft.  south  ot  34th 
avenue  (Block  No.  324,  Lot  Nos.  32  to  45,  inclusive).  Long 
Island  City,  Borough  of  Queens. 


236-42-S— 457-459  Livonia  avenue  and  517-527  Van  Sin- 
deren  avenue,  northeast  corner  (Block  No.  3719,  Lot  No. 
51),  Borough  of  Brooklyn. 


1052-41-BZ— Application,  December  4,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  Straub,  on  beha 
of  Frederick  Figge  Company,  owner,  to  permit  in  a  bu^uess 

use  district,  the  conversion  of .  occl}Jnl  °p ^c^treef 
building  to  factory  use;  premies  300-30-  Ficihcsirett, 
south  side,  250  ft.  east  of  Smith  street  (Block  No.  188,  Lot 
No.  20),  Borough  of  Brooklyn. 


55 1-42- A — 1555  Third  avenue,  southwest  corner  of  Lord- 
lard  place  and  539-545  East  184th  street  north  side  50  tt. 
west  of  Lorillard  place  (Block  No.  3052,  Lot  No.  37),  Bor¬ 
ough  of  The  Bronx. 


Appeals  from  Administrative  Decisions. 

4 56-42-S — 300-302  Pacific  street,  south  side  250  ft.  east 
if  Smith  street  (Block  No.  188,  Lot  No.  20),  Borough  of 
Brooklyn. 

354-42- A — 48  Greenleaf  avenue,  west  side,  95  ft.  4  in. 
north  of  Marion  avenue  (Block  No.  236.  Lot  No.  69),  West 
New  Brighton,  Borough  of  Richmond. 

584-42-A— 34-12  10th  street,  west  side,  73.02  ft.  south  of 
34th  avenue  (Block  No.  324,  Lot  Nos.  32  to  45,  inclusive), 
Long  Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


Appliances  and  Materials  for  Approval. 

22-42-SM — Wolmanized  Lumber. 

695-39-SM— Nazareth  Dark  Portland  Cement  (reopened 
December  16,  1941  re  amendment  of  resolution;  previously 
approved  re  Nazareth  Portland  Cement  and  Nazco  High- 
Early-Strength  Portland  Cement). 


486-42-SM— New  York  Trap  Rock  Corporation  Clinton 
Point  Dolomite  Crushed  Stone. 


JULY  28,  1942,  2  P.  M. 


Appeals  from  Administrative  Decisions. 


407-42-A— 31-81  Steinway  street,  east  side.  100  ft.  north 
oi  Broadway  (Block  No.'  678,  Lot  No.  9),  Astoria,  Bor¬ 
ough  of  Queens. 

383-42-A— 383  Third  avenue,  east  side,  205  ft.  south  of 
Third  street  (Block  No.  980,  Lot  No.  1),  Borough  o 
Brooklyn. 

400-42-A— 134-184  43rd  street  and  4302-4320  Second  ave¬ 
nue  southwest  corner  (Block  No.  726,  Lot  No.  1),  Borough 
of  Brooklyn. 


620-40-SM _ “Fiberglas”  Thermal  and  Sound  Insulation. 

6-37-SA — Diesel  American  Oil  Burner,  Models  DA-0, 
DA-2  and  DA-3  (reopened  July  14,  1942  re  amendment  of 
resolution;  previously  approved  re  Model  DA-1). 

250-40-SM — National  Carbide  Floodlights,  Models  NC- 
100  NC-200,  Handy  Light  NC-199  and  Police  Emergency 
NC-299  (reopened  June  2,  1942  re  amendment  of  resolution; 
previously  approved  re  National  Carbide  \ -G  Light). 

395-42-SM — Antiflame  (Fireproof  Compound). 

887-41-SM — Boosey  #109  Drainage  Control  Valve. 
1407-39-SM— United  Floor  Construction. 


SEPTEMBER  15,  1942,  10  A.  M. 


553-42-A — 160  Scott  avenue,  southeast  corner  of  Scholes 
street  (Block  No.  2972,  Lot  Nos.  1  and  25),  Borough  of 
Brooklyn  (under  section  35,  General  City  Law  re  be 
mapped  street— Seneca  avenue). 

202-42 -A — 172-176  and  178-184  South  Elliott  place. 
side,  131  ft.  4  in.  north  of  Atlantic  avenue  (Block  No.  2002, 
Lot  Nos.  46-52),  Borough  of  Brooklyn, 
cifi  42-A— 214  West  26th  street,  south  side,  170  ft.  west 
ol  Seventh  avenue  (Block  No.  775.  Lot  No.  48),  Borough 
of  Manhattan. 


Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  zoning  resolution,  Tuesday  morning,  Septemln  r  15, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters: 


526-42-A — 60  South  4th  street,  southeast  corner  of 
Wythe  avenue  (rear)  and  359  Wythe  avenue  east  side,  < 
ft.  south  of  South  4th  street  (Block  No.  2442,  Lot  No.  7), 
Borough  of  Brooklyn. 

571-42-A — 44-72  11th  street  and  10-57  45th  avenue,  north- 
west  comer  (Block  No.  51,  Lot  Nos.  19  and  20),  Long 
Island  City,  Borough  of  Queens. 

564-42-A— 937-939  Fulton  street  and  485-495  Waverly 
avenue,  northeast  corner  (Block  No.  1978,  Lot  Nos.  1  am 
45),  Borough  of  Brooklyn. 


559-37-BZ — Application  of  Samuels  and  Samuels,  appli¬ 
cants  on  behalf  of  Fellman  Realty  Corporation,  owner,  re¬ 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  ot  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3996  Tenth  avenue  and  501  West 
213th  street,  northwest  corner  (Block  No.  2231,  part  of  Lot 
No.  17),  Borough  of  Manhattan. 

542-41-BZ — Application,  June  16,  1941,  under  sections  7a 
and  7e  of  the  zoning  resolution,  of  Dominic  Russo,  aPP|jcan 
and  lessee,  for  Dominic  Russo  and  Estate  of  ^ndre^vHfnR  a 
man,  owners,  to  permit  upon  a  plot,  Seated  .partly  _ 
business  use  and  partly  in  a  residence  use  district  \ fxten 
sion  of  an  existing  motor  vehicle  repair  shop,  premises 
936  Richmond  avenue,  west  side  143.31  ft.  southofForest 
avenue  (Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich¬ 
mond,  Borough  of  Richmond. 


HARRIS  H.  MURDOCK,  Chairman. 


576-42-A— 332-334  Pearl  street,  west  side,  130  ft  1  in. 
north  of  Myrtle  avenue  (Block  No.  140,  Lot  Nos.  25  and 
26) ,  Borough  of  Brooklyn. 


565-42-A— 2294-2296  Seventh  avenue,  southwest  corner 
of  West  135th  street  (Block  No.  1940,  Lot  No.  35),  Bor¬ 
ough  of  Manhattan. 

334-42-A — 340  Greenwich  street,  west  side,  70  ft.  9  in. 
north  of  Jay  street  (Block  No.  182,  Lot  No.  14),  Borough 
of  Manhattan. 


570-42-S— 37-32  12th  street,  west  side,  150.14  ft.  north  of 
38th  avenue  (Block  No.  361,  Lot  No.  32),  Long  Island 
City,  Borough  of  Queens. 


SEPTEMBER  15,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

529-42- A — 281-287  North  6th  street  north  side  111  ft 
Sy2  in.  west  of  Metropolitan  avenue  (Block  No.  2331,  Lo 

Nos.  42,  44  and  45),  Borough  of  Brooklyn 

afin  4?  A _ 365  Wvthe  avenue,  east  side.  77 .2  tt.  norrn  o 

Souths*  street  (Block  No.  2442,  Lot  No.  1),  Borough  o 
Brooklyn. 

359-42-S— 365  Wvthe  avenue,  east  side.  77  2  ft.  north  o 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  o 
Brooklyn. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JULY  21,  1942. 

I  resent :  Chairman  Murdock,  Commissioners  Savage  and 
I  Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
ii  on  I  uesday  morning,  July  14,  1942  and  Tuesday  afternoon, 
:  July  14,  1942  were  approved  as  printed  in  Bulletin  No  29 
Vol.  27. 


542-41-BZ. 


ZONING  CASES. 


|  AI  I  Lit  AN  1  Dominic  Russo  (lessee),  for  Dominic 

|  Russo  an^  Estate  of  Andrew  Hagaman,  owners. 

I  5UBJEC1  Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7 a  and  7e  of  the 
zoning  resolution,  to  permit  upon  a  plot,  located 
partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension  of  an  existing  motor 
vehicle  repair  shop. 

I  PREMISES  AFFECTED — 936  Richmond  avenue,  west 
side,  143.31  ft.  south  of  Forest  avenue  (Block  No. 
1706,  Lot  Nos.  39  and  36),  Port  Richmond,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Dominic  Russo. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  TION  OF  BOARD — Laid  over  to  September  15,  1942 
at  10  A.  M.,  for  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


140-42-BZ. 

API  LICANT — Anthony  M.  De  Rose,  for  Anton  Escherich, 
owner. 

| SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  six  (6)  car  garage 
on  the  same  plot  with  an  existing  four  (4)  car 
garage. 

IjPREMISF.S  AFFECTED — 285 1  -2853  Bailey  avenue,  west 
side,  498  ft.  south  of  West  230th  street  (Block  No. 
3264,  Lot  No.  63),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Anthony  M.  De  Rose. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

.ACTION  OF  BOARD — Laid  over  to  Tulv  23.  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 

314-42-BZ. 

APPLICANT — Union  Parking  Corporation  (lessee),  for 
;  Dry  Dock  Savings  Institution,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  retail-1  use  district,  for  a  term  of 
two  (2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 122-126  West  48th  street,  south 
side,  245  ft.  west  of  Sixth  avenue  (Block-No.  1000, 
Lot  No.  43),  Borough  of  Manhattan. 
APPEARANCES — 

For  Applicant:  John  R.  Davis,  Harold  L.  Strauss, 
Clyde  F.  Smith  and  Ira  Levin. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  28.  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


465-42-BZ. 

AI  I  LICAN  1 — Jack  Z.  Cohen,  for  8302  Atlantic  Avenue 
Corporation,  owner. 

SUBJEC  I  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7 a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
extension  of  an  existing  factory  building  by  the 
construction  and  use  of  a  new  cellar. 

PREMISES  AFFECTED— 83-02  to  83-20  Atlantic  avenue, 
94-01  to  94-15  83rd  street,  southeast  corner  and 
94-02  to  94-16  84th  street  (Block  No.  9014,  Lot 
.  ___  Nos.  1  and  11),  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Larry  Meltzer,  Joseph  F.  Farrell, 
Maurice  Herrmann  and  F.  Nusbaum. 

For  Opposition:  B.  J.  Rhodesis,  Rev.  Gustave  E. 
Baer,  Jennie  Mulroy,  Agnes  G.  Haff,  Edward 
C.  Geis,  Hannah  Frischmann,  G.  Goldman, 
Board  of  Education  and  others. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1942  at  10 
A.  M.  for  further  consideration' by  the  Board.  No 
further  argument. 


406-41-BZ. 

APPLICANT — A.  Paul  Loshen,  for  Samuel  Litt,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  erection  of  a  lumber  shed  and 
the  use  of  the  premises  as  an  office  in  connection 
with  the  lumber  yard. 

PREMISES  AFFECTED— 218-35  to  218-41  Hempstead 
avenue,  north  side,  195.50  ft.  west  of  Springfield 
boulevard  (Block  No.  10766,  Lot  No.  47),  Laurel- 
ton,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  Lazarus  and  Samuel  Litt. 
For  Opposition :  Ruth  M.  Ludemann,  Samuel 
Fuchs,  Josephine  Cappa,  Elsie  Barrett,  J.  B. 
Schumacher  and  Frank  Leary. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (406-41-BZ) 

Whereas,  A.  Paul  Loshen,  for  Samuel  Litt,  owner,  filed 
May  5,  1941,  an  application  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  erection  of  a  lumber  shed  and  the 
use  of  the  premises  as  a  lumber  yard  and  also  the  use  of 
the  existing  store  and  dwelling  as  an  office  in  connection 
with  the  lumbr  yard;  premises:  218-35  to  218-41  Hemp¬ 
stead  avenue,  north  side.  195.50  ft.  west  of  Sorinpfield 
boulevard  (Block  No.  10766,  Lot  No.  47),  Laurelton,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  21,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Hempstead  avenue  and  Springfield 
boulevard  are  each  in  a  business  use  district;  101st  avenue 
is  in  a  residence  and  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  Anril  14,  1941  and  as  amended  May  18,  1942,  reads; 

“1.  The  erection  of  a  lumber  shed  and  the  use  of 
the  premises  as  a  lumber  yard,  also  the  use  of  the 
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existing  store  and  dwelling  as  an  office,  in  connection 
with  the  lumber  yard,  is  contrary  to  section  (4)  31  of 
the  Zone  Resolution.” 


Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  and  a  depth  of  97  ft.  Upon  the 
westerly  frontage  of  the  plot  there  is  a  two  stor},  frame, 
store  and  dwelling.  It  is  proposed  to  erect  upon  the  rear 
of  the  plot  a  frame  lumber  shed,  100  ft.  by  17  ft.  in  area; 
to  use  the  vacant  portion  of  the  plot  as  a  lumber  yard  ami 
also  to  use  the  1st  story  of  the  existing  building  as  an 
office  for  the  proposed  lumber  yard.  It  is  proposed  to  use 
the  plot  (as  proposed  to  be  developed)  for  a  term  of  two 
(2)  years.  No  machinery  is  to  be  installed;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifi¬ 
cation  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  Section  7,  subdivision  e  of  the  zoning  reso¬ 
lution.  ,  .  . 

Resolved .  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


705-41-BZ. 

APPLICANT— Max  Horn,  for  Idella  K.  Koechel,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 170  Beach  105th  street,  north¬ 
east  corner  of  Shore  Front  parkway  (Block  No. 
643,  Lot  Nos.  10,  17  and  18),  Rockaway  Beach, 
Borough  of  Queens. 


APPEARANCES—  tt  tj  __  ,  , 

For  Applicant :  Mrs.  Max  Horn,  Idella  R.  Koechel 

and  James  A.  Martin.^  , 

For  Opposition:  Harold  Klorfein,  Dept  of  larks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  w  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


THE  RESOLUTION  (705-41-BZ) 

Whereas,  Max  Horn,  for  Idella  R.  Koechel,  owner,  filed 
Tilly  31,  1941,  an  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  for  a  term 
of  two  (2)  years  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  170  Beach  105th  street, 
northeast  corner  of  Shore  Front  parkway  (Block  No.  643, 
Lot  Nos.  10,  17  and  18),  Rockaway  Beach,  Borough  of 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  21,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Shore  Front  parkway  is  in  a  residence 
use  district;  Rockaway  Beach  boulevard  is  in  a  business 
use  district;  Beach  104th  and  Beach  105th  streets  are  each 
in  a  residence  and  business  use  district ;  and 

Whereas  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  6142-42,  dated  July  7,  1941  and  amended 
Tune  16,  1942,  reads: 

“1.  The  parking  and  storage  of  motor  vehicles  in  a 
residence  use  district  is  contrary  to  Art.  2,  Sec.  3  ol 
the  zone  resolution.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  150  ft.  on  Beach  105th  street  and  100  ft. 


on  Shore  Front  parkway.  It  is  proposed  to  use  the  plot,  for 
a  term  of  two  (2)  years  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  ol  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  tliat^  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7h  there¬ 
of,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  condition  that  only  motor 
vehicles  of  the  pleasure  car  type  shall  be  so  stored  or 
parked  and  only  motor  vehicles  in  condition  for  operation , 
that  the  plot  shall  be  leveled  substantially  to  the  grade  of 
Beach  105th  street  and  shall  be  adequately  surfaced;  that 
adequate  fences  shall  be  maintained  on  all  lot  lines  including 
the  woven  wire  fence  separating  the  lot  from  Shore  bront 
parkway;  that  the  entrance  shall  be  solely  from  Beach  105th 
street;  that  such  entrance  shall  not  exceed  15  ft.  in  width 
with  a  curb  cut  opposite  not  exceeding  such  width ;  that 
during  the  term  of  this  permit,  the  premises  shall  be  occu¬ 
pied  for  no  other  use  and  no  building  shall  be  erected  there¬ 
on  ;  that  no  signs  shall  be  displayed  except  there  may  be 
one  sign  attached  to  the  fence  advertising  the  parking  and 
storage  use  and  the  rates  charged,  provided  such  sign  does 
not  exceed  15  sq.  ft.  in  area,  is  not  illuminated  and  does 
not  extend  beyond  the  building  line;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  two  (2)  months 
from  the  date  of  this  resolution. 


1 101-41-BZ. 

APPLICANT— Louis  A.  Kiesewetter,  for  The  Texas  Com¬ 
pany,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  an 
unrestricted  use  district,  the  reconstruction  of  an 
existing  gasoline  service  station.  I 

PREMISES  AFFECTED— 451-457  Flushing  avenue  and 
713-721  Bedford  avenue,  northeast  corner  (Block 
No.  2263,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ^ 


THE  RESOLUTION  (1101-41-BZ) 

Whereas,  Louis  A.  Kiesewetter,  for  the  Texas  Com¬ 
pany,  owner,  filed  on  December  23,  1941,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  and  partly  in  an  unrestricted  use  district, 
the  reconstruction  of  an  existing  gasoline  service  station, 
premises  451-457  blushing  avenue  and  713-721  Bedford  ave¬ 
nue,  northeast  corner  (Block  No.  2263,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  21,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Bedford  avenue  is  in  a  business  use 
district ;  and  Flushing  avenue  and  \\  allabout  and  Lynch 
streets  are  in  an  unrestricted  and  business  use  district;  and 


810 


MINUTES 


‘if  d“,°f  the  lK>rou^h  superintendent  on 
N.B.  Apphc.  No.  2422-41,  dated  December  18,  1941,  reads- 
1.  The  erection  of  a  new  building  to  be  used  as 
the  office  of  a  gasoline  service  station,  lubritorium  and 
auto  laundry  on  a  gasoline  service  station  partly  in  a 
business  area  district  (extending  into  an  unrestricted 
use  distnet  is  prohibited  by  Art.  II,  Section  4a  (46) 
ot  the  building  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 

avenuef  72  ^  I,  frontage  of  140  ft.  on  Bedford 

avenue,  72  ft .1  in.  on  Flushing  avenue  and  a  distance  of 

12a  ft'  alonK  ‘he  northerly  lot  line.  An  irregular  shaped 
area  at  the  northeasterly  part  of  the  plot  extends  for  a  dis¬ 
tance  of  approximately  25  ft.  into  an  unrestricted  use  dis¬ 
trict— the  remainder  of  the  plot  is  in  a  business  use  district 
It  is  proposed  to  remove  the  building  now  on  the  site  to 
rearrange  the  gasoline  station  and  to  erect  upon  the  plot  an 
accessory  building,  66  ft.  by  48  ft.  3  in.,  irregular  in  area; 

•  the  1 premises  and  the  surrounding  area  were 

inspected  by  a  Committee  of  the  Board;  and 

W  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  winch  to  exercise  discretion  to  grant  under  section  7 
subdivision  c,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
lcreln  make  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c 
hereof  to  permit  the  rearrangement  and  reconstruction  of 
the  lega  h  existing  gasoline  service  station  substantially  as 
indicated  on  revised  plans  marked  “Received  fuly  17  1942” 
on  condition  that  all  existing  buildings  and  uses,  including 
tanks,  stall  be  removed;  that  the  new  accessory  building 
shall  be  erected  toward  the  easterly  portion  of  the  plot  as 
indicated  on  such  plan;  that  such  accessory  building  shall 
be  constructed  of  incombustible  materials,  except  that  the 
root  beams,  roof  boarding,  door  frames  and  doors,  window 
frames  and  sash  may  be  of  wood,  provided  the  ceiling 
throughout  is  fire-retarded  in  accordance  with  the  Rules  of 
the  Board ;  that  no  openings  shall  be  constructed  or  main- 
ained  on  the  lot  line  walls  of  adjoining  premises;  that  the 
heater  room  shall  be  separated  from  the  balance  of  the 
building  with  fireproof  materials,  and  shall  be  enterable 
only  from  the  exterior;  that  the  greasing  racks  shall  be 
only  of  the  hydraulic  type ;  that  pumps  shall  be  located  not 
nearer  than  12  ft.  from  Flushing  avenue  and  15  ft.  from 
Bedford  avenue ;  that  curb  cuts  shall  be  restricted  to  those 
.indicated  on  such  plan,  consisting  of  two  to  Flushing  ave- 
iue  and  three  to  Bedford  avenue;  that  a  masonry  wall  not 
ess  than  six  (6)  ft.  in  height  shall  be  constructed  at  the 
northerly  lot  line  from  the  existing  building  on  adjoining 
) remises  to  Bedford  avenue,  and  a  similar  wall  shall  be 
erected  trom  the  accessory  building  to  the  street  line  of 
lushmg  avenue  or  the  wall  of  the  building  on  the  adjoining 
ot  shall  be  faced  to  a  height  of  6  ft. ;  that  a  semi-circular 
>r  triangular  block  of  concrete  shall  be  maintained  at  the 
nterseetion  of  the  building  line  for  a  distance  of  not  less 
ban  five  (5)  ft.  along  each  street;  that  the  balance  of  the 
iiremises  where  not  occupied  by  accessory  building,  pumps 
,  .  Denting,  as  shown,  shall  be  cement  paved  or  paved 
Mth  Lolprovia  or  other  suitable  impervious  material;  that 
o  signs  shall  be  erected  on  the  premises,  except  that  there 
iay  be  a  permanent  sign  attached  to  the  accessory  building, 
nd  signs  on  the  illuminated  globes  of  pumps,  excluding  all 
oo  signs  and  temporary  signs,  but  permitting  the  erection 
itlnn  the  building  line  near  the  intersection  of  a  post 
andard  for  supporting  a  sign  which  may  be  illuminated, 
vertising  only  the  brand  of  gasoline  on  sale,  and  permit- 
|ng  such  sign  to  extend  beyond  the  building  line  for  a  dis- 
PCe  of  not  more  than  four  (4)  ft.;  that  any  lights  for 
moral,  illumination  shall  be  on  post  standards  not  over 
ft.  in  height;  that  the  gasoline  storage  tanks  shall  be 
:  stricter!  to  six,  each  of  1,000  gallon  capacity  as  permitted 
'  the  Board  this  day  under  Cal.  No.  481-42-A;  that  no 
,otor  vehicle  repairing  shall  be  permitted  on  the  premises'; 


that  there  shall  be  no  parking  of  cars  other  than  those  bcimr 
serviced;  that  no  portable  gasoline  tanks  shall  be  used  on 
ami  T  Hei  Prcmis,es;  ‘hat  a11  Permits  shall  be  obtained 
dafe  of  t^rresoStCd  ^  tW°  (2)  fr°"' 


10-42-BZ. 

APPLICotneTrFrank  C  KdIer’  f0r  Lina  S-  Kissam- 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolution 
o  Permit  partly  in  a  business  use  and  partly  in  aii 
unrestricted  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(6)  motor  vehicles. 

PREMISES  AFFECTED-220-20  Jamaica  avenue,  south 

No  '  mini2  r'  of  s,Prl"gfield  boulevard  (Block 
io7bo10T/93’  T^0t  ^,os‘  37  an(i  45  and  Block  No 

S9ugb°df  Q°uSeens7'  38  "d  43)’  Q"ee"S  V'"'^ 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE1  VOTE— B0ARD~ApPliCati°n  granted  on  condition. 

Affirrrmtive :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  J  q 

THE  RESOLUTION  (10-42-BZ) 

Whereas,  Frank  C.  Keller,  for  Lina  S.  Kissam,  owner 
filed  January  5,  1942,  an  application  under  section  7f  of  the 
zoning  resolution,  to  permit  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  for  a  term  of  two  (2) 
years  the  parking  and  storage  of  more  than  five  (5)  motor 

prTTi  220;2?J  fam,aica  »««*• 

r  1  xr  Springfield  boulevard  (Block  No  10791 

40  n°S’  7vn,i  45’  o'°Ck  I0789’  Lot  Nos-  38-  37  and 
43),  Queens  Village,  Borough  of  Queens;  and 

hvtiiTVAbrt?8  heId  on  this  application 
*h  ^°%rd  of  Standards  and  Appeals,  at  its  regular  meet- 

RnllJ-  Vf2!i  R42’  af‘er  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Jamaica  avenue  is  in  a  business  use 
district ;  96th  avenue  is  in  a  business  and  unrestricted  use 
district,  97th  avenue  is  in  an  unrestricted  use  district;  220th 
street  is  in  a  residence  and  business  use  district-  and  2Msf 
street  is  in  an  unrestricted,  business  and  residence  use  dis¬ 
trict  ;  and 

luil^A^r’  mC  dST,  th<:  borough  superintendent  on 
Misc.  Apphc.  No.  6635-41,  dated  December  15,  1941,  reads: 

1-  bEe  storage  and  parking  of  more  than  (5) 
motor  vehicles  within  a  business  district  is  contrary 
to  Art.  2,  Section  4  of  the  zoning  law  ” 

and 

Whereas,  the  premises,  part  of  a  larger  parcel  of  prop¬ 
erty,  consist  of  a  plot  of  ground  having  a  frontage  of  52 
tt.  on  Jamaica  avenue,  a  distance  of  198  ft.  along  the 
southerly  lot  line,  280  ft.  along  the  westerly  lot  lines  and 
323  ft.  aJong  the  easterly  lot  lines.  A  part  of  the  plot  is 
in  the  bed  of  (proposed)  96th  avenue.  That  portion  of 
the  plot  north  of  96th  avenue  is  in  a  business  use  district 
and  that  portion  of  the  plot  south  of  96th  avenue  is  in  an 
unrestricted  use  district.  It  is  proposed  to  use  the  plot,  for 
a  term  of  two  years,  for  parking  and  storage  of  more  than 
nve  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  discretion  to  grant  under  section  7 
subdivision  h,  of  the  zoning  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap- 
plication  be  and  it  hereby  is  «rmtcd  under  sect™ 7h  there- 
of  for  a  term  of  two  (2)  years,  to  permit  the  portion  of 
the  premises  within  the  business  use  district  to  be  occupied 
for  parking  and  storage  of  more  than  five  (5)  nut 
vehicles  in  connection  with  the  premises  on  the  same  lot 
and  on  Lot  38  and  within  the  bed  of  96th  avenue  between 
the  side  lot  lines  as  permitted  under  Cal  No  11-4^  A, 
on  condition  that  such  premises  shall  be  leveled  substantially 
to  the  grade  of  Jamaica  avenue;  that  the  premises  shall  be 
operated  in  conjunction  with  the  gasoline  service  station  on 
the  portion  of  Lot  37;  that  the  plot  shall  be  surfaced  with 
clean  gravel,  steam  cinders  or  other  suitable  material  pi  op 
erly  rolled  and  treated  with  a  binder;  that  adequate  fences 
shall  he  maintained  on  the  interior  and  rear  lot  lines ;  that 
during  the  term  of  this  permit,  the  premises  shall  be  occu¬ 
pied  for  no  other  use  than  as  herein  permitted;  that  no 
signs  shall  be  erected  on  the  premises,  except  there  may  be 
a  sign  erected  near  the  Jamaica  avenue  building  line  adver¬ 
tising  the  parking  and  storage  use  and  the  rates  charged, 
provided  such  sign  does  not  extend  beyond  the  building  line 
and  does  not  exceed  15  sq.  ft.  in  area  and  is  not  illuminated; 
that  such  portable  fire-fighting  appliances  Jail  be  main¬ 
tained  and  kept  within  the  gasoline  station  office  as  the  fire 
commissioner  shall  direct;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from  the 
date  of  this  resolution. 


and 


“1  The  existing  legal  occupancy  of  this  plot  is  the 
sale  of  used  cars  on  that  portion  in  the  business  use 
district,  with  that  portion  in  the  residence  use  districtl 

le2,  ’Proposed  use  of  plot,  partially  in  a  residence 
area  partially  in  a  business  use  district,  for  the  storage 
and  parking  of  more  than  five  motor  vehicles  is  con¬ 
trary  to  Art.  II,  Sec.  3  and  Art.  II,  Sec. >  4a  (15)  j 
respectively,  of  the  building  zone  resolution. 


177-42-BZ. 

APPLICANT— Lama  and  Proskauer,  for  John  F.  Mc¬ 
Kenna,  owner.  . 

SUBJECT— Application  (re  decision  of  the  borough  supei- 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  m  a 
residence  use  district,  for  a  term  of  two  (2)  years 
the  parking  and  storage  of  more  than  five  (a) 

motor  vehicles.  , 

PREMISES  AFFECTED— 582-610  86th  street,  southeast 
corner  of  Gatling  place  (Block  No.  6054,  Lot  Nos. 
19,  20,  22  and  27),  Borough  of  Brooklyn. 

APPEARANCES—  T  .  T  i  n  vt,. 

For  Applicant :  Alfred  A.  Lama  and  John  F.  a 

Kenna. 

For  Opposition:  None.  Tjr 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 


THE  RESOLUTION  (177-42-BZ) 


Whereas,  Lama  and  Proskauer,  for  John  F  McKenna, 
owner  filed  March  4,  1942,  an  application  under  section 
7h  of  ' the  zoning  resolution,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district  tor  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  582-610  86*  street; 
southeast  corner  of  Gatling  place  (Block  No.  6054,  Lot 
Nos.  19.  20,  22  and  27),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  21.  1942,  after  due  notice  by  publication  ,n 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  86th  street  is  in  a  business  use  dis¬ 
trict  •  Gatling  place  and  Dahlgren  place  are  in  a  residence 
and  business  use  district,  and  88th  street  is  in  a  residence 

use  district ;  and  .  .  , 

Whereas  the  decision  of  the  borough  superintendent  on 

B.  N.  Applic.  No.  357-42,  dated  March  2,  1942,  reads: 


Whereas,  the  premises  consist  of  an  S'ial^f 

plot  of  ground  having  a  frontage  of  251  ft  on  86th  street, 
189  ft.  on  Gatling  place  and  158  ft.  on  Dahlgren  pla  . 
The  south  part  of  the  plot  (having  a  frontage  ot  8  ft 
Gatling  Place)  is  in  a  residence  use  district  the  remain  er 
is  in  a  business  use  district.  It  is  proposed  to  use  the  plot 
for  a  term  of  two  (2)  years,  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance 
under  section  7h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  'regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  located  in  the  business 
use  district  to  be  occupied  for  the  parking  and  storage  o 
more  than  five  (5)  motor  vehicles,  on  condition  that  only 
those  of  the  pleasure  car  type  and  those  cars  capable  ot 
operation  shall  be  so  stored  or  parked ;  that  the ^  premises 
shall  be  leveled  substantially  to  the  grade  of  86tli  street 
and  surfaced  with  steam  cinders,  clean  gravel  or  other 
suitable  material,  properly  treated  with  an  asphalt  binder 
so  as  to  render  a  reasonably  impervious  surface  anC 
graded  to  provide  surface  drainage ;  that  on  the  street 
building  line  there  shall  be  constructed  a  continuous  wover 
wire  or-  wood  fence,  not  less  than  6  feet  in  height,  with  nc 
openings  therein  except  one  from  86th  street  toward  tin 
westerly  end,  as  indicated  on  plans  filed  with  this  applica 
tion,  with  curb  cut  opposite  such  entrance  not  exceed  inf 
15  ft.  in  width;  that  adequate  bumpers  shall  be  maintains 
against  such  fence  and  also  on  the  line  of  the  zoning,  si 
as  to  preclude  motor  vehicles  being  parked  within  the  icsi 
dential  use  area;  that  no  buildings  shall  be  erected  on  th 
premises,  except  there  may  be  erected  near  the  corner  o 
86th  street  and  Gatling  place  a  building,  solely  for  use  a 
shelter  and  office  for  the  attendant,  provided  such  buildin 
does  not  exceed  150  sq.  ft.  in  area  or  one  story  in  height 
that  this  building  may  be  of  frame;  that  such  portabl 
fire-fighting  appliances  shall  be  maintained  as  the  fire  cotr 
missioner  shall  direct;  that  adequate  aisles  shall  be  man- 
tamed  at  all  times  for  easy  entrance  and  egress;  that  n 
signs  shall  be  erected  on  the  premises,  except  there  ma 
be  a  sign  attached  to  the  fence  advertising  the  parkir 
and  storage  use  and  the  rates  charged,  provided  such  sip 
docs  not  exceed  15  scj.  ft.  in  ares.,  is  not  illuminated  ar 
does  not  extend  beyond  the  building  line ;  that  all  existir 
signs  and  uses  shall  be  removed  other  than  the  use  here 
permitted;  that  any  lights  for  general  illumination  sh; 
be  on  steel  pipe  standards  not  over  12  ft.  in  height  abo- 
grade,  fitted  with  metallic  reflectors  so  arranged  as 
reflect  away  from  adjoining  residential  occupancies;  th 
a  new  certificate  of  occupancv  shall  be  obtained  superce 
ing  the  previous  certificate  of  occupancy  issued  for  a  11 
now  discontinued;  that  all  permits  required  shall  be  o 
tained  and  all  work  completed  within  three  (3)  mont 
from  the  date  of  this  resolution. 


371-42-BZ. 

APPLICANT— Paul  Friedman,  for  Underwriters  Tn 
Companv  (as  trustee),  owner. 

SUBJECT— Application  (re  decision  of  the  borough  supi 
intendent)  under  sections  7f  and  7h  of  the  zoni 
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resolution,  to  permit  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

I PREMISES  AFFECTED — 6301-6323  11th  avenue,  east 
side,  from  63rd  to  64th  streets,  1102-1112  63rd 
street  and  1101-1111  64th  street  (Block  No.  5738, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman, 
hor  Opposition:  Emil  P.  Grossi,  Frank  B.  Di  Gio- 
vanna,  I  ony  Calabrese,  Louise  Somani,  George 
H.  Meehan,  F.  X  Kraemer,  Cornelia  Leystein, 
Anthony  J.  Abragona,  D.  P.  Sanfilippo,  and  G. 
Goldman,  Board  of  Education. 

For  Administration  :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

|  AC,  riON  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (371-42-BZ) 

Whereas,  Paul  Friedman,  for  Underwriters  Trust  Com¬ 
pany  (as  trustee),  owner,  filed  May  7,  1942,  an  application 
under  sections  7f  and  7h  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  6301-6323  11th  avenue,  east  side,  from 
63rd  to  64th  streets;  1102-1112  63rd  street  and  1101-1111 
S  64th  street  (Block  No.  5738,  Lot  No.  1),  Borough  of 
I'  Brooklyn  ;  and 

|  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
5  meeting,  July  21,  1942,  after  due  notice  by  publication  in 
I  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
[  .  Whereas,  the  use  district  maps  accompanying  the  zon- 
^  ing  resolution  show  that  11th  avenue  is  in  a  business  use 
t  district  63rd  and  64th  streets  are  in  a  residence  and  busi- 
f  ness  use  district ;  and 

|  Whereas,  the  decision  of  the  borough  superintendent, 
f  on  B.  N.  Applic.  No.  953-42,  dated  April  24,  1942,  reads: 

“1.  Parking  and  storage  of  more  than  five  cars  in 
a  business  use  district  is  contrary  to  Art.  II,  Sect.  4, 
Para.  15,  zoning  resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  200  ft.  on  11th  avenue,  100  ft.  on 
63rd  street  100  ft.  on  64th  street.  It  is  proposed  to  use 
the  plot,  for  a  term  of  two  (2)  years  for  parking  and 
storage  of  more  than  five  motor  vehicles;  and 
I  .  Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifi- 
{  cation  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivisions  f  and  h  of  the  zoning 
resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  B.  N.  Applic.  No.  953-42,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


'  APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

11-42-A. 

APPLICANT — Frank  C.  Keller  for  Lina  S.  Ivissam, 
owner. 

■  SUBJEC  I — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 220-20  Jamaica  avenue,  south 
side,  481.92  ft.  east  of  Springfield  boulevard  (Block 
No.  10793,  parts  of  Lot  Nos.  37  and  45  and  Block 
No.  10789,  Lot  Nos.  38  and  43),  Oueens  Village, 
Borough  of  Queens  (under  section  35,  General  City 
Law  re  bed  of  mapped  street— proposed  96th  ave¬ 
nue). 


APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

For  Administration  :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative :  .  q 

THE  RESOLUTION  (11-42-A) 

Whereas,  Frank  C.  Keller,  for  Lina  S.  Kissam,  owner, 
filed  January  5,  1942,  an  application,  pursuant  to  section  35 
of  the  General  City  Law,  for  permission  to  use  premises 
in  the  bed  of  a  mapped  street  (96th  avenue)  affecting 
premises  220-20  Jamaica  avenue  south  side,  481.92  ft.  east 
of  Springfield  boulevard  (Block  No.  10793,  part  of  Lots 
37  and  45  and  Block  No.  10789,  Lot  Nos.  38  and  43), 
Queens  Village,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  6,  1942,  on  Misc.  Applic.  6635-41,  reads: 

“2.  Secure  approval  of  Board  of  Standards  and  Ap¬ 
peals  for  the  use  of  that  portion  of  the  plot  within  the 
bed  of  a  mapped  street,  as  per  section  35,  article  3  of 
the  General  City  laws.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  51.78  ft.  on  Jamaica  avenue,  located  partly  in  a 
business  and  partly  in  an  unrestricted  district,  proposed  to 
be  used  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  as  described  in  application  for  a  building 
zone  variance  submitted  to  the  Board  under  Cal.  No.  10-42- 
BZ ;  and 

Whereas,  the  applicant  contends  that  it  is  desired  to  use 
portion  of  the  plot  in  the  bed  of  96th  avenue,  as  proposed 
for  _  the  parking  and  storage  of  more  than  five  motor 
vehicles;  that  it  is  agreed  to  use  the  bed  of  96th  avenue 
only  until  the  street  is  approved  by  the  city ;  that  at  no 
time  will  there  be  any  improvements  made  by  the  applicant 
on  this  portion  of  the  plot ;  that  since  there  is  no  egress 
to  the  unrestricted  portion  of  the  plot,  it  is  requested  this 
application  be  granted  so  as  to  give  access  thereto;  and 

Whereas,  the  Board  has  been  advised  by  the  City  Plan¬ 
ning  Commission  that  219th  place  has  been  erroneously 
designated  on  sectional  map  15  as  218th  place.  219th  place, 
96th  avenue  and  221st  street  were  laid  out  on  the  City  Map 
at  a  width  of  50  feet  on  June  10,  1926.  Title  has  not  been 
acquired  in  these  streets  nor  are  there  any  proceedings 
pending  for  their  acquisition ;  and 

Whereas,  the  Board  has  been  advised  by  the  President 
of  the  Borough  of  Queens  that  the  City  has  never  acquired 
title  either  by  condemnation  or  cession  to  96th  avenue  nor 
has  the  Corporation  Counsel  ever  been  requested  to  advise 
concerning  the  dedication  to  public  use  of  any  of  these 
streets  and  that  no  proceedings  for  their  acquisition  have 
been  initiated;  and 

Whereas,  under  date  of  July  11,  1942,  the  Borough  Su¬ 
perintendent  of  the  Department  of  Buildings,  Queens,  ad¬ 
vised  the  Board  that  there  is  no  record  of  the  erection  of 
the  buildings  at  219-44-48-50  Jamaica  avenue,  as  shown  on 
the  plot  diagram  filed  by  the  applicant  with  building  zone 
application  10-42-BZ. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  6635-41,  Obj.  No.  2,  be  and  it  herebv 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  granted  the  Board  under  section  35  of  the 
General  City  Law,  to  permit  that  portion  of  proposed  96th 
avenue  within  the  side  lot  lines  of  Lots  37  and  38  as  ex¬ 
tended,  in  accordance  with  the  permission  of  the  variance 
granted  this  day  under  Cal.  No.  10-42-BZ,  on  condition 
that  in  the  event  the  land  is  acquired  for  such  avenue,  no 
claim  shall  be  made  for  any  use  of  the  premises  as  permitted 
under  Cal.  No.  10-42-BZ  above  the  valuation  of  the  land  it¬ 
self;  that  this  variance  is  to  be  contemporaneous  with  the 
permission  as  granted  under  Cal.  No.  10-42-BZ. 
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481-42-A. 

APPLICANT— Louis  A.  Kiesewetter,  for  The  Texas  Com¬ 
pany,  owner.  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  „  ,  .  , 

PREMISES  AFFECTED — 451-457  Flushing  avenue  and 
713-721  Bedford  avenue,  northeast  corner  (Block 
No.  2263,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 


THE  RESOLUTION  (481-42-A) 


ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  w  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


Whereas,  Louis  A.  Kiesewetter,  for  The  Texas  Com¬ 
pany  owner,  filed  June  16,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises,  451-457  Hushing 
avenue  and  713-721  Bedford  avenue  northeast  corner  (Block 
No.  2263,  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  lune  8,  1942,  on  Misc.  Applic.  No.  8922-41,  reads  : 

“1  Proposal  to  install  six  1000  gallon  gasoline  tanks 
is  contrary  to  Sect.  19-65.0  of  the  Adm.  Code. 

a"\V hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  72  ft.  1  in.  and  140  ft.  by  124  ft.  9  in.  and  125  ft., 
irregular  in  area;  located  in  a  business  use,  I)  area  dis¬ 
trict,  occupied  as  a  gasoline  service  station  winch  it  is 
proposed  to  reconstruct  as  indicated  on  plans  filed  with  Cal 
No.  1101 -41 -BZ  filed  with  the  Board  for  a  variation  of  the 
requirements  of  the  zoning  resolution  ,  and 

Whereas,  the  applicant  contends  that  at  present  there  are 
eight  550  gallon  gasoline  tanks  installed  on  the  premises, 
which  it  is  proposed  to  remove  or  permanently  seal ;  that 
this  location  is  a  large  plot  with  a  high  gallonage  sale  in 
normal  times;  that  to  install  twelve  550  gallon  tanks  would 
involve  considerable  manifolding  of  suction  lines  and  it  is 
felt  the  use  of  six  1,000  gallon  tanks,  as  proposed,  will 
reduce  the  potential  hazard;  that  all  requirements  of  the  Ad¬ 
ministrative  Code  will  be  complied  with  except  the  capacity 
of  the  tanks,  and  that  the  construction  of  the  tanks  will 
comply  with  the  requirements  of  the  Oil  Burner  Rules 
the  Board  of  Standards  and  Appeals  for  fuel  oil  storage 

3  Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  No.  8922-41,  Objection  No.  1  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  construction  oi  the 
tanks  shall  comply  with  the  requirements  of  the  Oil  Burner 
Rules  of  the  Board  for  similar  tanks  for  storage  of  fuel 
oil  •  that  in  all  other  respects  the  installation  shall  comply 
with  the  requirements  of  the  Administrative  Code  therefor ; 
and  that  the  requirements  of  the  resolution  adopted  by  ie 
Board  this  day  under  Cal.  No.  1101-41-BZ  shall  be  com¬ 
plied  with  in  all  respects. 


Negative : 


THE  RESOLUTION  (575-42-S) 


Whereas,  The  Metal  Etching  Corporation,  owner,  filed  I 
July  16,  1942,  an  application  for  variation  of  the  Labor  Law,  I 
as  cited  in  an  order  and  a  decision  of  the  fire  .coimmis-  I 
sioner,  premises  83-02  to  83-12  Atlantic  avenue  and  94-01  I 
to  94-11  83rd  street,  southeast  corner  (Block  No.  9014,  Lot 
No.  1),  Ozone  Park,  Borough  of  Queens;  and 
Whereas,  Order  No.  8464-LF,  issued  by  the  hire  Com- 1 

missioner  April  8,  1942,  reads :  ,  J 

“1  Arrange  all  exterior  doors  on  the  1st  story  to  tie  1 
unlocked  from  both  sides  during  working  hours.” 

a°W hereas,  this  order  was  referred  to  in  a  decision  of  the  | 
fire  commissioner  dated  July  16,  1942;  and 

Whereas,  the  applicant  states  the  budding  is  two  stories  I 
(approx.  30  ft.)  in  height,  100  ft.  by  120  ft.  in  area;  ot  ■ 
Class  3  construction;  erected  in  1910;  located  in  a  residence  ■ 
district  and  occupied:  1st  floor,  mfg.  metal  parts,  100  per¬ 
sons;  2nd  floor,  mfg.  metal  parts  and  offices,  15  persons;! 
the  building  is  equipped  with  a  sprinkler  system,  an  interior 
fire  alarm  system,  fire  drills  are  maintained ;  there  are  two* 
interior  stairs  of  wood  construction  enclosed  in  wood  parti-  j 
tions  with  no  doors;  the  front  stairway  is  6  ft  in  width 
and  the  rear  stairway  5  ft.  in  width.  None  ol  these  stair¬ 
ways  leads  to  the  roof.  Certificate  of  Occupancy  26674 
issued  July  2,  1942,  permits  the  use  of  the  cellar  for  stor¬ 
age;  1st  floor,  for  factory,  90  persons;  2nd  floor,  factory, 

60  persons;  and  .  .  f 

Whereas,  the  premises  were  inspected  by  a  committee  otf 

thCRcsohtd,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements'  ol  the  Labor 
Law,  as  cited  in  Order  No.  8464-LF  issued  by  the  Fire 
Commissioner,  and  that  the  application  be  and  it  lere  y  is 
granted  as  to  Objection  No.  1,  on  condition  that  only  such 
doors  shall  be  equipped  with  panic  bolts  as  are  described, 
namely  one  to  Atlantic  avenue  toward  the  easterly  end  and 
one  to  83d  street  toward  the  southerly  end;  that  such 
panic  bolts  shall  be  of  an  approved  type;  that  the  other 
doorway  openings  to  the  building  shall  remain  openab  e 
both  from  the  exterior  and  interior  at  all  times,  that  tins 
variance  shall  continue  only  during  the  present  war 
emergency. 


575-42-S. 

APPLICANT— The  Metal  Etching  Corporation  owner. 
SUBJECT— Application  for  Variation  of  the  Labor  Law,  as 
cited  in  an  order  and  decision  of  the  nre  commis- 


Adjourned:  1:15  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JULY  21,  1942. 


Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


sioner.  ,  , 

PREMISES  AFFECTED— 83-02  to  83-12  Atlantic  avenue 
and  94-01  to  94-11  83rd  street,  southeast  corner 
(Block  No.  9014,  Lot  No.  1),  Ozone  Park,  Borough 
of  Queens. 

APPEARANCES—  ,  _  ,  t?  -g-  ii 

For  Applicant:  Larry  Meltzer,  Joseph  F.  Farrell, 

Maurice  Herrman  and  F.  Nusbaum.  f 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep  t. 


ZONING  CASES. 

222-34-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Nathan  Ossip, 
present  owner.  .  .  , 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  decision  of  the  borough 
superintendent— re  Application,  previously  granted 
on  condition,  under  section  21  of  the  zoning  resolu- 
tion,  permitting  in  a  business  use  district,  the  erec- 
tion  and  maintenance  of  a  gasoline  service  statioil. 
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PREMISES  AFFECTED — Southeast  corner  of  Hillside 
avenue  and  Little  Neck  parkway  (Block  No.  4523, 
Lot  No.  51),  Floral  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Request  to  reopen  to  amend  reso¬ 
lution  as  to  sign,  withdrawn  by  applicant  after 
argument. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


86-37-BZ. 

APPLICANT — Kim  Parking  Stations,  Incorporated  (les¬ 
see),  for  John  A.  Weser,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  retail  use  district,  for  a 
period  of  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 146-148  West  31st  street,  south 
side,  200  ft.  east  of  Seventh  avenue  (Block  No. 
806,  Lot  Nos.  68  and  69),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Manuel  Rosenstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (86-37-BZ) 

Whereas.  Keystone  Parking  Station,  for  John  A.  Weser, 
et  al,  owners,  filed  March  3,  1937,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  retail  use  district 
the  parking  or  storage  of  more  than  five  (5)  motor 
vehicles;  premises  146-148  West  31st  street,  south  side,  200 
ft.  6  in.  east  of  Seventh  avenue  (Block  No.  806,  Lot  Nos.  68 
and  69),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  June  2,  1937  on 
certain  conditions,  time  extended  May  28,  1940  and  owner 
requested  a  further  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  28,  1940,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  thereof,  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
permitting.  .  . 


700-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Rudolph  P. 
Bolter  and  Herman  H.  Schierloh,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 9317-9333  Third  avenue  and 
301-311  94th  street,  northeast  corner  (Block  No. 
6107,  Lot  Nos.  1,  5  and  67),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative;  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 

THE  RESOLUTION  (700-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Rudolph  P.  Bolter 
and  Herman  H.  Schierloh,  owners,  filed  July  29,  1941,  an 
application  under  section  7h  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  5  motor  vehicles;  premises  9317-9333  Third 
avenue  and  301-311  94th  street,  northeast  corner  (Block  No. 
6107,  Lot  Nos.  1,  5  and  67),  Borough  of  Brooklyn,  and 

Whereas,  this  application  was  granted  February  24,  1942, 
on  certain  conditions  and  applicant  requested  an  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  24,  1942,  by 
adding  thereto : 

that  the  existing  wood  fence  may  be  maintained  in 
lien  of  the  fencing  herein  before  required,  provided 
such  fencing  is  kept  in  good  repair  and  kept  painted; 
that  no  signs  shall  be  permitted  to  be  attached  thereto, 
other  than  as  herein  before  permitted.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

359-42-S. 

APPLICANT — William  Welge,  for  Marie  L.  Welge, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 365  Wythe  avenue,  east  side, 
77  ft.  2  in.  north  of  South  5th  street  (Block  No. 
2442,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  Welge. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  15,  1942, 
at  2  P.  M.,  for  inspection  by  a  Committee  of  the 
Board  and  decision  without  further  argument. 


360-42-A. 

APPLICANT— William  Welge,  for  Marie  Welge,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 365  Wythe  avenue,  east  side, 
77  ft.  2  in.  north  of  South  5th  street  (Block  No. 
2442.  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  Welge. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  15,  1942, 
at  2  P.  M.  for  inspection  by  a  Committee  of  the 
Board  and  decision  without  further  argument. 


401-42-S. 

APPLICANT — S.  Walter  Katz,  for  The  Gerry  Estates, 
Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 65-67  Madison  avenue,  east 
side,  24  ft.  9  in.  north  of  East  27th  street  (Block 
No.  857.  Lot  No.  22),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  S.  Walter  Katz. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD— Placed  on  Reserve  Calendar,  date 
to  be  set  for  hearing  on  same  date  as  Cal.  No. 
408-42-BZ. 


407-42-A. 

APPLICANT— Arthur  Weiser,  for  28th  Properties,  Incor¬ 
porated,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 31-81  Steinway  street,  east  side, 
100  ft.  north  of  Broadway  (Block  No.  678,  Lot 
No.  9),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  28,  1942,  at  2 
P.  M.,  at  request  of  applicant. 


PREMISES  AFFECTED— 1474  Ocean  parkway,  west  side, 
280  ft.  north  of  Avenue  O  (Block  No.  6587,  Lot 
No.  41),  Borough  of  Brooklyn. 
APPEARANCES—  „  „  T_  , 

For  Applicant:  Jacob  Lubroth  and  N.  R.  Kaplan. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn.  Applicant  to 
obtain  proper  decision  from  borough  superintendent. 
THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


445-42-A. 

APPLICANT— Hotel  Park  View,  Inc.,  lessee,  for  Mutual 
Life  Insurance  Co.,  owner. 

SUBJECT— Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 208-210  West  56th  street,  south 
side,  122  ft.  7  in.  east  of  Broadway  (Block  No. 
1027,  Lot  No.  40),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Tohn  B.  Lynch. 

For  Administration:  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  July  23,  1942,  at  10 
A.  M.,  at  request  of  Applicant. 


438-42-A. 

APPLICANT— Wood,  Cooke  and  Seitz,  for  Brooklyn  Eye 
and  Ear  Hospital,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 372-380  Carlton  avenue,  313-321 
Cumberland  street  and  21-23  Greene  avenue,  north 
side  between  Carlton  avenue  and  Cumberland 
street  (Block  No.  2119,  Lot  Nos.  1  to  5,  inclusive, 
and  Lot  No.  44),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Elliott  W.  Smith.  _  j 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep  t. 

ACTION  OF  BOARD— Appeal  withdrawn  after  argument 
at  request  of  applicant. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


529-42-A. 

APPLICANT— Sidney  L.  Strauss,  for  Clarostat  Manufac¬ 
turing  Companv,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  , 

PREMISES  AFFECTED— 281-287  North  6th  street,  north 
side  111  ft  5J4  in.  west  of  Metropolitan  avenue 
(Block  No.  2331,  Lot  Nos.  42-44-45),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  .... 

ACTION  OF  BOARD— Laid  over  to  September  15,  1942, 
at  2  P.  M.,  for  inspection  by  a  Committee  of  the 
Board. 


579-42-A. 

APPLICANT— General  Aircraft  Corporation,  lessee,  for 
Steinway  and  Sons,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 22-52  45th  street  and  south 
side  of  Ditmars  boulevard,  from  43rd  street  to  45th 
street  (Block  No.  782,  Lot  Nos.  1,  25,  26,  47  and 
48),  Astoria,  Borough  of  Queens. 

APPEARANCES—  ,  TT  .  . 

For  Applicant:  John  Maynard,  Harold  Bortles  and 
J.  M.  Heller. 

For  Administration:  Fred  Dahlem.  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Chas.  E.  Johnson,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1942,  at  10 
A.  M.,  for  further  consideration  by  the  Board. 


991-41-A. 

APPLICANT— Jacob  Lubroth,  for  Janet  R.  Steinberg, 


333-42-A. 

APPLICANT— Roy  Clinton  Morris,  for  19  East  60th  Street 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  . 

PREMISES  AFFECTED— 19  East  60th  street,  north  side, 
95  ft.  west  of  Madison  avenue  (Block  No.  1375, 
Lot  No.  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Roy  Clinton  Morris.  ^ 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 

THE  RESOLUTION  (333-42-A) 

Whereas,  Roy  Clinton  Morris,  for  19  East  60th  Street 
Corporation,  owner,  filed  April  22,  1942,  an  appeal  from  a 
decision  of  the  borough  superintendent  affecting  premises 
19  East  60th  street  north  side,  95  ft.  west  of  Madison 
avenue  (Block  No.  1375,  Lot  No.  13),  Borough  of  Man¬ 
hattan;  and  „  ,  ,  .  j 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  27,  1942,  on  Alt.  Applic.  No.  397-42,  reads: 

“A2.  New  apartment  does  not  conform  with  Sec. 

172,  Multiple  Dwelling  Law.” 

Whereas,  the  Board  is  without  power  to  grant  the  modi¬ 
fication  of  the  Multiple  Dwelling  Law  requested ;  and 

Whereas,  the  applicant  requested  withdrawal  of  this 

appeal.  ,  .  ,  ,  •  .  .  . 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn . 


owner. 


SUBJECT — Appeal  reopened  and  restored  to  calendar  Mav 
19,  1942,  re  Appeal  from  a  decision  of  the  borough 
superintendent  (previously  withdrawn). 


355-42-A. 

APPLICANT — Tno.  B.  Snook  Sons— Victor  C.  Farrar,  for 
Estate  of  Charles  Frederick  Hoffman,  Incorpo¬ 
rated,  owner. 
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•  SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 350-35434  Greenwich  street, 
northwest  corner  of  Harrison  street  (Block  No. 
183,  Lot  Nos.  15  and  17),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Thomas  E.  Stanley  and  Fredk.  W. 
Monckmeyer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (355-42-A) 

Whereas,  Jno.  B.  Snook  and  Sons — Victor  C.  Farrar, 
for  Estate  of  Charles  Frederick  Hoffman,  Inc.,  owner,  filed 
;  on  April  29,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  350  and  354)4  Greenwich 
street,  northwest  corner  of  Harrison  street  (Block  No.  183, 

;  Lot  Nos.  15  and  17),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  24,  1942  on  Alt.  Applic.  No.  3164-40,  reads: 

“4.  Marquise  should  comply  with  Sec.  2.4. 1.4.8 
Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  and  cellar  (60  ft.)  in  height,  75  ft.  5  in.  by  77  ft. 
5  in.  in  area  at  first  floor,  75  ft.  5  in.  by  66  ft.  in  area  at 
typical  floor,  of  Class  3  construction;  erected  1878;  located 
in  an  unrestricted  use  district  and  used  and  occupied  as  fol¬ 
lows :  cellar,  storage;  first  floor,  store,  75  persons;  second 
floor,  storage  and  manufacturing  radio  parts,  6  persons ; 
third  floor,  storage  and  manufacturing  radio  parts,  2  per¬ 
sons;  fourth  floor,  storage  and  manufacturing  radio  parts, 
12  persons;  fifth  floor,  storage  and  manufacturing  radio 
parts,  2  persons.  No  change  in  use  or  occupancy  is  pro¬ 
posed  ;  and 

Whereas,  Certificate  of  Occupancy  No.  19657  issued 
May  29,  1934,  permits  the  use  of  the  first  floor  as  restau¬ 
rant,  75  persons ;  second  floor,  offices  and  factory,  6  persons ; 
third  floor,  factory,  four  persons;  fourth  floor,  factory,  14 
persons;  fifth  floor,  factory,  2  persons;  and 

Whereas,  the  applicant  contends  that  the  existing  side¬ 
walk  awning  composed  partly  of  incombustible  materials  is 
in  a  safe  and  sound  condition  and  permission  is  requested 
to  maintain  same  during  the  present  emergency,  due  to  the 
fact  that  it  is  practically  impossible  at  this  time  to  obtain 
the  necessary  steel  work  for  the  erection  of  a  new  awning 
in  view  of  the  priority  regulations. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  3164-40,  Obj.  No.  4,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  marquise  shall  be  maintained  in  struc¬ 
turally  safe  condition  satisfactory  to  the  borough  superin¬ 
tendent  and  shall  be  replaced  to  meet  the  Code  requirements 
for  construction  within  two  (2)  years  and  granted  only  so 
long  as  the  street  floor  is  occupied  by  a  dealer  in  produce. 


358-42-A. 

APPLICANT — Henry  Weil,  for  Dinmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 71  Broome  street,  south  side, 
50.4  ft.  west  of  Cannon  street  (Block  No.  331,  Lot 
No.  42),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Henry  Weil. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 

THE  RESOLUTION  (358-42-A) 

Whereas,  Henry  Weil,  for  Dinmar  Realty  Corporation, 
owner,  filed  on  April  30,  1942,  an  appeal  from  a  decision  of 
the  borough  superintendent  affecting  premises  71  Broome 
street,  south  side,  50.4  ft.  west  of  Cannon  street  (Block  No. 
331,  Lot  No.  42),  Borough  of  Manhattan;  and 

W hereas,  the  decision  of  the  borough  superintendent, 
dated  April  28,  1942,  on  amendment  to  Alt.  Applic.  1329-37 
reads : 

“4.  Windows  should  be  -)4  hour  f.p.s.c.  with  fusible 
links  if  they  open  and  should  open  in.  Sec.  10.7.11  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (55  ft.)  in  height,  20  ft.  10  in.  by  48  ft.  in  area,  of 
Class  3  construction,  erected  prior  to  1890,  located  in  a 
residence  D  area  district  and  occupied:  cellar,  boiler  room 
and  storage,  1st  floor,  store,  2nd  floor  to  5th  floor,  dwellings, 
2  families  per  floor ;  and 

Whereas,  Violation  No.  357-40  was  issued  April  9,  1940 
for  failing  to  install  one  hour  test  fireproof  doors  at 
entrances  from  public  hall  to  apartments  as  called  for  in 
approved  plans  No.  1329-37  and  window  openings  on  2nd, 
3rd,  4th  and  5th  floors  cut  in  west  wall  contrary  to  approved 
plans ;  and 

Whereas,  the  applicant  contends  that  an  amendment  was 
filed  requesting  reconsideration  of  the  borough  superin¬ 
tendent’s  requirements  that  all  windows  in  the  west  wall  be 
replaced  with  hour  fire  resistive  window  frames ;  that 
reconsideration  was  requested  because  of  priorities,  it  is 
impossible  to  get  hour  test  windows  and  it  was  therefore 
proposed  to  cover  existing  new  wood  frames  and  sash  with 
metal  and  to  make  windows  self-closing  glazed  with  wire 
glass ;  that  this  request  was  denied  and  the  Board  is  asked 
to  consider  the  application  for  a  variance  in  this  case. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1329-37,  Obj.  No.  4,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  windows  are  made  to  conform  with  the 
requirements  within  two  (2)  years  from  the  date  of  this 
resolution  and  so  long  as  no  building  is  erected  on  the 
adjoining  premises,  now  vacant,  within  twenty  feet. 


386-42-A. 

APPLICANT- — Matthew  W.  Del  Gaudio,  for  Richmond  H. 
Shreve,  Chief  Architect,  Board  of  Design,  for 
Metropolitan  Life  Insurance  Company,  owner  (R. 
H.  Macy  and  Company,  Incorporated,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1447  Metropolitan  avenue,  west 
side,  580  ft.  north  of  McGraw  avenue  (Block  No. 
3937,  part  of  Lot  No.  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Matthew  W.  Del  Gaudio. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (386-42-A) 

Whereas,  Matthew  W.  Del  Gaudio,  for  Metropolitan 
Life  Insurance  Co.,  owner  (R.  H.  Macy  &  Co.,  Inc., 
lessee),  filed  on  May  8,  1942,  an  appeal  from  a  decision  of 
the  borough  superintendent  affecting  premises  1447  Metro- 
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politan  avenue,  west  side,  580  ft.  north  of  McGraw  avenue 
(Block  No.  3937,  Part  of  Lot  No.  1),  Borough  of  The 
Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  16,  1942  on  E.  S.  Applic.  304-41  reads: 

“3.  The  payment  of  fee  for  the  issuance  of  a  permit 
for  an  illuminated  sign  located  over  a  paved  court,  is 
required  under  Section  B26-8.0  of  the  Administrative 
Code.” 

Whereas,  the  applicant  states  that  the  building  is  8  stories 
and  basement  (90  ft.  3  in.)  in  height,  299  ft.  6-7/16  in.  by 
73  ft.  in  area  at  typical  floor,  335.9  ft.  by  73  ft.  in  area  at 
1st  floor,  of  Class  1  construction,  equipped  with  a  sprinkler 
system  in  the  store  portion  and  standpipe  system  throughout, 
located  in  a  retail  use  district,  erected  in  1941  and  occupied 
as  follows:  cellar,  department  store,  712  persons;  basement, 
department  store,-  800  persons;  1st  floor,  apartments  and 
offices,  200  persons ;  2nd  to  8th  floors,  inclusive,  apartments ; 
and 

Whereas,  Violation  No.  3169-41  was  issued  November  7, 
1941  for  maintaining  seven  illuminated  signs  without  having 
obtained  permits  from  the  Department  of  Housing  and 
Buildings ;  and 

Whereas,  the  applicant  contends  that  Section  C26-5, 
paragraph  2  of  the  Administrative  Code  states  that  the 
term  illuminated  sign  shall  mean  and  include  any  sign  which 
extends  over  a  sidewalk  and  which  is  illuminated  by  elec¬ 
tricity  or  gas.”  It  is  contended  that  a  sidewalk  is  that  part 
of  a  public  thoroughfare  reserved  for  unrestricted  pedes¬ 
trian  traffic,  part  of  the  city  street  system,  access  to  all  parts 
of  which  may  not  be  impeded  without  a  permit  from  the 
City  of  New  York;  that  in  the  application  herein,  the  area 
involved  is  a  paved  court  or  yard  located  within  the  prop¬ 
erty  line,  which,  although  accessible  from  a  public  thorough¬ 
fare,  is  strictly  private  property ;  that  these  paved  courts  or 
yards  are  not  sidewalks  within  the  meaning  of  the  Admin¬ 
istrative  Code  and  therefore  fees  for  the  issuance  of  per¬ 
mits  for  the  erection  of  signs  located  over  such  paved  courts 
or  yards  are  not  required  ;  and 

Whereas,  in  the  opinion  of  the  Board  no  fee  is  required 
under  section  B26-8.0  of  the  Administrative  Code  unless  the 
sign  is  an  illuminated  sign  as  defined  in  section  B26-5.0 
paragraph  2;  that  the  signs  in  question  in  not  extending 
beyond  the  street  line  (building  line)  do  not  fall  within 
such  definition. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  E.  S.  Applic.  No.  304-41,  Objection  No.  3,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  portion  of  the  illuminated 
sign  shall  extend  beyond  the  building  line  and  that  proper 
permits  shall  be  obtained  for  the  construction  of  such  sign. 


387-42-A. 

APPLICANT — Matthew  W.  Del  Gaudio,  for  Richmond  H. 
Shreve,  Chief  Architect,  Board  of  Design,  for 
Metropolitan  Life  Insurance  Company,  owner  (R. 
H.  Macy  &  Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1440  West  avenue,  west  side, 
312.55  ft.  north  of  McGraw  avenue  (Block  No. 
3937,  part  of  Lot  No.  1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Matthew  W.  Del  Gaudio. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 


THE  RESOLUTION  (387-42-A) 

Whhereas,  Matthew  W.  Del  Gaudio,  for  Metropolitan 
Life  Insurance  Co.,  owner  (R.  H.  Macy  &  Co.,  Inc.,  lessee) 
filed  on  May  8,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  1440  West  ave¬ 
nue,  west  side,  312.55  ft.  north  of  McGraw  avenue  (Block 
No.  3937,  Part  of  Lot  No.  1),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  16,  1942  on  E.S.  Applic.  No.  298-41  reads: 

“3.  The  payment  of  fee  for  the  issuance  of  a  per-  1 
mit  for  an  illuminated  sign  on  private  property  is  re¬ 
quired  under  Sec.  B26-8.0  of  the.  Administrative  Code.” 

and  I 

Whereas,  the  applicant  states  that  the  building  is  8  | 
stories,  basement  and  cellar  (90  ft.  3  in.)  in  height,  335.9 
ft.  by  73  ft.  in  area  at  first  floor,  299  ft.  6  7/16  in.  by  73 
ft.  in  area  at  typical  floor,  of  Class  1  construction,  erected 
in  1941,  located  in  a  retail  use  district,  equipped  with  a 
standpipe  system  throughout  and  a  sprinkler  system  in  the 
store  portion  and  occupied:  cellar,  department  store,  712 
persons;  basement,  department  store,  800  persons,  1st  floor, 
offices  and  apartments,  2nd  floor  to  8th  floors,  inclusive, 
apartments ;  and 

Whereas,  Violation  No.  3169-41  was  issued  November 
7,  1941  for  maintaining  seven  illuminated  signs  without  hav¬ 
ing  obtained  permits  from  the  Building  Department ;  and 
Whereas,  the  applicant  contends  that  Section  C26-5, 
paragraph  2  of  the  Administrative  Code  states  that  “the 
term  illuminated  sign  shall  mean  and  include  any  sign 
which  extends  over  a  sidewalk  and  which  is  illuminated  by 
electricity  or  gas.”  It  is  contended  that  a  sidewalk  is  that 
part  of  a  public  thoroughfare  reserved  for  unrestricted 
pedestrian  traffic,  part  of  the  city  street  system,  access  to 
all  parts  of  which  may  not  be  impeded  without  a  permit 
from  the  City  of  New  York;  that  in  the  application  herein, 
the  area  involved  is  a  paved  court  or  yard  located  within  the 
property  line,  which,  although  accessible  from  a  public  thor¬ 
oughfare,  is  strictly  private  property;  that  these  paved 
courts  or  yards  are  not  sidewalks  within  the  meaning  of  the 
Administrative  Code  and  therefore  fees  for  the  issuance  of 
permits  for  the  erection  of  signs  located  over  such  paved 
courts  or  yards  are  not  required ;  and 

Whereas,  in  the  opinion  of  the  Board,  no  fee  is  required 
under  section  B26-8.0  of  the  Administrative  Code,  unless 
the  sign  is  an  illuminated  sign  as  defined  in  section  B26-5.0, 
paragraph  2 ;  that  the  signs  in  question  in  not  extending  be¬ 
yond  the  street  line  (building  line)  do  not  fall  within  such 
definition. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  E.  S.  Applic.  No.  298-41,  Objection  No.  3  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  portion  of  the  illuminated  sign 
shall  extend  beyond  the  building  line  and  that  proper  per¬ 
mits  shall  be  obtained  for  the  construction  of  such  sign. 


391-42-A. 

APPLICANT — Joseph  Lau,  for  S.  K.  Holding  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 719-725  West  181st  street  and 
2-8  Bennett  avenue,  northwest  corner  (Block  No. 
2180,  Lot  No.  80),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 
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;  THE  RESOLUTION  (391-42-A) 

Whereas,  Joseph  Lau,  for  S.  K.  Holding  Corporation, 
owner,  filed  May  12,  1942,  an  appeal  from  a  decision  of  the 
I  borough  superintendent  affecting  premises  719-725  West 
|  181st  street  and  2-8  Bennett  avenue,  northwest  corner 
(Block  No.  2180,  Lot  No.  80),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
I  dated  April  30,  1942,  on  Misc.  Applic.  No.  1042-42,  reads: 

“L  Plan  shows  a  direct  method  of  refrigeration, 
which  is  contrary  to  C19-98  subd.  b  Adm.  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  2 
;  stories  (35  ft.)  in  height,  102  ft.  2}£  in.  by  100  ft.  in  area, 
of  Class  3  construction,  located  in  a  business  use  district, 

.  erected  in  1928  and  occupied  as  follows:  cellar,  storage,  5 
persons ;  1st  floor,  stores  and  bakery,  50  persons ;  mezzanine, 
meeting  room  of  club,  75  persons ;  2nd  floor,  meeting  room 
of  club  and  office,  400  persons.  No  change  in  use  or  occu- 
i  pancy  is  proposed ;  and 

Whereas,  Fire  Department  Order  No.  25879-LC,  issued 
by  the  fire  commissioner  April  8,  1941,  reads : 

“Before  a  permit  may  be  issued  for  you  to  operate 
or  maintain  a  refrigerating  plant,  the  following  must 

be  done ; 

File  plans  showing  the  complete  installation  and  lo¬ 
cation  of  the  refrigerating  system  and  have  same  ap¬ 
proved  by  the  Department  of  Housing  and  Buildings.” 

and 

Whereas,  the  applicant  contends  that  F.  P.  Applic.  No. 
1042-42  filed  with  the  borough  superintendent,  provides  for 
the  installation  of  air  conditioning  and  refrigerating  system 
on  the  2nd  floor  and  was  filed  to  comply  with  Fire  De¬ 
partment  Order  No.  25879-LC;  that  the  refrigerating 
machinery  is  located  in  a  separate  room  on  the  2nd  floor, 
enclosed  by  partitions  covered  on  both  sides  with  metal 
lath  and  Y  in.  cement  plaster  and  vapor-proofed  on  the 
inside;  that  the  access  doors  are  fireproof,  self-closing  and 
made  vapor-proof ;  that  the  room  is  ventilated  by  mechani¬ 
cal  means  directly  to  the  roof ;  that  the  refrigerating 
apparatus  consists  of  1  Buffalo  Forge  PC  central  condi¬ 
tioning  unit,  one  3  H.  P.  constant  speed  motor,  one  Bank 
of  cooling  coils  of  deoxidized  copper,  3  Universal  refrigera¬ 
tion  machines  equipped  with  10  H.  P.  motors  with  high 
and  low  pressure  cutouts,  an  automatic  electric  tempera¬ 
ture  control  system  for  hand  or  automatic  control,  neces¬ 
sary  automatic  thermal  expansion  valves,  automatic  sole¬ 
noid  valves  for  control  of  flow  of  refrigerant,  safety  pres¬ 
sure  relief  valves,  50  pounds  of  Freen  refrigerant  for  each 
of  the  three  Universal  refrigeration  machines ;  that  a  modi¬ 
fication  of  the  requirements  of  the  Administrative  Code  is 
requested,  as  the  area  of  the  room  is  so  great  and  the 
amount  of  air  10,000  cubic  ft.  per  minute  handled  by  the 
refrigerating  unit  would  dilute  any  possible  escaping  gas 
and  render  it  harmless ;  that  no  open  flame  is  used  in  the 
portion  of  the  premises  which  is  air  conditioned. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent  on  Misc.  Applic.  No.  1042-42,  Obj.  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  except  for  the  direct  method 
objected,  to  the  system  shall  comply  with  all  laws,  rules 
ind  regulations  applicable  thereto  and  that  in  all  other  re¬ 
spects  the  building  shall  comply  with  all  laws,  rules  and 
regulations. 


428-42-A. 

APPLICANT — Mayer  Brothers,  for  Anna  Schenk,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 90-41  77th  street,  east  side,  18 
ft.  north  of  91st  avenue  (Block  No.  8956,  Lot  No. 
66),  Woodhaven,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant :  Samuel  W.  Ross. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  o 

THE  RESOLUTION  (428-42-A) 

Whereas,  Mayer  Brothers,  for  Anna  Schenk,  owner,  filed 
May  26,  1942,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  premises  90-41  77th  street,  east  side,  18  ft.  north 
of  91st  avenue  (Block  No.  8956,  Lot  No.  66),  Woodhaven, 
Borough  of  Queens ;  and 

Whereas,  Order  No.  91425-LC,  issued  May  14,  1942, 
reads : 

‘3.  Provide  that  each  boiler,  heater,  range  or  stove 
is  connected  to  a  separate  flue  in  a  legal  chimney.  Rule 
12,  F.O.R.” 

and 

Whereas,  the  applicant  states  the  building  is  two  (2) 
stories  (24  ft.)  in  height,  17  ft.  9J4  in.  by  60  ft.  1  in.  in 
area;  of  Class  4  construction;  erected  in  1921;  located  in  a 
business  district  and  occupied:  Cellar,  boilerroom  and  stor¬ 
age,  no  persons;  1st  floor,  dwelling,  1  family;  2nd  floor, 
same,  pursuant  to  C.O.  5578,  issued  October  26,  1922;  and 

W hereas,  the  applicant  states  that  the  first  floor  is  heated 
by  the  American  Radiator  Ideal  Red  Flash  #  l-S-5  and  the 
2nd  floor  is  heated  by  the  same  make  boiler,  Model  #l-S-6, 
both  of  these  boilers  being  covered  with  air  cell  insulation 
and  steel  jackets  supplied  by  the  manufacturer;  that  each 
boder  is  equipped  with  full  size  9"-26  gauge  galvanized 
smoke  pipe  running  into  a  common  smoke  breeching;  that 
inlets  to  breeching  are  staggered,  so  that  one  smoke  pipe 
does  not  interfere  with  operation  of  the  other;  that  smoke 
breeching  is  equipped  with  an  approved  Automatic  balanced 
draft  regulator ;  that  the  chimney  consists  of  an  8  x  12 
vitreous  flue  tile  surrounded  by  common  red  brick,  as  per 
requirements  of  section  11.3  of  Building  Code;  that  there 
are  two  Miller  vaporizing  pot  type  oil  burners,  one  in  each 
furnace  with  top  oil  capacity  of  9/10th  gallons  per  hour; 
that  oil  flow  is  non-adjustable  beyond  this  point  and  is  con¬ 
trolled  by  an  approved  automatic  products  constant  float 
leveling  valve;  that  maximum  oil  flow  in  valve  is  con¬ 
trolled  by  a  drilled  orifice  and  is  not  adjustable;  that  the 
temperature  at  the  point  of  entrance  with  both  burners  full 
on  does  not  exceed  450°  F ;  that  the  carbon  dioxide  content 
of  gas  is  8%;  that  the  fire  box  draft  is  maintained  and 
controlled  by  means  of  a  hot  stream  automatic  balanced 
draft  regulator;  that  due  to  the  general  construction  and 
layout  of  the  building,  it  is  next  to  impossible  to  construct 
an  individual  chimney  to  accommodate  the  second  oil  burn¬ 
ing  device;  that  the  heating  plants  were  not  disturbed  in 
making  the  oil  installation,  but  are  identically  the  same  as 
through  the  many  years  when  they  were  fired  by  coal  equip¬ 
ment  ;  and 

Whereas  premises  were  inspected  by  a  committee  of  the 
Board. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  91425-LC,  Item  No.  3,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
in  all  other  respects  the  installation  shall  comply  with  the 
Oil  Burner  Rules  of  the  Board. 


437-42-A. 

APPLICANT — Ferdinand  Savignano,  for  Michael  lemma, 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 486  Seventh  avenue,  west  side, 
254  ft.  6  in.  south  of  16th  street  (Block  No.  1056’ 
Lot  No.  41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Goodrich. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE—  .  „  .  ,  _  .  .  „e 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  u 


THE  VOTE—  .  w  J  ,  _ 

Affirmative  ;  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


Negative: 


0 


THE  RESOLUTION  (437-42-A) 


THE  RESOLUTION  (446-42-A) 


Wherfas,  Ferdinand  Savignano,  for  Michael  lemma, 
owner,  filed  May  28,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent,  premises  486  Seventh  avenue,  west 
side,  254  ft.  6  in.  south  of  16th  street  (Block  No.  10o6, 
Lot  No.  41),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  26,  1942,  re  Alt.  Applic.  1487-42,  reads: 

“1  As  building  was  removed  from  the  tenement 
House  Class  under  Alt.  1226-37  C.  O.  85093,  same  to 
comply  with  sec.  8  M.D.L.  as  a  hereafter  erected  bldg. 
Application  denied.” 

^Whereas,  the  applicant  states  that  the  building  is  3 
stories  (33  ft.)  in  height,  17  ft.  8  in  by  45  ft.  in  area;  of 
Class  3  construction;  located  in  a  business  use  district, 
erected  in  1901  and  used  since  1933,  as  follows:  Cellar, 
ordinary;  1st  floor,  store  and  2  rooms;  2nd  floor,  dwelling, 
one  family ;  3rd  floor,  same ;  proposed  to  be  used  as  follows : 
cellar,  same;  1st  floor,  store  and  dwelling,  one  family;  2nd 
floor,  dwelling,  1  family;  3rd  floor  dwelling,  1  family ;  and 
Whereas,  the  applicant  contends  that  the  building  was 
originally  occupied  by  one  family  on  each  of  the  Is  ,  n 
and  3rd 'floors;  that  the  previous  owner  m  order  not  to  be 
required  to  comply  with  the  M.D.L.,  made  alteration  in 
1937  under  Permit  No.  1236-37,  changing  the  occupancy 
from  store  and  2  rooms  on  1st  floor  and  1  family  on  each 
of  the  2nd  and  3rd  floors,  thus  removing  the  building  from 
the  jurisdiction  of  the  Housing  Division;  that  the  present 
owner  purchased  this  parcel  with  the  intention  of  restoring 
the  building  to  its  former  classification,  and  as  a  fire  escape 
in  compliance  with  sec.  145  of  the  M.D.L.  has  been  erected 
at  rear  of  building  and  all  existing  plumbing  fixtures  never 
were  removed  and  always  in  use  on  all  floors,  including 
room  behind  the  store,  also  as  store  has  been  vacant  for 
many  months,  it  is  proposed  to  reinstate  the  occupancy 
the  1st  floor  to  that  which  existed  prioi  to  1  U7 ,  that 
Article  7  of  the  M.D.L.  will  be  complied  with  hor  these 
reasons  it  is  requested  that  C  O.  85W3  issued  November 
?2  1937,  permitting  cellar,  ordinary;  1st  floor  store,  2nd 
floor,  1  family;  3rd  floor,  1  family,  be  revoked,  as  the 
building  has  never  ceased  to  be  arranged,  as  intended  and 
designed  for  occupancy  as  a  multiple  dwelling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1487-42,  Obj.  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
revoking  Certificate  of  Occupancy  No  85903  upon  the  com¬ 
pletion  of  the  proposed  alteration  to  the  first  flooi  substan- 
Sly  as  filed  under  Alt.  Applic.  No  1236-37  to  restore  he 
building  to  the  Multiple  Dwelling  class  for  occupancy  for 
three  (3)  families  and  elimination  of  the  store  use,  on  con¬ 
dition  that  the  building  shall  comply  in  all  respects  with  all 
laws,  rules  and  regulations  applicable  thereto,  including  the 
requirements  of  the  Multiple  Dwelling  Law. 


Whereas,  Cosmos  Dental  Products,  Inc.  lessee,  tor  115 
West  45th  Street  Corporation,  owner,  filed  May  29.  1942, 
an  appeal  from  an  order  of  the  fire  commissioner  affecting 
premises  115  to  117  West  45th  street,  north  side,  180  ft. 
west  of  Sixth  avenue  (Block  No.  998,  Lot  No.  24),  Bor¬ 
ough  of  Manhattan;  and  .  . 

Whereas,  Order  No.  30786-LC,  of  the  fire  commissioner, 

issued  May  6,  1942,  reads: 

“With  reference  to  your  application  dated  March  IV. 
1942,  for  a  permit  to  manufacture  an  inflammable  mix¬ 
ture  at  above  location,  it  is  regretted  that  this  depart¬ 
ment  is  without  power  to  grant  such  a  permit  for  the 


reason:  .  .  .  .  .... 

That,  premises  are  not  equipped  with  the  iacilities 
provided  therefor  by  Sec.  C19,  Art.  9  New  York  City 
Administrative  Code,  which  in  part  requires  an  ap¬ 
proved  buried  storage  system. 

Note :  Laboratory  report  on  methyl  methacrylate 

shows  it  has  a  flashpoint  below  65°  F.  (open  cup). 
Sec.  C19-22,  Art.  1,  (Definition)  ‘Inflammable  mixture, 
any  liquid  or  any  mixture  which  will  emit  an  inflam¬ 
mable  vapor  at  a  temperature  below  100°  F.’  Sec.  Cl  9- 
43  Art  1  (Definition)  ‘any  oil  or  liquid  that  will  gen¬ 
erate  an  inflammable  vapor  at  a  temperature  below 

100°  F.’  . 

You  are  therefore,  hereby,  advised  to: 

1.  Discontinue  the  manufacture  of  an  inflammable 
mixture  and  discontinue  the  storage  of  methyl  meth¬ 
acrylate  on  these  premises.  Sec.  C19-58.0,  Art.  9  Lew 
York  City  Administrative  Code.  Sec.  09-11,  Art.  1, 
Administrative  Code.” 


and 


446-42-A.  t  t 

APPLICANT— Cosmos  Dental  Products  Incorporated, 
lessee,  for  115  West  45th  Street  Corporation, 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 115-117  West  45th  street .  north 
side  180  ft.  west  of  Sixth  avenue  (Block  No.  998, 
Lot’ No.  24),  Borough  of  Manhattan. 

APPEARANCES— nt  .  Engel  and  Edwin  Aderer 

For  Administration:  Charles  E.  Johnson,  Fire 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


Whereas,  the  applicant  states  that  the  building  is  12 
stories  (156  ft.)  in  height;  45  ft.  bv  100  ft.  in  area  at 
first  floor,  45  ft.  by  90  ft.  2  in.  in  area  at  typical  floor;  of 
Class  1  construction;  equipped  with  a  sprinkler  system  and 
a  standpipe  system ;  erected  1925 ;  located  in  a  retail  use 
district  and  used  and  occupied  as  follows  :  C  ellar,  store  iot 
blue  print  and  graphic  work  in  conjunction  with  first  story 
13  persons  on  first  and  cellar  story  combined;  second  floor 
music  library,  5  persons;  third  floor,  manufacturing  denta 
supplies,  14  persons;  fourth  floor  rear,  manufacturing  cos¬ 
metics,  2  persons,  fourth  floor  front,  school,  3  persons 
fifth  floor,  typographers,  15  persons;  sixth  floor  front,  store 
2  persons ;  sixth  floor  rear,  offices,  2  persons ;  seventh  Hoor 
dental  laboratory,  17  persons;  eighth  floor,  typographers  2. 
persons;  9th,  10th  and  11th  floors  combined,  jewelers 
printers  and  dental  supplies,  15  persons.  Certificate  of  Oc 
cupancy  No.  11847,  issued  1926  permits  the  use  of  th< 
building  from  second  to  12th  floors  as  offices,  showroom: 
and  factory  with  70  persons  on  each  floor;  not  more  that 
25'%  of  floor  area  to  be  used  for  manufacturing  purposes 

Whereas,  the  applicant  contends  that  the  tenant  of  th* 
third  floor  is  engaged  in  the  manufacture  and  sale  of  denta 
supplies  and  in  this  connection,  bottles  and  distributes  methy 
methacrylate;  that  at  the  time  of  the  inspection  by  the  Fir 
Department,  1400  gallons  of  this  product  was  stored  a 
the  premises;  that  this  amount  ha,s  since  been  reduced  t 
1  000  gallons  and  the  reduction  is  being  constantly  mad 
until  a  storage  of  75  gallons  will  be  the  maximum  main 
tained ;  that  without  this  small  supply  on  hand,  the  busines 
cannot  be  operated ;  that  a  fire  resistive  vault  with  ventila 
tion  to  the  outer  air  and  equipped  with  a  7  in.  curb  an 
approved  fire  door,  has  been  installed  for  the  storage  of  th 
material  in  question ;  that  the  methyl  methacrylate  stored  i 
the  fireproof  vault  is  kept  in  5  gallon  tin  containers  o 
steel  shelves;  and 


820 


MINUTES 


Whereas,  application  filed  March  19,  1942  for  Fire  De¬ 
partment  permit,  was  for  1200  gallons  of  liquid  methyl 
methacrylate  and  24,000  lbs.  powder  methyl  methacrylate; 

and 

Whereas,  Laboratory  Report  filed  in  the  Fire  Depart¬ 
ment  folder  indicates  Hash  point  of  methyl  methacrylate  to 
be  below  65°  F. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  30786-LC  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  not  over 
75  gallons  of  methyl  methacrylate  shall  be  stored  on  the 
premises  on  the  third  floor ;  that  such  material  shall  be 
stored  as  proposed  in  a  ventilated  vault  separated  from  the 
balance  of  the  area ;  that  the  material  shall  be  received  in 
not  less  than  50  gallon  drum  lots  and  placed  in  5  gallon 
containers  within  the  vault  and  from  such  containers  trans¬ 
ferred  to  smaller  containers  for  retail  sale ;  that  such  5 
gallon  container  shall  meet  the  requirements  of  the  Adminis¬ 
trative  Code  as  to  construction  and  labeling;  that  the  small 
containers  shall  also  comply  with  the  Code  as  to  labeling 
and  shall  not  exceed  approximately  1  quart  in  size;  that  all 
filling  machinery  inside  the  filling  room  shall  be  properly 
grounded. 


459-42-A. 

APPLICANT- — Louis  Zirinsky,  for  Bushwick  Building 
Company,  Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AF FECTED — 445-455  Blake  avenue  and  318- 
326  Junius  street,  northwest  corner  (Block  No. 
3763,  Lot  No.  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Louis  Zirinsky. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 

THE  RESOLUTION  (459-42-A) 

Whereas,  Louis  Zirinsky,  for  Bushwick  Building  Co., 
Inc.,  owner,  filed  an  appeal  on  June  9,  1942,  from  an  order 
of  the  fire  commissioner,  premises  445-455  Blake  avenue 
and  318-326  Junius  street,  northwest  corner  (Block  No. 
3763,  Lot  No.  46),  Borough  of  Brooklyn;  and 
Whereas,  Order  No.  7925-LF,  issued  by  the  Fire  Com¬ 
missioner  January  23,  1942,  reads  : 

“1.  Repair  or  replace  the  missing  shutters  with 
proper  iron  shutters  at  all  openings  in  the  exterior  wall 
above  1st  story  which  are  distant  in  a  direct  line  less 
than  30  ft.  from  any  opening  in  any  other  building  and 
not  in  the  same  plane  with  said  openings  and  which  are 
not  more  than  50  ft.  above  a  neighboring  roof  at  north 
and  west  sides  of  building,  or  other  approved  protection. 
Section  291A-2.2.0  Ch.  19,  Admin.  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (61  ft.  3  in.)  in  height,  89  ft.  9  in.  by  100  ft.  in  area 
at  1st  floor,  89  ft.  9  in.  by  94  ft.  in  area  at  typical  floor;  of 
Class  3  construction;  equipped  with  a  sprinkler  system; 
erected  prior  to  1916:  located  in  an  unrestricted  use  district 
and  used  and  occupied  throughout  as  a  factory  with  a  maxi¬ 
mum  occupancy  of  50  persons  per  floor,  for  which  C.O. 
No.  97902  was  issued  Sept.  13,  1940  and  showed  a  75  lb. 
live  load  and  permitted  the  use  of  light  manufacturing  with 
no  occupants  in  the  building ;  and 
Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  an  approved  sprinkler  system  with  heads 
located  not  more  than  4  feet  distant  from  any  windows; 
that  the  building  adjoining  to  the  north  is  vacant  and  un¬ 
occupied  ;  that  applications  for  priority  ratings  have  been 
filed  to  acquire  the  necessary  materials  to  comply  with  the 
order  and  no  priority  can  be  obtained;  that  the  building  is 


equipped  with  a  fire  alarm  system;  that  in  view  of  the  fact 
.no  hazard  exists,  it  is  requested  the  Board  waive  the  re¬ 
quirements  of  the  Fire  Department’s  order. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  7925-LF  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
required  shutters  shall  be  replaced  within  two  (2)  years; 
that  the  sprinkler  system,  fire  alarm  system  and  fire  drills 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner,  that  there  shall  be  a  sprinkler  head  opposite  within 
four  feet  of  each  window  involved  in  the  exposure;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
a  proper  certificate  of  occupancy  shall  be  obtained,  setting 
forth  thb  permitted  occupancy  of  the  building  and  the 
legally  permitted  live  load. 


463-42-A. 


At  1  LllAN  I  — Anthony  M.  De  Rose,  for  Bedford  Park 
Amusement  Corporation,  owner  (Benwill  Theatre 
Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2701-2711  Webster  avenue, 
northwest  corner  of  East  195th  street  (Block  No. 
3278,  Lot  No.  48),  Borough  of  The  Bronx. 
APPEARANCES— 


For  Applicant:  Anthony  M.  De  Rose. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  Q 


THE  RESOLUTION  (463-42-A) 

Whereas,  Anthony  M.  De  Rose,  for  Bedford  Park 
Amusement  Corporation,  owner  (Benwill  Theatre  Corpora¬ 
tion,  lessee),  filed  June  10,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent  affecting  premises  2701-2711 
Webster  avenue,  northwest  corner  of  East  195th  street 
(Block  No.  3278,  Lot  No.  48),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  10„  1942,  on  Alt.  Applic.  No.  297-42,  reads : 

“2.  Manufacturing  portion  of  second  floor  must  be 
able  to  sustain  a  live  load  of  120  lbs.  per  sq.  ft.  as 
per  Section  7.3.2. 3  of  Building  Code.  Present  Certifi¬ 
cate  of  Occupancy  allows  only  100  lbs.  per  sq.  ft.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (26  ft.)  in  height;  180  ft.  by  26  ft.  in  area;  of  Class 
3  construction;  located  in  a  business  use  district;  erected 
1916  and  occupied  since  1937  as  follows:  Cellar,  boiler  room 
and  storage,  no  persons;  first  floor,  stores;  second  floor, 
offices;  Proposed  to  be  occupied — cellar,  boiler  room  and 
storage;  first  floor,  stores;  second  floor,  dress  manufac¬ 
turing  and  club  rooms,  90  persons;  and 
Whereas,  A^iolation  No.  281-42  was  issued  for  changing 
occupancy  of  second  floor  from  offices  to  factory  and  club 
room  without  obtaining  certificate  of  occupancy;  and 
Whereas,  the  applicant  contends  the  building  was  erected 
in  1916  and  certificate  of  occupancy  issued  for  theatre,  store 
and  club  rooms ;  that  in  September  1925  certificate  was 
issued  for  club  house  on  second  floor;  that  in  1931  Certifi¬ 
cate  of  Occupancy  No.  97  was  issued  permitting  the  use  of 
the  second  floor  as  light  manufacturing,  45  persons;  that  in 
1937  Certificate  No.  33  was  issued  permitting  office  use  on 
the  second  floor,  100  lbs.  live  load;  and 
Whereas,  the  applicant  further  contends  the  second  story 
has  been  used  for  light  dress  manufacturing  since  1937  and 
it  is  therefore  requested  that  a  posted  live  load  of  100  lbs. 
be  considered  by  the  Board;  that  it  would  be  a  hardship  to 
be  compelled  to  redesign  and  reinforce  the  floor  construc- 
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tion;  that  the  live  load  requested  is  more  than  the  code 
permits  for  live  load  for  incidental  factory  work,  and  the 
load  requested  will  be  a  maximum  for  the  use  which  will 
obtain  on  the  second  floor. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  No.  297-42,  Objection  No.  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  live  load  throughout  the  sec¬ 
ond  floor  shall  be  approved  for  not  less  than  100  lbs.  per 
superficial  foot ;  that  a  new  certificate  of  occupancy  shall 
be  issued  superseding  all  previous  certificates  of  occupancy 
relating  to  this  portion  of  the  building;  that  the  only  por¬ 
tion  of  the  second  floor  to  be  occupied  for  light  manufac¬ 
turing  shall  be  that  portion  toward  the  south ,  that  free 
access  to  the  existing  stairway  leading  to  Webster  avenue 
with  doors  leading  thereto  swinging  outwardly,  shall  be 
available  at  all  times  as  well  as  the  existing  4  ft.  wide  iron 
stairway  leading  directly  to  East  195th  street ,  that  the 
club  room  to  occupy  the  northerly  portion  of  the  second 
floor  shall  not  be  occupied  during  the  hours  the  factory  is 
occupied;  that  the  doors  leading  to  stairways  shall  not  be 
less  than  3  ft.  in  width ;  that  the  existing  wood  stairs  shall 
be  protected  with  a  fire  retarding  partition  and  the  space 
under  the  stair  at  the  first  floor  shall  be  closed  up  with  fire 
retarding  material;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto,  other  than  as  varied  by  the  Board 
under  Cal.  No.  464-42-S  and  867-23- A. 


one  interior  stairs  47  in.  wide  of  wood  construction,  enclosed 
in  wood  studs,  wood  lath  and  plaster  partitions  equipped 
with  wood  doors  and  one  fire  escape  located  at  south  end 
of  building  which  does  not  lead  to  roof  but  goes  direct  to 
street ;  that  windows  on  the  course  of  the  fire  escape  are  not 

protected;  and  . 

Whereas,  the  applicant  states  that  it  is  proposed  to  en¬ 
close  the  interior  stair  in  fire  retarded  partitions  at  the  first 
story;  and 

Whereas,  the  applicant  further  states  that  due  to  the 
location  of  elevator  structure  in  front  of  the  building  and 
the  character  of  the  neighborhood  in  general,  the  second 
story  of  this  building  cannot  be  rented  for  a  use  in  compli¬ 
ance  with  the  existing  certificate  of  occupancy ;  that  the 
club  rooms  are  only  occupied  in  the  evenings  at  a  time  when 
the  dress  manufacturing  portion  is  unoccupied;  that  the 
dress  manufacturing  portion  has  two  stairs  which  lead 
direct  to  street  with  an  occupancy  of  only  50  persons;  that 
the  south  stair  is  48  in.  wide  of  iron  construction  and  the 
front  stair  is  47  in.  wide;  that  both  stairs  lead  direct  to 
street  with  3  ft.  wide  exit  doors. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  297-42,  Objection  Nos.  3,  4  and  5  and 
that  the  application  be  and  it  hereby  is  granted  on  condition 
that  the  requirements  of  the  resolution  adopted  this  day 
under  Cal.  No.  463-42-A  shall  be  complied  with  and  granted 
only  so  long  as  the  premises  are  occupied  as  therein  re¬ 
quired. 


464-42-S. 

APPLICANT— Anthony  M.  De  Rose,  for  Bedford  Park- 
Amusement  Corporation,  owner  (Benwill  Theatre 
Corporation,  lessee).  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 2701-2711  Webster  avenue, 
northwest  corner  of  East  195th  street  (Block  No. 
3278,  Lot  No.  48),  Borough  of  The  Bronx. 

APPEARANCES—  „  _  _ 

For  Applicant:  Anthony  M.  De  Rose. 

For  Administration :  Fred  Dalilem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  ^ 


511-42-A. 


APPLICANT— Arthur  Jovis,  for  Emidio  Milani,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 1660  Hering  avenue  east  side, 
55.03  ft.  south  of  Van  Nest  avenue  (Block  No. 
4113,  Lot  No.  64),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  Jovis.  > 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

A.CTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT—  i 

Affirmative  :  . ••••••;••. .  u 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


THE  RESOLUTION  (464-42-S) 


THE  RESOLUTION  (511-42-A) 


Whereas,  Anthony  M.  De  Rose,  for  Bedford  Park 
Amusement  Corporation,  owner  (Benwill  Theatre  Corpora¬ 
tion,  lessee),  filed  June  10,  1942,  an  application  for  variation 
of  the  requirements  of  the  Labor  Law  affecting  premises 
2701-?711  Webster  avenue,  northwest  corner  of  East  195th 
street"  (Block  No.  3278,  Lot  No.  48),  Borough  of  The 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  10,  1942,  on  Alt.  Applic.  No.  297-42,  reads: 

“3  Factory  portion  of  second  floor  must  have  two 
enclosed  fireproof  stairways  remote  from  each  other, 
as  per  section  270-3  of  Labor  Law. 

4.  Doors  leading  to  stairway  must  be  at  least  44  in. 

as  per  section  270-5  of  Labor  Law.  _  . 

5.  Indicate  compliance  of  all  provisions  of  section 
270-4  as  to  stairway  construction.” 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (26  ft.)  in  height;  180  ft.  by  26  ft.  in  area;  of 
Class  3  construction;  erected  1916,  occupied,  cellar,  boiler 
room  and  storage,  no  persons ;  first  floor,  stores ;  second 
floor,  dress  manufacturing  and  club  rooms,  90  persons,  for 
which  Certificate  of  Occupancy  No.  97  was  issued  in  1931 
permitting  45  persons  on  the  second  floor,  light  manufac¬ 
turing,  120  lbs.  live  load;  that  the  building  is  equipped  with 


Whereas,  Arthur  Jovis,  for  Emidio  Milani,  owner,  filed 
on  Tune  25,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent  affecting  1660  Hering  avenue  east  side,  551)3 
ft.  south  of  Van  Nest  avenue  (Block  No.  4113,  Lot  No.  64), 

Borough  of  The  Bronx ;  and  .  , 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  3,  1942,  on  Alt.  Applic.  No.  1119-41,  reads: 

“A.9.  Provide  proper  dual  means  of  egress,  pur¬ 
suant  to  Sec.  187,  M.D.L. 

^Whereas,  the  applicant  states  that  the  building  is  two 
stories  and  basement  (27  ft.)  in  height;  18  ft.  < 5  in.  by  j4 
ft  in  area;  of  Class  3  construction;  erected  1931;  having 
a  roof  pitch  exceeding  15°  ;  located  in  a  residence  use  dis¬ 
trict  and  occupied,  basement,  storage  and  boiler  room ,  first 
floor,  dwelling,  one  family;  second  floor,  dwelling  one 
familv,  and  a  private  garage  located  in  the  yard.  I  he 
building  is  proposed  to  be  occupied,  basement,  storage,  boiler 
room  and  dwelling,  one  family;  first  floor,  dwelling,  one 
family;  second  floor,  dwelling,  one  family,  with  private 
garage  located  in  yard;  and  .  . 

Whereas,  Violation  No.  591  of  1936,  issued  June  16, 
1942  was  for  changing  occupancy  of  premises  from  dwelling 
to  a  Class  A  Multiple  Dwelling  without  obtaining  a  cer¬ 
tificate  of  occupancy ;  and 
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Whereas,  Certificate  of  Occupancy  No.  1102,  issued  De¬ 
cember  18,  1931,  permitted  the  use  of  the  building  as  2 
family  dwelling  and  private  garage;  and 
Whereas,  the  applicant  contends  that  no  dual  means  of 
egress  is  required  tor  a  house  of  the  type  involved  herein 
as  such  a  building  is  specifically  exempted  from  the  pro¬ 
visions  of  Section  187  of  the  Multiple  Dwelling  Law;  and 
Whereas,  the  Board  deemed  that  if  a  scuttle  in  the 
roof,  even  if  the  roof  pitch  exceeded  15  degrees,  is  not 
provided,  the  second  means  of  exit  is  required ;  that  the 
facts  in  this  case  are  similar  to  those  in  previous  appeal 
No.  137-42-A  applying  to  adjoining  dwelling,  minutes  of 
hearing  concerning  which  are  made  part  of  the  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1119-41,  Objection  A9,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


574-42-A. 


APPLICANT— Raymond  Irrera,  for  Anton  J.  Skokan  and 
Marie  Skokan,  owners  (Krieger  Steel  Sections,  In¬ 
corporated,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 11-11  34th  avenue,  northwest 
corner  of  12th  street  (Block  No.  318,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Raymond  Irrera. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . . .  0 


ITHE  RESOLUTION  (574-42-A) 

Whereas,  Raymond  Irrera,  for  Anton  J.  and  Marie 
Skokan,  owners  (Krieger  Steel  Sections,  Inc.,  lessees),  filed 
jjuly  16,  1942,  an  appeal  from  a  decision  of  the  borough 
jsuperintendent,  premises  11-11  34th  avenue,  northwest  cor¬ 
ner  of  12th  street  (Block  No.  318,  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 

:  dated  July  14,  1942,  on  Alt.  Applic.  1310-42,  reads: 

“1.  The  extension  in  frame  construction  of  a  frame 
bldg,  located  within  the  fire  limits  is  contrary  to  Sec¬ 
tion  4.1.5  of  the  Bldg.  Code.” 
ind 

Whereas,  the  applicant  states  that  the  building  is  one 
Story  in  height,  located  on  a  plot  175.82  ft.  by  99.75  ft.  in 
irea;  in  an  unrestricted  district;  erected  in  1921;  of  Class 
3  and  4  construction;  occupied  as  a  factory  and  garage,  40 
persons;  proposed  to  be  occupied:  1st  floor,  factory,  office 
ind  shipping,  60  persons ;  2nd  floor,  offices,  10  persons ;  and 
Whereas,  Violation  2363  was  issued  July  9,  1942,  for 
occupying  the  structure  as  an  automobile  body  shop  without 
i  certificate  of  occupancy,  and  Violation  2749  dated  May  9, 
1942  for  erecting  frame  second  story  on  existing  structure 
without  an  approved  plan  and  permit;  and 
■  V  hereas,  plan  filed  with  the  borough  superintendent  July 
14,  1942,  under  Alt.  Applic.  1310-42,  indicates  that  there  is 
m  existing  one-story  brick  factory  56.39  ft.  front,  119.78  ft. 
n  depth  at  the  westerly  portion  of  the  front  of  plot,  a  one- 
dory  steel  and  metal  factory  building  95  ft.  front  by  45  ft. 
n  depth,  running  across  the  rear  of  the  lot,  a  one-story 
rame  metal  shop  and  one-story  cement  block  garage,  hav- 
ng  an  open  frontage  of  44.35  ft.  and  a  depth  of  130.82  ft. 
•t  the  easterly  portion  of  front  of  lot;  and 
Whereas,  the  applicant  contends  that  the  brick  building, 
ipproximately  56  ft.  by  119  ft.  in  area  was  erected  in  1940 
inder  N.  B.  Applic.  7018-40  and  the  concrete  block  garage, 
ipproximately  23  ft.  by  26  ft.  was  erected  in  1925  under 
'J.  B.  2101/25 ;  that  all  of  these  buildings  are  used  by  the 


Krieger  Steel  Sections  Inc.,  lessee  of  the  premises,  for  war 
work;  that  the  lessee,  having  received  orders  from  the  War 
Department  to  acquire  additional  office  space,  erected  a 
frame  second-story  extension  without  plans  and  permits  on 
the  building  formerly  used  as  a  2-car  garage;  that  the 
exterior  walls  of  the  1st  floor  of  this  building  are  8  in. 
concrete  block  on  sides'  and  rear  and  brick  wall  on  the 
front;  that  the  garage  was  converted  to  offices  after  ob¬ 
taining  War  Department  contracts;  that  the  work  on  the 
frame  second  story  extension  was  stopped  by  the  Building 
Dept,  after  the  exterior  frame  walls  were  erected  to  a  new 
height  and  new  floor  beams  installed  above  the  present  roof 
of  the  garage.  It  is  requested  that  the  lessee  be  permitted 
to  complete  the  frame  second  story  extension,  covering 
exterior  walls  with  asbestos  shingles  in  the  interest  of 
saving  time  which  is  necessary  in  connection  with  the  war 
work.  1  he  second  story  will  be  used  as  offices  having  a 
capacity  of  ten  persons.  The  floor  beams  of  the  2nd  story 
are  to  be  located  above  the  present  roof  beams  of  the 
garage,  supported  on  the  exterior  brick  and  block  walls  and 
entirely  independent  of  the  present  roof.  The  purpose  of 
this  form  of  construction  is  so  that  the  second  story  may 
be  removed  at  the  termination  of  the  present  emergency ; 
that  the  one-story  frame  and  metal  shop,  which  was  erected 
without  plans  some  five  years  ago  and  was  existing  at  the 
time  the  present  lessee  took  over  these  premises ;  this  build¬ 
ing  is  used  as  a  shop  to  construct  truck  bodies  on  army 
chassis  for  use  in  the  war  effort  and  is  substantially  erected 
with  heavy  timber  supports  covered  on  exterior  and  roof 
with  galvanized  iron  and  sheet  metal.  All  posts  are  erected 
on  concrete  piers.  Roof  girders  rest  on  wood  posts  inde¬ 
pendently  of  brick  wall  of  existing  brick  factory  building 
on  the  west  side.  Most  of  the  timber  used  in  this  building 
is  of  long  leaf  yellow  pine  and  is  of  good  solid  construction. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  No.  1310-42,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  not  be  fur¬ 
ther  increased  in  height  or  area;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  to  a  similar  building  when 
erected  outside  of  the  fire  limits;  that  any  openings  from 
this  building  to  the  adjoining  building  under  the  same  con¬ 
trolled  occupancy,  shall  have  approved  fire  doors;  that  the 
permission  to  occupy  this  building  shall  continue  only  dur¬ 
ing  the  term  of  the  existing  war  emergency  and  for  one 
year  thereafter,  and  upon  expiration  of  such  period,  the 
building  shall  either  be  completely  removed  or  made  to 
comply  with  the  legal  requirements. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

22-42-SM. 

APPLICANT — American  Lumber  Company,  owner. 
SUBJECT — Wolmanized  Lumber,  approval  of. 
APPEARANCES— 

For  Applicant :  F.  W.  Gottschalk  and  G.  M. 
Deward. 

ACTION  OF  BOARD — Laid  over  to  July  28,  1942,  at  2 
P.  M.,  for  further  consideration  by  the  Board. 


308-34-SA. 

APPLICANT — Associated  Oil  Burner  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  reopened  September  14,  1937 — re 
amendment  of  resolution,  approval  of  additional 
name  of  Presteel  Oil  Burner  (re  Blue  Glow  Oil 
Burner,  Models  Supreme  and  DeLuxe,  previously 
approved). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 
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THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 


481-38-SA. 

APPLICANT— Colonial  Stove  Company,  owner. 
SUBJECT— Colalloy  Steel  Kwik  Konnector,  approval  ot. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . . 


893-40-SM. 

APPLICANT— William  Van  Alen,  for  Andrew  Marzoli, 

SUBJECT— Corkcrete  (for  floors  and  bases),  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE  TO  DISMISS—  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . . 


THE  RESOLUTION  (893-40-SM) 

Whereas,  William  Van  Alen,  for  Andrew  Marzoli, 
owner,  filed  on  September  5,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial  known  as  Corkcrete  (for  floors  and  bases)  ;  and 
Whereas,  the  applicant  failed  to  answer  a  communica¬ 
tion  from  the  Board,  and  at  the  hearing  there  was  no 
appearance  made  in  behalf  of  the  applicant.  , 

Resolved,  that  the  application  for  approval  be  and  it 
hereby  is  dismissed  for  lack  of  prosecution. 


333-39-SM. 

APPLICANT— De  Yorgi  Bros.,  Inc.,  owner. 

SUBJECT _ DeYorgi  Bros.  Concrete  Blocks,  approval  ot. 

APPEARANCES- 

For  Applicant :  N.  W.  Heddon. 

ACTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 


THE  RESOLUTION  (333-39-SM) 

Whereas,  De  Yorgi  Brothers,  Inc.,  owner,  filed  on  March 
16  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  the  De 

Yorgi  Bros.  Concrete  Blocks;  and  _  .  n  ... 

Whereas,  this  material  was  submitted  to  the  Committee 

on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads. 


REPORT  OF  COMMITTEE  ON  TESTS. 

July  6,  1942. 


the  Administrative  Code  and  under  the  Rules  of  the  I 

These  concrete  masonry  units  are  manufactured  by  1 
the  applicants  at  their  plant  at  1392  Commerce  Avenue, 
Bronx  New  York.  The  units  are  molded  on  an  Ebling 
Tamping  Machine,  into  which  the  materials  are  led 
from  a  batch  mixer,  after  the  aggregates  are  propor¬ 
tioned  by  volume.  The  mix  consists  of  one  part  ap-  I 
proved  bagged  Portland  Cement,  six  parts  1  ort  VVash- 
ington  bank  run  sand  (97.4%  passing  No  4  screen)  and 
four  parts  Port  Washington  gravel  (98.4%  passing  I 
screen).  Surface  moisture  content  of  the  aggregates  is 
determined  with  the  aid  of  a  fixed  volume  container,  ( 
a  hot  plate  and  a  scale.  The  water-cement  ratio  is  I 
corrected  to  allow  for  the  surface  moisture  carried  by 
the  aggregates.  New  York  City  water  is  used  and  its 
flow  is  controlled  by  the  use  of  a  Buffalo  Water  Meter 
equipped  with  a  large  visible  dial.  The  materials  are 
mixed  dry  for  four  minutes,  the  computed  water  is 
then  added  and  the  mixing  continued  for  an  additiona. 

4  minutes.  A  clock  with  a  12"  face  and  sweep  second 
hand  for  timing  the  mix  has  been  provided  in  com¬ 
pliance  with  Rule  4.2.3.  of  the  Boards  Rules.  The 
blocks  are  cured  by  low  pressure  steam  curing  in  tem¬ 
peratures  ranging  from  95  to  10  degrees  F.  for  24 
hours  and  then  stored  for  at  least  28  days  before 
deliveries  are  made.  Records  will  be  kept  as  required! 

'These  units  are  manufactured  in  the  following  nom¬ 
inal  sizes:  Yidd 

per  bag 
of  cement 

8"  x  8"  x  18"  hollow  loadbearing .  25 

8"  x  10"  x  16"  hollow  loadbearing .  |9 

8"  x  12"  x  16"  hollow  loadbearing. ..  ■••;••••• 

8"  x  12"  x  16"  solid  loadbearing  (25%  voids) . .  14 

Tests 

Test  specimens  of  these  units  were  made  (in  the  pres¬ 
ence  of  representatives  of  the  Board)  of  the  following 

mixture  of  materials:  .  ,  . 

Cement  376  pounds  (contents  of  4  bags) 

Sand  Approx.  29.6  cu.  ft.  <9Z4%  passing  #4 
screen)  (silt  content — 2.09%  by  wgt.) 

Gravel  Approx.  22.4  cu.  ft. 

Water  20  gallons  (total  water) 

After  being  tamped  in  the  mold  box  the  samples 
were  cured  for  24  hours  in  a  low-pressure  steam  room 
and  then  stored  under  cover  and  submitted  to  test  at 
Columbia  University  Engineering  Laboratories  at  end 
of  28  days  with  the  following  results: 

Nominal  size  . 

No.  of  cells  . 


How  capped . . . . . . 

Gross  area  in  sq.  in  . 


8x8x18 

8x10x16 

3 

3 

Hollow, LB 

Hollow, LB 

Cement  ’ 

138.4 

160.0 

28  davs 

28  days 

47.0 

58.45 

1269 

1412 

700 

700 

Not  tested 

Not  tested 

Not  tested 

Not  tested 

Recommendations 

3 


190.3 


(25%  voids) 
189.1 


74.7 

1437 

700 


150< 


Required  . •  •  • 

Absorption,  lbs.  p/c/f 

(average)  . . 

Absorption,  lbs.  p/ c/f 


7.9 


8.1 


15 


Re :  Cal.  No.  333-39-SM.  .  .  ,  , 

Subject:  DeYorgi  Bros.  Concrete  Blocks  Approval  °f' 
DeYorgi  Bros,  Inc.,  Bronx,  New  York,  filed  on 
March  16,  1939  with  the  Board  of  Standards  and  Ap¬ 
peals  an  application  for  approval  under  the  requirements 
of  Sec  C26-178.0,b  of  the  Administrative  Code  and  the 
Rules  of  the  Board  for  the  manufacture  testing  and 
use  of  concrete  masonry  units  of  their  hollow  and  solid 
load-bearing  concrete  masonry  units  for  use  m  New 
York  City  under  Sections  C26-305.0  and  C26-309.0  ot 


On  the  basis  of  the  foregoing  data  the  Committe< 
on  Tests  recommends  the  approval  of  DeYorgi  Bros 
concrete  masonry  units  (as  manufactured  at  the  app 
rants’  nlant  at  1392  Commerce  Avenue,  Bronx,  INev 
York)  pursuant  to  Sections  C26-191.0,  C26-309X)  and  th' 
rules  of  the  Board  for  use  in  New  York  City  as  fol 


lows : 


'  8"  x  8"  x  18"  load-bearing  hollow  may  not  be  use< 

where  exposed  to  weather  or  soil. 

8"  x  10"  x  16"  load-bearing  hollow  may  not  be  use* 

where  exposed  to  weather  or  soil. 

8"  x  12"  x  16"  for  use  pursuant  to  Sec.  uso-ouy.u, 

and  d. 
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8"  x  12"  x  16"  load-bearing  solid  for  use  pursuant 
to  Sec.  C'26-309.0,b  and  d. 

This  approval  is  recommended  on  the  following  con¬ 
ditions  : 

1.  That  these  units  be  manufactured  to  the  same 
specifications  as  herein  set  forth. 

2.  That  these  units  be  manufactured,  cured,  stored 
and  used  in  accordance  with  the  requirements  of  the 
Administrative  Code  and  the  Rules  of  the  Board  for 
the  Manufacturing,  Testing  and  Use  of  Concrete  Ma¬ 
sonry  Units. 

3.  That  these  units  be  marked  as  required  by  Rules 
8.1,  8.2,  and  8.4. 

4.  That  Rule  8.5  be  complied  with. 

5.  That  9  copies  of  drawings  showing  the  manufac¬ 
turer’s  distinguishing  mark  and  its  method  of  applica¬ 
tion  with  the  additional  marks  required  by  Rules  8.1 
and  8.2  shall  be  filed  with  the  Board  and  accepted 
before  this  approval  becomes  effective. 

6.  That  quarterly  test  reports  of  compression  for  not 
less  than  three  representative  samples  of  each  size  of 
block  described  herein,  manufactured  during  the  quarter 
be  filed  with  the  Board.  Unless  these  tests  are  per¬ 
formed  at  a  laboratory  approved  by  the  Board,  such 
reports  shall  be  verified  before  a  notary  public  or  com¬ 
missioner  of  deeds  by  the  person  performing  the  same. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  a  {'prove  the  material  known  as  the  De  Yorgi  Bros. 
Concrete  Blocks,  on  condition  that  the  material  be  manu¬ 
factured,  installed  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 


681-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Company, 
owner. 

SUBJECT — Westinghouse  Type  B2  Interlock,  approval  of. 
APPEARANCES— 

For  Applicant :  Stanley  Ferguson. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative:  .  0 

I 

'  THE  RESOLUTION  (681-40-SA) 

V 

Whereas,  the  Westinghouse  Electric  Elevator  Co.,  owner, 
filed  on  June  24,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
i  as  the  Westinghouse  Type  B2  Interlock;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
I  Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


July  7,  1942. 


Re:  Cal.  No.  681-40-SA 

Subject :  Westinghouse  Type  B2  Interlock,  Approval  of. 

The  Westinghouse  Electric  Elevator  Company,  New 
York,  filed  on  June  24,  1940  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  its 
appliance  known  as  the  Westinghouse  Type  B2  Inter- 


lock,  under  the  requirements  of  Sec.  C26-178.0,b  and 
Article  14  of  the  Administrative  Code. 

The  Westinghouse  Type  B2  Interlock  is  of  the  elec¬ 
tro-mechanical  type  intended  for  use  on  horizontally- 
sliding  doors  of  the  single  speed  or  varied  speed  types 
to  prevent  the  operation  of  the  elevator  door  unless  all 
hoistway  doors  are  closed  and  locked  (hoistway  unit 
system).  It  is  used  with  a  retiring  cam  mechanism. 

Assembly  and  operation : — The  assembly  includes  an 
interlock  switch  mounted  in  the  hoistway  in  line  with 
the  door  rail ;  a  latch  which  carries  the  control  bridging 
plate  hinged  to  the  hanger  on  the  leading  side  of  the 
door  so  as  to  enter  the  switch  housing  when  the  door 
is  closed  and  to  lock  the  door  when  the  cam  is  retired ; 
and  a  retiring  cam  mechanism  is  provided  comprising 
a  cam,  a  cam  support,  and  a  cam-operating  motor.  The 
switch  contains  one  set  of  contacts  connected  in  series 
with  the  car  control  relay.  When  the  car  control  is 
moved  to  the  off  position  the  retiring  cam  motor  circuit 
is  opened  and  the  cam  drops  by  gravity  and  engages  the 
roller  on  the  end  of  the  cam  roller  arm.  This  action 
rotates  the  cam  roller  arm  shaft  and  causes  the  inter¬ 
connecting  lever  to  raise  the  latch  and  open  the  circuit 
of  the  car  control  relay  and  also  to  unlock  the  door. 
The  contacts  open  the  circuit  before  the  hook  of  the 
latch  clears  the  portion  of  the  housing  which  it  engages. 
The  closing  of  the  door  brings  the  hook  of  the  latch 
to  rest  on  top  of  the  lug  formed  on  the  end  of  the 
interconnecting  lever.  The  cam  is  next  retired  allowing 
the  cam  roller  arm  to  move  forward  by  gravity,  thus 
moving  the  end  of  the  interconnecting  lever  downward 
and  permitting  the  latch  to  drop  by  gravity  to  lock  the 
door  and  close  the  contact.  Since  the  bridging  plate  is 
attached  rigidly  to  the  latch  the  car  control  relay  circuit 
cannot  be  closed  until  the  latch  engages  the  end  of  the 
switch  housing,  thus  locking  the  door  before  the  con¬ 
tacts  are  closed. 

Construction  Details 

Switch  Housing — The  housing  is  of  cast  iron  having 
a  minimum  wall  thickness  of  in.  It  is  approximately 
2  in.  wide  by  3%  in-  high  by  in.  long  provided  with 
two  5/16  in.  diam.  holes  for  attachment  screws.  An 
opening  2  in.  high  extending  the  full  width  of  the  hous¬ 
ing  is  provided  at  one  end  to  accommodate  entrance  of 
the  latch.  Immediately  below  the  opening  the  thickness 
of  the  housing  is  increased  to  approximately  1  in.  to  a 
width  of  1)4  in.  An  incline  is  formed  on  this  extension 
to  facilitate  entrance  of  the  latch.  A  %  in.  diam.  hole 
is  provided  in  one  end  of  the  housing  to  accommodate 
conduit  connection.  A  cover  plate  of  No.  16  USg 
(0.0625)  steel  is  attached  to  one  side  of  the  enclosure 
by  three  screws. 

Contacts — The  two  stationary  contacts  each  comprise 
a  holder  and  a  contact  finger.  The  holder  is  1-11/16  in. 
in  length  of  flat  copper  stock  3/32  in.  thick  by  5/16  in. 
wide  and  has  three  holes  drilled  through  it.  The  contact 
finger  is  made  from  the  same  material  1-7/16  in.  long. 
The  width  at  one  end  is  reduced  to  in.  and  is  bent 
to  form  a  hook  which  engages  the  center  hole  of  the 
holder.  A  silver  contact  5/16  in.  in  diameter  is  riveted 
near  the  opposite  end.  The  finger  is  held  to  the  holder 
by  a  steel  pin  on  which  is  mounted  a  small  compression 
spring  retained  by  two  cupped  washers.  The  end  of 
each  holder  is  secured  to  a  molded  phenolic  block  by  a 
screw  which  is  embedded  in  the  block.  These  two 
screws  are  of  sufficient  length  to  serve  as  terminals  and 
are  provided  with  nuts  and  cupped  washers.  The 
mounting  block  is  formed  with  a  rib  which  serves  as  a 
barrier  between  the  two  contact  assemblies.  It  is  se¬ 
cured  to  a  bracket  on  the  housing  by  two  screws 
threaded  into  the  bracket.  A  short  length  of  uninsulated 
stranded  copper  wire  fitted  with  an  eyelet  at  each  end 
is  provided  for  each  contact.  One  eyelet  is  secured  by 
the  terminal  screw  and  the  other  is  secured  to  the  open¬ 
ing  in  the  center  of  the  finger  by  a  tubular  rivet. 
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The  movable  contact  which  bridges  the  two  stationary 
contacts  comprises  a  copper  plate  24  in.  long  by  54  in. 
wide  by  approximately  3/32  in.  thick.  A  lamination  of 
silver  6.020  in.  thick  extending  over  the  surface  of  the 
plate  is  provided  to  form  the  contact  surface.  The 
plate  is  provided  with  a  threaded  hole  by  which  it  is 
attached  to  a  phenolic  block  by  a  screw  countersunk  into 
the  block.  The  plate  is  placed  in  a  depression  on  the 
block  to  prevent  turning.  The  block  is  34  in.  thick  by 
24  in.  wide  by  1-11/16  in.  long  and  is  attached  to  the 
latch  by  two  screws  countersunk  into  the  block. 

Latch — The  latch  is  a  bronze  casting  54  in.  wide  and 
approximately  5/16  in.  thick.  The  forward  end  is 
formed  with  a  hook  having  an  engagement  surface  54 
in.  high.  The  nose  of  the  hook  is  rounded  to  accom¬ 
modate  the  incline  on  the  housing.  A  bracket  is 
formed  on  the  upper  side  of  the  latch  above  the  hook 
and  is  provided  with  two  threaded  holes  to  accommo¬ 
date  the  attachment  screws  of  the  contact  block.  The 
rear  of  the  latch  is  formed  with  a  boss  24  in.  long  by 
1  in.  in  diam.  provided  with  a  34  in.  diameter  hole  by 
which  it  is  pivoted  to  the  door  hanger  by  a  steel  pin. 
A  U-shaped  projection  is  formed  on  the  underside  of 
the  latch  to  restrict  the  upward  motion  of  the  arm. 

Cam-operated  Mechanism— The  mechanism  operated 
by  the  retiring  cam  comprises  a  roller  arm,  an  operat¬ 
ing  shaft,  and  a  latch  unlocking  arm.  The  roller  arm 
is  of  cast  brass  approximately  6  in.  long  and  5/16  in. 
minimum  thickness.  It  tapers  in  width  from  54  in.  to 
in.  The  upper  end  is  formed  with  a  boss  7/16  in. 
thick  by  54  in.  in  diameter  provided  with  a  threaded 
hole  to  accommodate  the  roller  attaching  stud.  The 
roller  is  of,  steel  7/16  in.  wide  by  1134  in.  in  diameter. 
The  lower  end  of  the  arm  is  formed  with  a  yoke  54  in. 
wide  by  which  the  arm  is  clamped  to  the  operating  arm 
by  a  5/16  in.  screw. 

The  operating  arm  is  a  924  in.  length  of  ll/z  in. 
diameter  steel  rod  which  extends  through  the  length  of 
the  enclosure.  A  hole  in  each  end  of  the  enclosure 
forms  the  bearings  for  the  rod.  A  5/16  in.  diameter 
steel  rod  is  threaded  into  the  operating  rod  and  peened. 
The  end  of  this  rod  engages  an  opening  in  the  end  of 
the  latch  unlocking  arm.  A  length  of  5/16  in.  diameter 
steel  rod  is  threaded  to  the  wall  of  the  housing  and 
serves  as  a  stop  for  the  operating  rod. 

The  latch  unlocking  arm  is  of  cast  brass  approxi¬ 
mately  454  in.  long.  A  boss  24  in.  long  by  54  in.  in 
diameter  is  formed  at  the  center  of  the  arm  and  is 
provided  with  a  hole  to  accommodate  the  5/16  in.  steel 
pivot  pin  which  is  threaded  into  the  wall  of  the  hous¬ 
ing.  The  front  end  of  the  arm  is  formed  with  a  lug  54 
in.  wide  by  24  in.  thick  which  is  located  under  the  tip  of 
the  latch  hook  when  in  the  locked  position.  The  oppo¬ 
site  end  is  formed  with  a  lug  approximately  54  in.  in 
diameter  provided  with  a  hole  to  engage  the  small  rod 
of  the  operating  rod.  An  angle  bracket  is  provided  to 
support  the  projecting  end  of  the  operating  rod. 

Retiring  Cam — The  retiring  cam  comprises  a  cam, 
and  a  cam-operating  motor  attached  to  a  length  of  angle 
iron.  The  cam  is  made  from  a  length  of  angle  iron 
having  both  ends  formed  at  an  angle  with  the  front 
face.  The  cam  is  attached  to  the  back  plate  by  two 
steel  hinge  arms.  The  upper  end  of  the  cam  is  hinged 
to  a  rod  which  is  pivoted  to  the  motor-operated  toggle 
mechanism.  The  cam  and  motor  assembly  are  mounted 
to  a  length  of  angle  iron. 

Door  Operators — The  door  closers  used  with  this 
interlock  are  of  the  manual  or  of  the  motor-operated 
type  made  by  this  manufacturer  and  used  in  connection 
with  their  interlocks. 

Samples  of  the  Westinghouse  Type  B2  Interlock 
were  subjected  by  the  Underwriters  Laboratories,  Inc. 
(Report  on  Safety  Appliance  35,  dated  June  16,  1936)  to 
each  of  the  following  tests  prescribed  by  the  Adminis¬ 
trative  Code  and  the  Interlock  has  successfully  met  the 
requirements  thereof : 


1.  Endurance  test .  Sec.  C26- 1180.0 

2.  Current  interrupting  test .  Sec.  C26-1 181.0 

3.  Test  in  moist  atmosphere .  Sec.  (  26-1182.0 

4.  Test  without  lubricant .  Sec.  C  26-1 183.0 

5.  Misalignment  test  .  Sec.  C26-1 184.0 

6.  Insulation  test  .  Sec.  C26-1 185.0 

The  applicant  has  filed  a  letter  dated  June  19,  1942, 

certifying  that  the  clearances  between  working  parts  of 
this  device  are  such  that  it  will  satisfactorily  function 
within  the  temperature  range  set  forth  in  Sec.  C26- 
1179.0, a  of  the  Administrative  Code. 


Recommendations 


On  the  basis  of  the  foregoing  date,  the  Committee  on 
Tests  recommends  the  approval  of  the  Westinghouse 
Type  B2  Interlock  as  having  met  the  requirements  of 
Article  14  of  the  Administrative  Code  for  use  in  New 
York  City  when  installed  in  accordance  with  the  perti¬ 
nent  provisions  of  the  Administrative  Code.  All  appli¬ 
ances  manufactured  under  this  approval  shall  be  marked 
as  prescribed  in  Sec.  C26-913.0  including  the  following 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  under  Cal.  No.  681-40-SA”. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the.  appliance  known  as  the  Westinghouse 
Type  B2  Interlock,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  the  above  report. 


THE  RESOLUTION  (682-40-SA) 


REPORT  OF  COMMITTEE  ON  TESTS. 


682-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 
SUBJECT — Westinghouse  Type  BC  Interlock,  approval  of. 
APPEARANCES— 

For  Applicant:  Stanley  Ferguson. 

ACTION  OF  BOARD— Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


Whereas,  the  Westinghouse  Electric  Elevator  Co., 
owner,  filed  on  June  24,  1940,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Westinghouse  Type  BC  Interlock;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


July  7,  1942. 

Re:  Cal.  No.  682-40-SA 

Subject:  Westinghouse  Type  BC  Interlock,  approval  of. 

The  Westinghouse  Electric  Elevator  Co.,  New'  York, 
N.  Y.  filed  on  June  24,  1940  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  its 
appliance  known  as  the  Westinghouse  Type  BC  Inter¬ 
lock,  under  the  requirements  of  Sec.  C26-178.0,b  and 
Article  14  of  the  Administrative  Code. 
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The  Westinghouse  Type  RC  Interlock  is  of  the 
electro-mechanical  type  intended  for  use  on  horizontally- 
sliding  doors  of  the  single  speed  or  varied  speed  types 
to  prevent  the  operation  of  the  elevator  car  unless  all 
hoistway  doors  are  closed  and  locked  (hoistway  unit 
system ) . 

Assembly  and  Operation: 

This  assembly  includes  an  interlock  switch  attached 
to  the  lower  end  of  the  door  closer  back  plate ;  a 
straight  arm  door  closer;  and  an  adjustable  rod  which 
connects  the  interlock  switch  to  the  door  closer  me¬ 
chanically.  The  switch  contains  a  set  of  stationary 
contacts  and  a  bridging  plate.  The  bridging  plate  is 
attached  to  a  shaft  actuated  by  the  connecting  rod 
through  two  arms.  The  switch  is  connected  in  series 
with  the  circuit  of  the  car  control  relay  and  is  con¬ 
nected  mechanically  to  the  door  closer  and  adjusted  so 
that  any  motion  of  the  door  closer  arms  from  the 
straight  arm  or  “locked”  position,  even  with  imper¬ 
ceptible  movement  of  the  door,  will  cause  the  contacts 
to  open  the  car  control  circuit.  Upon  closing  the  door 
the  contacts  are  not  closed  until  the  closer  reaches  the 
locked  position,  thus  locking  the  door  before  the  car 
control  circuit  is  closed. 

Construction  Details: 

Switch  Housing — The  housing  is  made  from  No.  16 
USg  (0.0625  in.)  sheet  steel  throughout.  The  lower 
section  in  which  the  contacts  are  mounted  is  approxi¬ 
mately  7)4  in.  long  by  1J4  in.  wide  by  1%  in.  wide. 
Two  end  plates  approximately  2  in.  high  are  welded  to 
the  lower  section.  Each  end  plate  is  formed  with  a 
right-angle  projection  at  the  upper  end  %  in.  wide  and 
provided  with  a  threaded  hole  to  accommodate  attach¬ 
ment  to  the  upper  section  of  the  housing.  One  end 
plate  is  provided  with  a  ^  in.  diam.  hole  for  conduit 
connection.  Two  54  in.  diam.  holes  are  provided  for 
mounting  bolts. 

The  upper  section  which  forms  the  cover  is  approxi¬ 
mately  5 54  in.  long  by  1)4  in.  wide  by  1)4  in.  high  with 
open  ends.  It  is  attached  to  the  end  plates  of  the  lower 
section  by  two  screws.  A  1/32  in.  thick  phenolic  liner 
I34  in.  wide  by  3)4  in.  long  is  riveted  to  each  side  of 
the  upper  section.  Each  liner  extends  to  within  7/16 
in.  from  one  end  of  the  cover. 

Contacts — The  stationary  contact  assembly  is  iden¬ 
tical  with  that  of  the  Type  B-2  Interlock  approved 
under  Cal.  No.  681-40-SA.  The  molded  contact  mount¬ 
ing  base  is  secured  to  the  bottom  of  the  lower  section 
of  the  housing  by  two  screws. 

The  contact  bridging  plate  is  identical  with  that  of 
Type  B-2.  The  plate  is  mounted  at  one  end  of  a 
phenolic  block  x4  in.  thick  by  J4  in.  wide  by  1-11/16 
in.  long.  The  end  of  the  block  is  undercut  to  a  depth 
of  approximately  1/16  in.  into  which  the  bridging  plate 
is  fitted.  The  plate  is  held  by  one  screw  threaded  into 
the  center.  The  block  is  secured  to  the  operating  shaft 
by  two  screws  threaded  into  the  shaft. 

Contact-operating  mechanism — This  mechanism  com¬ 
prises  a  shaft  to  which  the  bridging  plate  mounting 
block  is  attached ;  a  hinge  arm,  and  a  pull  rod.  The 
shaft  is  a  154  in.  length  of  £4  in.  diam.  steel  rod  pro¬ 
vided  with  two  threaded  holes  to  accommodate  the 
attachment  screws  of  the  bridging  plate  mounting  block. 
One  end  of  the  shaft  is  machined  to  a  54  in.  diam.  and 
is  press-fitted  into  a  hole  in  the  shaft  arm  and  peened. 
The  two  sides  of  the  lower  section  of  the  housing  are 
each  provided  with  a  brass  bushed  hole  to  form  bear¬ 
ings  for  the  shaft.  The  shaft  arm  is  a  4)4  in.  length 
of  %  by  .)4  in.  flat  steel  stock  having  a  54  in.  steel  pin 
riveted  to  the  free  end.  The  hinge  arm  is  a  5)4  in. 
length  of  )4  in.  by  J4  in.  flat  steel  stock.  One  end  is 
provided  with  a  hole  to  accommodate  the  hinge  pin  on 
the  shaft  arm.  A  washer  and  cotter  pin  on  the  hinge 
pin  serve  to  retain  the  hinge  arm.  The  opposite  end  of 
the  arm  is  formed  with  a  flat  right-angle  bend  and 
provided  with  a  hole  to  accommodate  the  pull  rod.  The 
pull  rod  is  a  length  of  )4  in.  diam.  steel  rod  provided 


with  a  thread  at  one  end  by  which  it  is  secured  to  the 
end  of  the  hinge  arm  with  two  nuts. '  The  upper  end 
ot  the  arm  is  hinged  to  the  plate  on  the  door  closer. 

Door-operating  Mechanism — The  manually-operated 
straight  arm  door  closer  comprises  a  series  of  pivoted 
toggle  arms  and  brackets  hinged  to  a  mounting  plate 
attached  to  the  door  frame.  A  check  cylinder  contain¬ 
ing  a  pair  of  steel  recoil  springs  and  an  oil  chamber  is 
hinged  to  one  end  of  the  arm  assembly.  The  plate  on 
the  door  arm  to  which  the  upper  end  of  the  check  is 
hinged  is  provided  with  a  pin  to  which  the  interlock 
switch  pull  rod  is  hinged. 

Samples  of  the  Westinghouse  Type  BC  Interlock 
were  subjected  by  the  Underwriters’  Laboratories  (Re- 
poi t  dated  June  16,  1936)  to  each  of  the  following  tests 
prescribed  by  the  Administrative  Code  and  the  inter¬ 
lock  has  successfully  met  the  requirements  thereof : 


1.  Endurance  test  .  C26-1 180.0 

2.  Current  interrupting  test .  C26-118L0 

3.  Test  in  moist  atmosphere .  C26-1 182.0 

4.  Test  without  lubricant  .  C26-1 183.0 

5.  Misalignment  test  .  C26-1 184.0 

6.  Insulation  test  .  C26-1185  0 


The  applicant  has  filed  a  letter  dated  June  19,  1942 
certifying  that  the  clearances  between  working  parts  of 
this  device  are  such  that  it  will  satisfactorily  function 
within  the  temperature  range  set  forth  in  Sec.  C26- 
11 79.0, a  of  the  Administrative  Code. 

Re  commendations 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  the  Westinghouse 
Type  BC  Interlock  as  having  met  the  requirements  of 
Article  14  of  the  Administrative  Code,  when  installed 
in  accordance  with  the  pertinent  provisions  of  the  Ad¬ 
ministrative  Code.  All  appliances  under  this  approval 
shall  be  marked  as  prescribed  in  Sec.  26-913.0  including 
the  following:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal  No 
682-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Type  BC  Interlock,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


683-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 
SUBJECT — Westinghouse  Type  C  Contact,  approval  of 
APPEARANCES— 

For  Applicant :  Stanley  Ferguson. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 


THE  RESOLUTION  (683-40-SA) 

Whereas,  the  Westinghouse  Electric  Elevator  Co.,  owner, 
filed  on  June  24,  1940,  an  application  with  the  Board  of 


MINUTES 


Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Westinghouse  Type  C  Contact  ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  6,  1942. 

Re :  Cal.  No.  683-40-SA. 

Approval  of  Westinghouse  Type  C  Electric  Contact. 

The  Westinghouse  Electric  Elevator  Co.,  New  York, 
N.  Y.  filed  on  June  24,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  its 
appliance  known  as  the  Westinghouse  Type  C  Contact, 
under  the  requirements  of  Sec.  C26-178.0b  and  Article 
14  of  the  Administrative  Code. 

The  Westinghouse  Type  C  Electric  Contact  is  in¬ 
tended  for  use  with  sliding  elevator  car  gates  to  pre¬ 
vent  operation  of  the  elevator  car  unless  the  car  gate 
is  closed.  The  device  comprises  a  cast-iron  base,  in 
which  is  mounted  a  molded  bakelite  block  which  serves 
as  a  mounting  for  two  spring-loaded  stationary  con¬ 
tacts  and  two  terminals ;  a  spring-loaded  operating  cam 
hinged  between  two  cars  formed  at  one  end  of  the 
base;  a  set  of  movable  contacts  mounted  on  a  bakelite 
block  attached  to  an  arm  formed  on  the  came ;  and  a 
sheet  steel  enclosing  cover.  The  contact  is  mounted 
on  the  bar  frame.  The  cam-operating  roller  is  mounted 
on  the  gate  and  is  furnished  with  it.  The  contact 
switch  is  electrically  connected  in  the  car  controller 
circuit  in  a  manner  so  that  the  car  controller  circuit 
is  open  unless  the  car  gate  is  closed.  The  contact 
operating  cam  is  weighted  and  hinged  so  that  it  will 
open  the  contacts  by  gravity.  A  compression  spring  is 
provided  on  the  cam  to  assure  a  quicker  action.  The 
cam  is  formed  with  an  incline  at  one  end  so  that  in 
the  event  of  binding  of  parts,  the  roller  on  the  gate 
when  the  gate  is  opening  will  engage  ,  the  incline  and 
move  the  contacts  to  the  open  circuit  position  in  a 
positive  manner. 

Construction  Details: 

Housing — The  housing  comprises  a  cast-iron  base  and 
a  steel  cover.  The  base  has  a  minimum  wall  thickness 
of  Yz  in.  One  end  is  formed  with  a  wall  5/16  in.  thick, 
which  forms  one  end  of  the  enclosure.  A  %-in.  diam¬ 
eter  hole  is  provided  in  the  wall  for  conduit  connection. 
The  opposite  end  is  provided  with  two  cars  approxi¬ 
mately  in.  thick,  between  which  the  cam  is  hinged. 
A  box-shaped  extension  is  formed  behind  the  cars  to 
serve  as  a  retainer  for  the  cam  spring.  Two  threaded 
bossed  holes  are  provided  through  the  base  for  attach¬ 
ment  screws.  The  cover  is  made  from  No.  16  (0.0625 
in.)  USg  sheet  steel.  It  is  U-shaped  and  is  attached 
to  the  base  by  two  screws. 

Stationary '  Contacts— The  two  stationary  contacts 
each  comprise  a  holder  and  a  contact  finger.  The 
holder  is  made  from  flat  copper  stock  3/32  in.  thick 
by  5/16  in.  wide  and  has  three  holes  drilled  through 
it.  The  contact  finger  is  made  of  the  same  material. 
The  width  at  one  end  is  reduced  to  in.  and  is  bent 
to  form  a  hook  which  engages  the  center  hole  of  the 
holder.  A  silver  contact  is  riveted  near  the  opposite 
end.  The  finger  is  held  to  the  holder  by  a  steel  pin 
on  which  is  mounted  a  small  compression  spring  re¬ 
tained  by  two  cupped  washers.  The  end  of  each  holder 
is  secured  to  a  molded  bakelite  block  by  a  screw  which 
is  embedded  in  the  block.  These  two  screws  are  of 
sufficient  length  to  serve  as  terminals  and  are  provided 
with  nuts  and  cupped  washers.  The  mounting  block  is 
formed  with  a  rib  which  serves  as  a  barrier  between  the 
two  contact  assemblies.  It  is  secured  to  the  base  of  the 
housing  bv  two  screws  which  thread  into  the  casting. 
A  short  length  of  uninsulated  stranded  copper  wire 
fitted  with  an  eyelet  at  each  end  is  provided  for  each 
contact.  One  eyelet  is  secured  to  the  terminal  screw 
and  the  other  is  riveted  to  the  opening  in  the  contact 
finger  through  which  the  spring-loaded  pin  passes. 


The  movable  contact  comprises  a  short  length  of  flat 
copper  stock,  approximately  1/16  in.  thick  by  in. 
wide,  near  one  end  of  which  two  silver  contacts  are 
riveted  and  spaced  on  9/16-in.  centers.  I  he  copper 
plate  is  provided  with  a  hole,  by  which  it  is  secured 
to  a  molded  bakelite  block  by  a  screw  which  is  embedded 
in  the  block.  One  edge  of  the  block  is  provided  with 
a  rib  to  prevent  turning  of  the  plate.  1  he  bakelite 
block  is  secured  to  an  arm  of  the  operating  cam  by  two 
screws  threaded  into  the  casting.  The  screw  heads 
are  countersunk  to  a  depth  of  at  least  l/%  .  in.,  and  a 
liner  of  phenolic  composition  at  least  1/32  in.  thick  is 
placed  between  the  bakelite  block  and  the  contact 
mounting  plate. 

Operating  Cam — The  operating  cam  is  of  cast  iron 
and  is  formed  with  an  inclined  surface  1  in.  wide,  upon 
which  the  roller  moves.  The  cam  is  formed  with  a 
bossed  section  t/%  in.  wide,  provided  with  a  hole  to  ac¬ 
commodate  a  |j4-in.  diameter  brass  pin,  by  which  it  is 
hinged  to  the  ears  of  the  housing  base.  Two  right-angle 
projections  are  formed  integral  with  the  bossed  portion. 
One  of  these  serves  as  the  mounting  for  the  movable 
contact,  and  the  other  serves  as  a  stop.  A  nub  is 
formed  on  the  cam  and  also  in  the  box-like  projection 
of  the  housing  base  to  serve  as  a  retainer  for  the  cam 
spring.  This  is  a  compression  type  spring  made  of  steel 
wire  and  is  %  in.  in  diameter  and  1J4  in.  long. 

Samples  of  this  contact  were  tested  by  the  Under¬ 
writers  Laboratories,  Inc.  (Report  on  Safety  Appliance 
No.  35,  dated  October  13,  1933)  in  accordance  with  the 
requirements  of  Sec.  C86-919.0  and  successfully  met  the 


tests  prescribed,  viz. : 

1.  Endurance  test  .  C26-1 180.0 

2.  Current  interrupting  test  .  C26-1 181.0 

3.  Test  in  moist  atmosphere  .  C26-1 182.0 

4.  Misalignment  test  .  (  26-1183.0 

5.  Insulation  test  .  C26-1 184.0 


The  applicant  had  filed  a  letter  dated  June  19,  1942, 
certifying  that  the  clearances  between  working  parts  of 
this  device  are  such  that  it  will  satisfactorily  function 
within  the  temperature  range  as  required  by  Sec.  (  26- 
1179.0a  of  the  Administrative  Code. 

Recommendations 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Westinghouse 
Type  C  Electric  Contact  as  having  met  the  requirements 
fo  Sec.  C26-919.0  of  the  Administrative  Code  for  use 
in  New  York  City,  when  installed  in  accordance  with 
the  pertinent  requirements  of  the  Administrative  Code. 
All  appliances  manufactured  under  this  approval  shall  be 
marked  as  required  by  Sec.  C26-913.0,  including  the 
following  "Approved  by  the  Board  of  Standards  and 
Appeals  for  Use  in  New  York  City  under  Cal.  No. 
683-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Type  C  Contact,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


699-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 
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I: 


'SUBJECT — Westinghouse  Type  OC  Oil  Buffer,  approval 
of. 

APPEARANCES— 

For  Applicant:  Stanley  Ferguson. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


THE  RESOLUTION  (699-40-SA) 

Whereas,  the  Westinghouse  Electric  Elevator  Co.,  owner, 
filed  on  June  27,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Westinghouse  Type  OC  Oil  Buffer;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  6,  1942. 

Re:  Cal.  No.  699-40-SA. 

Subject:  Approval  of  Westinghouse  Type  OC  Oil 
Buffer. 

The  Westinghouse  Electric  Elevator  Company,  New 
York,  N.  Y.,  filed  on  June  27,  1940  with  the  Board  of 
Standards  and  Appeals  an  application  for  approval 
under  the  requirements  of  Section  C26-178.0,b  and 
Article  14  of  the  Administrative  Code  of  its  appliance 
known  as  the  Westinghouse  Type  OC  Oil  Buffer  for 
use  in  New  York  City  under  the  pertinent  Sections  of 
the  Administrative  Code. 

The  Westinghouse  Type  OC  Oil  Buffer  is  a  spring- 
return  85/8"  stroke  elevator  oil  buffer.  The  cylinder 
of  this  buffer  is  made  of  semi-steel.  Inside  of  the 
cylinder  is  brazed  a  tapered  steel  rod  called  the  con¬ 
trol  rod.  The  plunger  is  of  seamless  steel  tubing.  This 
plunger  fits  into  the  open  end  of  the  cylinder  and  is 
guided  by  the  two  machined  surfaces.  The  outside  of 
the  plunger  is  ground  to  a  fine  finish  and  dimensional 
tolerances  such  as  to  give  a  close  fit  to  the  guiding 
surfaces.  To  the  bottom  end  of  the  plunger  is  welded 
a  cast  steel  disc.  This  disc  has  a  hole  in  its  center. 
When  the  plunger  with  the  disc  is  slipped  into  the 
cylinder,  the  control  rod  projects  through  the  hole  in 
the  disc.  The  clearance  between  the  control  rod  and 
hole  in  the  disc  provides  an  annular  type  orifice.  The 
plunger  is  held  into  the  cylinder  by  a  baffle  plate  which 
bolts  to  the  top  of  the  control  rod  and  over  the  disc. 
In  the  top  of  the  baffle  plate  is  cast  a  seat  for  the  re¬ 
turn  spring.  The  spring  is  held  in  the  plunger 
at  the  top  of  the  buffer  cap,  which  has  a  seat  for  the 
spring  cast  in  it.  The  cap  is  of  cast  steel  machined 
on  the  outside  to  fit  inside  the  plunger.  It  is  bolted 
to  the  plunger.  Tn  the  top  of  this  cap  is  inserted  a 
rubber  bumper.  This  bumper  absorbs  the  initial  impact 
of  the  elevator  striker  block.  The  reservoir  is  cast  as 
part  of  the  cylinder.  It  provides  for  oil  storage  and 
to  catch  oil  leakage  past  the  surface.  An  oil  level 
gauge  as  required  by  Sec.  C26-945.0  is  provided  to 
indicate  the  proper  oil  level.  A  hole  is  provided  in  the 
buffer  cap  to  permit  air  to  leave  the  plunger  when  the 
buffer  is  compressed.  Oil  is  prevented  from  leaving 
with  the  air  by  a  felt  plug  inserted  in  this  hole.  This 
plug  acts  as  a  filter. 

The  sequence  of  operation  of  the  buffer  is  as  fol¬ 
lows  :  As  the  elevator  striker  block  hits  the  rubber 
bumper  the  rubber  compresses  permitting  the  plunger 
assembly  to  accelerate  without  excessive  imnact.  As 
the  plunger  assembly  moves  down,  the  steel  disc  moves 
down  the  control  rod.  This  forces  oil  through  the  annu¬ 
lar  orifice  formed  by  the  control  rod  and  steel  disc.  The 
forcing  of  oil  through  this  orifice  provides  the  retarding 
force  required  to  stop  the  elevator  car  or  counter¬ 
weight.  Since  the  control  rod  is  tapered,  this  orifice 


reduces  in  size,  thus  providing  constant  retarding  force. 
The  spring  is  compressed  which  provides  a  means  of 
automatically  returning  the  plunger  to  its  original  posi¬ 
tion  after  the  elevator  has  been  withdrawn.  The  dis¬ 
placement  of  the  air  in  the  plunger  is  provided  for  by 
the  hole  in  the  buffer  cap.  The  baffle  is  provided  to 
break  up  the  oil  as  it  is  forced  through  the  orifice,  thus 
preventing  the  oil  being  driven  against  the  buffer  cap 
at  a  high  velocity.  A  hole  is  provided  between  the 
reservoir  and  the  cylinder  so  that  leakage  past  the 
bearing  surface  drains  back  to  the  cylinder.  A  relief 
hole  is  provided  in  the  steel  disc  to  prevent  the  plunger 
from  being  locked  by  suction  at  the  compressed 
position. 

The  Westinghouse  Type  OC  Oil  Buffer  has  been 
tested  by  the  United  States  Department  of  Commerce, 
Bureau  of  Standards  (Report  XII-l/Tn  77654)  as  a 
buffer  having  the  following  rating 

Minimum  weight  of  car  or  counterweight.  4250  lbs. 

Maximum  weight  of  car  or  counterweight.  11000  lbs. 

Maximum  governor  tripping  speed .  405  ft. 

per  min. 

and  the  tests  indicate  that  the  buffer  complies  with  the 
requirements  of  each  of  the  following  tests  prescribed 
by  the  Article  14  of  the  Administrative  Code: 

1.  Retardation  test  . Section  C26-1 187.0 

2.  Oilleaking  test  . Section  C26-1 188.0 

3.  Churning  test  . Section  C26-1 189.0 

4.  Plunger  return  test . Section  C26-1 190.0 

5.  Test  for  lateral  movement  of 

plunger  . Section  C26-1 191.0 

The  test  was  made  at  15°  to  19°  Centigrade  with  an 
oil  having  an  absolute  viscosity  of  3.03  poises  at  10°  C. 
and  0.585  poise  at  35°  C. 


Kecommendations 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Westinghouse 
1  ype  OC  Oil  Buffer,  8^4  in.  stroke  for  use  in  New 
York  City,  when  installed  in  accordance  with  the  pro¬ 
visions  of  the  Administrative  Code  and  when  marked 
as  required  by  Sec.  C26-950.0  of  the  Administrative 
Code,  including  a  decalcomania  or  label  reading  as 
follows :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal  #699- 
40-SA”. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Type  OC  Oil  Buffer,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  the  above  report. 


701-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 

SUBJECT— Westinghouse  Type  126B  Interlock,  approval 
of. 

APPEARANCES— 

For  Applicant:  Stanley  Ferguson. 

ACTION  OF  BOARD— Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  o 
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THE  RESOLUTION  (701-40-SA) 


Whereas,  the  Westinghouse  Electric  Elevator  Co.,  owner, 
filed  on  June  27,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Westinghouse  Type  126B  Interlock;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


July  7,  1942. 

Re:  Cal.  No.  701-40-SA. 

Subject  Westinghouse  Type  126B  Interlock,  approval  of. 

The  Westinghouse  Electric  Elevator  Co.,  New  York, 
N.  Y.,  filed  on  June  27,  1940  with  the  Board  of  Stand¬ 
ards  and  Appeals  an  application  for  approval  of  its 
appliance  known  as  the  Westinghouse  Type  126 B  Inter¬ 
lock  under  the  requirements  of  Section  C26-l/8.0,b  and 
Article  14  of  the  Administrative  Code. 

The  Westinghouse  Type  126B  Interlock  is  an  electro¬ 
mechanical  interlock  for  electric  elevators  of  all  types 
requiring  the  presence  of  an  operator  in  the  car.  It  is 
installed  in  connection  with  a  Westinghouse  motor 
driven  door  operator  and  connected  thereto  by  a  vertical 
locking  rod.  It  is  designed  for  use  with  horizontally- 
sliding  doors.  This  interlock  is  intended  to  be  so  in¬ 
stalled  that  the  controller  circuit  is  open  unless  all  hoist¬ 
way  doors  are  locked  in  the  closed  position.  I  his  con¬ 
stitutes  a  hoistway  unit  system. 


Assembly  and  Operation: 

The  interlock  switch  housing  forms  an  integral  part 
of  the  door  operator  assembly,  being  bolted  to  the 
back  plate  of  the  operator.  The  operator  mechanism 
consists  of  a  motor,  the  casing  of  which  is  hinged 
at  the  lower  end  to  a  bracket  attached  to  the  back 
plate  and  the  shaft  of  which  is  connected  to  a  sleeve 
in  which  is  pinned  3.  nut,  which  in  turn  extends  3,nd 
retracts,  which  opens  and  closes  the  doors  through 
the  crank,  link  and  crank.  Also  attached  to  the  pin  of 
the  crank,  is  an  adjustable  link,  which  is  hinged  to  the 
upper  end  of  the  vertically  sliding  locking* bar.  This 
bar  slides  in  guide  formed  in  the  switch  housing  and 
is  provided  with  a  two-stepped  notch  into  which  the  end 
of  the  latch,  can  drop  when  the  door  is  in  the  closed 
position.  The  latch  is  lifted  out  of  engagement  by  a 
magnet  coil.  I  he  interlock  contacts  are  mounted  on  this 
latch  so  that  the  door  is  locked  before  the  contact  is 
made.  The  straight-arm  door  closer  arm  is  connected 

to  crank.  . 

The  method  of  operation  given  in  the  following  de¬ 
scription  refers  to  relays,  inductor  switches,  and  cir¬ 
cuits  not  forming  part  of  this  interlock  assembly,  but 
which  are  mentioned  for  explanatory  purposes.  As  the 
car  slows  down  for  a  floor  stop,  a  relay,  controlled  by 
an  inductor  switch,  opens.  The  opening  of  the  relay 
excites  the  door  inductor  coil,  closes  one  side  of  the 
circuit  to  the  interlock  magnet  coil,  and  sets  up  the 
door-opening  circuit.  When  the  door  inductor  coil 
reaches  the  hoistway  door  inductor  switch,  the  switch 
closes.  The  contacts  of  the  inductor  switch  connect  the 
hoistway  door  operator  at  that  floor  to  the  door  control 
and  close  the  other  side  of  the  circuit  to  the  interlock 
magnet  at  that  floor,  thus  exciting  the  magnet.  This 
lifts  the  armature,  opening  the  interlock  circuit  and 
unlocking  the  door.  Opening  of  the  interlock  circuit 
closes  the  door-opening  circuit  and  opens  the  door. 
When  the  car  controller  switch  is  thrown  to  the  first 
notch  to  start  the  car,  it  closes  the  door-closing  control 
circuit,  starting  the  doors  to  close,  and  opens  the  circuit 
to  the  interlock  magnet.  This  drops  the  armature  and 
permits  the  latch  to  drag  or  slide  on  the  locking  bar. 
As  the  door  reaches  a  point  within  4  in.  or  less  of  full 
closure,  depending  upon  the  installer’s  adjustment,  the 
latch  drops  into  the  first  notch  in  the  locking  bar,  thus 


locking  the  door.  Subsequent  to  the  engagement  of  the 
latch  with  the  locking  bar,  the  further  movement  of  the 
latch  closes  the  interlock  circuit,  permitting  the  car  to 
start  on  further  movement  of  the  car  controller  switch. t 
When  the  doors  are  fully  closed,  the  interlock  drops  into 
the  second  notch  of  the  locking  bar.  1  his  mechanism 
insures  the  full  compliance  with  the  definition  of  an 
interlock. 


Construction  Details: 

Switch  Housing — The  housing  is  made  of  cast  iron 
with  a  minimum  wall  thickness  of  'J4  in.  and  having 
lugs  extending  above  and  below  by  which  it  may  bs 
securely  attached  to  the  hack  plate  of  the  door  operator 
assembly.  The  housing  is  4%  in.  wide,  1)4  >n-  thick, 
and  13 34  in.  long.  It  is  provided  with  metal  cover  plates, 
one  on  each  side,  1/16  in.  thick  and  provided  with  1/32 
in.  insulating  liners  at  the  points  opposite  the  contact 
assembly.  A  partition  is  cast  integrally  at  a  point 
slightly  above  the  center  for  the  mounting  of  the  magnet 
coil.  A  phenolic  composition  terminal  block  is  mounted 
on  one  of  the  side  plates  so  as  to  come  in  the  compart¬ 
ment  near  the  upper  end  of  the  housing.  A  conduit 
connection  is  provided,  both  at  the  top  and  bottom  of  the 
housing,  the  upper  being  for  the  leads  connected  to  the 
magnet  coil  and  interlock  contacts,  and  the  lower  for  the 
motor  operating  leads.  .  ' 

Contacts— The  two  stationary  contacts  each  comprise 
a  holder  and  a  contact  finger.  The  holder  is  a  1-11/16 
length  of  flat  copper  stock  3/32  in.  thick  by  5/16  in. 
wide  and  has  three  holes  drilled  through  it.  The  con¬ 
tact  finger  is  made  from  the  same  material  1-7/16  m. 
long.  The  width  at  one  end  is  reduced  to  in.  and  is 
bent  to  form  a  hook  which  engages  the  center  hole  of 
the  holder.  A  silver  contact  5/16  in.  in  diameter  is 
riveted  near  the  opposite  end.  The  finger  is  held  to 
the  holder  by  a  steel  pin  on  which  is  mounted  a  small 
compression  spring  retained  by  two  cupped  washers. 
The  end  of  each  holder  is  secured  to  a  molded  phenolic 
block  by  a  screw  embedded  in  the  block.  1  hese  two 
screws  are  of  sufficient  length  to  serve  as  terminals 
and  are  provided  with  nuts  and  cupped  washers.  The 
mounting  block  is  formed  with  a  rib  which  serves  as  a 
barrier  between  the  two  contact  assemblies.  It  is  se¬ 
cured  to  a  bracket  on  the  housing  by  two  screws 
threaded  into  the  bracket.  A  short  length  of  uninsu¬ 
lated  stranded  copper  wire  fitted  with  an  eyelet  at  each 
end  is  provided  for  each  contact.  One  eyelet  is  secured 
by  the  terminal  screw  and  the  other  is  secured  to  the 
opening  in  the  center  of  the  finger  by  a  tubular  rivet. 

The  movable  contact  which  bridges  the  two  station¬ 
ary  contacts  comprises  a  copper  plate  in.  long  by 
in.  wide  by  approximately  3/32  in.  thick.  A  lamination 
of  silver  6.020  in.  thick  extending  over  the  surface  of 
the  plate  is  provided  to  form  the  contact  surface.  The 
plate  is  provided  with  a  threaded  hole  by  which  it  is 
attached  to  a  phenolic  block  by  a  screw  countersunk 
into  the  block.  The  plate  is  placed  in  a  depression  on 
the  block  to  prevent  turning.  The  block  is  )4  in.  thick 
by  %  in.  wide  by  1-11/16  in.  long,  and  is  attached  to 
the  latch  by  two  screws  countersunk  into  the  block,  f 

Latch — The  latch  is  a  brass  casting  hinged  to  the 
housing  by  a  H  in.  steel  pin  engaging  lugs  in  the  hou> 
ing.  It  is  provided  with  an  armature  at  its  upper  side 
A  hooked  arm  extending  from  the  lower  side  engage? 
the  locking  bar. 

Magnet  Coil — This  coil  consists  of  25,600  turns  ol 
No.  36  insulated  wire.  Its  outside  dimensions,  finisher 
and  coated,  are:  length  2)4  in.,  diameter  approximate!) 
\y2  in.  It  is  wound  on  a  micarta  spool  having  ar 
inside  diameter  of  17/32  in.  and  is  mounted  on  a  Vz  in 
diameter  iron  or  steel  bolt.  I 

Samples  of  the  Westinghouse  Type  126B  Interloci 
were  subjected  by  the  Underwriters’  Laboratories,  Inc 
(Report  dated  April  13,  1937)  to  each  of  the  followinj 
tests  prescribed  by  the  Administrative  Code  and  tin 
interlock  has  successfully  met  the  requirements  thereof 
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1.  Endurance  test  . Sec.  C26-1 180.0 

2.  Current  interrupting  test . Sec.  C26-1 181.0 

3.  Test  in  moist  atmosphere . Sec.  C26- 1182.0 

4.  Test  without  lubricant  . Sec.  C26- 1183.0 

5.  Insulation  test  . Sec.  C26-1 185.0 

Owing  to  the  fact  that  the  mechanism  of  this  inter¬ 
lock  forms  an  integral  part  of  and  is  attached  to  the 
door  operator,  slight  variations  of  alignment  of  the 
doors  or  of  the  car  in  the  hoistway  would  have  no  effect 
upon  the  functioning  of  the  device  as  an  interlock.  It 
was  therefore  considered  unnecessary  to  make  the  mis¬ 
alignment  test. 

The  applicant  has  filed  a  letter  dated  June  19,  1942 
certifying  that  the  clearances  between  the  working  parts 
of  this  device  are  such  that  it  will  satisfactorily  func¬ 
tion  within  the  temperature  range  set  forth  in  Sec. 
C26-1179.0,a  of  the  Administrative  Code. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Westinghouse 
Type  126B  Interlock  as  having  met  the  requirements  of 
Article  14  of  the  Administrative  Code  for  use  in  New 
York  City,  when  installed  in  accordance  with  the  per¬ 
tinent  provisions  of  the  Administrative  Code.  All 
appliances  manufactured  under  this  approval  shall  be 
marked  as  required  by  Sec.  C26-913.0  including  the 
following :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
701-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Type  126B  Interlock,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  the  above  report. 

I  _ 

727-40-SA. 

'APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 
SUBJECT — Westinghouse  Type  F  Interlock,  approval  of. 
APPEARANCES— 

For  Applicant :  Stanley  Ferguson. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (727-40-SA) 

Whereas,  the  Westinghouse  Electric  Elevator  Co.,  owner, 
filed  on  July  2,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Westinghouse  Type  F  Interlock;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
,  Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  13,  1942. 

Re:  Cal.  No.  727-40-SA. 

Subject :  Westinghouse  Type  “F”  Interlock,  approval 
of. 


The  Westinghouse  Electric  Elevator  Co.,  New  York, 
N.  Y.  filed  on  July  2,  1940  with  the  Board  of  Standards 
and  Appeals  an  application  for  approval  of  its  appli¬ 
ance  known  as  the  Westinghouse  Type  “F”  Interlock 
under  the  requirements  of  Sec.  C26-178.0,b  and  Article 
14  of  the  Administrative  Code. 

The  Westinghouse  Type  “F”  Interlock  is  designed 
for  use  with  the  Westinghouse  Type  C  electric  freight 
door  operator  on  bi-parting,  vertically  sliding  hoistway 
doors.  It  may  be  used  on  either  car-switch  or  auto¬ 
matic  elevators.  The  interlock  is  intended  to  be  in¬ 
stalled  so  that  when  the  control  circuit  is  open  all  hoist¬ 
way  doors  are  locked  in  the  closed  position. 

Assembly  and  Operation: 

This  interlock  consists  of  a  mounting  frame  or  case 
at  the  upper  end  of  which  are  the  magnet  circuit  ter¬ 
minals.  Below  the  terminals  are  the  magnet  coil,  the 
release  lever  and  armature,  the  contact  assembly  and 
the  blades.  At  the  lower  end  of  the  mounting  frame 
is  a  projecting  lip  or  lug,  which  in  the  closed  position 
is  engaged  by  the  hook  on  the  latch.  This  latch,  to¬ 
gether  with  its  control  spring,  is  attached  to  a  latch 
bracket,  which  in  turn  is  mounted  on  the  trucking  sill 
extension  or  hanger  bar  of  the  lower  hatch  door.  The 
mounting  frame  has  a  cover  which  encloses  the  entire 
assembly  above  the  point  of  engagement  of  the  latch. 
This  interlock  is  installed  by  having  the  mounting  frame 
attached  to  the  door  rail  support  angle,  above  the  center 
of  the  opening,  on  supports  provided  by  the  door 
manufacturer.  The  latch  attached  to  the  trucking  bar 
carries  a  locking  hook  above  which  is  mounted  the  con¬ 
tact  bridge.  The  adjustment  is  such  that  when  the 
doors  are  closed  the  hook  locks  the  doors  mechanically, 
after  which  the  contact  bridge  establishes  the  electric 
circuits  through  the  contact  block,  thus  permitting  the 
car  to  leave  the  floor.  Normal  operation  of  this  inter¬ 
lock  with  power-operated,  vertically  sliding  doors  in 
connection  with  a  car-switch  automatic  landing  elevator 
is  as  follows  :  As  the  car  slows  down  for  a  floor  stop 
a  relay,  controlled  by  an  inductor  switch,  opens.  Open¬ 
ing  of  the  relay  excites  the  door  inductor  coil,  closes 
one  side  of  the  circuit  to  the  interlock  magnet,  and 
sets  up  the  door-opening  circuit.  When  the  door  in¬ 
ductor  coil  reaches  the  hatch  door  inductor  switch,  the 
switch  closes.  The  contacts  of  the  inductor  switch 
connect  the  hatch  door  operator  at  that  floor  to  the 
door  control  and  close  the  other  side  of  the  circuit  to 
the  interlock  magnet  at  that  floor,  thus  exciting  the 
magnet.  This  lifts  the  armature,  opening  the  interlock 
circuit  and  unlocking  the  door.  Opening  of  the  inter¬ 
lock  circuit  completes  the  door-opening  circuit  and 
opens  the  door.  When  the  car  switch  is  thrown  to  the 
first  notch  to  start  the  car,  it  closes  the  door-closing 
control  circuit,  starting  the  doors  to  close,  and  opens 
the  circuit  to  the  interlock  magnet,  which  drops  the 
release  lever.  As  the  doors  reach  the  closed  position, 
the  locking  hook  falls  into  place,  locking  the  door  and 
then  closing  the  interlock  circuit  which,  on  further 
movement  of  the  car  switch,  will  permit  the  car  to 
start.  With  an  automatic  elevator,  the  operation  is 
similar  except  that  the  sequence  of  operation  is  set  up 
by  actuating  car  or  corridor  buttons.  An  emergency 
key  is  provided  at  the  lowest  landing  so  that  a  mechanic 
may  enter  the  hoistway  for  emergency  purposes. 

Construction  Details: 

Mounting  Frame — This  is  made  of  cast  iron  and  is 
approximately  13  in.  long,  2  in.  wide,  and  is  provided 
with  an  opening  at  the  top  for  conduit  connection. 
Through  the  back  is  a  bolt  hole  through  which  this  part 
is  attached  to  the  hatch-way  wall.  The  lower  end  of 
this  mounting  frame  is  beveled  to  provide  a  sloping 
surface  on  which  the  latch  hook  may  ride  when  the  door 
approaches  the  closed  position.  A  projecting  lug  is 
provided  near  the  upper  part  of  the  mounting  to  receive 
the  magnet  coil.  Side  wall  openings  are  provided  near 
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the  lower  end  of  the  hinge  pin  of  the  release  lever.  A 
steel  or  brass  sheet  metal  cover  1/16  in.  thick  is  pro¬ 
vided  to  enclose  the  switching  mechanism. 

Magnet  Coil — This  coil  consists  of  25,600  turns  of 
No.  36  insulated  wire.  Its  outside  dimensions  finished 
and  coated  are:  Length,  2^4  in- — diameter,  approxi¬ 
mately  1J4  in.  It  is  wound  on  a  micarta  spool  having 
an  inside  diameter  of  17/32  in.  and  is  mounted  on  a 
l/2  in.  iron  or  steel  bolt  screwed  into  the  supporting 
bracket.  The  terminal  leads  from  the  magnet  coil  are 
attached  to  terminal  posts  mounted  in  insulating  mate¬ 
rial  extensions  bolted  to  the  mounting  frame  above  the 
magnet  coil. 

Release  Lever — The  release  lever  is  an  inverted  L- 
shaped  brass  casting  hinged  by  a  7/16  in.  steel  pin  to 
the  mounting  frame  and  bearing  at  its  upper  end  an 
iron  armature.  Its  lower  extension  engages  the  end 
of  the  latch.  The  hinge  pin  is  held  in  position  by  the 
close-fitting  sides  of  the  cover. 

Contacts — The  contact  assembly  consists  of  a  phe¬ 
nolic  composition  block  2  in.  square,  Y  in.  thick,  with  a 
backing  plate  1/16  in.  thick  attached  to  the  mounting 
frame  by  two  screws  passing  through  the  block  and 
backing  plate  and  threaded  into  the  cast-iron  mounting 
plate.  The  phenolic  composition  block  is  provided  on 
each  side  with  two  34  in.  wide  grooves  )4  in.  deep,  into 
one  pair  of  which  are  secured  the  two  contact  blades. 
These  are  2%  in.  long  34  in.  wide,  and  0.165  in.  thick 
cadmium-coated  steel.  Each  one  is  provided  with  a 
14  in.  diameter  %  in.  thick  silver  stud  forming  the 
contact.  The  upper  ends  of  these  contact  springs  are 
bolted  to  the  insulating  block  with  a  short  length  of 
reinforcing  plate  under  the  head  of  the  screw  bearing 
against  the  blade.  The  mounting  screws  are  provided 
with  upturned  lugs,  lock  washers,  and  nuts,  and  form 
the  terminal  connections.  These  are  countersunk  in 
enlargements  of  the  grooves  on  the  other  side  of  the 
block.  The  movable  contact  bridge,  which  is  attached 
to  the  latch  described  in  the  next  paragraph,  is  a  piece 
of  copper  1  in.  long,  Y  in.  wide,  and  34  in.  thick  pro¬ 
vided  with  a  0.02-in.  thick  lamination  of  silver  extend¬ 
ing  over  one  face  to  form  the  contact  surface.  The 
plate  is  provided  with  a  threaded  hole  by  which  it  is 
attached  to  a  phenolic  block  by  a  screw  countersunk 
into  the  block.  The  plate  is  placed  against  a  shoulder 
in  the  block  to  prevent  it  from  turning.  The  block  is 
attached  to  the  upper  end  of  the  latch  by  two  screws 
held  in  place  by  lock  washers. 

Latch — The  latch  is  a  brass  casting  approximately 
6  in.  long  overall  and  provided  near  its  upper  end  with 
a  latch  hook  which  extends  34  in.  The  lower  end  is 
hinged  by  a  34  in.  steel  pin  to  the  latch  bracket.  A  J4 
in.  threaded  guide  pin  is  screwed  into  the  latch  to  carry 
the  latch  spring. 

Latch  Bracket — This  is  a  cast-iron  bracket  634  in- 
long,  1  in.  wide,  and  34  in.  thick,  with  a  lug  through 
which  the  latch  hinge  pin  passes.  Near  the  upper  end 
is  a  limit  screw  with  lock  nut  and  below  that  is  a  hole 
through  which  the  spring  guide  pin  from  the  latch 
passes. 

Samples  of  the  Westinghouse  Type  “F”  Interlock 
were  subjected  by  the  Underwriters’  Laboratories,  Tnc. 
(Report  dated  April  24,  1937)  to  each  of  the  following 
tests  prescribed  by  the  Administrative  Code  and  the 
interlock  has  successfully  met  the  requirements  thereof: 


1.  Endurance  test  . Sec.  C26-1 180.0 

2.  Current  interrupting  test . Sec.  C26-1 181.0 

3.  Test  in  moist  atmosphere . Sec.  C26-1 182.0 

4.  Test  without  lubricant  . Sec.  C26-1183.0 

5.  Misalignment  test  . Sec.  C26-1 184.0 

6.  Insulation  test  . Sec.  C26-1185.0 


The  applicant  has  filed  a  letter  dated  June  19.  1942 
certifying  that  the  clearances  between  the  working 
parts  of  this  device  are  such  that  it  will  satisfactorily 


function  within  the  temperature  range  set  forth  in  Sec.j 
C26-1179.0,a  of  the  Administrative  Code. 

Recommendations 

On  the  basis  of  the  foregoing  data  the  Committed 
on  Tests  recommends  the  approval  of  the  Westinghouse 
Type  “F”  Interlock  as  having  met  the  requirements  of 
Article  14  of  the  Administrative  Code  for  use  in  New 
York  City,  when  installed  in  accordance  with  the  per¬ 
tinent  provisions  of  the  Administrative  Code.  All  appli¬ 
ances  manufactured  under  this  approval  shall  be  marked 
as  required  by  Sec.  C26-913.0  including  the  following:’ 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  727-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Type  F  Interlock,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


728-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 
SUBJECT — Westinghouse  Type  P  Interlock,  approval  of. 
APPEARANCES— 

For  Applicant :  Stanley  Ferguson. 

ACTION  OF  BOARD— Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (728-40-SA) 

Whereas,  the  Westinghouse  Electric  Elevator  Co.,  owner, 
filed  on  July  2,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
the  Westinghouse  Type  P  Interlock ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  15,  1942.  I 

Cal.  No.  728-40-SA. 

Subject:  Westinghouse  Type  P  Interlock,  Approval  of. 

The  Westinghouse  Electric  Elevator  Company,  New 
York,  N.  Y.,  filed  on  July  2,  1940  with  the  Board  of 
Standards  and  Appeals  an  application  for  approval^  of 
its  appliance  known  as  the  Westinghouse  Type  “P”« 
Interlock  under  the  requirements  of  Sec.  C26-178.0,b 
and  Article  14  of  the  Administrative  Code. 

The  Westinghouse  Type  P  Interlock  is  an  electro¬ 
mechanical  elevator  interlock  intended  for  use  on 
manually-controlled  elevators  with  swinging  or  hori¬ 
zontally  sliding  doors  to  prevent  the  operation  of  the 
elevator  car  unless  all  hoistway  doors  are  closed  and 
locked. 

Assembly  and  Operation: 

The  interlock  is  of  the  bar  lock  type.  The  assembly 
includes  an  interlock  switch  and  a  locking  bar  which 
serves  to  lock  the  door  mechanically.  The  switch  com- 
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prises  a  cast-iron  housing  enclosing  a  set  of  stationary 
contacts  mounted  on  a  molded  phenolic  composition 
block.  The  housing  is  formed  with  an  opening  to  allow 
entrance  of  the  bar  hook.  The  lower  edge  of  the  open¬ 
ing  is  of  increased  thickness  and  is  formed  with  a  short 
incline  to  facilitate  entrance  of  the  bar  hook  and  a 
vertical  surface  which  engages  the  hook  in  the  locked 
position. 

The  locking  bar  is  of  the  gravity  type  and  carries 
the  bridging  contact  which  is  mounted  on  an  insulating 
block  attached  to  the  top  of  the  bar  hook.  The  bar  is 
attached  to  the  door  in  a  vertical  position,  and  the 
switch  is  mounted  on  the  frame  of  the  hoistway  door. 

The  interlock  switches  and  the  car  controller  are 
electrically-connected  in  a  manner  that  the  car  controller 
circuit  is  open  unless  all  hoistway  doors  are  closed  and 
locked. 

In  order  to  open  the  door,  the  locking  bar  is  moved 
upward  manually  against  gravity.  The  upward  move¬ 
ment  of  the  bar  is  restricted  by  an  upward  stop  located 
so  that  the  bar  hook  will  clear  the  opening  in  the 
switch  housing.  As  the  bar  is  moved  upward,  the  con¬ 
tact  bridging  plate  disengages  the  contacts  before  the 
bar  hook  clears  the  locking  surface  so  that  the  circuit 
is  opened  before  the  door  is  unlocked.  When  the  bar 
reaches  the  upper  stop,  the  door  is  free  to  be  moved 
to  its  open  position.  When  the  bar  is  released,  it  moves 
by  gravity  until  it  engages  a  lower  stop. 

In  closing  the  door,  the  inclined  face  of  the  bar  hook 
engages  the  incline  on  the  switch  housing  and  raises  the 
bar  assembly  until  the  hook  clears  the  top  of  the  locking 
surface.  The  bar  assembly  then  moves  downward  by 
gravity  until  it  engages  the  lower  stop.  As  the  bar 
moves  downward,  the  hook  engages  the  locking  surface, 
and  the  bridging  plate  engages  the  contacts.  The  end 
of  the  hook  protrudes  over  the  edge  of  the  locking 
surface  at  least  3/16  in.  before  the  contacts  are  closed, 
thus  locking  the  door  before  the  circuit  is  closed. 

Construction  Details: 

Switch  Housing — The  housing  is  of  cast-iron  having 
a  minimum  wall  thickness  of  %  in.  and  provided  with 
holes  for  attachment  screws.  An  opening  is  formed  in 
the  lower  side  of  the  housing  and  is  closed  by  a  cover 
plate.  An  opening  is  also  formed  to  allow  entrance  of 
the  bar  hook.  The  metal  at  the  lower  side  of  the  open¬ 
ing  is  increased  to  a  thickness  of  54  in.  and  is  formed 
with  an  inclined  surface  at  the  forward  end  and  a 
vertical  surface  at  the  rear  end.  The  vertical  surface 
is  approximately  Y  in.  high. 

The  housing  for  application  to  sliding  doors  is 
formed  with  a  bossed  opening  which  is  provided  with 
at  least  five  threads  and  a  stop  to  accommodate  J4  in. 
rigid  conduit.  The  opening  from  the  conduit  stop  into 
the  housing  is  approximately  7/16  in.  in  diameter  and 
is  sloped  to  clear  the  end  of  the  contact  mounting  block. 
The  opening  for  entrance  of  the  bar  hook  is  located  at 
one  end  of  the  housing.  Both  sides  of  the  box  are 
provided  with  a  liner  of  micarta  1/32  in.  thick  by  154 
in.  wide  by  454  in.  long,  each  attached  by  three  rivets. 
The  housing  is  approximately  154  in.  wide  by  254  in. 
high  by  5J4  in.  long.  The  cover  plate  is  of  sheet-steel 
1/16  in.  thick  by  154  in.  wide  by  3-13/16  in.  long 
attached  by  two  screws. 

One  end  of  the  housing  for  use  on  swinging  doors  is 
provided  with  a  54  in.  diameter  hole  for  conduit  con¬ 
nection.  An  L-shaped  opening  is  formed  in  the  side 
of  the  housing  to  accommodate  entrance  of  the  bar 
hook.  The  side  of  the  housing  opposite  the  hook- 
entrance  opening  is  provided  with  a  micarta  liner  1/32 
in.  thick  by  154  in.  wide  by  4j4  in.  long  attached  by 
three  rivets.  The  housing  is  approximately  2  in.  wide 
by  254  in.  high  by  5)4  in.  long.  The  cover  plate  is  of 
sheet  steel  1/16  in.  thick  by  2  in.  wide  by  3-15/16  in. 
long  attached  by  two  screws. 

Contacts — The  two  stationary  contacts  each  comprise 
a  holder  and  a  contact  finger.  The  holder  is  made  from 


flat  copper  stock  3/32  in.  thick  by  5/16  in.  wide  and  has 
three  holes  drilled  through  it.  The  contact  finger  is 
made  of  the  same  material.  The  width  at  one  end  is 
reduced  to  J4  in.  and  is  bent  to  form  a  hook  which 
engages  the  center  hole  of  the  holder.  A  silver  contact 
is  riveted  near  the  opposite  end.  The  finger  is  held  to 
the  holder  by  a  steel  pin  on  which  is  mounted  a  small 
compression  spring  retained  by  two  cupper  washers. 
The  end  of  each  holder  is  secured  to  a  molded  bakelitc 
block  by  a  screw  which  is  embedded  in  the  block. 
These  two  screws  are  of  sufficient  length  to  serve  as 
terminals  and  are  provided  with  nuts  and  cupped 
washers.  The  mounting  block  is  formed  with  a  rib 
which  serves  as  a  barrier  between  the  two  contact 
assemblies.  It  is  secured  to  the  base  of  the  housing  by 
two  screws  which  thread  into  the  casting.  A  short 
length  of  uninsulated  stranded  copper  wire  fitted  with 
an  eyelet  at  each  end  is  provided  for  each  contact.  One 
eyelet  is  secured  to  the  terminal  screw,  and  the  other 
is  riveted  to  the  opening  in  the  contact  finger  through 
which  the  springloaded  pin  passes. 

The  movable  contact,  which  bridges  the  two  station¬ 
ary  contacts,  comprises  a  copper  plate  1-3/16  in.  long 
by  54  in-  wide  by  1/16  in.  thick.  A  lamination  of  silver 
Yi  in.  wide  by  /4  long  by  0.020  in.  thick  is  provided  to 
form  the  contact  surface.  The  plate  is  provided  with 
two  holes  by  which  it  is  attached  to  a  micarta  insulat¬ 
ing  block  by  two  l/&  in.  diameter  rivets.  The  heads  of 
the  rivets  are  countersunk  into  the  block  to  a  depth  of 
3/16  in.  and  sealed  with  an  insulating  compound.  The 
block  is  54  in.  wide  and  has  a  maximum  thickness  of 
9/16  in.  The  forward  end  is  L-shaped  and  butts  against 
the  bar  hook.  The  block  is  drilled  and  counterbored  to, 
accommodate  two  screws  for  attachment  to  the  top  of 
the  bar  hook.  The  contact  plate  projects  beyond  the 
block  for  a  distance  of  approximately  21/32  in. 

Locking  Bar — The  locking  bar  assembly  comprises  a 
length  of  steel  tubing,  a  hook,  an  adjustable  stop  collar, 
and  two  guide  brackets.  The  bar  is  a  42-in.  length  of 
welded  steel  tubing  J54  in.  outside  diameter  with  0.065 
in.  wall,  machined  to  a  slightly  smaller  diameter  for  a 
distance  of  1  in.  in  the  upper  end  and  provided  with  a 
hole  to  accommodate  attachment  of  a  locking  hook. 
The  hook  is  a  C-shaped  brass  casting  with  a  hub  154 
in.  in  diameter  provided  with  a  >54  in.  diameter  hole  to 
fit  the  end  of  the  locking  bar.  It  is  secured  to  the  bar 
by  a  in.  diameter  steel  pin.  The  remainder  of  the 
casting  is  approximately  >54  in.  wide  by  54  in.  thick. 
The  upper  end  of  the  casting  is  formed  with  a  hook 
approximately  54  in.  high,  provided  with  an  inclined 
surface.  Threaded  holes  are  provided  on  the  top  por¬ 
tion  of  the  casting  to  accommodate  attachment  of  the 
contact  plate  mounting  block.  The  guide  brackets  are 
of  cast-iron,  formed  with  an  attachment  arm  approxi¬ 
mately  54  in-  thick  and  provided  with  two  holes  for 
attachment  screws.  A  154  in.  diameter  boss  154  in*  long 
is  formed  integral  with  the  arm.  The  boss  is  provided 
with  a  hole  of  sufficient  diameter  to  allow  the  bar  to 
slide  through  it.  A  longitudinal  slot  is  formed  in  the 
boss,  which  accommodates  a  plug  fitted  into  the  bar 
and  serves  to  prevent  the  bar  from  turning.  A  steel 
collar  154  in-  in  diameter  by  *4  in.  thick  is  placed  on 
the  rod  below  the  upper  bracket  to  serve  as  a  stop. 
It  is  held  to  the  bar  by  a  Ya  in.  diameter  steel  pin. 

Samples  of  the  Westinghouse  Type  P  Interlock  were 
subjected  by  the  Underwriters  Laboratories,  Inc.  (Re¬ 
port  dated  July  24,  1934)  to  each  of  the  following  tests 
prescribed  by  the  Administrative  Code  and  the  inter¬ 
lock  has  successfully  met  the  requirements  thereof : 


1.  Endurance  test .  Sec.  C26-1 180.0 

2.  Current  interrupting  test  .  Sec.  C26.1 181.0 

3.  Test  in  moist  atmosphere .  Sec.  C26-1 182.0 

4.  Test  without  lubricant  .  Sec.  C26-1 183.0 

5.  Misalignment  test  . Sec.  C26-1 184.0 

6.  Insulation  test  .  Sec.  C26-1 185.0 


The  applicant  has  filed  a  letter  dated  June  19,  1942 
certifying  that  the  clearances  between  the  working  parts 
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of  this  device  are  such  that  it  will  satisfactorily  func¬ 
tion  within  the  temperature  range  set  forth  in  Sec.  C26- 
1179.0, a  of  the  Administrative  Code. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  the  Westinghouse 
Type  P  Interlock  as  having  met  the  requirements  of 
Article  14  of  the  Administrative  Code  for  use  in  New 
York  City,  when  installed  in  accordance  with  the  per¬ 
tinent  provisions  of  the  Administrative  Code.  All  ap¬ 
pliances  manufactured  under  the  approval  .  shall  be 
marked  as  required  by  Sec.  C26-913.0,  including  the 
following  “Approved  by  the  Board  of  Standards  and 
Appeals  for  Use  in  New  York  City  under  Cal.  No. 
728-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Type  P  Interlock,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


743-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 
SUBJECT — Westinghouse  Type  SC  Contact,  approval  of. 
APPEARANCES— 

For  Applicant :  Stanley  Ferguson. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (743-40-SA) 

Whereas,  the  Westinghouse  Electric  Elevator  Co.,  owner, 
riled  on  July  5,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Westinghouse  Type  SC  Contact;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  15,  1942. 

Re:  Cal.  No.  743-40SA. 

Subject:  Westinghouse  Type  SC  Contact,  approval  of. 

The  Westinghouse  Electric  Elevator  Co.,  New  York, 
N.  Y.  filed  on  July  5,  1940  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  its 
appliance  known  as  the  Westinghouse  Type  SC  Contact 
under  the  requirements  of  Sec.  C26-178.0,b  and  Article 
14  of  the  Administrative  Code. 

The  Westinghouse  Type  SC  Contact  is  designed  for 
use  with  Westinghouse  Type  MS  car  and  hatch  door 
operator.  This  operator  is  adaptable  to  the  operation 
of  horizontally  sliding  doors  of  single  speed,  single 
speed  center  opening,  or  two-speed  type.  In  a  complete 
installation  an  interlock  is  employed  in  connection  with 
the  hoistway  doors.  As  installed  for  single  speed  car 
and  hatch  doors  the  car  door  is  attached  to  a  sprocket 
chain  by  a  bracket  extending  upward  from  the  hangers. 


The  chain  is  driven  by  a  sprocket  mounted  on  a  sheave 
which  is,  in  turn,  driven  by  a  rubber  fabric  V-belt  from 
the  motor.  The  chain  also  passes  around  a  sprocket  on 
a  limit  switch  assembly.  The  latter  contains  a  pre¬ 
liminary  and  a  final  checking  contact  for  each  direction, 
a  limit  contact  for  each  direction,  and  a  door  contact. 
The  latter,  which  is  the  subject  of  this  report,  serves 
to  prevent  operation  of  the  car  unless  the  car  door  is 
closed.  The  motor  is  series  wound  for  slow  speed  and 
with  the  proper  external  resistance  value  is  capable  of 
standing  energized  for  an  indefinite  period  without 
overheating.  The  stand-still  torque  is  such  that  a  per¬ 
son  will  find  it  quite  easy  to  restrain  the  door  from 
moving.  The  door  velocity  is  adjustable  to  a  small 
extent  only  by  changing  the  value  of  resistance  in  series 
with  the  motor.  The  applicant  advises  that  this  re¬ 
sistance  is  so  adjusted  that  the  force  at  the  edge  of 
the  door  does  not  exceed  10  lb.  when  the  door  is  stopped 
by  a  person.  A  vertical  steel  vane  is  rigidly  attached 
to  the  car  door  and  meshes  into  a  slot  in  a  rubber  mem¬ 
ber  attached  to  the  hatch  door.  The  rubber  member 
is  so  shaped  that  it  has  ample  stability  in  the  horizontal 
direction  to  drive  the  door,  but  if  stuck  in  a  vertical 
direction  by  the  car  door  vane  it  readily  yields  out  of 
the  way.  Therefore,  if  the  car  door  or  hatch  door  is 
falsely  positioned  at  any  time  the  equipment  will  not 
be  injured  as  the  car  passes. 

Assembly: 

The  limit  switch  assembly  is  in  a  steel  enclosure  which 
is  made  with  removable  front  and  back  covers  and  has 
attached  to  its  upper  end  the  resistor  assembly.  Mounted 
in  the  bottom  of  the  box  is  the  contact  assembly.  This 
consists  of  a  cast-iron  base  with  supporting  brackets 
which  carry  a  steel  cam-shaft  on  which  are  mounted 
four  phenolic  composition  discs  which  form  the  cams. 
Mounted  on  phenolic  blocks  at  the  sides  of  the  lower 
portions  of  the  upright  brackets  are  the  spring  steel 
contact  strips.  These  strips  have  silver  contact  buttons 
at  their  upper  ends  and  small  formed  steel  lugs  riveted 
to  them  near  the  center  for  engagement  with  the  sur¬ 
faces  of  the  cams.  A  phenolic  composition  block  is 
bolted  to  the  upper  cross  frame  member  of  the  supports 
and  carries  the  terminal  screws  to  the  under  ends  of 
which  are  attached  the  steel  caps  bearing  the  silver 
button  stationary  contacts.  The  lower  shaft  of  the 
assembly  carries  the  sprocket  by  which  the  mechanism 
is  operated  through  a  pinion  and  gear  at  the  back  of 
the  assembly. 

Construction  Details: 

Enclosure — This  is  a  formed  steel  box  made  of  mate¬ 
rial  1/16  in.  thick  and  having  a  depth  of  3J4  in.,  a 
width  of  12  in.,  and  a  height  of  15  in.  The  front  and 
back  covers  are  1/16  in.  steel. 

Cam  Shaft  Base — This  is  a  cast-iron  member  having 
a  lower  portion  7Y%  in.  long,  3^4  in.  wide,  and  in. 
thick.  Upright  brackets,  also  Y  in.  thick,  carry  the 
sprocket  shaft  bearings  and  an  extension  of  one  of  these 
carries  the  cam  shaft.  To  the  upper  end  of  the  outer 
bracket  is  attached  the  }/%  by  1)4  in.  steel  strap  which 
holds  the  terminal  block. 

Contact  Strips — The  contact  strips  are  cadmium 
plated  steel  5/16  in.  wide  and  0.020  in.  thick.  They  are 
5J4  in-  long  and  are  attached  at  their  lower  ends  by 
two  bolts  to  phenolic  composition  blocks  2  in.  wide, 
3l/s  in.  long,  and  Y  in.  thick.  The  upper  of  the  two 
attachment  bolts  also  forms  a  terminal  bolt  for  the 
wiring  connection.  The  nuts  are  held  in  place  by  lock 
washers.  The  spacing  between  contact  strips  is  7/16 
in.  To  the  upper  ends  of  each  strip  is  attached  a  silver 
contact  button  5/16  in.  in  diameter  by  approximately 
1/16  in.  thick. 

Cam— The  outer  or  contact  cam  is  the  only  one  with 
which  this  report  is  concerned.  It  is  a  phenolic  com- 
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position  disc  4J4  in.  in  diameter  by  y  in.  thick  having 
a  right  angle  V-notch  measuring  1  in.  on  eacli  side. 
This  cam  is  mounted  on  the  cam  shaft. 

(  pper  1  erminal  Block — '1  his  is  a  phenolic  composi¬ 
tion  block  measuring  4d/2  in.  long,  2-9/16  in.  wide,  and 
/i  in.  thick.  The  angle  clips  carrying  the  stationary 
contacts  are  made  of  cadmium-plated  steel  5/16  in. 
wide  by  1/16  in.  thick,  and  carrying  at  their  lower  ends 
steel  contact  buttons  5/16  in.  in  diameter  by  about  1/16 
in.  thick.  These  contact  clips  are  spaced  7.16  in.  apart. 

Samples  of  the  Westinghouse  Type  SC  contact  were 
subjected  by  the  Underwriters’  Laboratories  Inc.  (Re¬ 
port  dated  November  1,  1937)  to  each  of  the  following 
tests  prescribed  by  the  Administrative  Code  and  the 
contact  has  successfully  met  the  requirements  thereof : 


1.  Endurance  test .  Sec.  C26- 1180.0 

2.  Current  interruption  test  .  Sec.  C26-1 181.0 

3.  Test  in  moist  atmosphere .  Sec.  C26-1 182.0 

4.  Test  without  lubricant .  Sec.  C26-1 183.0 

5.  Insulation  test  .  Sec.  C26-1 185.0 


Inasmuch  as  misalignment  of  the  door  or  car  could  not 
affect  the  operation  of  this  assembly,  it  was  considered 
unnecessary  to  conduct  the  usual  misalignment  test. 
The  applicant  has  filed  a  letter  dated  June  19,  1942  cer¬ 
tifying  that  the  clearances  between  working  parts  of 
this  device  are  such  that  it  will  satisfactorily  function 
within  the  temperature  range  set  forth  in  Sec.  C26- 
11 79.0, a  of  the  Administrative  Code. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Westinghouse 
Type  SC  Contact  as  having  met  the  requirements  of 
Article  14  of  the  Administrative  Code  for  use  in  New 
York  City,  when  installed  in  accordance  with  the  per¬ 
tinent  provisions  of  the  Administrative  Code.  All  ap¬ 
pliances  manufactured  under  this  approval  shall  be 
marked  as  required  by  Sec.  C26-913.0  including  the 
following:  “Approved  by  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  No. 
743-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

id 

I  Whereas,  this  report  recommended  the  approval  of  this 
i/pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
■  irebv  approve  the  appliance  known  as  the  Westinghouse 
Hype  SC  Contact,  on  condition  that  the  appliance  be  manu- 
ictured,  installed,  and  labelled,  stamped  or  tagged  in  ac- 
irdance  with  the  above  report. 


14-40-SA. 

PPL  1  CANT- — Westinghouse  Electric  Elevator  Co.,  owner. 
UBIECT — Westinghouse  Type  CH  Contact,  approval  of. 
PPEARANCES — 

For  Applicant :  Stanley  Ferguson. 

CTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

HE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

HE  RESOLUTION  (744-40-SA) 

Whereas,  the  Westinghouse  Electric  Elevator  Co., 
vner,  filed  on  July  5,  1940,  an  application  with  the  Board 
•  Standards  and  Appeals  for  approval  of  the  appliance 
•own  as  the  Westinghouse  Type  CH  Contact;  and 


Whereas,  this  appliance  was  submitted  to  the  Committee 
on  1  ests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


i 


Re:  Cal.  No.  744-40-SA 
Subject  :  Westinghouse  hype  CH  Contact,  approval  of. 

The  Westinghouse  Electric  Elevator  Co.,  New  York, 
N.  Y.  filed  on  July  5,  1940  with  the  Board  of  Standards 
and  Appeals  an  application  for  approval  of  its  appli¬ 
ance  known  as  the  Westinghouse  Type  CH  Contact 
under  the  requirements  of  Sec.  C26-178.0,b  and  Article 
14  of  the  Administrative  Code. 


The  Westinghouse  Type  CH  Contact  is  an  electric 
contact  intended  for  power-operated  horizontally-sliding 
elevator  car  doors  of  the  single  or  varied  speed  type  to 
prevent  the  movement  of  the  elevator  car  unless  the 
door  is  closed. 

Assembly  and  Operation — This  device  consists  of  a 
contact  switch  housed  in  a  metal  box  attached  to  the 
gear  box  of  the  door  engine  and  actuated  through  a 
cam  attached  to  the  end  of  the  driven  gear  shaft.  The 
door  engine  is  assembled  in  a  cast-iron  housing  and 
consists  of  a  gear  and  a  motor-driven  worm.  The 
intermediate  type  of  engine  is  provided  with  a  set  of 
reduction  gears.  The  gear  shaft  projects  through  both 
sides  of  the  housing.  One  end  of  the  shaft  is  provided 
with  a  plate  for  attachment  of  the  door  arm.  The 
other  end  of  the  shaft  protrudes  into  the  switch  hous¬ 
ing  and  carries  a  switch  operating  cam.  A  heavy  type 
engine  is  used  with  the  Type  CH  contact.  The  engine 
and  the  contact  switch  are  mounted  on  the  upper  frame¬ 
work  of  the  elevator  car.  The  contact  mechanism  is 
adjustable,  so  that  the  amount  of  door  opening,  when 
the  circuit  is  closed,  can  be  regulated.  The  contact  is 
actuated  through  the  motion  of  the  cam,  as  the  gear 
shaft  is  rotated  upon  opening  or  closing  the  door.  The 
cam  is  set  in  such  a  position  on  the  shaft  that  the  con¬ 
tacts  close  or  open  the  circuit  at  a  predetermined  posi¬ 
tion  of  the  door.  The  switch  is  so  connected  in  the 
car-controlled  circuit  that  the  car  cannot  be  started 
until  the  door  is  closed. 

Construction  Detads — The  switch  mechanism  is 
mounted  in  a  cast-iron  box  having  a  minimum  wall 
thickness  of  in.  and  closed  by  a  cast-aluminum  cover 
of  the  same  thickness.  The  box  is  attached  to  the  side 
of  the  gear  housing  with  the  end  of  the  driven  shaft 
protruding  into  it.  Connection  for  y2  in.  conduit  is 
provided  on  the  end  of  the  box.  The  two  contact 
fingers  are  identical  in  construction.  Each  consists  of 
a  contact  plate  and  an  attachment  bracket.  The 
brackets  are  each  secured  to  the  molded  bakelite  mount¬ 
ing  block  by  the  terminal  screw,  which  is  provided) 
with  nut  and  crimp  washer.  The  brackets  are  set  in  a 
groove,  formed  on  the  block,  to  prevent  turning.  The 
block  is  3J4  in.  long  by  5/s  jn.  thick  by  1  in.  wide  and 
is  attached  to  the  rear  wall  of  the  box  by  two  screws. 
The  attachment  bracket  is  made  from  flat  brass  stock 
y2  in.  wide  by  3/32  in.  thick.  The  attachment  end  is 
formed  at  an  angle  with  the  projecting  end.  The  pro¬ 
jecting  end  is  provided  with  a  hole  to  accommodate  the 
spring  pin.  The  contact  plate  is  approximately  3  in. 
long  and  is  made^  from  flat  brass  stock  y2  in.  wide  by 
0.131  in.  thick.  The  projecting  end  is  formed  with  a 
U-shaped  flatwise  bend,  which  engages  the  cam  contact. 
The  opposite  end  is  provided  with  a  hole  to  accommo¬ 
date  the  spring  pin.  The  pin  is  passed  through  the 
hole  in  the  bracket  and  the  contact  plate.  A  steel  com¬ 
pression  spring  provided  with  a  cup-retaining  washer  at 
each  end  is  placed  over  the  projecting  end  of  the  pin 
and  held  by  a  cotter  pin.  The  movable  contact  is  a 
cast-brass  plate  approximately  3/32  in.  thick  formed  on 
the  arc  of  a  circle.  The  sides  of  the  plate  at  each  end 
are  formed  with  integral  projections,  which  serve  as 
contacts.  The  contact  plate  is  attached  to  the  bakelite 
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disc  secured  to  the  threaded  end  of  the  driven  shaft 
by  a  nut. 

Samples  of  the  Westinghouse  Type  CH  Contact  were 
subjected  by  the  Underwriters’  Laboratories,  Inc.  (Re¬ 
port  dated  November  25,  1932)  to  each  of  the  following 
tests  prescribed  by  the  Administrative  Code  and  the 
contact  has  successfully  met  the  requirements  thereof : 


1.  Endurance  test  .  Sec.  C26-1 180.0 

2.  Current  interrupting  test .  Sec.  C26-1181.0 

3.  Test  in  moist  atmosphere .  Sec.  C26-1 182.0 

4.  Misalignment  test  .  Sec.  C26-1 184.0 

5.  Insulation  test  .  Sec.  C26- 1185.0 


The  applicant  has  filed  a  letter  dated  June  19,  1942 
certifying  that  the  clearances  between  working  parts  of 
this  device  are  such  that  it  will  satisfactorily  function 
within  the  temperature  range  set  forth  in  Sec.  C26- 
11 79.0, a  of  the  Administrative  Code. 

Recommendations 

On  the  basis  of  the  foregoing  date,  the  Committee  on 
Tests  recommends  the  approval  of  the  Westinghouse 
Type  CH  Contact  as  having  met  the  requirements  of 
Article  14  of  the  Administrative  Code  for  use  in  New 
York  City,  when  installed  in  accordance  with  the  perti¬ 
nent  provisions  of  the  Administrative  Code.  All  appli¬ 
ances  manufactured  under  this  approval  shall  be  marked 
as  required  by  Sec.  C26-913.0,  including  the  following: 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  744-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Type  CH  Contact,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  the  above  report. 


767-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 
SUBJECT — Westinghouse  A-3  and  A-3R  Elevator  Door 
Hangers,  approval  of. 

APPEARANCES— 

For  Applicant :  Stanley  Ferguson. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVEL- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (767-40-SA) 

Whereas,  the  Westinghouse  Electric  Elevator  Co.,  owner, 
filed  on  July  11,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Westinghouse  A-3  and  A-3R  Elevator  Door  Hangers ; 
and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  11,  1942. 

Re:  Cal.  No.  767-40-SA. 

Subject:  Westinghouse  Type  A-3  and  Type  A-3R  Ele¬ 
vator  Door  Hangers,  Approval  of. 


The  Westinghouse  Electric  Elevator  Door  Co.,  New 
York,  N.  Y.,  filed  on  July  11,  1940  with  the  Board  of 
Standards  and  Appeals  an  application  for  approval 
under  the  requirements  of  Section  C26-178.0,b  and  Arti¬ 
cle  14  of  the  Administrative  Code  of  their  elevator 
door  hangers  known  as  the  Westinghouse  Type  A-3  and 
Type  A-3R  Elevator  Door  Hangers  for  use  under  the 
pertinent  provisions  of  the  Administrative  Code. 

The  Westinghouse  Type  A-3  Elevator  Door  Hanger 
is  constructed  as  follows :  The  tread  of  the  ball-bearing 
sheave  is  made  of  heat  treated  alloy  steel  ground  to  a 
smooth  surface  to  insure  quiet  operation.  1  he  tread 
is  formed  in  the  outer  race  of  a  grease  sealed  ball 


bearing. 

Outside  diameter  of  flanges  .  3-11/32  in. 

Tread  diameter  .  2-31/32  in. 

Nominal  diameter  .  3J4  in- 

Balls  (nine)  diameter  .  in. 


The  track  (track  section  in.  by  2  in.)  is  cold  drawn 
of  heat  treated  alloy  steel  to  obtain  a  surface  that  will 
not  erode  as  the  sheaves  pass  over  it  many  times.  The 
top  of  the  track  is  designed  with  a  curvature  to  obtain 
self-alignment  and  the  maximum  width  of  active  path¬ 
way,  thus  providing  for  quiet  operation.  The  upthrust 
roller  is  a  grease  sealed  ball-bearing  roller  1-Ms  in.  in 
diameter,  which  is  adjusted  by  rotating  the  eccentric 
supporting  shaft.  The  hanger  frame  is  a  one  piece 
stamping  of  steel  Lt  in.  thick.  The  supporting  sheave 
is  mounted  to  the  frame  by  a  large  diameter  steel  stud, 
which  passes  through  the  frame.  A  special  forming 
operation  expands  the  end  of  the  stud  which  projects 
through  the  frame,  securely  locking  it  in  its  place.  The 
weight  of  the  elevator  door  approximates  150  pounds. 

The  Type  A-3R  hanger  is  the  same  as  the  A-3  hanger 
except  that  the  sheave  is  provided  with  a  tread  of  rub¬ 
ber.  It  is  intended  for  use  on  hospital  and  apartment 
house  elevator  doors  where  unusually  quiet  operation  is 
desired.  The  rubber  is  bonded  to  the  steel  rim  by  vul¬ 
canizing,  the  steel  rim  being  then  pressed  onto  the  ball 
bearing  outer  race.  The  edges  of  the  steel  rim  which 
contains  the  rubber  tread  are  crimped  over  the  outer 
race  of  the  ball  bearing  securely  locking  the  rim  to  the 
bearing  outer  race.  Outside  diameter  of  flanges  is  4-Mj 
in. ;  tread  diameter  4  inches. 

The  applicant  has  submitted  affidavits  certifying  that 
the  Westinghouse  Type  A-3  and  Type  A-3R  Hangers 
are  so  designed  that  they  will  withstand  a  downward 
thrust  of  five  times  the  weight  of  the  door  and  an 
upward  thrust  of  four  times  the  weight  of  the  door  as 
required  by  Section  C26-904.0  of  the  Administrative 
Code. 

Recommendations 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Westinghouse 
Type  A-3  and  Type  A-3R  Elevator  Door  Hangers  for 
use  under  Article  14  of  the  Administrative  Code  when 
installed  in  accordance  with  all  the  pertinent  provisions 
thereof ;  each  hanger  shall  be  marked  as  follows : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  767-40-SA.”  It 
is  further  recommended  that  this  approval  be  granted 
tentatively  and  that  the  applicant  furnish  test  data  estab¬ 
lishing  the  integrity  of  the  equipment  in  a  1|J4  hour 
fire  endurance  test. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 
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and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Type  A-J  and  A-3R  Elevator  Door  Hangers,  on  condition 
that  the  appliance  be  manufactured,  installed,  and  labelled, 
stamped  or  tagged  in  accordance  with  the  above  rei>ort. 


768-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 
SUBJEC 1 — Westinghouse  B-3  and  B-3R  Elevator  Door 
Hangers,  approval  of. 

APPEARANCES— 

For  Applicant :  Stanley  Ferguson. 

A(  1  ION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

I  THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (768-40-SA) 

K 

Whereas,  the  Westinghouse  Electric  Elevator  Co., 
owner,  filed  on  July  11,  1940,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  Westinghouse  B-3  and  B-3R  Elevator  Door 
Hangers ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  8,  1942. 

Re:  Cal.  No.  768-40-SA 

Subject:  Westinghouse  B-3  and  B-3R  Elevator  Door 
Hangers,  Approval  of. 

The  Westinghouse  Electric  Elevator  Company,  New 
York,  filed  on  July  11,  1940  with  the  Board  of  Stand¬ 
ards  and  Appeals  an  application  for  approval  under  the 
requirements  of  Section  C26-178.0,b  and  Article  14  of 
the  Administrative  Code,  of  their  material  known  as 
the  Westinghouse  B-3  and  B-3R  Elevator  Door  Hang¬ 
ers  for  use  under  the  pertinent  provisions  of  the 
Administrative  Code. 

The  Westinghouse  B-3  Elevator  Door  Hanger  is 
constructed  as  follows :  The  tread  of  the  ball  bearing 
sheave  is  made  of  heat  treated  alloy  steel  ground  to  a 
smooth  surface  to  secure  quiet  operation.  The  tread 
is  formed  in  the  outer  race  of  a  grease  sealed  ball  bear¬ 
ing;  outside  diameter  of  flanges — 2.44  in;  tread  diam¬ 
eter — 2.065  in.  The  track  (cross  section  x  1H>") 
is  cold  drawn  of  heat  treated  alloy  steel  to  obtain  a 
surface  that  will  not  erode  as  the  sheaves  pass  over  it 
many  times.  The  top  of  the  track  is  designed  with  a 
curvature  to  obtain  self-alignment  and  the  maximum 
width  of  active  pathway.  The  upthrust  roller  (diam¬ 
eter — 31/32  in.)  is  bronze  bushed  and  is  adjusted  by 
rotating  its  eccentric  supporting  shaft.  The  hanger 
frame  is  a  one  piece  stamping  of  steel  V\  in.  thick. 
The  supporting  sheave  is  mounted  to  the  frame  by  a 
large  diameter  steel  stud,  which  passes  through  the 
frame.  A  special  forming  operation  expands  the  end 
of  the  stud,  which  projects  through  the  frame,  securing 
it  in  place.  The  weight  of  the  elevator  door  approxi¬ 
mates  150  lbs. 

The  Westinghouse  B-3R  Elevator  Door  Hanger  is 
the  same  as  the  B-3  except  that  the  sheave  is  provided 
with  a  tread  of  rubber.  It  is  intended  for  use  in  hos¬ 
pital  and  apartment  house  elevator  doors,  where  un¬ 
usually  quiet  operation  is  desired.  The  rubber  is 
bonded  to  the  steel  rim  by  vulcanizing.  The  steel  rim 
is  then  pressed  onto  the  ball  bearing  outer  race.  The 
edges  of  the  steel  rim  which  contains  the  rubber  tread 
are  crimped  over  the  outer  race  of  the  ball  bearing, 


securely  locking  the  rim  to  the  bearing  outer  race. 
Outside  diameter  of  the  flanges  is  3)4  in.  and  the 
diameter  of  the  tread  is  3  in. 

I  he  applicant  has  submitted  affidavits  certifying  that 
the  Westinghouse  B-3  and  B-3R  Elevator  Door  Hang¬ 
ers  are  so  designed  that  they  will  withstand  a  down¬ 
ward  thrust  of  five  times  the  weight  of  the  door  and 
an  upward  thrust  of  four  times  the  weight  of  the  door, 
as  required  by  Section  C26-904.0  of  the  Administrative 
Code. 

Recommendations 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Westinghouse 
B-3  and  B-3R  Elevator  Door  Hangers  for  use  under 
Article  14  of  the  Administrative  Code,  when  installed 
in  accordance  with  all  the  pertinent  provisions  thereof ; 
each  hanger  shall  be  marked  as  follows:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  Use  in  New 
York  City  under  Cal.  No.  768-40-SA.”  It  is  further 
recommended  that  this  approval  be  granted  tentatively 
and  that  the  applicant  furnish  test  data  establishing  the 
integrity  of  the  equipment  in  a  1]J4  hour  fire  endurance 
test. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
B-3  and  B-3R  Elevator  Door  Hangers,  on  condition  that  the 
appliance  be  manufactured,  installed,  and  labelled,  stamped 
or  tagged  in  accordance  with  the  above  report. 


1150-40-SA. 

APPLICANT — Westinghouse  Electric  Elevator  Co.,  owner. 
SUBJECT — Westinghouse  Type  FC  Gate  Contact,  approvai 
of. 

APPEARANCES— 

For  Applicant :  Stanley  Ferguson. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THF.  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  o 

THE  RESOLUTION  (1150-40-SA) 

Whereas,  the  Westinghouse  Electric  Elevator  Co.,  owner, 
filed  on  December  4,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Westinghouse  Type  FC  Gate  Contact:  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  16,  1942. 

Rel :  Cal.  No.  1150-40SA. 

Subject:  Westinghouse  Type  “FC”  Gate  Contact,  ap¬ 
proval  of. 

The  Westinghouse  Electric  Elevator  Co.  filed  on 
December  4,  1940  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  its  appliance 
known  as  the  Westinghouse  Type  “FC”  Gate  Contact 
under  the  requirements  of  Sec.  C26-178.0,b  and  Article 
14  of  the  Administrative  Code. 
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The  Westinghouse  Type  “FC”  Gate  Contact  is  de¬ 
signed  for  use  on  manually-operated  vertically-sliding 
or  counterbalanced  elevator  car  gate  on  freight  elevators 
with  either  car  switch  or  automatic  control.  It  renders 
impossible  the  operation  of  the  car  unless  the  gate  is  in 
the  closed  position. 

Assembly  and  Operation: 

This  device  consists  of  a  mounting  base,  an  enclosing 
cover,  a  stationary  contact  assembly,  a  movable  contact 
assembly,  a  counter-weighted  contact  operating  arm,  a 
threaded  operating  rod  and  operating  cam,  and  the 
necessary  pins  and  screws  for  assembling.  The  switch 
assembly  is  mounted  on  the  corner  post  of  the  car  near 
the  top.  The  cam  is  mounted  on  the  same  post  below 
the  switch.  A  threaded  rod  inter-connects  the  cam  with 
the  switch.  The  gate  bar  is  located  on  the  edge  of 
the  gate  in  a  position  so  that  the  upward  movement  of 
the  gate  actuates  the  cam  to  close  the  switch  contacts. 
The  switch  is  of  the  normally  open  type  having  a  switch 
operating  arm  which  is  counter-weighted  so  as  to  posi¬ 
tively  open  the  contacts  by  gravity.  A  compression 
spring  is  provided  on  the  arm  for  quicker  operation. 
The  switch  is  connected  in  the  circuit  so  that  when 
the  gate  is  in  the  closed  position,  the  circuit  to  the 
elevator  control  is  closed  and  the  car  may  be  operated. 
When  the  gate  is  slightly  raised  or  in  the  full  open 
position,  the  switch  is  in  the  open  position  and  the 
circuit  to  the  elevator  control  is  opened,  making  the 
car  inoperable. 

Construction  Details: 

Enclosure:  The  enclosure  comprises  the  mounting 

base  and  the  housing.  The  mounting  base  forms  the 
bottom  and  ends  of  the  enclosure.  It  is  an  iron  casting 
formed  with  two  projections  at  one  end  to  accommodate 
the  contact  operating  arm  which  is  attached  to  them 
by  a  )4  in.  diameter  bronze  hinge  pin.  The  opposite 
end  is  provided  with  a  in.  diameter  hole  for  conduit 
connection.  The  casting  has  a  minimum  wall  thickness 
of  3/16  in.  except  the  upper  edges  of  the  sides  which 
are  decreased  in  thickness  to  accommodate  the  housing. 
The  bottom  of  the  base  is  provided  with  two  5/16  in. 
tapped  holes  for  mounting  screws.  The  housing  is 
channel  shaped  and  made  from  No.  16  USg  (0.062  in.) 
sheet  steel.  It  is  approximately  6)4  in.  long,  2  in.  wide, 
1)4  in.  deep.  It  is  secured  to  the  base  by  two  screws. 

Contacts — The  stationary  contact  assembly  comprises 
essentially  two  spring-loaded  contact  fingers  and  two 
terminals  assembled  to  a  mounting  block.  The  mount¬ 
ing  block  is  of  molded  phenolic  insulating  material  with 
two  recessed  holes  by  which  it  is  secured  to  the  mount¬ 
ing  base  by  two  screws.  It  is  formed  with  two  sides 
and  a  center  barrier  forming  two  slots  into  which  the 
contact  fingers  are  mounted.  Each  contact  finger  is 
mounted  to  a  fixed  plate  attached  to  the  block.  Both 
parts  are  3/32  in.  thick  by  5/16  in.  wide  cadmium 
plated  copper.  The  contact  fingers  are  each  provided 
with  a  bent  narrow  extension  which  is  placed  in  a  hole 
in  the  lower  plate  to  form  a  hinge.  A  spring-loaded 
pin  extends  through  each  contact  finger  and  the  lower 
plate.  The  lower  plates  are  each  secured  to  the  block 
by  the  terminal  screw.  The  two  terminal  screws  are 
each  provided  with  a  washer  with  upturned  lugs,  a  lock 
washer  and  a  nut.  A  silver  contact  button  5/16  in.  in 
diameter  by  1/16  in.  thick  is  riveted  to  the  projecting 
end  of  each  finger.  Each  contact  finger  is  electrically 
connected  to  the  terminal  posts  by  a  short  length  of 
stranded  conductor  comprising  280  strands  of  0.002  in. 
diameter  copper  wire.  The  two  stationary  contacts  are 
mounted  on  a  bridging  plate  of  cadmium  plated  copper 
0.059  in.  thick,  approximately  in.  long  and  in. 
wide.  A  bolt  secures  the  plate  to  a  phenolic  composition 
block  \%  in.  long,  Y  in.  wide  by  Y  in.  thick.  One  edge 
of  the  block  is  formed  with  a  projection  to  prevent 
turning  of  the  bridging  plate.  The  block  is  secured  to 


the  operating  arm  by  two  screws.  A  strip  of  1/32  in. 
thick  phenolic  material  is  placed  between  the  plate  and  , 
the  block.  Two  silver  contact  buttons  identical  with 
those  of  the  contact  fingers  are  riveted  to  the  plate. 

Contact  Operating  Lever  and  Spring — The  lever  which  • 
operates  the  contact  is  of  cast  iron  formed  with  a  bossed  j 
portion  at  the  front  and  15/16  in.  wide,  by  1  in.  in 
diameter  and  provided  with  a  hole  to  accommodate  the  ^ 
bronze  hinge  pin.  The  outer  end  is  formed  with  a  yoke  * 
to  which  the  tie-rod  block  is  hinged  by  a  :)4  in.  diameter  • 
steel  pin.  The  casting  has  a  minimum  thickness  of  j 
3/16  in.  The  spring  employed  with  the  operating  arm  i 
is  of  the  compression  type  made  from  1/16  in.  of  *4  in. 
and  a  free  length  of  1-11/16  in.  It  is  mounted  between 
two  nubs  formed  on  the  switch  base  and  on  the  oper-  X 
ating  arm. 

Cam  and  Tie  Rod — The  cam  is  of  cast  iron  having  a 
minimum  thickness  of  Y\  in.  and  formed  with  three 
projections.  One  projection  is  provided  with  a  Y%  in. 
diameter  hole  to  accommodate  the  tie-rod  block.  The 
other  two  projections  serve  as  the  cam  surface.  A  hole 
is  provided  near  the  center  of  the  cam  and  is  equipped 
with  a  bronze  bushing  )4  in.  I.D.  to  accommodate  the 
pivot  pin.  The  tie  rod  is  a  length  of  Y  in.  diameter 
steel  rod  provided  with  long  threads  at  each  end.  A 
steel  block  is  threaded  t6  each  end  of  the  rod.  The  two 
blocks  are  of  steel  Y  in.  thick,  1)4  in.  wide  by  2)4  in. 
long.  Each  block  is  equipped  with  a  bronze  bushed 
hole  to  accommodate  the  hinge  pin. 

Spacings — A  spacing  of  $4  in.  through  air  is  pro¬ 
vided  between  exposed  non-arcing  current-carrying  parts 
and  the  enclosure.  The  distance  between  uninsulated 
live  parts  and  parts  which  may  be  grounded  when  the 
device  is  installed  is  not  less  than  Y  in.  as  measured 
over  the  surface  of  insulating  material  and  i)4  in-  as 
measured  through  air.  Suitable  liners  or  barriers  are 
provided  where  these  spacings  are  not  provided. 

Protection  Coating — All  parts  of  ferrous  materials 
are  provided  with  a  coating  of  paint.  The  screws  and 
nuts  employed  are  cadmium  plated. 

Samples  of  the  Westinghouse  Type  “FC”  Gate  Con¬ 
tact  were  subjected  by  the  Underwriters’  Laboratories, 
Inc.  (Report  on  Safety  Appliance  35,  dated  April  15, 
1940)  to  each  of  the  following  tests  prescribed  by  the 
Administrative  Code  and  the  gate  contact  has  success¬ 


fully  met  the  requirements  thereof  : 

1.  Endurance  test  . . . .  Sec.  C26-J  180.0 

2.  Current  interrupting  test  .  Sec.  C26-1 181.0 

3.  Test  in  moist  atmosphere .  Sec.  C26-1182.0 

4.  Misalignment  test  .  Sec.  C26-1 184.0 

5.  Insulation  test  .  Sec.  C26-1 185.0 


The  applicant  has  filed  a  letter  dated  June  19,  1942 
certifying  that  the  clearances  between  working  parts  of 
this  device  are  such  that  it  will  satisfactorily  function 
within  the  temperature  ranges  set  forth  in  Sec.  C26- 
1179.0a,  of  the  Administrative  Code. 

Recommendations 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Westinghouse 
Type  “FC”  Gate  Contact  as  having  met  the  require¬ 
ments  of  Article  14  of  the  Administrative  Code  for 
use  in  New  York  City,  when  installed  in  accordance 
with  the  pertinent  provisions  of  the  Administrative 
Code.  All  appliances  manufactured  under  this  approval 
shall  be  marked  as  required  bv  Sec.  C26-913.0.  includ¬ 
ing  the  following:  “Approved  bv  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  1 150-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER. 

Chief  Engineer, 
Committee  on  Tests,  h 
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and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Type  l'C  Gate  Contact,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  the  above  report. 


339-42-SM. 

|  APPLICANT — Scovill  Manufacturing  Company,  owner. 
SUBJECT — Scovill  Manufacturing  Company,  Rubber  Cov¬ 
ered  Hose  Nozzle,  Cat.  H-227,  and'  Scovill  Manu¬ 
facturing  Company,  Spike  Sprinker  Cap.  Cat.  H- 
250,  approval  of. 

APPEARANCES— 

For  Applicant:  L.  R.  Bach. 

AC  I  ION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests  as  to  Rubber 
Hose  Nozzle  and  withdrawn  as  to  Spike  Sprinkler 
Cap,  Cat.  H-250. 

THE  VOTE  TO  APPROVE— 

Alhrmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (339-42-SM) 

Whereas,  the  Scovill  Manufacturing  Company,  owner, 
'filed  on  April  23,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
'is  the  Scovill  Manufacturing  Company  Rubber  Covered 
Hose  Nozzle,  Cat.  H-227  and  the  Spike  Sprinkler  Cap 
Cat.  H-250;  and, 

W  hereas,  this  material  was  submitted  to  the  Committee 
on  Pests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Tilly  13,  1942. 

Re:  Cal.  No.  339-42-SM 

Subject:  Scovill  Manufacturing  Company  Rubber 
Covered  Hose  Nozzle  Cat.  H-227,  approval  of. 

The  Scovill  Manufacturing  Company  of  Waterbury 
Connecticut,  filed  April  23,  1942,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
the  Scovill  Manufacturing  Company  Rubber  Covered 
Hose  Nozzle,  Cat.  H-227,  under  the  provisions  of  Sec¬ 
tion  666,  Par.  1  of  the  New  York  City  Charter. 

This  is  a  hose  nozzle  with  a  rubber  cover  threaded 
for  attachment  to  standard  garden  hose  and  adjustable 
for  a  solid  stream  or  various  types  of  spray.  It  is 
designed  for  use  in  extinguishing  incendiary  bombs  and 
secondary  fires.  This  nozzle  is  constructed  of  heavy 
wrought  brass  with  the  nose  piece  covered  with  corru¬ 
gated  rubber  vulcanized  in  place.  The  nozzles  weigh 
0.4  lbs.  each  and  are  adjustable  through  all  types  of 
spray  by  turning  ribbed  adjusting  sleeve. 

The  following  table  gives  characteristics  when  nozzle 
is  adjusted  to  full  stream. 


Pressure  at 

Sillcock 

10  lbs . 

Gallon 
Discharged 
per  min. 

20  lbs . 

30  lbs . 

40  lbs . 

50  lbs . 

60  lbs .  f!"* 

Tests  were  conducted  by  the  Central  Testing  Lab¬ 
oratory,  City  of  New  York  Department  of  Purchase, 
and  it  was  found  that  under  a  pressure  of  45  to  55  lbs' 
the  approximate  length  of  stream  was  30  ft.  and  the 
length  of  spray  15  ft.  The  shape  of  spray  was  conical 
and  the  diameter  of  spray  4  ft.  measurement  taken  to 
center  of  cone. 

The  nozzles  have  been  inspected  and  tested  by  the 
Committee  on  Tests  of  the  Board. 

On  the  basis  of  the  inspection  and  test  of  the  Com¬ 
mittee  on  Tests  as  of  the  Central  Testing  Laboratory 
it  is  recommended  that  the  Scovill  Manufacturing  Com¬ 
pany  Rubber  Covered  Hose  Nozzle  be  approved  for  use 
with  hose  to  be  used  in  extinguishing  incendiary  bombs 
under  the  provisions  of  Sec.  666,  Par.  1,  of  the  New 
York  City  Charter  when  constructed  and  used  in  ac¬ 
cordance  with  this  report  and  provided  the  nozzle  be 
labelled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal  No 
339-42-SM.” 

tt  irn  request  for  approval  of  Spike  Sprinkler  Cap 
H-250  has  been  withdrawn. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Scovill  Manu¬ 
facturing  Company  Rubber  Covered  Hose  Nozzle,  on  con¬ 
dition  that  the  material  be  manufactured  and  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 


424-42-SM. 

APPLICANT — S.  H.  Pomeroy  Company,  Incorporated, 
owner. 

SUBJECT — Jackson  System  (fastenings  for  Acoustical  and 
Insulating  Materials  for  Walls  and  Ceilings),  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  N.  L.  Jackson  and  Joseph  E.  Quinn. 
ACTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

'THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  q 

Note — The  report  of  the  Committee  on  Tests  and  the 
resolution  of  the  Board  relative  to  the  approval  of  the 
Jackson  System”  will  be  printed  in  a  subsequent  issue  of 
the  Bulletin. 


Adjourned  4:15  P.M. 

Joseph  J.  Doyle,  Chief  Clerk 


83^ 


RULES 


RULES  FOR  INSPECTION  OF  APPROVED  OPENING  PROTECTIVE  ASSEMBLIES 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  OCTOBER  20,  1939.  EFl'EC- 
TIVE  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 

CITY  CHARTER,  NOVEMBER  13,  1939. 


(1139-39-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  Administrative  Build¬ 
ing  Code  (2.2.1. 1.)  and  C26-610.0  Administrative  Building 
Code  (10.1.18)  and  C26-660.0,  661.0  and  662.0  Adminis¬ 
trative  Building  Code  (10.8.1,  2  and  3). 

Note:  Where  reference  in  parenthesis  appears  after  the 
Administrative  Building  Code  section  it  refers  to  the  section 
of  the  New  Building  Code  as  formerly  numbered. 

Rule  1  Scope. 

1.1  Before  any  Opening  Protective  Assembly  is 

used  under  the  provisions  of  the  Administrative 
Building  Code,  it  shall  be  tested  as  required  in  Sec¬ 
tion  C26-610.0  (10.1.18)  and  its  Fire-Resistive  Rating 
shall  be  designated  as  “34-Hour”,  “1-Hour”,  134- 

Hour”,  or  “3-Hour”,  in  accordance  with  the  approval. 

1.2  Before  engaging  in  the  manufacture  of  ap¬ 
proved  Opening  Protective  Assemblies,  the  manufac¬ 
turer  shall  have  an  established  plant  completely  equipped 
with  the  necessary  facilities,  machinery  and  tools  for 
the  manufacture  of  the  Opening  Protective  Assemblies. 

1.3  Before  applying  for  approval  of  plant  and  per¬ 
mission  to  manufacture  approved  Opening  Protective 
Assemblies,  the  manufacturer  shall  file  a  list  of  his 
equipment  and  facilities  with  the  Board  of  Standards 
and  Appeals,  together  with  a  statement  of  the  name, 
type,  specifications  and  details  of  the  approved,  door, 
which  he  agrees  to  manufacture  in  accordance  with  the 
rules  and  regulations  of  the  Board  and  the  require¬ 
ments  of  the  Administrative  Building  Code. 

1.4  All  Opening  Protective  Assemblies  made  under 
any  approval  issued  by  the  Board  of  Standards  and 
Appeals  for  the  manufacture  of  approved  Opening 
Protective  Assemblies  of  “34-Hour”,  “1-Hour”,  “134- 
Hour”  or  “3-Hour”  rating  shall  be  rejected  on  evi¬ 
dence  that  such  Opening  Protective  Assemblies  are 
not  manufactured  or  labelled  in  accordance  with  the 
approved  specifications  of  the  Board. 

Rule  2 — InspecticrA. 

2.1  No  Opening  Protective  Assemblies  shall  be  in¬ 
stalled  in  any  building  until  such  Opening  Protective 
Assemblies  have  been  inspected  and  labelled  either  by 
the  Borough  Superintendent,  or  by  a  recognized  testing 
laboratory  or  other  qualified  person  or  agency  approved 
by  the  Board  as  having  proper  facilities. 

2.2  Before  issuing  any  label  for  the  use  of  an  ap¬ 
proved  Opening  Protective  Assemblv.  the  authorized 
inspection  agency  shall  first  notify  the  Borough 


Superintendent  that  inspection  will  be  made  by  him 
of  the  materials  and  construction  entering  into  the 
assembly  of  the  Opening  Protective  Assemblies,  stating 
the  location  of  the  premises  where  the  Opening  Pro¬ 
tective  Assemblies  will  be  used,  the  Building  Permit 
number,  the  name  of  the  approved  Opening  Protective 
Assembly  and  the  manufacturer  and  the  number  of 
such  units  to  be  manufactured.  I 

Note:  Where  an  Opening  Protective  Assembly  is  oi 
fire-proofed  wood,  such  wood  shall  be  submitted  tc 
tests  for  fireproofed  wood,  as  prescribed  in  the  Admin¬ 
istrative  Building  Code,  Section  C26-331.9  ( 7.2.3. 1  tc 
7.2. 3.9,  inclusive). 

2.3  After  the  materials  have  been  cut  and  inspected 
the  authorized  inspection  agency  shall  inspect  the 
assembly  and  fabrication  of  the  parts  and  shall  issue 
an  approved  label  only  if  the  completed  Opening 
Protective  Assemblies  comply  in  all  respects  with  the 
approved  specifications  on  file  in  the  Board  oi 
Standards  and  Appeals. 

Rule  3 — Labels. 

3.1  Every  approved  Opening  Protective  Assembly 

before  installation  in  a  building  under  the  provision: 
of  the  Administrative  Building  Code,  shall  have  se 
curely  attached  to  it,  a  metal  label  of  a  desigi 
approved  by  the  Board,  giving  the  name  of  th< 
Opening  Protective  Assembly,  the  calendar  numbe; 
of  the  approval  of  the  device,  the  fire-resistive  rating 
the  serial  number  of  the  specific  type  of  door  an< 
buck,  or  window,  the  year  of  manufacture  and  the 
name  of  the  inspection  agency.  1 , 

3.2  After  attachment  of  the  Serial  Label  to  th- 
Opening  Protective  Assembly,  the  inspection  agenc’ 
shall  advise  the  Borough  Superintendent  the  seria 
numbers,  the  address  of  the  premises  and  the  Build 
ing  Permit  numbers  of  the  approved  Opening  Pro 
tective  Assembly. 

3.3  The  manufacturer  may  also  attach  to  the  Open 
ing  Protective  Assembly,  a  metal  label  giving  th 
name  and  location  of  the  manufacturer.  He  shal 
also  keep  an  office  record  showing  the  location  o 
each  Opening  Protective  Assemblv  manufactured  b 
him,  its  serial  label  number  and  the  Building  Permi 
number;  and  this  record  shall  be  open  for  inspectioi 
bv  any  authorized  representative  of  the  Board  o 
Standards  and  Appeals  and  the  Department  of  Housin; 
and  Buildings. 

3.4  Every  labelled  Opening  Protective  Assembl 
shall  be  constructed  and  installed  in  all  essentials  a 
tested  and  approved  and  arranged  to  receive  hard 
ware  of  an  equal  type,  quality  and  material  an 
requiring  no  greater  cutting  away  of  the  wood  3 
metal  than  on  the  approved  Opening  Protective  A? 
sembly,  as  tested. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeal 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cent 
each — postage  to  be  added  if  the  forms  are  forwarded  b 
mail. 
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Address  all  communications  to  the  Chairman. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


This  issue  of  the  Bulletin  contains  in  the  order  given _ 
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Rules  Directory. 


Minutes  of  Special  Meeting  July  23,  1942,  at  10  A.  M., 
Affecting  Calendar  Numbers  465-42-BZ  440-42-A 

532-42-A,  535-42-A,  490-42-A,  512-42-S,  527-42-A,  445- 
42- A,  491-42-S,  492-42-A,  496-42-A,  500-42-A,  502-42-S, 
507-42-A,  531-42-A,  541-42-A  and  579-42-A. 


Minutes  of  Special  Meeting  July  23,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  140-42-BZ,  58-30-BZ 
302-42-BZ,  309-36-BZ,  421-40-BZ,  915-40-BZ,  654-41-BZ’ 
656-41-BZ,  679-41-BZ,  681-41-BZ,  832-41-BZ,  837-41-BZ’ 
3j3-42-BZ,  554-42-S,  1174-40-A,  1071-41-A,  4-42-A 

•  182-42-A,  342-42-A,  362-42-A,  546-42-A,  547-42-A,  357- 
42-A,  409-42-A,  434-42-A,  534-42-A,  540-42-A,  544-42-A 
549-42-A.  764-41-A,  825-41-A,  161-42-A,  172-42-A,  329- 
42- A,  338-42-S,  343-42-A,  344-42-A  and  345-42-A. 


Minutes  of  Regular  Meeting  July  28,  1942,  at  10  A.  M., 
Affecting  Calendar  Numbers  442-42-BZ  536-42-BZ’ 

:  276-42-BZ,  505-42-BZ.  525-42-BZ,  77-32-BZ,  31-33-BZ’ 
696,41-BZ,  893-41-BZ,  1023-41-BZ,  1052-41-BZ,  143- 
42-BZ,  228-42-BZ.  314-42-BZ,  349-42-BZ,  425-42-BZ 
508-42-BZ,  271-37-B Z,  584-42-A,  354-42-A  and  456-42-S. 

Minutes  of  Regular  Meeting  July  28,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  203-28-BZ,  177-33-BZ 
245-42-BZ,  105-41-BZ,  834-41-BZ,  120-42-BZ,  202-42-A’ 
493-42-A,  494-42-A,  561-42-A,  571-42-A,  507-42-A,  526- 
42-A,  564-42- A,  576-42-A,  138-42-A,  309-42-A,  334-42-A 
532-42-A.  553-42-A.  554-42-S,  555-42-A,  570-42-S’, 

142-38-SA,  470-42-SA,  591-42-SA,  10-34-SA,  823- 

40-SA,  6-37-SA,  695-39-SM,  1407-39-SM,  250-40-SM, 
620-40-SM,  887-41-SM,  22-42-SM,  395-42-SM  and 

486-42-SM. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
onh  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court,  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
whjch  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  bj'  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
ant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

Neic  Cases  Filed  up  to  July  28,  1942. 

Cal.  No.  Dept.  Premises  Affected. 

585-42-BZ— H.B.R. — 4091  Hylan  boulevard  and  293  Nel¬ 
son  avenue,  northeast  corner  (Block  No.  5158,  Lot  No.  37), 
Great  Kills,  Borough  of  Richmond,  N.  B.  555-42. 


586-42-BZ — H.B.R. — 168  Richmond  terrace  and  1-7 
Stuyvesant  place,  southerly  intersection  (Block  No.  12,  Lot 
No.  11),  St.  George,  Borough  of  Richmond,  Alt.  153-42. 


587-42-BZ — H.B.Bx. — 551  East  149th  street  and  555  St. 
Ann’s  avenue,  northwest  corner  (Block  No.  2276,  Lot  No. 
57),  Borough  of  The  Bronx,  Alt.  426-42. 


588-42- A — F.D. — 358  Bushwick  avenue,  151  Moore  street, 
northwest  corner  and  70  Morrell  street,  northeast  corner  of 
Moore  street  (Block  No.  3099,  Lot  No.  1),  Borough  of 
Brooklyn,  7876-L.  F.  and  Decision. 


589-42-S— F.D.— -62-10  Woodside  avenue,  south  side  from 
62nd  to  63rd  streets  (Block  No.  1337,  Lot  No.  27),  Wood- 
side,  Borough  of  Queens,  Decision. 


590-42-A — F.D. — 225  West  Burnside  avenue,  north  side 
between  Sedgwick  avenue  and  Osborne  place  and  1900 
Sedgwick  avenue  (Block  No.  3222,  Lot  No.  162),  Borough 
of  The  Bronx,  29364-L.  C.  and  Decision. 


591-42-SA — Celestial  Fire  Extinguishing  Liquid,  manu¬ 
factured  by  Mary  Caruso,  Appliance. 


592-42-S — H.B  M. — 124  Baxter  street,  west  side,  97  ft. 
10  in.  south  of  Hester  street  (Block  No.  207,  Lot  No. 
16),  Borough  of  Manhattan,  Alt.  805-42. 


593-42-A — H.B.M. — 124  Baxter  street,  west  side,  97  ft. 
10  in.  south  of  Hester  street  (Block  No.  207,  Lot  No.  16), 
Borough  of  Manhattan,  Alt.  805-42. 

594_42-A — H.B.Q. — 47-19  Grand  avenue,  entire  area 
hounded  by  Grand  avenue,  Page  place,  56th  road,  Maspeth 
Creek  and  Newtown  Creek  (Block  No.  2257,  Lot  Nos.  2, 
16,  31,  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153,  155, 
Block  No.  2235,  Lot  Nos.  1,  225,  300,  330,  Block  No.  2236, 
Lot  Nos.  70,  75,  30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block- 
Nos.  2589,  2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1, 
Block  Nos.  2591,  2592,  2593  and  2594,  Lot  Nos.  1,  34,  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot  Nos.  1, 
45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40,  44,  50  and 
Block  No.  2602,  Lot  Nos.  1,  37,  40  and  44),  Maspeth,  Bor¬ 
ough  of  Queens,  N.  B.  855-42. 


595-42-S — F.D. — 43-02  Ditmars  boulevard,  southwest 
corner  of  45th  street  (Block  No.  782,  Lot  Nos.  1,  25,  26, 
47  and  48),  Astoria,  Borough  of  Queens,  Decision. 


596-42-BZ — H.B.B. — 30  Richmond  street,  west  side,  194 
ft.  6  in.  south  of  Jamaica  avenue  and.  692-710  Jamaica 
avenue  (Block  No.  4102,  Lot  Nos.  19  and  35),  Borough  of 
Brooklyn,  N.  B.  313-42. 


597-42-S— F.D.— 30-02  to  30-20  Thomson  avenue,  south 
side  from  30th  street  to  30th  place  (Block  No.  274,  Lot 
No.  1)  ;  (6th  floor),  Long  Island  City,  Borough  of  Queens, 
Decision. 


598-42- A — -F.D. — 215  Shell  road,  east  side,  225  ft.  north 
of  Circumferential  parkway  (Block  No.  7232,  Lot  No.  70, 
Block  No.  7233,  Lot  Nos.  93  and  90),  Borough  of  Brook¬ 
lyn,  92352-L.  C. 


599-42-A — F.D. — 219-08  40th  avenue,  south  side,  60  ft. 
east  of  219th  street  (Block  No.  6313,  Lot  No.  4),  Bayside, 
Borough  of  Queens,  92114-C  and  Decision. 


600-42- A — F.D. — 810  East  136th  street,  south  side,  300 
ft.  east  of  Willow  avenue  (Block  No.  2587,  Lot  No.  11), 
Borough  of  The  Bronx,  31285-L.  C.  and  Decision. 


601-42-S — H.B.M. — 2253-2259  Broadway  and  252-254 
West  81st  street,  southwest  corner  (Block  No.  1228,  Lot 
No.  57),  Borough  of  Manhattan,  Alt.  654-42,  Amendment. 


Restored  to  Calendar. 

58-30-BZ— H.B. Q.— 73-13  to  73-21  Cooper  avenue  and 
71-34  to  71-38  73rd  place,  northwest  corner  (Block  No. 
3691,  Lot  No.  19),  Glendale,  Borough  of  Queens,  Alt. 
1145-42. 


302-41-BZ— H.B.R. — 2505  Victory  boulevard  (2485  dis¬ 
played)  and  538  Willowbrook  road,  northeast  corner  (Block 
No.  486,  Lot  No.  8),  Willow  Brook,  Borough  of  Rich¬ 
mond,  N.  B.  105-41. 


177-33-BZ — H.B.B. — 1510-1522  Rockaway  parkway  and 
9616-9626  Flatlands  avenue,  southwest  corner  (Block  No. 
8204,  Lot  Nos.  42  and  44),  Borough  of  Brooklyn,  N.  B. 
311-42. 

424-42-SM — Jackson  System  (Fastenings  for  Acoustical 
and  Insulating  Materials  for  Walls  and  Ceilings),  manu¬ 
factured  by  S.  H.  Pomeroy  Co.,  Inc. 


226-42-A — F.D.  and  H.B.Q. — 34-19  10th  (Hancock)  street’ 
east  side,  146  ft.  south  of  34th  avenue  (Block  No.  325,  Lot 
No.  15  and  part  of  Lot  No.  9),  Long  Island  City,  Borough 
of  Queens,  Alt.  190-42  and  90698-D. 


DESIGNATIONS!  H.B. — Department  of  Housing  and  Buildings: 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.. — De 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
E.D. — Fire  Department. 
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RULES 

.  ..  ,  .  .  L,,st  PiiblU-nilon  in  Riillciln 

Blended  Cements,  Rules  for  Testing 

.  a,u>  Use.  ofi  vv--  . ?,eb-  l7’  1942~ Vol.  27,  No.  7 

Carbon  Dioxide  Liquefier,  Rules _ Mar.  10,  1942 — Vol.  27  No.  10 

Certificates  of  Occupancy,  approved 

r  'TrVriiW, . ;V°v-  25.  1941— Vol.  26,  No.  47 

Concrete  Mat  Slabs,  Rules . Inly  13,  1937— Vol.  22,  No  2s 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

'  01  ..  .  ...  .  ,  ,  ,  l'»»e  24,  1941— Vol.  26,  No.  23 

Concrete  Rules  (Hydrated  Lime) ...  Aug.  3,  1937— Vol  22  No  11 

Elevator  Rules  . Mar.  3,  1936— Vol.  21*  No  9 

lixit  Rules  (Revolving  Doors) . lutie  15,  1937 — Vol.  22  No  2 4 

!  Factory  Exit  Rules  . June  16,  1942— Vol.  27,  No’.  24 

Fire  Alarm  Rules  (Interior) . Apr.  7,  194J — Vol  27  No  14 

lure  Drill  Rules  . Aug.  4,  1942 — Vol.  27,’  No!  31 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr.  28,  1942 — Vol  27  No  17 

Fire  Retarding  Rules  for  Garages, 

...  . '?ec-  l6>  1941— Vol.  26,  No.  50 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

F'usion  Welding  and  Gas  Cutting 

Kules  May  20,  1941— Vol.  26,  No.  20 

Gas  Shut-Off  Rules  . Apr.  7,  1925 — Vol.  10,  No.  14 

Hatchway  Protection  . lune  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Mar.  31,  1942 — Vol.  27,  No.  13 

.  Oil  Burner  Rules  . Jan.  13,  1942— Vol.  27,  No.  2 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . July  28,  1942 — Vol.  27,  No  30 

Paint,  Varnish  and  Lacquer  Sprav- 

ing  Rules  ....................  Nov.  25,  1941— Vol.  26,  No.  47A 

I  latform  I  rucks,  Specifications  for.  Nov.  24,  1936 — Vol  21  No  47 

Plumbing  Rules  . Aug.  3,  1937— Vol.  22,’  No!  31 

Plumbing  Rules  (Submerged  Inlets; 

1  Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .Nov.  25,  1941 — Vol  26  No  47A 

Procedure,  Rules  of . Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C.  Aug.  26,  1941 — Vol.  26,  No  34 

Smoking  in  Factories,  Rules  for....  Aug.  4,  1942 — Vol  27  No  31 

Sprinkler  Rules  ....  . June  29,  1937— Vol.  22,’  No!  26 

Standpipe  Fireline  Rules  . June  8,  1937 — Vol.  22  No  23 

structural  Alterations,  Reporting. ..  Tune  7,  1932— Vol.  17,  No!  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24.  1936— Vol.  21,  No.  47 

,lank  Trucks,  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

'*  ire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ...  Mir.  10,  1923— Vol.  8.  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Vnti-Siphon  Valves  . Nov.  25,  1941— Vol.  26.  No.  47A 

!le,neiHn0Se  Valv/S  W . ••••..Nov.  25,  1941-Vol.  26.  No.  47A 

uel  Uil  Burners  for  Domestic  and 

W.C^,m£dalmUse  . £ov-  25’  1941—' Vol.  26,  No.  47A 

-  nPipe  Te/mlI>a*s  . Nov.  25,  1941— Vol.  26,  No.  47A 

-i  ?d!  burners  for  Industrial  Use. Nov.  25,  1941— Vol.  26,  No  47A 

uel  Oil  Pumps  . Nov  25,  1941— Vol.  26,  No.  47A 

-?H-ters  Nov.  25,  1941— Vol.  26,  No.  47A 

aint,  \  arnish  and  Lacquer  Spray- 

,j"g  Equipment  .  . Nov.  25,  1941— Vol.  26,  No.  47  A 

*ange  Oil  Burners  and  Space 

.  Waters  . . Nov.  25,  1941— Vol.  26,  No.  47A 

acitutn  Breakers  . Nov.  25,  1941— Vol.  26,  No  47A 


SEPTEMBER  9,  1942,  10  A.  M. 

Zoning  Applications. 

t  NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
rds  and  Appeals  of  a  public  hearing-  under  the  provisions 
t  Ihe  zoning  resolution,  Wednesday  morning,  September  9, 
942,  at  10  o’clock  in  Room  1013,  Municipal  .Building,  Man- 
.attan,  on  the  following  matters : 

J-42-BZ  Application,  January  29,  1942,  under  section 
F,  ,  zoning  resolution,  of  Joseph  Lau,  applicant,  on 
pnalf  of  Tov  Realty  Company,  owner  (David  Morris, 
ssee),  to  permit  in  a  business  use  district,  the  maintenance 
P  a.  non-flashing  illuminated  sign  not  conforming  with  the 
•quirements  of  the  zoning  resolution;  premises  2517-2519 
.venth  avenue  and  164  West  146th  street,  southeast  comer 
Block  No.  2014,  Lot  No.  61),  Borough  of  Manhattan. 

4-42-BZ-  Application,  June  15,  1942,  under  section  21 
the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
lctT]ple  lieth-El,  owner,  to  permit  in  a  residence  use  and, 
■>o,  an  I*  area  district,  the  alteration  and  also  the  exten¬ 
ts*  of  area  of  a  building  which  will  not  conform  with  the 

:eai9ieqilrr?,TientS  of  the  zoninS  resolution;  premises  121-02 
121-16  Rockaway  Beach  boulevard,  north  side,  from 


Beach  121st  street  to  Beach  122nd  street,  201  Beach  121st 
street  and  202  Beach  122nd  street  (Block  No.  711,  Lot  No. 
3/),  Rockaway  l  ark,  Borough  of  Queens. 

530-42-BZ— Application,  July  1,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Millard  Henlcin,  applicant,  on 
behalf  of  Board  of  Transportation,  City  of  New  York 

?™"e/s)  ^brahan!  ■GoId,enblum  a»d  Samuel  Goldenblum! 
essees),  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
f  "^tor  vehmles;  premises  360-374  Sixth  avenue,  east  side 
from  Washington  place  to  Waverly  place,  126-130  Waverlv 

?IavCe i?nd  87  Washington  place  (Block  No.  552,  Lot  No. 
37),  Borough  of  Manhattan. 

7h8n4f2iSZ~AppliCati°n’  Feb/uary  5>  1942,  under  section 
,  u  °/T,g  !!eso,lutTlon<  of  Judson  E.  Schnall,  applicant 
on  behalf  of  Madbeck  Holding  Corporation,  owner,  to  per- 
mit  in  a  residence  use  district,  for  a  term  of  t  ivo  (2)  years 
the  parking  and  storage  of  more  than  five  (  5)  me  tor 
vehicles ;  premises  81-85  Seeley  street,  north  side,  25  ft 

oT'L^oklyn.  ^  (  ^  NO’  5261’  L0t  Na  17)’  BorouS,; 

^f7ttfB.Z~Applifat-ion’  JU"e  S’  1942’  under  section  21 
oi  the  zoning  resolution,  of  Bernhardt  E.  Muller  applicant 

on  behalf  of  Eighth  Church  of  Christ,  Scientist  owne?  to 
permit  in  a  residence  use  and,  also,  a  B  area  district  ’the 
erection  and  maintenance  of  a  building  (a  church)  Which 
does  not  comply  with  the  rear  yard  requirements  of  the 

sidem!ooef?  Up77  103'107  EaSt  77th  strect-  north 

side,  100  ft.  east  of  Park  avenue  and  230  ft.  west  of  Lex¬ 
ington  avenue  (Block  No.  1412,  Lot  Nos.  5  to  7  inclu¬ 
sive),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  9,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

562-42- A— -72-35  Elizabeth  avenue,  south  side,  320  ft 
west  of  Beach  /2nd  street  (Block  No.  521,  Lot  No  1)' 
Arverne,  Borough  of  Queens  (under  section  35,  General 
Uty  Law-re  bed  of  mapped  street— Barbados  drive). 


SEPTEMBER  15,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

LQ4?hotZi°nm>gi  reso.IutlV>n,  Tuesday  morning,  September  15, 
42,  at  10  o  clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters ; 

5 59-37-BZ— -Application  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner  re¬ 
opened  April  28,  1942  under  section  7h  of  the  Zoning  mso- 
lution,  to  permit  in  a  business  use  district,  for  a  term  of  two 
(4)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3996  Tenth  avenue  and  501  West 

NT  i7S!reD’  northwest  corner  (Block  No.  2231,  part  of  Lot 
No.  17),  Borough  of  Manhattan. 

f^'V'BArAppl-ication’,J^ne  16-  1941-  under  sections  7a 
and  7e  of  the  zoning  resolution,  of  Dominic  Russo,  applicant 
and  lessee,  for  Dominic  Russo  and  Estate  of  Andrew  Haga- 
man,  owners,  to  penrnt  upon  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the  exten- 

otTtW uan  SX1Sting  motor  vehicIe  rePair  sh°Pi  Premises 
936  Richmond  avenue,  west  side,  143.31  ft.  south  of  Forest 

avenue  (Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich 
mond,  Borough  of  Richmond. 

ITARRTS  H.  MURDOCK,  Chairman. 


< 
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CALENDAR 


SEPTEMBER  15,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

529-42- A— 281-287  North  6th  street,  north  side,  111  ft. 
Si/2  in.  west  of  Metropolitan  avenue  (Block  No.  2331,  Lot 
Nos.  42,  44  and  45),  Borough  of  Brooklyn. 

360-42-A — 365  Wythe  avenue,  east  side,  77.2  ft.  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  of 
Brooklyn. 

359-42-S — 365  Wvthe  avenue,  east  side,  77.2  ft.  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  ot 
Brooklyn. 

57 1-42- A— 44-72  11th  street  and  10-57  45th  avenue,  north¬ 
west  corner  (Block  No.  51,  Lot  Nos.  19  and  20),  Long 
Island  City,  Borough  of  Queens. 

493- 42-A — 32-14  Northern  boulevard,  southeast  corner 
of  Honeywell  street  (Block  No.  214,  Lot  No.  210),  Long 
Island  City,  Borough  of  Queens. 

494- 42-S— 32-14  Northern  boulevard,  southeast  corner 
of  Honeywell  street  (Block  No.  214,  Lot  No.  210),  Long 
Island  City,  Borough  of  Queens. 

551-42-A— 4555  Third  avenue,  southwest  corner  of  Loril- 
lard  place  and  539-545  East  184th  street,  north  side,  50  ft. 
west  of  Lorillard  place  (Block  No.  30o2,  Lot  No.  3/),  Bor¬ 
ough  of  The  Bronx. 


SEPTEMBER  29,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  l  uesday  morning,  September  A), 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matter: 

442-42-BZ— Application,  May  28,  1942,  under  section  7c 

of  the  zoning  resolution,  of  Henry  C.  Brockman,  applicant, 
on  behalf  of  Gulf  Oil  Corporation,  owner,  to  permit  in  a 
residence  use  district,  the  reconstruction  and  extension  ot 
an  existing  gasoline  service  station;  premises  2001-2011 
Cropsey  avenue  and  8799-8815  20th  avenue,  northeast  corner 
(Block  No.  6442,  Lot  No.  5),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  29,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

439-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
of  Central  Park  West  (1st  floor,  front  room)  ;  (Block  No. 
1198,  Lot  No.  23),  Borough  of  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

THURSDAY  MORNING,  JULY  23,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASE. 

465-42-BZ. 

APPLICANT— Jack  Z.  Cohen,  for  8302  Atlantic  Avenue 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  tinder  sections  7a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
extension  of  an  existing  factory  building  by  the 
construction  and  use  of  a  new  cellar. 

PREMISES  AFFECTED— 83-02  to  83-20  Atlantic  avenue, 
94-01  to  94-15  83rd  street,  southeast  corner  and 
94-02  to  94-16  84th  street  (Block  No.  9014,  Lot 
Nos.  1  and  11),  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer,  J.  F.  Farrell  and 
M.  Hermann. 

For  Opposition :  S.  M.  Slaigh. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chaimran  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (465-42-BZ) 

Whereas,  Jack  Z.  Cohen,  for  8302  Atlantic  Avenue  Cor¬ 
poration,  owner,  filed  June  11,  1942,  an  application  under 
section  7a  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  factory  building 


by  the  construction  and  use  of  a  new  cellar ;  premises  83-02 
to  83-20  Atlantic  avenue,  94-01  to  94-15  83rd  street,  south¬ 
east  corner,  and  94-02  to  94-16  84th  street  (Block  No. 
9014,  Lot  Nos.  1  and  11),  Ozone  Park,  Borough  of  Queens; 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  special  meet¬ 
ing  July  23,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Atlantic  avenue  is  in  a  residence  use 
district ;  84th  street  and  83rd  street  are  each  in  residence  and 
business  use  districts ;  and’ 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  Tune  10,  1942,  on  Alt.  Applic.  No.  1022-42  reads: 

“1.  Enlarging  the  cubage  of  a  factory  in  a  residence 
use  district  is  not  permitted  by  Sec.  6  and  is,  therefore 
contrary  to  Section  3  of  the  zone  resolution. 

and  ...  ,  .  , 

Whereas,  the  existing  building  is  two  stories  in  neignt, 
of  Class  3  construction,  120  ft.  frontage  on  Atlantic  avenue 
and  100  ft.  on  83rd  street.  It  is  proposed  to  erect  a  cellai 
under  the  existing  factory  (for  metal  products)  building; 
the  proposed  cellar  is  irregular  in  area;  having  a  frontage 
of  80  ft.  along  83rd  street  and  16  ft.  along  Atlantic  avenue 
It  is  proposed  to  use  the  cellar  for  storage,  cutting  anc 
polishing  metal ;  and 

Whereas,  the  premises  and  the  surrounding  area  wer< 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Committee  recommended  the  applicatioi 
be  granted  in  view  of  the  fact  no  extension  of  the  buildinf 
above  grade  was  proposed;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  casi 
in  which  to  exercise  its  discretion  to  grant  under  sectioi 
7-subdivision  a  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap 
plication  be  and  it  hereby  is  granted  under  section  7- 
thereof,  to  permit  the  construction  of  a  cellar  under  portio 
of  the  ’  building,  substantially  as  indicated  on  plans  file 
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herein,  on  condition  that  there  shall  be  no  opening  from 
such  cellar  to  the  existing  cellar  boilerroom ;  that  the  boiler- 
room  shall  have  no  openings  to  any  portion  of  the  factory 
and  'shall  be  enterable  only  from  the  exterior;  that  the 
sprinkler  system  shall  be  continued  within  the  cellar  space 
as  an  extension  of  the  existing  voluntary  system;  that  in 
all  respects  the  construction  of  the  cellar  area  shall  comply 
with  the  requirements  of  the  Building  Code;  that  no  fires 
i  shall  be  maintained  on  the  open  areas  adjoining  the  prem¬ 
ises;  that  all  waste  material  to  be  removed  from  the  build¬ 
ing  and  disposed  of  elsewhere;  that  the  ventilating  ducts  in 

■  connection  with  the  spraying,  plating  and  etching  shall  be 
I  continued  so  as  to  exhaust  at  least  10  ft.  above  the  highest 

root:,  and  shall  be  equipped  with  diffusing  and  filtering 
medium ;  that  space  shall  be  provided  upon  the  vacant  por¬ 
tion  of  the  property  for  the  parking  of  cars  of  employees 

■  and  for  recreation  space,  and  instruction  shall  be  given  to 
employees  to  use  such  space  during  lunch-hour  periods 
rather  than  the  adjoining  streets;  that  proper  permits  shall 
be  obtained  for  all  spraying  and  storage  of  paint  materials 
and  other  materials  and  the  approval  of  use  subject  to  the 
jurisdiction  of  the  Division  of  Combustibles  of  the  Fire 
Department;  that  the  building  shall  not  be  further  increased 
in  height  or  area;  that  in  all  other  respects  the  building  and 
■occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  and  other  than  as  modified  by  the  Board 
under  Cal.  Xo.  575-42-S ;  that  all  permits  required  shall  be 
obtained  and  all  work  completed  with  six  (6)  months  from 
the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

440-42- A. 

API  LI  CANT — Carroll  Blake,  Borough  Superintendent, 
Department  of  Housing  and  Buildings,  Borough  of 
Brooklyn. 

OWNER  OF  PREMISES — Paragon  Oil  Company,  In¬ 
corporated. 

SUBJECT — Application  for  Revocation  of  Certificate  of 
Occupancy,  No.  81089-37,  N.  B.  Applic.  5620-34, 
N.  B.  7436-36  and  Permit  No.  6544-34. 

PREMISES  AFFECTED — 2462-2470  Cropsey  avenue 
(2434-2442  displayed),  west  side,  between  Bay 
37th  street  and  Bay  38th  street  (Block  No.  6928, 
Lot  No.  1,  Block  No.  6942,  Lot  No.  93  and  Block 
No.  6946,  Lot  No.  377),  Borough  of  Brooklyn. 
iPPEARANCES — 

For  Applicant:  Morris  Hannes. 

For  Opposition:  John  J.  Morro  and  Benjamin 
Spring. 

kCTIOXT  OF  BOARD — Placed  on  Reserve  Calendar,  ap¬ 
plicant  either  to  prove  to  Bldg.  Dept,  by  specific 
evidence  his  right  to  the  driveway  on  site  in  ques¬ 
tion  or  to  make  application  to  the  Board  for  a 
variance  for  same  under  the  Zoning  Resolution. 


S2-42-A. 


APPLICANT — Sam  Bilgrei,  owner. 

IUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


rREMISES  AFFECTED — 3511  Peartree  avenue,  wrest  side, 
238.62  ft.  south  of  Boston  road  (Block  No.  5282, 
Lot  No.  15),  Borough  of  The  Bronx. 
PPEARANCES — 


For  Applicant:  Louis  J.  Opal. 

(CTTON  OF  BOARD — Laid  over  to  July  28,  1942  at  2 
P.  M.,  at  request  of  applicant’s  representative. 


•  5-42-A. 

jPPLICANT — Brooklyn  Bridge  Freezing  and  Cold  Stor- 
■.Tt}T„  a«e  Company,  lessee,  Etta  C.  Mollcnhauer,  owner. 
|JBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 
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1  REMISES  AFFECTED — 282  Front  street,  north  side, 
1-4  ft.  3  in.  west  of  Roosevelt  street  (Block  No! 

APPEARANCES^'  21)’  Borough  of  Manhattan. 

For  Applicant :  Nathaniel  Phillips,  M.  N.  Dusek, 
4rTTnH  C  O’Brien  and  N.  Hamilton  Cooke. 

At  1  ION  OF  BOARD — Laid  over  to  July  28,  1942  at  2 
P .  AL,  for  further  consideration  by  the  Board 


490-42-A. 

APPLICANT— Max  Siegel,  for  Lyoles  Realty  Corpora- 

AOWnCw(N’  H‘  Lyons  and  Co->  Inc->  lessee), 
iinr!  i  rr-o  an  or(ler  of  the  fire  commissioner. 

I  REA11SES  AFFECTED — 355  Pearl  street  and  44  Myrtle 
avenue,  southeast  corner  (Block  No.  146,  Lot' No. 
19),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alax  Siegel. 

A  r-mrr^0^  :  Thomas  A.  Larkin,  Fire  Dcp’t. 

™^TION  OF  BOARD— Appeal  withdrawn  to  comply. 

1  HE  VOTE  Tp  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Sa\  age  and  Blum  and  Deputy  Chief  Alurphy  4 
Negative:  .  "  q 


512-42-S. 

APPLICANT  Max  Siegel,  for  Three  Seven  Nine  Corpo¬ 
ration,  owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  a  deci- 

nnnfT^n  °«  act>n8  borough  superintendent. 

REMISES  AFFECTED — 8-10  East  49th  street,  south 
side,  175  ft.  east  of  Fifth  avenue  (Block  No  1284 

APPEARANCES—  B°r°Ugh  °f  Manhattan- 

ArTTnM0A^PAiCAa^U  ¥ax  Siegel  and  A-  W-  Mahony. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Murphy  . .  '  4 

Negative  . .  q 


527-42-A. 


AI  I  LICANT  Shephard  Warehouses,  Incorporated,  lessee 
tor  Virginia  R.  Becker,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 


sioner. 


1  REMTSES  AFFECTED — 667-675  Washington  street  and 
2/9  West  10th  street,  northeast  corner  (Block  No 

APPEARANCES—0  Borough  of  Manhattan. 

a  Applicant:  Anthony  Mullen. 

ACTION  OF  BOARD— Appeal  withdrawn  by  applicant 
after  argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Murphy  .  '  a 

Negative  . . . ! .  q 


445-42-A. 

AI  J  LI  CANT— Hotel  Park  View,  Inc.  lessee,  for  Mutual 
Lite  insurance  Co.,  owner. 

SUBJECT  Appeal  from  an  order  and  decision  of  the 
tire  commissioner. 

PREMISES  AFFECTF.D-208-210  W.  56th  street,  south 
!!fe  l22  f*'  7 f;1’1  °f  Broadway  (Block  No. 

APPEARANCES-  '  r°"g  Manhattan' 

For  Applicant :  Charles  Port. 

ACTION  OF  BOARD — Appeal  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Deputy 

Chief  Murphy  .  2 

Negative:  Commissioners  Savage  and  Blum....  2 

THE  RESOLUTION  (445-42-A) 

Whereas,  Hotel  Park  View,  Inc.,  lessee  for  Mutual  Life 
Insurance  Company,  owner,  filed  on  June  1,  1942,  an  ap¬ 
peal  from  an  order  of  the  fire  commissioner  affecting 
premises  208-210  West  56th  street,  south  side,  122  ft.  7  in. 
east  of  Broadway  (Block  No.  1027,  Lot  No.  40),  Borough 
of  Manhattan ;  and 

Whereas,  Order  No.  13884-LF,  issued  by  the  fire  com¬ 
missioner  March  12,  1942,  and  referred  to  in  a  decision  of 
the  fire  commissioner  dated  May  23,  1942,  reads : 

“3.  Provide  telegraphic  communication  with  Fire 
Department  Headquarters,  as  provided  for  by  the  Ad¬ 
ministrative  Code.  487e,  2-0  b,  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  8  stories 
(96  ft.)  in  height;  40  ft.  by  100  ft.  in  area;  of  Class  1 
construction,  equipped  with  a  standpipe  system ;  located  in  a 
retail  use  district ;  erected  about  35  years  ago  and  used 
throughout  as  a  hotel  with  an  occupancy  of  5  persons  on 
each  floor;  and 

Whereas,  the  applicant  contends  that  although  the  en¬ 
trance  to  the  building  is  216  ft.  from  the  fire  alarm  box 
located  at  7th  avenue  and  56th  street,  the  distance  from 
the  side  of  the  building  nearer  7th  avenue  to  this  box  is 
less  than  200  feet  and  the  distance  from  the  hotel  entrance 
to  the  nearest  Police  box  is  130  feet;  that  there  is  no  cook¬ 
ing  done  on  the  premises ;  there  is  no  restaurant  in  the  hotel  ; 
that  the  hotel  caters  only  to  permanent  guests  and  there  are 
only  three  to  four  on  each  floor;  that  the  building  is  en¬ 
tirely  fireproof ;  that  there  has  been  no  fire  in  the  building 
in  the  last  18  years ;  that  a  watchman’s  clock  system  is  in 
operation  throughout  the  building;  that  there  is  a  fire 
alarm  system  throughout  the  building ;  that  the  building  is 
equipped  with  a  sprinkler  system  and  there  is  a  telephone 
switchboard  in  the  lobby  constantly  manned  by  an  opera¬ 
tor;  that  there  is  ample  fire  hose  on  each  floor,  together 
with  the  extinguishers  on  each  floor;  that  the  installation 
of  telegraphic  communication  with  the  Fire  Department  will 
entail  considerable  hardship  upon  the  owner,  since  it  will 
require  not  only  the  immediate  expenditure  but  a  similar 
payment  each  year  for  the  upkeep  and  rental  of  such  equip¬ 
ment.  In  view  of  the  aforementioned  details  it  is  requested 
that  the  order  of  the  fire  commissioner  be  dismissed;  and 

Whereas,  the  Fire  Department  representative  stated  to 
the  Board  that  the  distance  from  the  entrance  to  the  build¬ 
ing  to  the  fire  alarm  box  is  240  ft.  ' 

Resolved,  that  Order  No.  13884-LF,  Objection  No.  3  of 
the  Fire  Commissioner  be  and  it  herebv  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


491-42-S. 

APPLICANT — Harry  L.  Kenyon,  for  Vulcan  Proofing 
Company,  lessee,  for  Bay  Ridge  Dock  Company, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED— 5712-5728  First  avenue,  north¬ 
west  side.  120 'ft.  southwest  of  57th  street  (Block 
No.  827,  Lot  No.  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  L.  Kenyon  and  C.  H.  Hig- 
ginson. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (491-42-S) 

Whereas,  Harry  L.  Kenyon,  for  Vulcan  Proofing  Com¬ 
pany,  lessee,  for  Bay  Ridge  Dock  Company,  owner,  filed 
June  16,  1942,  an  application  for  variation  of  the  Labor  Law, 
as  cited  in  a  decision  of  the  fire  commissioner,  premises 
5712-5728  First  avenue,  northwest  side,  120  ft.  southwest  of 
57th  street  (Block  No.  827,  Lot  No.  12),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  18,  1942,  reads: 

“In  response  to  your  letter  of  May  14th,  you  are  ad¬ 
vised  that  your  application  for  a  permit  for  your  em¬ 
ployees  to  smoke  in  certain  sections  of  your  plant  must 
be  denied. 

Smoking  is  prohibited  by  the  provisions  of  the  Labor 
Law  and  inasmuch  as  your  premises  do  not  come  within 
the  classification  of  the  rules  adopted  by  the  Board  of 
Standards  and  Appeals  where  smoking  is  permitted  we 
have  no  alternative  but  to  den}'  your  request.” 

and 

Whereas,  the  building  is  of  Class  1  construction,  three 
stories,  (30  ft.)  in  height,  130  ft.  by  308  ft.  in  area;  erected 
in  1918;  located  in  an  unrestricted  use  district;  occupied 
as  follows :  Subcellar,  boiler  room,  2  persons ;  cellar,  main-; 
tenance  repair  shop  and  shipping,  15  persons;  1st  fl.,  manu¬ 
facturing,  inspection,  offices,  75  persons;  2nd  fl.,  manufactur-i 
ing;  laboratory,  125  persons;  3rd  floor,  storage,  inspection,! 
20  persons ;  equipped  with  sprinkler  and  standpipe  systems 
and  an  interior  fire  alarm  system.  Fire  drills  are  maintained.: 
There  are  5  ft.  6  in.  fireproof  stairs  extending  from  roof: 
bulkhead  direct  to  street ;  and 

Whereas,  the  applicant  requested  permission  to  smoke  in 
the  executive  office  and  sales  office,  occupying  a  portion  of 
the  first  floor  as  indicated  on  plans  filed  with  this  applica¬ 
tion  ;  and 

Whereas,  the  applicant  contends  that  the  executive  and: 
sales  offices  are  separated  from  the  balance  of  the  building 
by  fireproof  walls,  floors  and  ceiling;  that  automatic  fire 
doors  shut  off  this  end  of  the  building  from  the  balance  of 
the  plant;  that  the  office  room  is  completely  sprinklercd ;i 
that  no  inflammable  materials  are  stored  in  the  office  and: 
sufficient  fire  extinguishers  are  conveniently  located.  For 
this  reason  it  is  requested  that  a  variance  be  granted  for 
smoking  in  the  office  portion  of  the  first  floor  only.  ] 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner,  dated 
May  18,  1942,  and  that  the  application  he  and  it  hereby  is 
granted  on  condition  that  no  smoking  shall  be  permitted  ex¬ 
cept  in  the  northeast  corner  of  the  first  floor  of  the  build¬ 
ing  as  indicated  on  plans  filed  with  this  application  and 
occupied  only  as  executive  and  clerical  offices ;  and  granted 
only  so  long  as  the  conditions  as  set  forth  are  maintained, 


492-42-A. 

APPLICANT — David  Weinberg,  for  Emanay  Holding 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2283-2285  Eighth  avenue,  west 
side,  50  ft.  11  in.  south  of  West  123rd  street  and 
254  St.  Nicholas  avenue  (Block  No.  1949,  Lot  No. 
33),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  Weinberg  and  A.  Michael 
Katz. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  | 
Negative :  .  0 


846 


MINUTES 


THE  RESOLUTION  (492-42-A) 

Whereas,  David  Weinberg,  for  Emanay  Holding  Cor¬ 
poration,  owner,  filed  June  17,  1942,  an  appeal  from  an  order 
of  the  fire  commissioner,  premises  2283-22 85  8th  avenue, 
west  side,  50  ft.  11  in.  south  of  West  123rd  street  and  254 
St.  Nicholas  avenue  (Block  No.  1949,  Lot  No.  33),  Borough 
of  Manhattan ;  and 

Whereas,  Order  No.  31028-LC,  dated  May  25,  1942, 
issued  by  the  fire  commissioner,  reads : 

“With  reference  to  your  application  dated  May  6, 
1942,  for  a  permit  to  maintain  a  wholesale  drug  store  at 
above  location,  it  is  regretted  that  this  department  is 
without  power  to  grant  such  a  permit  for  the  reason  : 

1  hat  buildings  are  not  constructed  of  fire-resisting 
materials  throughout  and  occupancy  in  part  is  that  of  a 
workshop  or  factory  not  incident  to  your  business. 
Moreover,  there  is  nothing  to  show  that  the  Depart- 
.  ment  of  Housing  and  Buildings  has  approved  of  build¬ 
ings  occupancy. 

YOU  ARE  THEREFORE,  HEREBY,  ADVISED  TO  : 

1.  Discontinue  the  maintenance  of  a  wholesale  drug¬ 
store  on  these  premises.  Sec.  Cl 9- 134.0,  Art.  24,  Ad¬ 
ministrative  Code  and  Sec.  C19-186.0-3,  Art.  24,’  Ad¬ 
ministrative  Code.” 
and 

Whereas,  the  building  is  three  stories  (38  ft.)  in  height, 
af  Class  3  construction;  50  ft.  by  80  ft.  and  100  ft.,  in  area; 
;rected  in  1886  and  occupied :  Cellar,  boilerroom,  storage ; 
1st  floor,  store  and  wholesale  drug  store,  12  persons;  2nd 
3oor,  men’s  cloth,  repairs  and  stock  room,  4  persons;  3rd 
Joor,  vacant,  approved  for  lofts;  and 
Whereas,  the  reason  for  the  order  is  the  buildings  are  not 
instructed  of  fire-resisting  materials  throughout  and  occu- 
iancy  in  part  is  work  shop  or  factory  not  incidental  to  the 
msiness  conducted  by  the  tenant ;  and 
Whereas,  the  applicant  contends  that  portion  of  the  first 
loor  and  cellar  were  rented  in  1942  as  a  wholesale  drug 
;tore;  that  the  ceilings  are  covered  with  stamped  metal 
md  the  partition  separating  this  store  from  adjoining  retail 
lothing  store  is  constructed  of  studs  with  stamped  metal 
■n  one  side,  considered  partially  fire-resistant;  that  it  is 
innecessary  to  pass  through  any  part  of  the  clothing  store 
or  ingress  or  egress  and  there  is  no  opening  or  connection 
etween  these  two  spaces  and  any  direct  hazard  is  eliminated  ; 
hat  the  easterly  portion  of  the  first  floor  is  rented ;  that  an 
pproved  one-hour  partition  will  be  erected  thereby  further 
eparating  the  areas;  that  as  to  the  workshop  in  the  build- 
ig,_  the  only  type  of  work  conducted  in  the  building  is  that 
f  incidental  repairs  made  to  men’s  clothing  for  the  retail 
ustomer;  that  no  manufacturing  is  done;  that  this  tenant 
nlv  employs  two  tailors  and  one  presser;  that  the  type  of 
wholesale  drugstore  should  not  be  confused  as  a  general  in- 
irpretation  of  wholesale  drugstore;  that  there  will  be  no 
irge  quantities  of  chemicals  stored,  but  is  more  in  the  line 
f  a  jobber,  wherein  a  few  cases  of  each  product  is  placed  on 
le  shelves  and  shipped  out  to  local  drugstores;  that  within 
le  small  area  occupied  by  the  tenant,  approximately  1500 
1.  ft.  on  the  first  floor,  very  little  merchandise  can  be 
ored;  that  the  hazard  is  slight  and  the  building  has  been 
pproved  for  store-factory,  lofts  and  storage  and  no  further 
pproval  need  be  obtained  from  the  Dept,  of  Housing  and 
wildings  as  to  occupancy;  that  an  application  made  to  the 
'ivision  of  Combustibles  for  permit  to  store  drugs  requests 
emission  for  75  lbs.  of  absorbent  cotton,  100  gallons  as- 
>rted  galenicals,  60  gallons  assorted  tinctures,  elixirs,  fluid 
ctract  1  gross  pint ;  assorted  tablet  drugs  10  gross,  rubbing 
cohol,  pints;  100  2  oz.  packages  sulphur;  10  gross  4-16  oz. 
:roxide;  that  the  Fire  Department’s  survey  sheet  shows  no 
cplosives,  no  volatile  inflammable  liquids. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
028-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
-  and  it  hereby  is  granted  on  condition  that  the  space  occu- 
ed  for  storage  of  wholesale  drugs  shall  be  restricted  to  the 
"ea  shown  on  plans  filed  with  this  appeal,  namely,  the 
irtherly  cellar  and  the  westerly  portion  of  the  first  floor; 


that  such  space  on  the  first  floor  shall  be  separated  from  the 
oiliei  tenants  by  partitions,  provided  same  are  covered  on  at 
least  one  side  with  plaster  board  and  stamped  metal;  that 
entrance  to  the  cellar  shall  be  provided  from  Eighth  avenue 
consisting  of  an  engineer’s  ladder  to  each  of  the  cellar  sec¬ 
tions;  that  the  existing  gate  giving  access  to  the  rear  yard 
and  through  to  St.  Nicholas  avenue  shall  be  maintained;  that 
a  dooi  from  the  rear  portion  of  the  first  floor  northerly 
section  shall  be  constructed  and  maintained  to  such  yard  ; 
th.it  only  such  drugs  shall  be  stored  on  the  premises  as  meet 
the  approval  of  the  fire  commissioner,  excluding  explosives 
and  volatile  inflammable  liquids;  that  a  three-hour  fire  door 
s  lall  be  installed  and  maintained  in  the  wall,  separating  the 
spaces  occupied  on  the  first  floor;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


Testing  Laboratories,  Incor- 


496-42-A. 

APPL1CAN  T — Electrical 
porated,  owner. 

Appeal  from  an  order  of  the  fire  commissioner. 
I  REMISES  AFbECTED — 2  East  End  avenue  and  535 
East  79th  street,  northwest  corner  (Block  No.  1576, 
» -r.T-.T- .  ^T°-  23),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Peter  Garms. 

tu?vat/  BOARD — Appeal  granted  on  condition, 
i  Hh  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative : .  n 


THE  RESOLUTION  (496-42-A) 


Whereas,  Electrical  Testing  Laboratories,  Inc.,  owner, 
filed  June  17,  1942,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  2  East  End  avenue,  and 
535  East  79th  street,  northwest  corner  (Block  No.  157, 
Lot  No.  23),  Borough  of  Manhattan;  and 
Whereas,  the  order  issued  by  the  fire  commissioner,  dated 
May  22,  1942,  on  Order  No.  31022-LC,  reads: 

“Before  a  permit  may  be  issued  for  you  to  operate 
or  maintain  a  refrigerating  plant,  the  following  must 
be  done : 


l._  Cut  off  all  elevator  shafts  leading  into  refrig¬ 
erating  machinery  rooms. 

Note:  Applies  to  4th  floor  where  (3)  Brunswick 
and  (1)  carrier  refrigerating  machines  are  located,  and 
on  the  5th  floor  where  the  General  Electric  \Vater 
Coojer  is  located.” 

and 

Whereas,  the  applicant  states  that  the  building  is  eight 
stories  (107  ft.)  in  height;  148  ft.  by  102)4  ft  in  area;  of 
Class  1  construction;  located  in  a  residence  B  district; 
erected  1910,  and  used  throughout  for  testing  laboratory’ 
and 

Whereas,  the  applicant  contends  that  four  Brunswick 
carrier  refrigerating  machines  on  the  fourth  floor  of  the 
building  are  used  for  testing  purposes  only  and  approx¬ 
imately  for  10%  of  the  year ;  that  the  machines  are  located 
on  a  floor  of  15,000  sq.  ft.  area  with  many  windows  on  all 
four  sides;  that  thirteen  of  the  windows  are  10  ft.  across 
and  fifteen  are  approximately  4  ft.  by  7  ft.;  that  the  ma¬ 
chines  are  50  ft.  distance  from  the  elevator  shafts ;  that  the 
elevator  shaft  openings  are  protected  by  solid  steel  doors ; 
that  there  are  test  engineers  on  this  floor  throughout  the 
day  and  watchmen  patrol  the  floor  at  night ;  that  to  enclose 
in  the  refrigerating  machines  by  fireproof  walls  and  to  ven¬ 
tilate  this  room  thus  made,  would  be  an  expensive  job ;  that 
there  is  some  question  as  to  whether  or  not  the  ventilating 
equipment  can  be  obtained  at  this  time. 

Resolved,  that  the  order  of  the  fire  commissioner.  Order 
No.  31022-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  re¬ 
frigerating  equipment  located  on  the  fourth  (4th)  floor 
shall  be  operated  for  experimental  purposes  only,  and  to 
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the  satisfaction  of  the  fire  commissioner  and  under  super¬ 
vision  of  qualified  persons;  that  the  doors  to  the  elevator 
shafts  and  doors  to  stairs  shall  be  reasonably  close  fitting; 
that  the  natural  ventilation  by  means  of  windows  shall  be 
maintained;  that  such  equipment  shall  be  not  nearer  to  the 
elevator  shaft  than  50  ft. ;  and  permitting  the  continued  use 
of  the  water  cooler  on  the  fifth  (5th)  floor  as  described. 


500-42-A. 

APPLICANT — John  Savino,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 150-14  109th  road,  southwest 
corner  of  153rd  street  (Block  No.  12141,  Lot.  No. 
13),  South  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  Savino  and  Albert  tatiz 
Fanandre. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (500-42-A) 

Whereas,  John  Savino,  owner,  filed  June  19,  1942,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
premises,  150-14  109th  road,  southwest  corner  of  153d  street 
(Block  No.  12141,  Lot  No.  13),  South  Jamaica,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  15,  1942,  re  Alt.  Applic.  No.  906-42,  reads: 

“1.  Frame  walls  distance  less  than  three  feet  of  lot 
line  shall  be  brick  filled  contrary  to  sec.  4.1.3  paragraph 
(3)  “b”. 

2.  The  change  of  occupancy  of  a  frame  garage  to  a 
one  family  dwelling  within  the  fire  limits  is  contrary  to 
sec.  2. 1.3. 5  and  4.1.2. 

3.  Wood  frame  construction  details  contrary  to  sec. 
87.2.3.” 

and 

Whereas,  the  building  is  of  Class  4  construction,  one 
story,  (14  ft)  in  height,  33  ft.  by  30  ft.  in  area;  erected 
in  1925;  located  in  an  unrestricted  use  district;  occupied, 
1st  floor,  garage,  one  room  and  bath;  proposed  to  be  oc¬ 
cupied,  1st  floor,  3  rooms,  one  family;  and 
Whereas,  the  applicant  contends  that  approval  should  be 
granted  for  conversion  of  a  frame  garage  in  conjunction 
with  one  room  and  bath  bungalow  into  three  room  bath 
apartment;  that  there  would  be  no  cellar  or  attic  in  the 
structure;  that  three  affidavits  are  filed  with  the  borough 
superintendent  as  evidence  that  the  garage  and  bungalow 
have  been  in  use  for  15  years;  that  thf  neighborhood  is 
such  that  high  rentals  cannot  be  obtained  and  there  is  a 
shortage  of  low-cost  apartments  in  the  area. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  No.  906-41,  Objection  Nos.  1,  2  and 
3,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  pranted  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area  and  shall  in  conjunction  with 
connected  frame  building  be  occupied  in  all,  for  not  more 
than  one  family,  and  shall  comply  in  all  other  respects  with 
the  requirements  for  a  similar  building  when  erected  out¬ 
side  of  the  fire  limits,  except  that  the  existing  frame  of 
garage  portion  may  be  accepted,  provided  it  is  maintained 
in  a  structurally  safe  condition  to  the  satisfaction  of  the 
borough  superintendent. 


502-42-S. 

APPT.TCANT — Muller  Paper  Goods  Company,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AFFECTED— 33-02  Skillman  avenue,  south 
side,  from  33rd  street  to  34th  street  and  north  side 
of  43rd  avenue  (Block  No.  241,  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES—  J 

For  Applicant:  Henry  W.  Mullen  and  James  A. 
McDowell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing.  and  Buildings  and  Thomas  A.  Larkin, 
Fire  Dep’t. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  , 

Affirmative  . Q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (502-42-S) 

Whereas,  Muller  Paper  Goods  Co.,  Inc.,  owner,  filed  June 
22,  1942,  an  application  for  variation  of  the  requirements  of 
the  Labor  Law,  premises  33-02  Skillman  avenue, 'south  side, 
from  33rd  to  34th  streets  and  north  side  of  43rd  avenue 
(Block  No.  241,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  Order  No.  8699-LF,  issued  by  the  Fire  Com¬ 
missioner,  dated  May  8,  1942,  and  referred  to  in  his  deci¬ 
sion  dated  June  17,  1942,  reads: 

“You  are  hereby  ordered  and  required,  within  3( 
days  from  the  date  of  the  service  of  this  order,  to: 

1.  Repair  or  replace  existing  interior  fire  alarm  sys¬ 
tem.  Among  the  defects  found  were  the  following: 

a.  Connect  system  to  its  source  of  current  supply 
so  inspection  and  test  can  be  made. 

b.  Replace  all  missing  stations  and  gongs  throughou 
premises  and  provide  a  trouble  bell. 

c.  Provide  instruction  cards  properly  marked  an( 
framed  behind  glass  at  all  stations  as  per  Calendai 
#1300-25- A  of  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  building  is  of  Class  1  construction,  sb 
stories  (85  ft.)  in  height,  30  ft.  10->6  in.  by  200  ft.  in  area 
irregular;  erected  in  1916;  located  in  an  unrestricted  usi 
district;  occupied:  Cellar,  storage,  2  persons;  1st  floor 
storage  and  receiving,  3  persons;  2nd  and  3rd  floors,  pape 
bag  manufacturing,  12  and  45  persons,  respectively;  4tl 
floor,  shipping  room,  4  persons;  5th  floor,  paper  cup  manu 
facturing,  55  persons;  6th  floor,  office  and  machine  shop,  2 
persons ;  equipped  with  a  2-source  sprinkler  system  and  ; 
standpipe  system,  three  interior  fireproof  stairs  extendinj 
from  roof  direct  to  street;  and 

Whereas,  the  applicant  contends  that  the  building  i 
equipped  with  a  two-source  automatic  sprinkler  systen 
supplied  from  gravity  tank  and  city  main  connections  witl 
75  lbs.  pressure  during  the  day  and  more  at  night;  that  th 
building  is  fireproof  construction  and  is  accessible  on  fou 
street  fronts ;  that  it  is  requested  that  the  Board  accept  th 
existing  Central  Station  supervision  of  the  waterflow  alam 
valve  and  supervision  of  the  water  level  on  the  gravit; 
tank  with  a  Central  Station  connected  manual  fire  alarn 
box  on  the  first  floor ;  that  a  watchman  is  maintained  o 
duty  at  all  hours  when  the  plant  is  closed  and  there  is  ab 
Central  Station  supervision  of  the  watchman  when  he  is  o 
duty;  that  in  view  of  the  facts,  it  is  requested  the  Boa*-' 
grant  a  variation  of  the  requirements  of  the  Fire  Depart 
ment  Order;  and 

Whereas,  it  appeared  from  the  records  that  the  sprinkle 
system  was  omitted  in  parts  of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  Orde 
No.  8699-LF,  be  and  it  hereby  is  affirmed  and  that  the  ap 
plication  be  and  it  hereby  is  denied. 


507-42-A. 

APPLICANT — Frank  J.  Ross,  for  Sigmond  Rosenberp 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  boroug 
superintendent. 
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PREMISES  AFFECTED — 449  East  178th  street,  north 
side,  66.47  ft.  east  of  Park  avenue  (Block  No.  3035, 
Lot  No.  61),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Frank  J.  Ross  and  Susan  Rosen¬ 
baum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

‘  THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  o 

i  THE  RESOLUTION  (507-42-A) 

Whereas,  Frank  J.  Ross,  for  Sigmond  Rosenberg, 

■  owner,  filed  June  25,  1942,  an  appeal  from  a  decision  of  the 
acting  borough  superintendent,  premises,  449  East  178th 
j  street,  north  side,  66.47  ft.  east  of  Park  avenue  (Block  No. 
I  3035,  Lot  No.  61),  Borough  of  The  Bronx;  and 
if  Whereas,  the  decision  of  the  acting  borough  superin- 
;  tendant,  re  Alt.  Applic.  No.  360-42,  dated  June  19,  1942, 
f  reads : 

“1.  Conversion  from  one  to  two  families  of  three 
story  frame  structure,  not'  permissible,  as  per  Sections 
2. 1.3.5  and  4.2.1  of  the  Building  Code. 

2.  The  combined  distance  of  structure  from  lot  lines 
must  be  at  least  six  feet  and  the  minimum  distance  from 
either  lot  line  must  be  two  feet,  as  per  Sections  2.1. 3. 5 
and  4.1.3  of  the  Building  Code.” 

and 

Whereas,  the  building  is  of  Class  4  construction,  two 
.stories  (28  ft.)  in  height,  16  ft.  8  in.  by  40  ft.  in  area; 
erected  in  1912;  located  in  an  unrestricted  use  district  and 
occupied  as  one  family  dwelling ;  proposed  to  be  occupied : 
cellar,  boiler  room  and  storage;  basement  and  first  floor 
combined,  one  family ;  second  floor  one  family ;  and 
Whereas,  the  applicant  contends  that  it  is  a  hardship  for 
the  owner  to  carry  on  as  he  and  his  wife  are  old  and  have 
no  children ;  that  it  is  difficult  to  carry  the  building,  and 
j  therefore  it  is  requested  that  permission  be  granted  to  alter 
: the  building  and  rent  the  second  floor  to  a  separate  family; 
that  the  party  walls  on  both  sides  are  brick  filled. 

|  Resolved,  that  the  decision  of  the  acting  borough  superin¬ 
tendent,  acting  on  Alt.  Applic.  No.  360-42,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects  the  building  and 
.occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  to  a  building  when  erected  outside  of  the  fire 
(limits ;  that  the  building  shall  not  be  increased  in  height  or 
area;  that  apartments  shall  be  so  arranged  that  they  shall 
(be  self-contained  without  requiring  use  of  the  public  hall  for 
entrance  to  rooms  of  an  apartment ;  that  the  scuttle  in  the 
roof  shall  be  maintained  with  a  ladder  giving  access  thereto, 
r so  that  escape  in  case  of  fire  may  be  obtained  across  the 
roofs  of  adjoining  buildings. 

| 

153 1-42-  A. 

APPLICANT — Joseph  Lau,  for  Kraft  Cheese  Company, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

TREMISES  AFFECTED — 347  Greenwich  street,  east  side, 
100  ft.  4  in.  north  of  Jay  street  (Block  No.  180, 
Lot  No.  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Murphy  .  4 

Negative  .  0 


THE  RESOLUTION  (531-42-A) 

^  hereas,  Joseph  Lau,  for  Kraft  Cheese  Company,  owner, 
filed  July  1,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent,  premises  347  Greenwich  street,  east  side  100 
ft.  4  in.  north  of  Jay  street  (Block  No.  180,  Lot  No  23) 
Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  re 
Alt.  Applic.  733-42,  reads : 

“1.  Proposed  marquee  is  contrary  to  provisions  of 
section  2.4. 1.4.8  of  the  Bldg.  Code,  in  that  it  is  not 
constiucted  of  incombustible  materials  and  is  not  com¬ 
pletely  back  of  curb  line  at  least  2  feet.” 

and 

Whereas,  the  building  is  of  Class  3  construction,  six 
stones  (75  ft  )  m  height;  25  ft.  by  105  ft.  6  in.  in  area,  at 

tun™°r’i  ^  ky  ^  ft*  *n  area  at  typical  floor;  erected  in 

and  occupied  since  as  follows:  Cellar,  storage  0  per¬ 
sons;  1st  floor,  store,  5  persons;  2nd  to  6th  floors,  storage 
five  persons  per  floor;  and  ’ 

Whereas,  the  applicant  contends  that  the  Transit  Com¬ 
mission  ordered  the  marquise  disconnected  from  the  ele¬ 
vated  structure;  in  compliance  of  said  order  the  marquise 
was  removed  and  supports  installed,  which  created  a  viola¬ 
tion  for  performing  work  without  a  permit  and  an  ap¬ 
proved  plan;  that  plans  have  since  been  filed  with  the 
borough  superintendent  and  the  decision  herein  appealed 
resulted  therefrom ;  that  the  existing  marquise,  which  ex¬ 
tends  across  the  entire  width  of  the  building,  is  of  wood 
structural  members  and  corrugated  sheet  metal  roof  all  sup¬ 
ported  on  angle  irons  bolted  to  beams  and  securely  tied  and 
anchored  to  masonry  wall  by  thru  bolts;  that  supports  rods 
etc.,  for  the  support  of  the  marquise  will  be  installed  to  the 
satisfaction  of  the  borough  superintendent;  that  the  mar¬ 
quise  is  absolutely  essential  for  the  operation  of  the  busi¬ 
ness. 

Resolved,  that  the  decision  of  the  borough  superintendent 
°,n  A[£  Applic-  No.  733-42,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  for  a  term  of 
two  (2)  years  on  condition  that  the  marquise  shall  be  main¬ 
tained  substantially  as  indicated  on  plans  filed  with  the  bor¬ 
ough  superintendent  under  Alt.  Applic.  No.  733-42,  except 
that  no  portion  of  the  marquise  shall  be  within  the  required 
set  back  of  two  (2)  ft.  from  the  curb  line,  and  granted  only 
so  long  as  the  first  floor  is  occupied  for  produce. 


541-42-A. 

APPLICANT — Nicholas  Santorufo,  owner 

,he  *'«  commissioner. 
1  REMISES  ATFECTED  1640  Centre  street,  east  side, 

ooIat  ft-  "orth  of  Wyckoff  avenue  (Block  No 

APPEARANCES-0'  28)’  Rldgewood’  Boroush  of  Queens. 

For  Applicant :  Nicholas  Santorufo. 

-CTION  OF  BOARD— Appeal  granted  on  condition. 

1  HE  VO  rE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 


THE  RESOLUTION  (541-42-A) 

Whereas,  Nicholas  Santorufo,  owner,  filed  July  6,  1942, 
an  appeal  from  an  order  of  the  fire  commissioner,  premises' 
1640  Centre  street,  east  side,  350.30  ft.  north  of  Wyckoff 
avenue  (Block  No.  2840,  Lot  No.  28),  Ridgewood,  Borough 
of  Queens ;  and 

Whereas,  Order  No.  92003-LC,  issued  June  6,  1942,  by 
the  Fire  Commissioner  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  on 
above  premises,  as  same  is  of  frame  construction. 
C26-4.2.1  Admin.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (9  ft.)  in  height,  10  ft.  by  100  ft.  in  area;  of  Class  4 
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construction ;  located  in  an  unrestricted  use  district ;  erected 
about  1905  and  occupied  since  1914  for  storage  of  junk  and 
garage  for  two  (2)  cars;  proposed  to  be  occupied — storage 
of  junk  and  garage  for  three  (3)  cars;  and 

Whereas,  the  applicant  contends  that  the  structure  against 
which  Order  No.  92003-LC  has  been  filed,  consists  of  one- 
story  open  frame  galvanized  iron  lined  shed  erected  about 
1905  and  its  present  use  for  the  storage  of  junk  and  gar¬ 
age  for  2  cars  has  been  continuous  since  1914;  that  such  use 
has  been  continuous  and  uninterrupted  since  that  time.  It  is 
therefore  respectfully  requested  that  this  appeal  be  sus¬ 
tained  and  the  present  use  permitted  to  continue. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  92003-LC,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  frame  building  in  which  it  is  proposed  to  store  three 
cars,  shall  be  metal  lined  in  accordance  with  the  Rules  of  the 
Board  governing  the  use  of  frame  constructed  garage  build¬ 
ings  erected  and  used  prior  to  1915,  except  that  no  skylight 
need  be  provided  in  roof,  provided  the  front  portion  is  left 
open;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all-  laws,  rules  and  regulations  applicable 
thereto. 


579-42-A. 

APPLICANT — General  Aircraft  Corporation,  lessee,  for 
Steinway  and  Sons,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 22-52  45th  street  and  south  side, 
of  Ditmars  '  boulevard,  from  43rd  street  to  45th 
street  (Block  No.  782,  Lot  Nos.  1,  25,  26,  47  and 
48),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  Maynard,  James  Heller  and 
H.  Bartley. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Charles  E.  Johnson,  Fire 
Dep’t. 

A.CTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (579-42-A) 

Whereas,  General  Aircraft  Corporation,  lessee,  for  Stein¬ 
way  and  Sons,  owner,  filed  on  July  18,  1942,  an  appeal  from 
a  decision  of  the  borough  superintendent  affecting  premises 
22-52  45th  street,  south  side  of  Ditmars  boulevard  between 
43rd  and  45th  streets  (Block  No.  782,  Lots  1,  25,  26,  47  and 
48),  Astoria,  Queens;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  July  7,  1942  on  N.  B.  Application  No.  921-42  reads: 

'  “1.  Storage  of  calcium  carbide  in  excess  of  600 
pounds  may  not  be  permitted  in  congested  mercantile 
or  manufacturing  districts.  Art.  16,  Chapter  19  Adm. 
Code. 

2.  Indicate  the  pressure  under  which  acetylene  will 
be  compressed.  All  equipment  employed  to  be  of  an  ap¬ 
proved  type. 

4  (part)  The  apparatus  shall  be  installed  in  a  water¬ 
proof  compartment  having  the  floor,  walls  and  roof  of 
brick  or  reinforced  concrete  C19-92.0  subd.  C. 

7.  All  piping,  manifolds,  etc.  subject  to  mechanical 
injury  to  be  adequately  protected. 

and 

Whereas,  the  applicant  contends  as  to  objection  number 
1,  that  the  storage  of  calcium  carbide  in  excess  of  600 
pounds  permitted  by  the  Administrative  Code  is  necessary 
for  the  conduct  of  the  manufacturing  process  which  will  be 
carried  on  in  the  adjourning  building  in  connection  with 
high  prioritv  defense  contracts;  that  the  total  amount  of 
calcium  carbide  to  be  stored  will  be  two  tons  and  this 
amount  will  be  sufficient  to  provide  for  one  day’s  operation. 


with  a  reserve  for  one  day’s  operation  in  the  event  that  de¬ 
liveries  are  delayed ;  that  the  calcium  carbide  will  be  stored 
in  one-hundred  pound  drums  in  the  carbide  storage  room 
within  the  proposed  fire-proof  building  as  shown  on  plans 
filed  with  the  Borough  Superintends  undern  N.  B.  Ap¬ 
plication  921-42;  that  all  necessary  safe  guards  will  be  in¬ 
stalled  as  the  Board  may  direct;  and 

Whereas,  it  is  contended  as  to  objection  number  2,  only 
that  portion  reading,  “All  equipment  employed  to  be  of  an 
approved  type”,  that  it  is  proposed  to  install  two  acetylene 
generators  of  500  pounds  capacity  each,  and  known  as  Airco 
Acetylene  Pressure  Generators,  models  802-0512,  as  sold  by  j 
the  Air  Reduction  Sales  Company;  that  each  generator  will 
have  a  shell  of  #10  U.  S.  gauge  steel;  that  the  generator 
hoppers  #20  U.  S.  gauge  steel,  the  generator  bottom  will 
be  .1875  inches  in  thickness  as  shown  on  drawings  filed  with 
the  appeal ;  that  all  pipe  joints  will  be  welded,  except  where 
screw  joints  are  necessary;  that  such  screw  joints  will  be 
made  up  with  litharge  and  glycerine ;  that  all  pipe  lines 
when  installed  will  be  tested  for  twenty-four  hours  at  a 
pressure  not  less  than  one  and  a  half  times  the  fifteen 
pounds  designed  maximum  working  pressure ;  that  the  pip¬ 
ing  from  the  acetylene  generators  and  from  the  oxygen 
cylinder  storage  to  be  located  in  the  proposed  building,  will 
be  carried  on  the  exterior  of  the  building  above  grade,  ex-  . 
cept  for  approximately  twenty  feet  of  such  pipe  which  will 
be  carried  in  a  trench  to  the  main  building  from  whence 
acetylene  and  oxygen  lines  will  lead  to  distribution  lines 
located  throughout  the  main  building;  that  distribution  lines 
will  be  equipped  with  water  seals  where  shown  on  plans  filed 
with  this  appeal,  and  with  line  regulators  numbers  806,  8650, 
8651  and  8652  manufactured  by  the  Air  Reduction  Sales 
Company ;  that  the  system  throughout  will  be  equipped  with  . 
all  necessary  relief  valves  and  protective  devices  to  the  satis-  , 
faction  of  the  Fire  Commissioner,  and  the  acetylene  and  | 
oxygen  lines  will  be  protected  from  mechanical  injury  by  . 
any  means  which  the  Board  may  suggest;  that  not  more 
than  one  person  will  occupy  the  proposed  building,  which 
will  be  used  for  acetylene  generator  and  carbide  storage  and  , 
oxygen  storage  and  manifolding,  as  shown  by  the  plans  filed 
with  the  Department  of  Housing  and  Building ;  that  the  con¬ 
struction  of  this  building  will  be  in  compliance  writh  the  re¬ 
quirements  for  class  one  construction  under  the  building 
code,  and  will  consist  of  brick  walls,  concrete  floors,  steel 
trusses  surfaced  with  corrugated  iron  roofing;  that  the  pro¬ 
posed  installation  is  necessary  in  view  of  the  fact  that  it  is 
impossible  to  obtain  sufficient  quantities  of  bottled  acetylene 
gas  to  supply  more  than  a  fraction  of  the  plant’s  require¬ 
ments  ;  and 

Whereas,  the  applicant  contends  as  to  objection  number 
4  (last  part  reading,  “the  apparatus  shall  be  installed  in 
a  waterproof  compartment  having  the  floor,  walls  and  roof 
of  brick  or  reinforced  concrete”),  that  the  proposed  build¬ 
ing  will  comply  with  this  objection  in  all  respects  except 
that  the  roof  will  be  of  20  gauge  corrugated  metal  on 
steel  trusses  and  fire  walls  will  be  carried  up  to  the  under¬ 
neath  side  of  the  roof ;  that  the  proposed  form  of  con¬ 
struction  for  the  roof  is  deemed  to  be  better  from  the 
point  of  preventing  a  hazardous  condition,  so  that  in  the 
event  of  an  explosion,  the  roof  would  go,  whereas  if  the 
code  was  complied  with  and  a  concrete  slab  roof  installed 
the  effect  would  be  to  confine  the  explosion  and  increase 
the  resulting  damage  ;  and 

Whereas,  the  applicant  contends  as  to  objection  number 
7,  requiring  that  piping,  manifolding,  etc.  be  protected 
against  mechanical  injury,  that  it  is  proposed  to  box  in 
all  of  the  exposed"  piping  within  nine  feet  of  the  floor 
where  located  on  the  interior  of  the  building  (except 
dropped  lines  to  work  spaces)  and  all  exposed  piping  above 
grade  located  on  the  exterior  of  the  building  to  be  boxed 
in  and  equipped  with  inspection  doors  or  panels  at  intervals 
sufficient  to  permit  the  inspection  of  joints  periodically,  in 
order  to  minimize  any  possible  hazards  from  leakage;  that 
the  piping  between  buildings  below  grade  will  be  carried 
within  a  rigid  pipe  or  reinforced  concrete  conduit  or  vault, 
so  as  to  prevent  mechanical  injury  and  to  permit  inspection 
of  the  piping;  that  all  Other  objections  of  the  Borough  Su- 


850 


MINUTES 


perintendent  requiring  mechanical  ventilation  for  the  cal¬ 
cium  carbide  storage  room  and  for  the  acetylene  generator 
compartment  will  be  complied  with,  so  as  to  provide  for 
mechanical  ventilation  by  ducts  to  the  outer  air  equipped 
with  explosion  proof  fans  and  motors  calculated  to  provide 
not  less  than  tour  changes  of  air  per  hour  for  such  carbide 
storage  and  generating  rooms ;  that  the  carbide  storage  room 
will  be  constructed  water-proof;  that  the  acetylene  genera¬ 
tors  shall  be  equipped  with  liquid  seals,  safety  valves  or 
other  automatic  appliance  for  limiting  the  pressure  of  the 
gas  to  fifteen  pounds;  that  the  generating  compartment  will 
be  heated  by  steam,  and  all  lighting  installed  throughout  the 
building  shall  be  protected  with  vapor-proof  globes  and 
switches;  that  no  stove,  forge,  torches,  boilers,  furnace 
flame  or  fire  or  any  electric  or  other  appliance  which  is 
hkely  to  produce  spark,  will  be  installed  in  the  generating 
or  carbide  storage  compartment. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.  B.  Application  No.  921-42,  objections  1,  2,  part 
ol  4  and  7  be  and  it  hereby  is  modified  and  that  the  ap- 
Pe?,1..1*  an<f  hereby  is  granted  on  condition  that  the 

building  shall  be  constructed  and  arranged  substantially  as 
indicated  on  plans  filed  with  the  borough  superintendent  as 
,  modified  by  the  proposal  herein  stated;  that  the  roofs  shall 
be  thoroughly  moisture-proof;  that  in  the  event  the  spark- 
pi  oot  motors  cannot  be  obtained  for  the  ventilating  system 
I  to  be  installed  in  the  storage  and  generator  rooms,  the 

I  motor  equipment  mayf  be  installed  on  the  exterior  with 

I  shnftjng  for  fans  through  the  exterior  walls,  provided  such 
shafting  and  all  rotating  equipment  are  properly  grounded; 
that  the  building  shall  be  located  nearer  45th  street,  in 

;  order  to  have  as  much  distance  as  practicable  from  the 
,  dwellings  on  the  adjoining  lots;  that  these  sections  of  the 
I  building  shall  be  properly  labeled  with  signs  on  the  exterior 
satisfactory  to  the  fire  commissioner;  that  the  equipment 
throughout  shall  be  installed  and  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner  and  shall  have  been  ap¬ 
proved  by  the  Underwriters  Laboratories,  Inc.;  that  per- 
l  mission  for  the  use  of  this  equipment  shall  not  be  deemed 
a  **nfal  aI)Pr.ovaf  °f  such  equipment;  that  such  equipment 
;  shall  be  submitted  for  test  and  general  approval  by  this 
Board ;  .  that  the  plant  shall  at  all  times  be  under  the 
,  supervision  of  a  person  holding  a  certificate  of  fitness; 
that  such  portable  fire-fighting  appliances  shall  be  main- 
tamed  within  this  building  as  the  fire  commissioner  shall 
I  direct ,  that  this  variance  shall  continue  only  during  the 
term  of  the  present  emergency  and  for  one  year  thereafter. 


1>REMlSdS  AFFHCTKO— 2851-2853  Bailey  avenue,  west 
I#*’  f>8  xl  south  of  West  230,h  street  (Block  No. 
APPEARANCES— °'  63^’  Borough  of  The  Bronx. 

For  Applicant:  Anthony  M.  De  Rose, 
hor  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
.  __  >ng  and  Buildings. 

AC  I  ION  OF  BOARD— Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Ravage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  ^ 


58-30-BZ. 

APPLICANT— Charles  M.  Spindler,  for  Lillian  Kaplan 
owner.  1  ’ 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  (decision  of  the  borough 
superintendent)  under  sections  7c  and  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis- 
rict,  the  extension  of  a  gasoline  service  station 
(previously  granted  by  the  Board)  and,  also,  for  a 
term  of  years,  the  parking  and  storage  of  more 
five  motor  vehicles. 

PREMISES  AFFECTED-73-13  to  73-21  Cooper  avenue 
fpl  71 !~m  to”-3?  /3Td  place’  nortMvest  corner 
of  Queens°'  369  ’  LOt  N°'  19)’  Glendale’  Borough 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
mg  and  Buildings. 

TION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 


Adjourned:  12:35  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING 

THURSDAY  AFTERNOON,  JULY  23,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

140-42-BZ. 

APPLICANT — Anthony  M.  De  Rose,  for  Anton  Escherich, 
owner. 

SUBJECT  Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent)  under  section  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a  six  (6)  car  gar¬ 
age  on  the  same  plot  with  an  existing  four  (4)  car 
garage. 


302-42-BZ. 

APPLICANT— Louis.  A.  Kiesewetter,  for  Frieda  Block 
owner.  ’ 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
ot  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  disrict  the 
erection  of  a  new  accessory  building  on  an  exist- 
,,n„,rTmS  gasoline  service  station. 

I  REMfSES  AFFECTED— 2505  (2485  displayed)  Victory 
boulevard  and  s38  Willowbrook  road,  northeast 
corner  (Block  No.  486,  Lot  No.  8),  Willowbrook, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  John  M.  Leopold, 
Lotus  A.  Kiesewetter  and  Joseph  C.  Haus 
hor  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
.  /~* aya t v  m§f  and  Buildings. 

AC  ION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  *  1  y  q 


309-36-BZ. 

APPLICANT— Roe  and  Kramer,  for  Mount  Carmel  Ceme¬ 
tery,  for  Estate  of  J.  Adams  Heuss,  owner. 
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SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
as  a  garage  for  less  than  five  (5)  motor  vehicles 
(trucks),  storage  and  tool  house. 

PREMISES  AFFECTED— 80-89  Cypress  Hills  street 
(Fresh  Pond  road),  east  side,  996  ft.  north  of 
Interborough  parkway  (Block  No.  3750,  Lot  No. 
695),  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clinton  T.  Roe. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 

TION—  3  ,  ^ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (309-36-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  building  to  be  used  as  a 
garage  for  less  than  five  (5)  motor  vehicles  (trucks), 
storage  and  tool  house,  premises  80-89  Cypress  Hills  street 
(Fresh  Pond  road),  east  side,  996  ft.  north  of  Interborough 
parkway  (Block  No.  3750,  Lot  No.  695),  Ridgewood,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  bebruary  9, 
1937  on  certain  conditions,  time  to  obtain  permits  extended 
December  14,  1937,  and  May  9,  1939,  the  resolution  amended 
June  27,  1939  and  March  4,  1941,  time  extended  March  10, 
1942,  and  now  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  the  resolution  adopted  by  the  Boaid  on  Feb 
ruary  9,  1937,  as  amended  by  resolution  adopted  on  March 
10,  1942,  only  so  far  as  it  has  reference  to  the  completion 
of’  work’  in  connection  with  the  required  fence  by  adding  to 
the  resolution: 

“that  the  fence  hereinbefore  required  shall  be  con¬ 
structed  within  eighteen  (18)  months  from  the  date  of 
this  amended  resolution 


421-40-BZ. 

APPLICANT— J.  Tacques  Stone,  for  W.  Goadby  Loew  and 
U.  S.  Trust  Company  of  New  York  as  trustee  of 
Estate  of  Charles  F.  Rowe,  owner  (120  East  32nd 
Street  Parking  Corporation,  lessee). 

SUB TECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition^  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 122-126  East  32nd  street,  south 
side,  100  ft.  west  of  Lexington  avenue  (Block  No. 
887,  Lot  Nos.  84,  85  and  86),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (421-40-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises  122-  j 
126  East  32nd  street,  south  side,  100  ft.  west  of  Lexington 
avenue  (Block  No.  887,  Lot  Nos.  84,  85  and  86),  Borough  I 
of  Manhattan,  was  granted  by  the  Board  July  16,  1940,  on 
certain  conditions,  resolution  amended  on  October  29,  1940, 
time  extended  on  January  28,  1941,  and  the  applicant  re¬ 
quested  an  extension  of  the  permit.  j. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does  J: 
hereby  amend  the  resolution  adopted  by  the  Board  on  July  ■ 
16,  1940,  as  amended  by  resolution  adopted  on  October  29, 
1940,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended  this  portion  of  the  resolution 
shall  read  :  I- 

“ granted  under  section  ph  thereof  for  a  term  of  tivo  (2)  , 
years  front  the  date  of  this  amended  resolution,  to  per¬ 
mit.  .  .  .” 


915-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Meyer  Fish,  1 
owner  (Pauline  Pollock,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the  1 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution,  ! 
permitting  in  a  business  use  district,  the  extension 
of  a  gasoline  service  station,  the  erection  of  a  new  ■ 
accessory  building  and,  also,  the  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 639-741  Fourth  avenue,  south¬ 
east  corner  of  19th  street  (Block  No.  637,  Lot  No. 
7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
N  egative :  .  0 

THE  RESOLUTION  (915-40-BZ) 

Whereas,  Lama  and  Proskauer,  for  Meyer  Fish,  owner 
(Pauline  Pollock,  lessee)  filed  September  16,  1940,  an  appli¬ 
cation  under  sections  7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  extension  of  a 
gasoline  service  station,  the  erection  of  a  new  accessory 
building,  and  also  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  639-641  Fourth  avenue,  southeast  corner 
of  19th  street  (Block  No.  637,  Lot  No.  7),  Borough  of 
Brooklyn ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
May  27,  1941,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  May 
27,  1941,  only  so  far  as  it  has  reference  to  the  obtaining  or 
permits  and  the  completion  of  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read  :  _  |fi, 

“that  all  permits  required  shall  be  obtained  and  all 
zvork  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution,” 


654-41-BZ. 

APPLICANT— Max  Horn,  for  Nessim  Heffez,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
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permitting  in' a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  transient  parking  of  more  than 
five  (5)  motor  vehicles. 

’REMISES  AFFECTED— 106-116  Beach  87th  street, 
northeast  corner  of  Ocean  drive  (now  known  as 
Shore  front  parkway)  ;  (Block  No.  662,  Lot  No. 
5),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Mollie  Horn. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

’HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

HE-  RESOLUTION  (654-41-BZ) 

,  Whereas,  Max  Horn  for  Nessim  Heffez,  owner,  filed 
uly  11,  1941,  an  application  under  section  7h  of  the  build- 
lg  zone  resolution  to  permit  in  a  residence  use  district, 
ar  a  temporary  period  of  two  (2)  years,  the  parking  of 
lotor  vehicles;  premises  106-116  Beach  87th  street,  north- 
lst  corner  of  Ocean  drive  (Block  No.  662,  Lot  No.  5), 
ockaway  Beach,  Borough  of  Queens ;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
ugust  6,  1941,  on  certain  conditions  and  applicant  requested 
l  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
;reby  cwiend  the  resolution  adopted  by  the  Board  on 
Ugust  6,  1941,  only  so  far  as  it  has  reference  to  the  com- 
etion  of  work,  so  that  as  amended  this  portion  of  the 
solution  shall  read : 

“that  in  viezv  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  the  work  substantially 
completed,  that  all  zuork  shall  be  finished  within  tzvo 
(2)  months  from  the  date  of  this  amended  resolution ” . 


6-41-BZ. 

PPLICANT — Max  Horn,  for  Seaside  Improvement  Com¬ 
pany,  owner  (Phil.  Addison,  lessee). 

JBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  transient  parking  of  more  than 
five  (5)  motor  vehicles. 

DEMISES  AFP  LCTED — 100-02  to  100-10  Rockaway 
Beach  boulevard,  northwest  corner  of  Beach  100th 
street  (Block  No.  585,  Lot  No.  1),  Rockaway 
Beach,  Borough  of  Queens. 

^PEARANCES — 

For  Applicant:  Mrs.  Mollie  Horn. 

TTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

IE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

IE  RESOLUTION  (656-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build- 
zone  resolution,  to  permit  in  a  business  use  district,  for 
emporary  period  of  two  (2)  years,  the  parking  of  more 
n  five  (5)  motor  vehicles;  premises  100-02  to  100-10 
ckaway  Beach  boulevard,  northwest  corner  of  Beach 
th  street  (Block  No.  585,  Lot  No.  1),  Rockaway  Beach, 
rough  of  Queens,  was  granted  bv  the  Board  August  6, 

1 1 ,  on  certain  conditions,  and  applicant  requested  an  ex- 
ision  of  time  to  complete  work. 

[lesolved,  that  the  Board  of  Standards  and  Appeals  does 
'eby  amend  the  resolution  adopted  by  the  Board  on 


August  6,  1941,  only  so  far  as  it  has  reference  to  the  com¬ 
pletion  of  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  in  viezv  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  the  zvork  substantially 
completed ,  that  all  zvork  shall  be  finished  within  tzvo 
(2)  months  from  the  date  of  this  amended  resolution 


679-41-BZ. 

APPLICANT — Max  Horn,  for  Wesleyan  University, 
owner  (Nathan  Zucker,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  period 
of  two  (2)  years,  the  transient  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 35-01  to  35-21  Sprayview  ave¬ 
nue,  southwest  corner  of  Beach  35th  street  (Block 

.  No.  307  Lot  No'  1)>  Edgemere,  Borough  of  Queens. 

AP  PEAK  AN  CES — • 

For  Applicant:  Mrs.  Mollie  Horn. 

,  „  „  Eor  Opposition  :  Harold  Klorfein,  Dep’t  of  Parks. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affiimative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  q 


THE  RESOLUTION  (679-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  parking  of  motor 
vehicles,  premises  35-01  to  35-21  Spravview  avenue,  south¬ 
west  corner  of  Beach  35th  street  (Block  No.  307,  Lot  No.  1, 
Edgemere.  Borough  of  Queens,  was  granted  by  the  Board 
August  6,  1941,  on  certain  conditions,  and  applicant  requested 
an  extension  of  time  to  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  August 
6,  1941,  only  so  far  as  it  has  reference  to  the  completion  of 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“that  in  viezv  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  the  zvork  substantially 
completed ,  that  all  zvork  shall  be  finished  within  tzvo  (2) 
months  from  the  date  of  this  amended  resolution.’’ 


681-41-BZ. 

APPLICANT — Max  Horn,  for  Julia  E.  Hoeffling,  owner 
(Albert  Van  West,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  transient  parking  of  more  than 
five  (5)  motor  vehicles. 

T’REMISES  AFFECTED — 91  Beach  87th  street  and  92 
Beach  88th  street  and  the  north  side  of  Ocean 
drive  (now  known  as  Shore  Front  parkway)  ; 
(Block  No.  626,  Lot  No.  9),  Rockaway  Beach, 
Boroueh  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Mollie  Horn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . . .  0 

THE  RESOLUTION  (681-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  parking  of  motor 
vehicles,  premises  91  Beach  87th  street,  and  92  Beach 
88th  street,  the  north  side  of  Ocean  drive  from  Beach  87th 
street  to  Beach  88th  street  (Block  No.  626,  Lot  No.  9), 
Rockaway  Beach,  Borough  of  Queens,  was  granted  by  the 
Board  August  6,  1941,  on  certain  conditions,  and  applicant 
requested  an  extension  of  time  to  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Au¬ 
gust  6,  1941,  only  so  far  as  it  has  reference  to  the  comple¬ 
tion  of  work,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  viezv  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  the  zvork  substantially 
completed,  that  all  work  shall  be  finished  within  two 
(2)  months  from  the  date  of  this  amended  resolution .” 


832-41-BZ. 

APPLICANT — Max  Horn,  for  Jane  F.  M.  Welpley,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,'  under  section  71a  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
seasonal  transient  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 111-20  Rockaway  Beach  boule¬ 
vard,  north  side,  981.96  ft.  east  of  Beach  116th 
street  (Block  No.  598,  Lot  No.  49),  Rockaway 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Mollie  Horn. 

ACTION  OF  BOARD — Application  reopened,  time  ex¬ 
tended  and  resolution  amended. 

THE  VOTE  TO  REOPEN,  EXTEND  TIME  AND 
AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Alurphy  4 
Negative:  .  0 

THE  RESOLUTION  (832-41-BZ) 

Whereas,  Max  Horn,  for  Jane  F.  M.  Welpley,  owner, 
filed  September  26,  1941,  an  application  under  section  7h 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles:  premises:  111-20  Rockaway  Beach  boulevard, 
north  side,  981.96  ft.  east  of  Beach  116th  street,  (Block 
No.  598,  Lot  No.  49),  Rockaway  Park,  Borough  of  Queens; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
April  21,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work  and  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  April 
21,  1942,  only  so  far  as  it  has  reference  to  the  completion 
of  the  work,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  in  viezv  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  the  work  substantially 
completed,  that  all  work  shall  be  finished  within  two 
(2)  months  from  the  date  of  this  amended  resolution.” 
and  the  resolution  is  further  amended  insofar  as  it  refers 


to  the  distance  from  adjoining  lot  lines;  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  no  cars  shall  be  parked  beyond  the  building  line 
nor  nearer  than  5  ft.  from  the  frame  buildings  on  ad-  j 
joining  lots.” 


837-41-BZ. 

APPLICANT — Max  Horn,  for  Alice  Drucker,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 156  Beach  68lh  street,  east  side. 
440  ft.  south  of  Rockaway  Beach  boulevard  (Block 
No.  360,  Lot  No.  29),  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Airs.  Alollie  Horn. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME—  I 
Affirmative :  Chairman  Murdock,  Commissioners  i 
Savage  and  Blum  and  Deputy  Chief  Alurphy  4 
Negative  .  0 

THE  RESOLUTION  (837-41-BZ) 

Whereas,  Alax  Horn,  for  Alice  Drucker,  owner,  filed 
September  26,  1941,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  156  Beach  68th  street,  east  side,  440  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  360,  Lot 
No.  29),  Arverne,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  April 
28,  1942,  on  certain  conditions  and  applicant  requested  an 
extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does' 
hereby  amend  the  resolution  adopted  by  the  Board  on  April 
28,  1942,  only  so  far  as  it  has  reference  to  the  completion  of| 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“ that  in  view  of  the  statement  by  the  applicant  that  ah 
permits  have  been  obtained  and  the  work  substantially 
completed,  that  all  zvork  shall  be  finished  within  two  (2) 
months  from  the  date  of  this  amended  resolution.” 


353-42-BZ. 

APPLICANT — Charles  M.  Lobejager,  for  Bulova  Watch 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  reso-. 
lution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  occupied 
for  factory  use  in  excess  of  the  area  permitted  b\ 
the  zoning  resolution. 

PREMISES  AFFECTED— ^10-05  61st  street,  40-06  62nr 
street,  the  south  side  of  Woodside  avenue,  fron- 
61st  to  62nd  streets  (Block  No.  1336,  Lot  Nos 
38,  41,  44  and  47),  Woodside,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  Chas.  M.  Lobejager. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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;FH  T10X-E  T0  REOPEN  AND  AMEND  RESOLU-  1071-41-A 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  q 


l HE  RESOLUTION  (353-42-BZ) 


Whereas,  Charles  Ai.  Lobejager,  for  Bulova  Watch 
ompany,  owner,  tiled  on  April  28,  1942,  an  application 
Jinder  section  7c  of  the  zoning  resolution,  to  permit  in  a 
■usiness  use  district,  the  erection  and  maintenance  of  a 
•uilding  to  be  occupied  for  factory  use  in  excess  of  the 
rea  permitted  by  the  zoning  resolution;  premises  40-05 
1st  street,  40-06  62nd  street,  and  the  south  side  of  Wood- 
•  lde  avenue  from  61st  to  62nd  streets  (Block  No.  1336, 
j-oj  ar*4  47),  Woodside,  Borough  of  Queens; 

\\  hereas,  this  application  was  granted  by  the  Board  on 
lune  2,  1942,  on  certain  conditions,  resolution  amended  on 
June  30,  1942  and  applicant  requested  a  further  amendment 
ff  the  resolution. 

I  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
tereby  amend  its  resolution  adopted  by  the  Board  on  June 
1942,  as  amended  by  resolution  adopted  June  30,  1942  by 
dding  thereto: 

That  loading  space  shall  be  provided  toveard  the 
southerly  side  opening  from  6ist  street  to  accommodate 
tioo  (2)  trucks  placed  end  to  end,  as  indicated  on  revised 
plans  marked  “Received  July  17,  1942” ;  that  no  show 
windows  shall  be  installed  on  61st  street  or  62nd  street 
and  only  such  exits  as  are  required  by  the  Labor  Law, 
and  as  are  shown  on  revised  plans  marked  “Received 
July  17,  1942." 


PREALS  FROM  ADMINISTRATIVE  DECISIONS. 

14-42-S. 


PELICAN  i—W aides  Koh-I-Noor,  Incorporated,  owner. 
jJUJliCi  Variation  of  the  Labor  Law  as  cited  in  a  deci- 
°f  the  acting  borough  superintendent. 
REA1ISES  APPEC1ED — 47-16  Austell  place,  southwest 
corner  of  27th  street  (Ashburn  street)  ;  (Block  No. 
98,  Lot  Nos.  42  and  30),  Long  Island  City,  Borough 
of  Queens. 

PPEARAN  CES — 

For  Applicant:  None. 

For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

•TION  Oh  BOARD — Laid  over  to  July  28,  1942,  at  2 
P.  M.,  on  request  of  applicant. 


'4-40-A. 


|  PLICAN I  Max  Silver  (lessee),  for  Reproduction 
;.pir^Ure  Manufacturing  Company,  Inc.,  owner. 
r-tjJ-fc-Ci  Appeal  from  a  decision  of  the  borough  super- 
!  intendent  of  buildings. 

JEMISES  AFFECTED— 507-511  Sheffield  avenue,  east 
side,  40  ft.  south  of  Livonia  avenue  (Block  No 

.Dr*3n?2x'T^n  of  Lot  No-  18)’  Borough  of  Brooklyn! 
P  KARA  X  CES — 

For  Applicant:  Harry  Silver. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 

TION  OF  BOARD — Appeal  withdrawn,  applicant  to 
apply  a  new  decision  from  the  Building  Depart¬ 
ment. 

E  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Alurphy  4 
Negative :  .  q 


APPLICANT— Schulz  and  Williamson,  for  City  Line 
Tower,  hicorporated,  owner. 

SUBJECT.  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED-West  side  of  Spencer  place, 
r  xt  south  of  Spencer  place  (Block  No.  3423P 

APPEARANCES535  ^  1536^’  Borough  of  The  Bronx. 

A  For  Applicant:  John  J.  McLaughlin. 

AETION  6f  BOARD— Appeal  withdrawn. 

I  HE  VOTE  TO  WITHDRAW/— 

Affii  mative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Alurphy  4 
Negative:  .  q 


4-42-A. 


ABBLICANT— Renllok  Realty  Corporation,  owner. 

I > |>  l ? \ (k A  r-L-'i T A11  noder  oFthe  fire  commissioner. 
PREMISES  AFFECTED— 92-16  to  92-20  150th  street, 

south  side  and  northwest  side  of  Archer  avenue,  133 

It  8nn!wS°TUth  x/  Fulton  and  150th  streets  (Block 
No.  9997,  Lot  Nos.  13,  14  and  15),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

APP|icant:  Mrs-  Carrie  Kollner. 

— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
N  egative  1  .  q 


182-42-A. 


AFFjMCANT— New  York  Tribune,  Incorporated,  owner. 
ouiiJiiUl  Appeal  from  and  order  and  decisions  of  the 
hre  commissioner. 

PREMIfES  AFFECTED-^  West  41st  street,  south  side, 
300  ft.  east  of  Eighth  avenue  (Block  No  1012 

APPEARANCES-  B°r°Ugh  °f  Manhatta„. 

.  „  FcJT  Applicant:  E.  F.  Mannion. 

thp  roTD?'r^PA^^ — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW/— 

Affii  mative  :  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Alurphv  4 
•N  egcitive  i  . .  Q 


342-42-A. 


SIJRTFrTNI~Ar/hrUr  J°vis)  for  Enrico  Navarro>  owner, 
o  U  BJ  EC  B  Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  1 

PREMISES  AFFECTED — 1457  Randall  avenue,  northwest 

„  acrahonK  street  (Block  No.  2767  lot 

APPEARANCES- r°"gh  °f  The  Bronx- 
For  Applicant:  None. 

PF  BOARD — Appeal  withdrawn 
THE  VOTE  TO  WITHDRAW— 

A.ffirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphv  4 
Nc^stivc  .  q 


362-42-A. 

APPLICANT— Ung  Realty  Corporation,  owner  (E.  Mazur, 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
tire  commissioner. 

PREMISES  AFFECTED— 1062  Brook  avenue,  northeast 

Mrne<QA0fDEast  ;street  (Block  No.  2392,  Lot 

A  tttvt'  a  No.  38),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henrv  Winters. 

ACTION  OF  BOARD — Appeal  withdrawn. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . •' 


546-42-A. 

APPLICANT — Ardstodd,  Incorporated,  lessee,  for  Lnum 
Real  Estate  Corporation,  owner.  . 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED-2431-2439  Broadway,  southwest 
corner  of  West  90th  street  (Block  No.  1237,  Lot 
No.  52),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller.  f 

For  Administration:  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings  and  Lieut.  1  hos.  E.  Leahy, 
Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn.  Applicant  to 
file  plans  with  Building  Department. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 


N 


&  o 

jgative :  . 


547-42-A. 

APPLICANT— Broadway  and  Ninety-Sixth  Street  Realty 
Company,  owner.  .  . 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2561-2567  Broadway,  northwest 
corner  of  West  96th  street  (Block  No.  1868,  Lot 
No.  6),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Frank  C.  Keller.  > 

For  Administration:  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings  and  Lieut.  Thos.  E.  Leahy, 
Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  withdrawn.  Applicant  to 
file  plans  with  Building  Department. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  ^ 


357-42-A. 

APPLICANT— Feedwaters,  Incorporated,  for  New  York 
Dock  Company,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 110-116  Imlay  street,  northwest 
corner  of  Commerce  street  (Block  No.  515,  part  of 
Lot  No.  61),  Borough  of  Brooklyn. 
APPEARANCES—  ,  _ 

For  Applicant:  Spencer  Bulter  and  Charles  C. 

Kern.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 0 

THE  RESOLUTION  (357-42-A) 

Whereas,  Feedwaters,  Incorporated,  for  New  York  Dock 
Company,  owner,  filed  on  April  30,  1942,  an  appeal  from  an 
order  of  the  fire  commissioner  affecting  premises  110-116 

Imlay  street,  northwest  corner  of  Commerce  street  (Block 
No.  ’515,  part  of  Lot  No.  61),  Borough  of  Brooklyn;  and 
Whereas,  Order  No.  89523-LC  issued  by  the  fire  com¬ 
missioner  December  10,  1941  and  repeated  in  a  decision  of 
the  fire  commissioner  dated  April  20,  1942  reads: 

“With  reference  to  application  dated  October  20, 
1941  for  a  permit  to  store  and  use  alcohol  and  various 
chemicals  at  110-14  Imlay  Street.  Brooklyn  we  should 


state  that  the  Fire  Department  is  without  power  tc 
issue  permit  for  the  manufacture  of  a  combustible  mix¬ 
ture  on  the  premises  for  the  following  reason: 

The  preparation  known  as  “Hexalon”  is  a  combustible 
mixture  with  a  flash  point  of  160°.  1  he  manufactun 

of  a  combustible  mixture  on  the  premises  is  a  violatioi 
of  C- 19-62 -6,  which  reads  as  follows : 

‘No  permit  for  the  manufacture  of  a  combustiblt 
mixture  shall  be  issued  for  any  building  where  dv 
goods  or  other  materials  of  a  highly  inflammable  natun 
are  manufactured,  stored  or  sold. 

1.  You  are  therefore,  ordered  .  to  discontinue  ^  tra 
manufacture  of  the  combustible  mixture  Hexalon  at 
above  premises.” 

Whereas,  the  applicant  states  that  the  building  is  . 
stories  (85  ft.),  in  height,  460  ft.  by  80  ft.  in  area,  of  Class 
construction  equipped  with  a  sprinkler  system  and  a  stand 
pipe  system,  erected  in  1911  and  1913,  located  in  an  ud 
restricted  use  district  and  used  as  follows:  1st  floor,  manu 
facture  of  corrugated  paper  boxes,  storage  and  distribution 
of  food  products,  54  persons ;  2nd  floor,  processing  of  papei 
assembly  and  distribution  of  wooden  ware,  storage  and  dis 
tribution  of  food  products,  63  persons;  3rd  floor,  manuiac 
ture  of  Hexalon  and  food  products,  storage  and  distnbt 
tion  of  food  products,  23  persons;  4th  floor,  manufactur 
of  Hexalon  and  beauticians’  equipment,  storage  and  distr 
bution  of  food  products,  65  persons;  5th  floor,  manuiac 
ture,  storage  and  distribution  of  food  products,  manutactui 
of  beauticians’  equipment,  60  persons;  6th  floor,  manufac 
ture,  storage  and  distnbutoin  of  food  products,  35  pet 
sons ;  proposed  use  and  occupancy  to  remain  the  sa.me ,  an 
Whereas,  the  applicant  contends  that  the  manufacturin 
and  compounding  of  Hexalon  (furfural  alcohol)  on  tr 
premises  does  not  constitute  a  fire  hazard,  regardless  c 
goods  or  materials  stored  in  other  portions  of  the  building 
that  Hexalon  has  been  passed  by  the  Bureau  of  Marine  ll 
spection  and  Navigation  for  use  as  an  article  of  stores  c 
board  passenger  and  pleasure  vessels;  that  not  more  th? 
one  (1)  55  gallon  drum  of  furfural  alcohol  is  kept  on  tt 

premises.  .  .  .  , 

Resolved ,  that  the  order  of  the  fire  commissioner  Urd« 
No.  89523-LC,  be  and  it  hereby  is  modified  and  that  tt 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  pS 
posed  combustible  mixture  known  as  Hexalon  (fuilur 
alcohol)  shall  not  be  stored  in  excess  of  one  (1)  55  gallc 
drum;  that  these  premises  occupied  by  Feedwaters,  In 
shall  be  separated  from  other  tenants  on  the  same  floors  t 
approved  fireproof  partitions  and  granted  only  so  long  : 
the  building  complies  in  all  other  respects,  with  all  law 
rules  and  regulations  applicable  thereto  and  is  occupied  su 
stantiallv  as  set  forth. 


409-42-A. 

APPLICANT— Philip  Simpson,  President  of  Ninth  Av 
nue  Properties,  Incorporated,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fi 
commissioner. 

PREMISES  AFFECTED— 359-363  Ninth  avenue  (rear 
west  side,  65  ft.  north  of  West  30th  street  (Bio. 
No.  728,  Lot  Nos.  34,  35  and  36),  Borough  of  Ma 
hattan. 

APPEARANCES— 

For  Applicant :  Philip  Simpson. 

ACTION  OF  BOARD— Appeal  denied. 

TO  VOTE  TO  GRANT— 

Affirmative :  . .  •  . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 


THE  RESOLUTION  (409-42-A) 

Whereas,  Philip  Simpson,  for  Ninth  Avenue  Properti 
Inc.,  owner,  filed  on  May  19,  1942,  an  appeal  from  an  ore 
of  the  fire  commissioner,  affecting  premises  3o9-363  Mir 
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j  avenue  (rear),  west  side,  65  ft.  north  of  West  30th  street 

i  (Block  No.  728,  Lot  Nos.  34,  35  and  36),  Borough  of  Man¬ 

hattan  ;  and 

Whereas,  Order  No.  1 1062-LF,  issued  by  the  fire  com- 
j  missioner  May  1,  1942,  and  referred  to  in  a  decision  of  the 
j  fire  commissioner  dated  May  13,  1942,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  for  entire  building,  having  at  least  one  source  of 
water  supply  arranged  and  equipped  as  per  Art.  16,  Ch. 
26,  Adm.  Code. 

or 

Comply  with  modification  1295-23-A,  Board  of  Stand¬ 
ards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  .three 
stories  (35  ft.)  in  height;  60  ft.  by  45  ft.  in  area;  of  Class 
3  construction ;  located  in  a  business  and  retail  use  district ; 
erected  1887  and  occupied — cellar,  storage,  no  persons;  first 
Hoor,  mattress  factory,  4  persons;  second  floor,  iron  and 
carpentry  shop,  3  persons ;  third  floor,  carpentry  shop,  3 
persons.  No  change  in  use  or  occupancy  is  proposed;  and 
\\  hereas,  the  applicant  contends  the  building  was  erected 
in  1887  for  factory  use;  that  it  has  been  used  as  such  since 
its  erection;  that  the  present  mattress  factory  has  been  on 
the  premises  since  1913  under  the  operation  of  the  present 
tenant  and  for  about  12  years  prior  thereto  by  the  previous 
tenant ;  that  the  building  is  small  in  area ;  that  the  total  num¬ 
ber  of  persons  is  nine  as  compared  with  24  in  1923,  when  the 
Board  acted  on  Cal.  No.  1295-23-A ;  that  the  following  con- 
1,  ditions  of  the  resolution  under  Cal.  No.  1295-23-A  have 
I  been  complied  with  fully;  that  the  hoist  shaft  has  been 
I  sealed  and  floored  over;  that  the  stair  hall  partitions  have 
been  fire  retarded,  and  doors  covered  with  iron  and  made 
self-closing;  that  12  water  buckets  have  been  provided  on 
each  floor ;  that  in  addition  to  the  above,  there  are  7  ap¬ 
proved  2 Yz  gallon  soda  and  acid  type  fire  extinguishers  dis- 
j  tributed  throughout  the  building;  that  the  building  is  ac¬ 
cessible  to  the  fire  department  b}'  means  of  7  ft.  passageway 
to  the  street ;  that  there  is  a  balcony  fire  escape  from  roof 
to  first  floor  with  a  drop  ladder  to  grade;  that  all  openings 
|  on  the  course  of  the  fire  escape  are  fireproof.  In  considera- 
([  tion  of  these  facts,  it  is  requested  that  the  Board  waive  the 
;j  requirement  for  the  installation  of  the  sprinkler  system. 

Resolved,  that  the  order  No.  1 1062-LF,  of  the  fire  com¬ 
missioner,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
'i  be  and  it  hereby  is  denied. 

_ 

;  434-42-A. 

;  APPLICANT— Arnold  W.  Lederer,  for  Harold  S. 
Vaughin,  owner  (Loretto  Doris,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2271  Ocean  avenue,  east  side, 
30  ft.  south  of  Avenue  R  (Block  No.  6826,  Lot  No. 
87),  Borough  of  Brooklyn. 

;  APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer  and  Loretto  A. 
Doris. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

|  ACTION  OF  BOARD — Appeal  granted  on  condition. 

I  THE  VOTE— 


W  hereas,  the  decision  of  the  borough  superintendent 
dated  May  23,  1942,  on  Alt.  Applic.  No.  1508-42,  reads: 

1.  Proposed  use  of  first  floor  of  present  two  story 
one  family  frame  dwelling  for  day  school  for  sixteen 
children  is  contrary  to  (2.1.3.5)  C26-185.0  and  (4.2.1) 
C26-254.0  of  the  Administrative  Code. 

■7  a  60  lb-  load  Per  S(l-  ft-  for  classrooms, 

/.3.2.2.3  Code. 

3.  Fire  retard  cellar  ceiling. 

5.  Provide  adequate  toilet  facilities,  14.8.4  Code.’' 

and 


Whereas,  the  applicant  states  that  the  building  is  two 
stones  (21  ft.)  in  height;  21  ft.  by  50  ft.  in  area;  Class  4 
construction,  upon  a  lot  31  ft.  by  100  ft.  in  area;  located  in 
a  residence  use  district  and  occupied — cellar,  storage,  no 
persons;  first  floor,  day  school,  16  persons;  second  floor,  one 
amily ,  2  persons ;  no  change  in  use  or  occupancy  is  pro¬ 
vided  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  the  first  floor  for  a  day  school  providing  for  children 

years  o£  age  between  the  hours  of  9  A.M.  to 
4.30  P.M.,  five  days  a  week;  that  no  children  are  boarded 
nor  do  they  sleep  in  the  building;  that  all  school  activities 
are  confined  to  the  first  floor ;  that  the  children  are  under  the 
constant  supervision  of  the  lessee ;  that  the  40  lb.  live  load, 
for  which  the  building  was  designed,  is  adequate;  that  it  is 
proposed  to  fire  retard  the  ceiling  over  the  steam  boiler  with 
one-half  inch  plaster  board  and  26  gauge  metal  8  ft.  in 
*  r°nti  anc‘  4  ft.  beyond  the  sides  of  boiler;  that  the  girls 
will  have  access  to  a  new  toilet  on  the  first  floor  and  the 
boys  will  use  the  present  bathroom  on  the  second  floor ;  that 
exits  of  first  floor  will  comply  with  the  Building  Code; 
that  inasmuch  as  the  present  lessee  has  a  three  year  lease! 
it  will  be  a  hardship  to  be  compelled  to  vacate  the  premises ; 
that  the  lessee  occupies  the  second  floor  for  dwelling  pur¬ 
poses  in  conjunction  with  the  first  floor  occupancy;  that  the 
building  is  detached  on  both  sides. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1508-42,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition, 
as  to  Obj.  No.  1,  that  the  building  shall  not  be  increased 
in  height  or  area;  as  to  Obj.  No.  2,  that  the  floor  loading 
shall  not  be  less  than  40  lbs.  per  superficial  foot  and  shall 
not  be  overloaded  for  such  carrying  capacity;  as  to  Obj. 
No.  3,  that  the  stair  to  the  cellar  shall  be  enclosed  in  a  fire- 
proof  enclosure  with  a  self-closing  fireproof  door  at  the 
foot;  that  the  cellar  ceiling  throughout  shall  be  plastered; 
that  the  boiler  shall  be  fueled  by  coal;  that  the  ceiling  over 
the  boiler,  in  accordance  with  the  Code  requirements,  shall 
be  fire  retarded;  as  to  Obj.  No.  5,  that  toilet  facilities  shall 
be  provided  on  the  1st  floor  in  the  existing  space  now  oc¬ 
cupied  as  a  closet  adjacent  to  the  front  entrance  and  that 
the  number  of  children  shall  not  exceed  16  and  shall  be  for 
day  school  work  only  and  that  the  operator  of  the  school 
shall  reside  on  the  second  story,  which  shall  be  for  living 
quarters  only ;  that  this  variance  shall  continue  for  a  term 
of  not  over  three  (3)  years  from  the  date  of  this  resolu¬ 
tion  on  condition  that  the  requirements  of  this  resolution 
are  complied  with  and  the  premises  are  maintained  sub¬ 
stantially  as  set  forth. 


534-42-A. 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

5  THE  RESOLUTION  (434-42-A) 

Whereas,  Arnold  W.  Lederer,  for  Harold  S.  Vaughan, 
|i  owner,  Loretto  Doris,  lessee,  filed  on  May  27,  1942,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent  affecting 
t  premises  2271  Ocean  avenue,  east  side,  30  ft.  south  of  Ave- 
|  ntie  R  (Block  No.  6826,  Lot  No.  87),  Borough  of  Brook- 
-  lyn ;  and 


APPLICANT— George  Vincent,  Incorporated,  lessee,  for 
Graf  Realty  Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 119  West  24th  street,  north- 
side,  225  ft.  west  of  Sixth  avenue  (Block  No.  800, 
Lot  No.  25),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Henry  A.  Mulcahy  and  George 
Vincent. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


857 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (534-42-A) 

Whereas,  George  Vincent,  Inc.,  lessee,  for  Graf  Realty 
Corporation,  owner,  filed  on  July  3,  1942,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner  affecting 
premises  119  West  24th  street,  north  side,  225  ft.  west  of 
6th  avenue  (Block  No.  800,  Lot  No.  25),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  Order  No.  30500-LC  issued  by  the  fire  com¬ 
missioner  April  9,  1942,  and  repeated  in  a  decision  of  the 
fire  commissioner,  dated  June  9,  1942,  reads: 

“Before  a  permit  may  be  issued  for  the  storage  of 
acetone,  etc.,  the  following  must  be  done : 

1.  Discontinue  the  storage  of  petroleum  solvent  in  a 
quantity  exceeding  five  gallons  on  these  premises  and 
provide  an  approved  safety  can  for  such  storage.  Sec. 
C19-51-B-5,  Art.  1,  Administrative  Code. 

Note :  Flashpoint  below  70°  F.  open  cup.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories  (150  ft.)  in  height,  100  ft.  by  100  ft.  in  area,  of 
Class  1  construction,  equipped  with  a  sprinkler  system  and 
a  standpipe  system,  located  in  an  unrestricted  use  district, 
erected  in  1912  and  occupied  as  follows :  cellar,  boiler  room, 

2  persons;  1st  floor,  storage  of  printing  paper  in  bundles 
and  packages,  10  persons;  2nd  floor,  office  and  storage  of 
printing  paper  in  bundles  and  packages,  20  persons;  3rd 
floor,  storage  of  printing  paper  in  bundles  and  packages,  2 
persons;  4th  floor,  same,  2  persons;  5th  floor,  manufactur¬ 
ing  of  dresses  and  office,  52  persons ;  6th  floor,  manufactur¬ 
ing  of  dolls,  20  persons;  7th  floor,  manufacturing  of  dresses, 
70  persons;  8th  floor,  manufacturing  of  glassware,  25  per¬ 
sons:  9th  floor,  manufacturing  of  metal  lamps,  20  persons; 
10th  floor,  manufacturing  of  vanity  boxes,  25  persons;  11th 
floor,  machine  shop  and  manufacturing  of  metal  casings,  100 
persons;  12th  floor,  manufacturing  of  tracing  paper,  9  per¬ 
sons,  for  which  no  certificate  of  occupancy  has  been  issued; 
and 

Whereas,  the  applicant  contends  that  the  order  of  the 
fire  commissioner  is  unreasonable,  in  view  of  the  nature  of 
the  applicant’s  business  and  the  type  of  construction  of  the 
building  and  the  fire  preventive  measures  which  have  been 
taken  by  the  applicant;  that  the  12th  floor  which  is  occu¬ 
pied  by  the  applicant  has  an  area  of  approximately  10,000 
sq.  ft.,'  subdivided  into  5  sections  consisting  of  office  space 
and  shipping  room,  general  factory  space  which  occupies 
about  of  the  entire  floor,  laboratory,  coating  room  and 
fireproof  vault;  that  the  office,  shipping  room,  laboratory, 
and  coating  room  are  separated  from  the  factory  space  by 

3  in.  gypsum  block  partitions,  plastered  on  both  sides ;  that 
the  fireproof  vault  is  separated  from  the  factory  space  by 
8  in.  terra  cotta  blocks,  plastered  on  both  sides ;  that  the 
petroleum  solvent  in  question  is  stored  in  the  fireproof 
vault;  that  the  vault  is  equipped  with  a  two  hour  fire  test 
door  operated  by  a  fusible  link;  that  a  6  in.  sill  is  pro¬ 
vided  at  this  door;  that  there  are  three  sprinkler  heads  in 
the  vault  and  three  windows;  that  the  vault  floor  is  3  in. 
cinder  concrete  with  1  in.  floated  cement  top  over  a  bed 
of  cinders  which  rests  on  the  concrete  floor  of  the  build¬ 
ing;  that  the  vault  floor  is  pitched  toward  a  drain  or  scup¬ 
per  leading  to  the  outside  of  the  building;  that  there  is  no 
artificial  light  in  the  vault ;  that  the  petroleum  solvent  is 
used  in  the  coating  room;'  that  two  fully  enclosed  enameled 
•steel  mixing  tanks  equipped  with  vapor  and  explosion  proof 
motors  as  approved  by  the  Underwriters’  Laboratories  for 
use  in  hazardous  locations;  that  the  paper  coating  room  is 
equipped  with  a  CO2  fire  extinguishing  system  connected 
directly  to  the  interior  of  the  coating  machine;  that  this 
CO2  system  is  equipped  with  two  cylinders  each  having  a 
capacity  of  100  lbs.  of  carbon  dioxide;  that  the  coating 
machine  is  enclosed  in  a  22  gauge  galvanized  iron  exhaust 


hood  equipped  with  a  spark  proof  fan  with  a  capacity  of 
12,500  cu.  tt.  per  minute;  that  the  petroleum  solvent  is  not 
used  throughout  the  factory  except  that  less  than  1  gallon 
is  occasionally  used  in  the  laboratory  for  experimental  pur¬ 
poses  ;  that  the  petroleum  solvent,  which  consists  of  benzo- 
sol  used  in  the  coating  solution,  is  brought  to  the  premises 
by  freight  elevator  in  a  50-55  gallon  steel  drum ;  that  im¬ 
mediately  upon  delivery,  the  drum  is  placed  in  the  fireproof 
vault  and  emptied  into  5  gallon  cans ;  that  as  needed, 
solvent  is  removed  from  the  vault  directly  to  the  coating 
room  and  placed  in  the  mixing  tanks,  where  it  is  com¬ 
pounded  with  synthetic  resins,  vegetable  and  mineral  oils; 
that  from  the  mixing  tank,  the  solution  is  drawn  for  use 
in  the  coating  machine ;  that  each  coating  machine  has  a 
capacity  of  20  gallons ;  that  a  minimum  of  40  gallons  of 
mixed  solution  is  necessary  for  the  operation  of  the  coating 
machine  for  each  separate  process ;  that  water  and  sand 
buckets  have  been  installed  on  the  premises;  that  all  empty 
solvent  drums  are  removed  from  the  premises  as  rapidly  as 
possible;  that  all  residue  and  waste  material  recovered 
from  the  coating  operation  is  removed  to  the  fireproof 
vault;  that  the  use  of  the  solvent  is  under  the  supervision 
of  chemists,  who  exercise  all  reasonable  fire  preventive 
measures;  that  the  fireproof  vault  was  constructed  after 
plans  and  application  were  approved  by  the  Dept,  of  Hous¬ 
ing  and  Buildings,  in  the  belief  it  would  satisfy  the  re¬ 
quirements  of  the  Division  of  Combustibles  for  the  storage 
of  solvent  in  quantities  essential  to  the  continued  operation 
of  the  business;  that  upwards  of  85%  of  the  applicant’s 
entire  production  is  used  in  the  war  effort. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  30500-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  not 
more  than  one  (1)  drum  of  petroleum  solvent  as  described, 
shall  be  maintained  on  the  floor  in  question  (12th)  at  any 
time;  that  such  drum  shall  be  stored  in  the  vault  maintained 
as  proposed;  that  material  taken  from  such  drum  for  emp¬ 
tying  into  the  mixing  tank  shall  be  carried  in  approved 
safety  cans;  that  empty  drums  shall  be  removed  from  the 
premises  promptly  and  granted  only  so  long  as  the  condi¬ 
tions  are  maintained  as  set  forth  and  the  fire-fighting  equip¬ 
ment  is  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner. 


540-42-A. 

APPLICANT — Henry  V.  Murphy,  for  Reverend  William 
J.  Farrell,  Port  Chaplain,  Catholic  Seamen’s  Insti¬ 
tute,  for  Reverend  Thomas  E.  Molloy,  S.T.D., 
Bishop  of  Brooklyn,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 651-655  Hicks  street  and  103 
Rapelyea  street,  northeast  corner  (Block  No.  364, 
Lot  Nos.  1  and  42),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Henry  V.  Murphy  and  Leonard  J. 
Toole. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (540-42-A) 

Whereas,  Henry  V.  Murphy  for  Rev.  William  J.  Farrell, 
Port  Chaplain,  Catholic  Seamen’s  Institute,  for  Rev.  Thomas 
E.  Molloy,  owner,  filed  on  June  6,  1942,  an  appeal  from  a 
decision  of  the  borough  superintendent  affecting  premises 
651-655  Hicks  street  and  103  Rapelyea  street,  northeast  cor¬ 
ner  (Block  No.  364,  Lot  Nos.  1  and  42),  Borough  of  Brook¬ 
lyn;  and 


MINUTES 


;  Whereas  the  decision  of  the  borough  superintendent 
dated  June  30,  1943,  on  Oil  Burner  Applic  No  179S-4^ 
reads :  • 

1.  Proposal  to  connect  two  boilers  and  burners  to 
one  flue  is  contrary  to  Rule  12  of  the  Board  of  Stand¬ 
ards  and  Appeals,  Oil  Burner  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
two  stones  and  basement  (32  ft.  3  in.)  in  height;  50  ft.  by 
100  ft.  in  area;  of  C  lass  1  construction ;  located  in  a  resi- 
dence  use  district  and  occupied — basement,  assembly,  bowling 
and  boiler  room,  260  persons;  first  floor,  office  and  game 
room,  60  persons;  second  floor,  chapel,  library  and  lounge 
/0  persons;  and  b  ’ 

Whereas  the  applicant  contends  that  the  building  was 
Jorigmally  designed  with  a  steel  frame  and  one  stack  of 
suffic'cnt  size  for  both  heating  and  domestic  hot  water  oil 
fired  boilers  and  plans  for  same  were  approved  by  the  De¬ 
partment  of  Housing  and  Buildings  January  5,  1940-  that 
subsequently,  due  to  priorities,  it  was  necessary  to  redesign 
the  building  for  reinforced  concrete,  and  such  new  plans 
were  approved  by  the  Building  Department  April  6  1942 

of  d,'eBOifRP1C'  Np  ?437t :4]\  that  in  the  meantime,  Rule  12 
at  the  Oil  Burner  Rules  had  been  amended,  so  that  but  one 

burner  could  be  placed  in  one  stack ;  that  construction  was 
well  under  vyay  when  the  objection  of  the  borough  super¬ 
intendent,  which  is  herein  appealed,  was  issued;'  that  the 
itaclv  in  question  is  a  low  temperature  chimney  exceeding 
lepartment  requirements  by  having  fire  clay  linings  2  in 
-hick  enclosed  by  at  least  12  in.  of  brick  work ;  that  the 
leating  boiler  is  a  National  Premier,  Type  O.B.  436  steel 
ubular,  low  pressured,  direct  draft,  steel  water  boiler  fired 
)y  a  Retro  type  W  full  automatic  gas  electric  burner  using 
\o  a  oil;  that  the  domestic  hot  water  heater  is  a  Burnham 
4631  cast  iron  sectional,  direct  draft,  water  heating  boiler 
ired  by  a  Petrol  P20,  full  automatic  electric  burner  using 
no  Z  oil ;  that  the  stack  conditions,  as  designed  for  use 
vith  this  equipment,  shows  no  fire  hazard;  that  compliance 
vitli  the  objections  of  the  borough  superintendent  would 
ause  a  great  hardship  and  necessitate  a  large  expense  to  the 
iwner  and  materially  delay  completion  of  the  buildin^ 
/hich  is  urgently  needed  for  the  social  activities  of  the  Mer- 
hant  Marine  ashore. 

that  the  decision  of  the  borough  superintendent 
n  Oil  Burner  Applic.  No.  1795-42,  Obj.  No.  1,  be  and  it 
ereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
• ranted  on  condition  that  in  all  other  respects  the  require- 
tents  ot  the  Oil  Burner  Rules  shall  be  complied  with  and 
o  adchtional  heating  devices  shall  be  attached  to  the  flue 
nd  that  (he  conditions  shall  be  maintained  substantially  as 
roposed. 


east  side ,  70  ft  10  in.  north  of  East  8th  street  (Block  No 
36a  Lot  No.  4),  Borough  of  Manhattan;  and 

hereas,  the  decision  of  the  borough  superintendent 

r^Non8gT«dS:da,ed  JUnC  2?'  W2'  IO  «isC' 

Department  is  without  power  to  accept  materials 
and  devices  other  than  those  approved  by  the  Board  of 
Standards  of  Appeals.” 

and 

An^ER880’zt?amendm?ta  muade  June  1942,  to  Misc. 

,nin  fT?  I2,’  Tqu  M,CCi  nthat  bronze  siamese  connection, 
manulaaured  by  W.  D  Allen  without  the  approval  numbers 

of  the  Board  ot  Standards  and  Appeals  cast  thereon,  be 
accepted  m  view  of  the  fact  that  copper  alloys  are  frozen 
by  the  Government  and  it  is  impossible  to  obtain  any 
approved  Siamese ;  and  J 

Whereas  the  applicant  states  that  the  building  is  four 
stories  (51  ft.  9y2  in.)  in  height;  23  ft.  by  71  ft.  8  in.  in 
area,  of  Class  3  construction;  located  in  a  retail  use  dis- 
tnet;  erected  1890  and  occupied— cellar,  burlap  storage; 

bams  andUrt  l  fl°°rS’  St°rage’  assortinS  and  repair  of  burlap 

Whereas,  the  applicant  contends  that  the  Siamese  head 
in  question  was  manufactured  by  the  W.  D.  Allen  Manu¬ 
facturing  Company  before  the  Board  of  Standards  and 
Appeals  issued  approval,  under  Cal.  No.  156-34-SA  •  that 
the  Siamese  which  it  is  proposed  to  install  is  of  the’  same 
weight,  pattern  and  material  as  the  approved  type,  except 
there  are  not  any  raised  numerals  indicating  such  approval 
on  the  Siamese;  and 

Whereas  appficant  has  submitted  a  letter  from  W.  D 
Allen  Manufacturing  Company  stating  that  they  are  unable 
to  deliver  any  brass  Siamese  without  a  permit  from  the 
h  ederal  Government. 

Resolved,  that  the  decision  of  the  borough  superintendent 

and^hat'tlApphC‘  f  k  889,~42  ,be  and  k  here,W  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 

that  the  proposed  Siamese  shall  comply  in  all  respects  with 

the  requirements  m  the  resolution  of  the  Board  approving 

a  si.mlar  Siamese  for  the  W.  D.  Allen  Manufacturing  Co 

under  Cal.  No.  D6-34-SA,  except  as  to  the  raised  lettering 

citing  the  calendar  number;  that  the  structural  condition  of 

ie  Siamese  shall  be  satisfactory  to  the  fire  commissioner. 


K-42-A. 

!  PPLICANT— George  D.  Scott,  for  Nathan  Boorstein 
owner. 

REJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

'REMISES  AFFECTED — 118  Avenue  D,  east  side,  70  10 
ft  north  of  East  8th  street  (Block  No.  365,  Lot 
No.  4),  Borough  of  Manhattan. 

PPEARANCES — 

For  Applicant :  Geo.  D.  Scott. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

BOARD— Appeal  granted  on  condition. 

HE  VO  1  E — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  '  q 

HE  RESOLUTION  (544-42-A) 

Whereas,  George  D.  Scott,  for  Nathan  Boorstein,  owner, 
id  on  July  6,  1942,  an  appeal  from  a  decision  of  the 
rough  superintendent,  affecting  premises  118  Avenue  D, 


549-42-A. 

APPLICANT— Howard  Chapman,  for  Long  Island  Col- 
lege  Hospital,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

1  REMISES  AFFECTED— 94  Amity  street,  south  side,  152 
ft  west  of  Henry  street  (Block  No.  295,  Lot  No 
17),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Howard  Chapman 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THF.1  VOTE— B°ARD  AppeaI  Sranted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
oavage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  J 

THE  RESOLUTION  (549-42-A) 

Whereas,  Howard  Chapman,  for  Long  Island  Colleoe 
Hospital,  owner,  filed  July  9,  1942,  an  appeal  from  a  deci¬ 
sion  ot  the  borough  superintendent,  premises  94  Amitv 

295eeT  nt°Mh  1*7?  n2  ft-  |Wes/  ”f  Henry  street  (Block  No. 
k°t  Ho.  17),  Borough  of  Brooklyn;  and 

\\  hereas,  the  decision  of  the  borough  superintendent 
dated  July  1,  1942,  re  Alt.  Applic.  No.  1830-42.  reads: 
a  '■  As  occupancy  is  being  changed  to  one  in  which 
Art.  7  Means  of  Egress’  of  the  Building  Code  becomes 
operative,  the  exits  are  inadequate  in  the  following 
respects : 

(a)  Stairways  to  be  3'0"  wide,  Sec.  6.4.1.2.(b)  I. 
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(b)  Doors  to  be  3’0"  wide,  Sec.  6.2.1. (a). 

(c)  Passageway  to  be  3'0"  wide,  Sec.  6.3.2. 

(d)  Stairs  to  be  constructed  of  iron,  Sec.  6.4.17.1. 

(e)  Stairway  to  be  enclosed  in  approved  2-hour  fire 
resistive  partitions  and  doors  in  enclosure  to  be  A  hour 
fireproof  self-closing,  Sec.  6.4.1. 8.1. 

(f)  Stairway  to  extend  to  roof,  Sec.  6.4.1.11. 

2.  Cellar  ceiling  to  be  fire  retarded  and  cellar  stairs 
to  be  fireproof  enclosed.” 

Whereas,  the  building  is  three  stories,  basement  and 
attic  (50  ft.)  in  height;  25  ft.  by  46  ft.  in  area;  of  Class  3 
construction;  erected  prior  to  1890;  located  in  a  residence-C 
area  district ;  and  occupied :  cellar,  heating ;  basement,  one 
family ;  first,  and  second,  floors,  1  family ;  3rd  and  4th  floors, 
one  family;  proposed  to  be  occupied:  cellar,  vacant;  base¬ 
ment,  bedrooms  (hospital  employees),  6  persons;  1st  floor, 
classroom,  0  persons ;  2nd,  3rd  and  4th  floors,  bedrooms  foi 
nurses,  5,  5  and  3  persons,  respectively;  and 

Whereas,  the  applicant  contends  that  the  building  will  be 
used  bv  the  hospital  for  employees  who  will  pay  no  rent , 
that  the  building  is  located  adjacent  to  other  hospital  prop¬ 
erty  and  will  be  supplied  with  steam,  hot  ■water  and  electiic 
services  from  the  main  hospital  power  house;  that  no  regu¬ 
lar  meals  will  be  served  or  prepared  on  the  premises,  though 
facilities  may  be  provided  for  making  tea  or  other  light 
refreshments ;  that  iron  balconies  will  be  placed  at  all  floors 
above  the  first  floor  connecting  with  the  adjoining  buildings 
under  same  ownership,  so  that  all  bedrooms  will  have  a 
second  means  of  egress  independent  of  the  stairhall ;  and 
Whereas,  the  applicant  contends  as  to  objection  No.  1(a), 
that  the  stairways  are  3  ft.  0  in.  wide;  except  the  stairway 
between  the  3rd  floor  and  attic,  which  is  2  ft.  8  in.  wide ; 
as  to  objection  1  (b),  that  doors  from  bedrooms  are  2  ft. 

8  in.  wide  or  over;  as  to  objection  1  (c),  that  the  passage¬ 
ways  are  3  ft.  wide;  as  to  objection  1  (d),  the  stairs  are  not 
constructed  in  accordance  with  Sec.  6.4.17.1,  which  applies 
to  new  buildings;  that  the  stairs  are  now  constructed  of 
wood ;  that  to  require  compliance  with  the  Code  would  im¬ 
pose  an  undue  hardship  on  the  owner;  that  as  to  objection 
No.  1  (e),  the  same  contention  applies  as  has  been  stated  for 
1  (d)  ;  that  as  to  objection  No.  1  (f),  it  is  proposed  to  in¬ 
stall  a  ladder  from  top  of  present  stairs  to  new  scuttle  on  the 
roof ;  that  the  ladder  and  attic  stair  will  be  enclosed  in  fire- 
resisting  partition;  that  as  to  objection  No.  2,  it  is  proposed 
to  comply  with  the  requirement;  that  it  is  requested  that  the 
Board  accept  the  proposed  alterations  and  waive  the  objec¬ 
tions  of  the  borough  superintendent.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1830-42,  objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  cellar  shall  contain  no  heat- 
ing  plant  and  shall  remain  unused;  that  the  cellar  ceiling 
shall  be  fire-retarded  in  accordance  with  the  rules  of  the 
Board ;  that  the  stairway  in  the  cellar  shall  be  enclosed  with 
4  in.  terra  cotta  blocks  with  hour  approved  fireproof 
door;  that  the  upper  stories  above  the  parlor  floor  shall  be 
rearranged,  as  proposed  on  revised  plan  marked  Received 
Tuly  9,  1942”,  so  that  from  each  room  there  is  a  doorway 
on  which  no  locking  device  shall  be  provided,  so  as  to  be 
available  at  all  times  for  free  access  and  to  provide  two  (2) 
means  of  exit  from  each  room,  one  to  the  main  hall  and 
the  second  directly  or  indirectly  to  the  fire  escape  which  is 
on  the  rear  of  the  building;  that  the  ceiling  under  the  roof 
of  the  rear  extension  shall  be  fire-retarded;  that  the  fire 
escapes  shall  be  arranged  so  as  to  cover  two  windows  in  all 
stories,  with  a  drop-ladder  to  the  yard  and  a  gooseneck 
ladder  to  the  roof;  that  all  doors  opening  from  rooms  to 
the  main  hall  shall  remain  self-closing;  that  such  doors  may 
be  of  wood,  provided  that  rails  and  stiles  are  not  less  than 
1  y2  in.  in  thickness  and  maintained  in  good  condition  or 
replaced  with  fireproof  doors  approved  for  i-)4  hour  test; 
that  on  the  stairs  from  the  third  floor  to  the  attic  the  sides 
and  soffit  under  such  stairs  shall  be  fire-retarded  with  wire 
lath  and  cement  plaster;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  where  the  fire  commissioner 


shall  direct;  that  the  building  shall  not  be  increased  in 
height  or  area;  that  the  occupancy  of  the  pailor  floor  tor 
assembly  purposes  shall  not  exceed  20  persons;  that  there 
shall  be  constructed  and  maintained  a  scuttle  from  the  top 
story  to  the  roof ;  that  a  gong  not  less  than  6  in.  in  diameter 
shall  be  installed  on  the  first  floor  with  push  button  on  each 
floor  to  give  an  alarm  in  case  of  fire  and  granted  only  so 
long  as  the  building  is  occupied  as  proposed  and  in  accord¬ 
ance  with  the  requirements  of  this  resolution  and  operated 
as  a  part  of  Long  Island  College  Hospital. 


DISMISSALS. 

The  chairman  called  attention  to  the  fact  where  the  fol¬ 
lowing  applicants  had  filed  appeals  with  the  Board ;  and 
Whereas,  the  applicants  were  duly  advised  by  the  Board 
to  prosecute  their  appeals ;  and 

Whereas,  the  applicants  failed  to  complete  the  papers  in 
the  subject  cases,  and  at  the  hearing  there  were  no  appear¬ 
ances  made  on  behalf  of  the  applicants. 

Resolved,  that  the  following  appeals  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 

764-41-A. 

APPLICANT— Frank  Koshel,  for  Prospect  Metals  and 
Refining  Works,  lessee,  for  Rose  Koshel,  owner. 
SUB TECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 149-151  Second  avenue,  south¬ 
east  corner  of  12th  street  (Block  No.  1026,  Lot  Nos. 
7  and  8),  Borough  of  Brooklyn. 


825-41-A. 

APPLICANT— Joseph  A.  Marck,  for  Dime  Savings  Bank, 
owner  (A.  E.  Robb,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 134-21  Franklin  street,  north 
side,  156.41  ft.  east  of  Saull  street  (Block  No.  5122, 
Lot  No.  51),  Flushing,  Borough  of  Queens. 


161-42-A. 

APPLICANT— American  Kitchen  Unit  Corporation,  lessee, 
for  Kings  County  Ice  and  Fuel  Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  decisions  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 617-635  Van  Sinderen  avenue, 
east  side,  100  ft.  north  of  Newport  avenue  (Block 
No.  3833,  Lot  No.  6),  Borough  of  Brooklyn. 


172-42-A. 

APPLICANT— Joseph  B.  Klein,  for  Margherita  Castellano, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1911  Hobart  avenue,  west  side, 
57.14  ft.  north  of  Morris  Park  avenue  (Block  No. 
4234,  Lot  No.  59),  Borough  of  the  Bronx. 


329-42-A. 

APPLICANT— Sylvester  Kerrigan,  for  Liggett  Drug  Com¬ 
pany,  Incorporated,  owner. 

SUB  TECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 637-643  Madison  avenue,  north¬ 
east  corner  of  East  59th  street  (Block  No.  1374,  Lot 
No.  21),  Borough  of  Manhattan. 


338-42-S. 

APPLICANT — Kops  Brothers,  Incorporated,  lessee,  foi 
Kops  Realty  Corporation,  owner. 
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SUBJECI  Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 100-02  to  100-20  Rockaway 
boulevard,  southwest  corner  of  101st  street  (Block 
No.  9539,  Lot  No.  1),  Ozone  Park,  Borough  of 
Queens. 


343-42-A. 

APPLICAN  1 — Henry  J.  Latham,  for  Green  Lawn  Estates, 
Incorporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 130-02  and  130-06  221st  street, 
southwest  corner  of  130th  avenue  and  west  side  of 
221st  street,  53.56  ft.  south  of  130th  avenue  (Block- 
No.  3500,  part  of  Lot  No.  100),  Springfield  Gardens, 
Borough  of  Queens. 


344-42-A. 

j  APPLICANT — Henry  J.  Latham,  for  Green  Lawn  Estates, 
Incorporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 130-01,  130-05  and  130-09  222nd 
street,  southeast  corner  of  130th  avenue  and  east 
side  of  222nd  street,  45.94  ft.  and  85.94  ft.  south  of 
130th  avenue  (Block  No.  3500,  part  of  Lot  No.  100), 
Springfield  Gardens,  Borough  of  Queens. 


345-42-A. 

J  APPLICANT  Henry  J.  Latham,  for  Green  Lawn  Estates, 

|  Incorporated,  owner. 

I  SUBJECT  Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 130-01  to  130-05  221st  street, 
southeast  corner  of  130th  avenue  and  east  side  of 
221st  street,  50.62  ft.  south  of  130th  avenue,  130-02. 
130-06  and  130-10  222nd  street,  southwest  corner  of 
130th  avenue,  and  west  side  of  222nd  street  48  81 
ft  and  88.81  ft.  south  of  130th  avenue  (Block  No. 
3p00,  part  of  Lot  No.  100),  Springfield  Gardens 
Borough  of  Queens. 


■THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputv  Chief  Murphy  4 
Negative  :  . ’ .  o 


Adjourned,  3.45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  JULY  28,  1942. 

I  resent:  (  hairman  Murdock,  Commissioners  Savage  and 
31um  and  Deputy  Chief  Murphy. 

‘  ^  minutes  of  the  regular  meetings  of  the  Board  held  on 
I  uesday  morning,  July  21,  1942  and  Tuesday  afternoon,  Tulv 
1,  1942,  were  approved  as  printed  in  Bulletin  No.  30,  Vol.  27. 


42-42-BZ. 


ZONING  CASES. 


APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

UBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  reconstruc¬ 
tion  and  extension  of  an  existing  gasoline  service 
station. 


I  REMISES  AhFECTED — 2001-2011  Cropscy  avenue  and 
8799-8815  20th  avenue,  northeast  corner  (Block  No. 
6442,  Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  E.  Strehan. 

For  Opposition :  Ernest  A.  Migliaccio. 

For  Administration:  Fred  Dahlem,  Dcp’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Laid  over  to  September  29,  1942 
at  10  A.  M.,  for  submission  of  new  plans  and  further 
consideration  by  the  Board. 


536-42-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  21  and  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
for  metal  manufacturing. 

I  REMISES  AFFECTED — 34-12  10th  street,  west  side, 
73.02  ft.  south  of  34th  avenue  (Block  No.  324,  Lot 
Nos.  32  to  45,  inclusive),  Long  Island  City,  Bor- 
ouglrof  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Opposition:  Frank  Nicolosi,  Hugh  Quinn,  Don 
Forchelli,  Alexander  Del  Giovanni  and  Gus¬ 
tave  Goldman,  Board  of  Education. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1  TON  OF  BOARD — Laid  over  to  July  31,  1942  at  10 
A.  M. 


276-42-BZ. 

APPLICANT  Joseph  B.  Lynch,  for  Louis  Iervolino  and 
Thomas  Iervolino,  owners. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the 
reconstruction  and  change  of  occupancy  of  an  exist- 
nn„,fT jE? 8ajage  building  to  a  gasoline  service  station. 
PREMISES  AFFECTED — 81  Rapelve  street,  northwest 
corner  of  Hicks  street  (Block  No.  363,  Lot  No. 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . ’  q 


505-42-BZ. 

APPLICANT— John  P.  Riley,  Chief  Engineer,  for  New 
York  City  Housing  Authority,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 278-292  Tenth  avenue,  east 
side,  between  West  26th  and  West  27th  streets 
455-463  West  26th  street  and  446-460  West  27tli 
street  (Block  No.  724,  part  of  Lot  No.  1),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  P.  Rilev. 

For  Opposition:  Louis  A.  Jackson,  Sol  R-'rnbaum 
Louis  A.  Morse,  Andrew  Taggard,  William  h! 


861 


MINUTES 


Bird,  Harold  Klorfein,  Dep’t  of  Parks  and 
Gustave  Goldman,  Board  of  Education. 

P'or  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF"  BOARD— Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


525-42-BZ. 

APPLICANT — Julius  Soman,  Assistant  Engineer,  for  New 
York  City  Housing  Authority,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7 h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 204-232  West  64th  street, 
south  side  and  203-219  and  225-231  West  63rd 
street,  north  side,  100  ft.  west  of  Amsterdam 
avenue  (Block  No.  1 1  So,  part  of  Lot  No.  14), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  P.  Riley. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


77-32-BZ. 

APPLICANT _ Lama  and  Proskauer,  for  Anagal  Realty 

Company,  Incorporated,  owner.  . 

SUB TECT— Application  reopened  November  5,  1941  (deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  maintenance  and  the  ex¬ 
tension  of  a  gasoline  service  station  (previously 
granted  by  the  Board  for  a  temporary  period). 

PREMISES  AFFECTED— 181-07  Horace  Hardmg  boule¬ 
vard,  northeast  corner  of  Utopia  parkway  (Block 
No.  7065,  Lot  No.  5),  Flushing,  Borough  of  Queens. 


APPEARANCES—  T  _  ,  _ 

For  Applicant:  Alfred  A,  Lama,  Joseph  Logana, 

Paul  Lagona.  . 

For  Opposition :  Edwin  Zounek,  Emma  K..  Dobbs 

and  others.  , 

For  Administration:  Fred  Dahlem,  Dept  ot  Dous¬ 


ing  and  Buildings. 

ACTION  OF"  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  ® 


THE  RESOLUTION  (77-32-BZ) 

Whereas,  this  application  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  181-07  Horace  Harding  boulevard 
northeast  corner  of  Utopia  parkway  (Block  No.  7065,  Dot 
No  5)  Flushing,  Borough  of  Queens,  was  granted  by  the 
Board  May  20,  1932,  on  certain  conditions  and  for  a  tempo¬ 
rary'  period  of  two  (2)  years;  and 


Whereas,  the  temporary  permit  was  extended  from  time 
to  time,  the  last  extension  being  granted  on  May  28,  1940; 
and 

Whereas,  Lama  and  Proskauer,  for  Anagal  Realty  Co., 
Inc.,  present  owner,  requested  a  reopening  of  the  application 
and  an  amendment  of  the  resolution  to  permit  the  mainte¬ 
nance  and  extension  of  an  existing  gasoline  service  station 
for  a  period  of  ten  (10)  years; 

Whereas,  this  application  was  reopened  by'  vote  of  the 
Board  on  November  5,  1941,  subject  to  usual  procedure; 

and  ..... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  28,  1942  after  due  notice  by  publication  m  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Utopia  boulevard  and  182nd  street  are 
each  in  residence  and  business  use  districts  and  59th  avenue 
is  in  a  residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  6,  1941,  on  Alt.  Applic.  No.  1573-41,  reads: 

“1.  The  proposed  extension  to  a  gasoline  service- 
station  and  lubritorium  within  a  business  use  district  is 
contrary  to  Art.  II,  Sect.  4,  Building  Zone  Resolution.” 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  87.3  ft.  on  Horace  Harding  boulevard,  108.4 
ft.  on  Utopia  parkway  and  a  distance  of  45.4  ft.  along  the 
northerly  building  line— occupied  as  a  gasoline  service  sta¬ 
tion.  Upon  the  northerly  part  of  the  plot  there  is  a  frame 
tool  shed,  which  is  to  be  demolished.  Upon  the  central 
portion  of  the  plot  there  is  a  two-story  building  used  as 
dwelling  and  also  as  an  office  for  the  gasoline  station.  It  is 
proposed  to  extend  this  building  by  the  addition  of  a  one- 
story,  Class  3  building,  26  ft.  8  in.  by  33  ft.  in  area,  to  be 
used  as  a  lubritorium.  It  is  proposed  to  use  the  site  (as 
proposed  to  be  developed),  for  a  term  of  ten  (10)  years, 

Whereas,  in  the  opinion  of  the  Board,  the  proposed 
extension  should  not  be  granted  at  this  time;  that  sut, 
buildings  as  have  been  erected  contrary  to  the  Boards 
resolution  should  be  removed;  that  the  term  should  be 
extended  for  two  years  for  the  use  as  permitted  in  accord¬ 
ance  with  the  conditions  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  20,  1932,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
on  condition.  *  *  *” 


31-33-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Packer  Service 
Center,  Incorporated,  owner. 

SUBJECT— Application  reopened  November  18,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence 
use  district,  for  a  term  of  years,  the  use  of  a  plot 
of  ground  as  a  gasoline  service  station  and,  also, 
for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 610-622  Utica  avenue,  north¬ 
west  corner  of  Winthrop  street,  northwest  corner 
(Block  No.  4603,  Lot  No.  40),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 
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THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Murphy  . 

Negative:  . 


4 

0 


THE  RESOLUTION  (31-33-BZ) 


\\  hereas,  this  application  permitting  partly  in  a  resi¬ 
dence  use  district  and  partly  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  station  af¬ 
fecting  premises  610-622  Utica  avenue,  northwest  corner 
oi  Winthrop  street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Borough  of  Brooklyn,  was  granted  by  the  Board  June 
9,  1933,  for  a  period  of  two  years  on  certain  conditions, 
time  to  obtain  permits  and  complete  work  extended  Sep¬ 
tember  19,  1933;  a  similar  request  for  extension  of  time 
to  obtain  permits  and  complete  work  denied  September 

18,  1934,  time  extended  to  obtain  permits  and  complete 
work  by  order  of  Court,  April  16,  1935  and  on  January 

19,  1937,  the  Board  granted  a  further  extension' of  the 
permit;  and 

Whereas,  Lama  and  Proskauer,  for  Packer  Service 
i  Center,  Inc.,  present  owner,  requested  a  reopening  of  the 
application,  for  an  extension  of  the  permit  and  an  amed- 
ment  of  the  resolution,  to  permit  the  maintenance  of  an 
existing  gasoline  service  station  for  a  period  of  ten  (10) 
years  and  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  November  18,  1941,  subject  to  usual  procedure; 

and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
i esolution  show  that  Winthrop  street  is  in  a  residence  and 
business  use  district;  Utica  avenue  is  in  a  business  use 
district ;  and  East  49th  street  is  in  a  residence  use  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  4907-41  ;  dated  October  30,  1941  and 
as  amended  February  18,  1942,  reads: 

“Proposed  parking  and  storage  of  more  than  five 
motor  vehicles  in  a  use  district,  partly  business  and 
partly  residential  is  contrary  to  Sect.  3  and  Sect.  4a  (15) 
and  not  in  conformity  with  the  Board  of  Standards  and 
Appeals  resolution  31-33-BZ.’’ 


and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  109  ft.  9  in.  on  Utica  avenue  and  120 
•  ft.  4  in.  on  Winthrop  street.  The  west  part  of  the  plot 
extends  into  a  residence  use  district  for  a  distance  of  ap¬ 
proximately  22  ft., — the  remainder  is  in  a  business  use  dis¬ 
trict.  Upon  the  site,  there  is  a  one  story  building,  65  ft. 
6  in.  by  25  ft.  in  area,  to  be  used  as  office,  lubritorium  and 
auto  laundry  and  the  necessary  tanks  and  pumps  for  a 
gasoline  service  station  and  to  use  the  remainder  of  the 
plot  for  parking  and  storage  of  more  than  five  motor 
vehicles,  ft  is  proposed  to  use  the  plot  (as  proposed  to  be 
developed)  for  a  term  of  years. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  19,  1937,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  will  read : 

“*  *  *  granted  for  a  term  of  one  (1)  year  from 
the  date  of  this  amended  resolution ;  that  the  purpose 
of  this  extension  is  to  permit  the  applicant  to  submit 
to  the  Board  for  further  consideration  plans  showing 
lot  line  walls,  planting,  etc.  in  connection  with  his  ap¬ 
plication  for  a  10-year  permit  and  use  of  the  premises 
in  part  for  parking  of  motor  vehicles.” 


696-41-BZ. 

APPLICAN  1 — David  Koss,  for  Anthony  Gazzola,  Edward 
D.  Schneider,  Charles  Parma  and  Celestine  Parma 
,  Powers,  owners  (Julia  Murphy,  lessee). 

SUB) EC  1  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

1  REMISES  Ah  PEC  I  ED — 101-15  Rockaway  Beach  boule¬ 
vard,  south  side,  50  ft.  east  of  Beach  102nd  street 
and  184  Beach  102nd  street  (Block  No.  640,  Lot 

APPEAR  AN  CESR°CkaWay  Ceach’  BorouSh  of  Queens. 

For  Applicant:  David  Koss  and  Clayton  G. 
Shirkey. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
Lor  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

BOARD— Application  granted  on  condition. 

1  rill,  VUI  h — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Murphy  .  4 

Negative :  .  ’  q 


THE  RESOLUTION  (696-41-BZ) 

W  hereas,  David  Kass,  for  Anthony  Gazzola,  Edward  D 
Schneider,  Celestine  Parma  Powers  and  Charles  Parma 
owners  (Julia  Murphy,  lessee),  filed  July  25,  1941,  an 
application  under  section  7h  oi  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  101-15  Rockaway  Beach  boulevard,  south 
side,  50  It.  east  of  Beach  102nd  street,  and  184  Beach  102nd 
sheet  (Block  No.  640,  Lot  No.  1 1 ) ,  Rockaway  Beach, 
Borough  ol  Queens;  and 

Vv  hereas,  a  public  hearing  was  held  on  this  application  by' 
*•  ,  Standards  and  Appeals,  at  its  regular  meeting, 

July  Zb,  1942,  alter  due  notice  by  publication  111  the  Bulletin 
oi  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Rockaway  Beach  boulevard,  Shore 
bront  parkway  and  Beach  101st  street  are  each  in  a  business 
use  district;  and  Beach  102nd  street  is  in  a  business  and 
residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  19,  1941,  on  Misc.  Applic.  No.  5472-41,  reads:  ’ 
1.  1  he  storage  or  parking  of  more  than  five  motor 

vehicles  in  a  business  district  is  contrary  to  Art.  II, 
Sec.  4  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  Irontage  of  100  ft.  on  Parkway  Beach  boulevard,  374  ft. 
on  Leach  102nd  street  and  101  ft.  on  Shore  Front  parkway. 
Upon  the  plot  are  located  two  frame  multiple  dwellings 
and  a  frame  hotel.  It  is  proposed  to  use  for  a  term  of  two 
(2)  years,  part  of  the  remainder  of  the  plot  having  a 
irontage  of  45  ft.  on  Rockaway  Beach  boulevard,  66  ft.  on 
Beach  102nd  street,  and  a  distance  of  340  ft.  along  the 
easterly  lot  line,  for  parking  and  storage  of  more  than  five 
motor  vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  w'as  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  zoning  variance 
under  section  7-h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7-h  thereof  for  a 
term  of  two  (2)  years,  to  permit  the  premises,  as  indicated 
on  plans  filed  herewith,  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  only  motor  vehicles  of  the  pleasure-car  type  and  those 
capable  and  in  condition  for  operation  shall  be  so  parked  or 
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stored ;  that  the  plot  shall  be  leveled  substantially  to  the 
grade  of  Beach  102nd  street  and  Rockavvay  Beach  boulevard, 
surfaced  with  suitable  material  and  enclosed  with  substantia 
fencing;  that  no  portion  of  the  parking  lot  shall  be  extended 
toward  Shore  Front  parkway  nearer  than  60  feet;  that  the 
entrances  shall  be  limited  to  Beach  102nd  street  and  Roc  'a- 
way  Beach  boulevard,  each  not  over  15  ft.  m  width;  that 
during  the  term  of  this  permit,  the  premises  shall  be  occu¬ 
pied  for  no  other  use  and  no  signs  shall  be  erected  on  the 
premises  except  there  may  be  a  sign  attached  to  the  fence 
near  each  entrance,  advertising  the  parking  and  storage  use 
and  the  rates  charged,  provided  same  does  not  extend  be¬ 
yond  the  building  line,  does  not  exceed  10  ft.  in  area  and  is 
not  illuminated;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from  the 
date  of  this  resolution. 


893-41-BZ. 

APPLICANT— Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  Incorporated  and  Margreen  Realty  Com¬ 
pany,  Incorporated,  owners  (Stapleton  Service 
Laundry,  Incorporated,  lessee). 

SUB IECT— Application  reopened  June  23,  1942  (re  deci¬ 
sion  of  the  acting  borough  superintendent)  under 
section  21  of  the  zoning  resolution,  to  permit  in  a 
manufacturing  use  district,  the  conversion  of  oc¬ 
cupancy  of  part  of  an  existing  building  to  a 
laundry  (including  dry  cleaning  use). 

PREMISES  AFFECTED— 46-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block 
No.  237,  Lot  Nos.  73  and  69),  West  New  Brigh¬ 
ton,  Borough  of  Richmond. 


APPEARANCES—  ,  , . 

For  Applicant:  Irving  M.  Fenichel  and  Edward  J. 

McCormack.  . 

For  Opposition :  Catherine  M.  Yroom,  Gesine  Gott, 
Nick  Gross  and  Gustave  Goldman,  Board  of 
Education.  , 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  " 


THE  RESOLUTION  (893-41-BZ) 

Whereas,  Irving  M.  Fenichel,  for  Stapleton  Seiviie 
Laundry,  Inc.  and  Margreen  Realty  Co.,  Inc.,  owners 
(Stapleton  Service  Laundry,  Inc.,  lessee),  filed  on  October 
16,  1941,  an  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  manufacturing  use  district,  the 
conversion  of  occupancy  of  part  of  an  existing  building  to 
a  laundry  (including  dry  cleaning  use)  ;  premises,  46-62 
Greenleaf  avenue  and  141-157  Marion  street,  northwest 
corner  (Block  No.  236,  Lot  No.  73  and  69),  West  New 
Brighton,  Borough  of  Richmond;  and 

Whereas,  this  application  was  withdrawn  by  vote  of  the 
Board  on  January  20,  1942  and  subsequently  the  applicant 
requested  a  reopening  of  the  case  and  consideration  by  the 
Board;  and 

Whereas,  this  application  was  reopened  by  the  Board  on 
June  23,  1942,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Greenleaf  avenue  is  in  manufacturing 
and  residence  use  districts;  Dubois  avenue  is  in  a  residence 
use  district  and  Marion  street  is  in  manufacturing  and  resi¬ 
dence  use  districts ;  and 

Whereas  the  decision  of  the  borough  superintendent, 
dated  June  12,  1942,  re  N.  B.  Applic.  No.  17-42,  reads: 


“Extension  of  a  laundry  use  is  prohibited  in  a  manu- 
facturing  district  and  this  prohibition  also  includes  the 
extension  of  any  accessory  use.  (Art.  11,  Sec.  4-r. 
Subd.  51  Zone  Res.)” 

Whereas,  the  premises  consist  of  a  plot  of  ground  175 
ft  5  in  on  Greenleaf  avenue  and  250  ft.  on  Marion  avenue, 
occupied  as  a  laundry.  The  building  in  question,  located  on 
the  northwesterly  part  of  the  plot,  is  one  story  in  height, 
40  ft.  by  65  ft.  irregular  in  area.  It  is  proposed  to  use  this 
building  as  a  motor  vehicle  repair  shop  and  for  dry  cleaning 
(accessory  to  the  laundry  use  of  the  remainder  of  plot)  ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area;  that  the  sprinkler  system  in  addition  to  the  pro¬ 
posed  steam  fire  fighting  system  shall  be  extended  through¬ 
out  the  building  and  such  system  maintained  in  adjoining 
buildings;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  varied  by  the  Board  under 
Cal.  No.  354-42-A ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  of 
this  resolution. 


1023-41-BZ. 

APPLICANT— Max  Horn,  for  St.  Georges  Church,  owner 
(Harry  Zeitlin,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 162  Beach  110th  street,  north¬ 
east  corner  of  Ocean  promenade  (Block  No.  654, 
Lot  No.  42),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn  and  Harry  Zeitlin. 
For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1023-41-BZ) 

Whereas,  Max  Horn,  for  St.  George  Church,  owner, 
filed  November  27,  1941,  an  application  under  section  7h  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  162  Beach 
110th  street,  northeast  corner  of  Ocean  promenade  (Block 
No.  654,  Lot  No.  42),  Rockaway  Beach,  Borough  of  Queens; 
and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  July  28,  1942,  after  due  notice  by  publication  in  the 
Bulletin’  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  110th  street,  Shore  Front  park¬ 
way  and  Beach  109th  street  are  in  a  residence  use  district; 
Rockaway  Beach  boulevard  is  in  residence  and  business  use 
districts  and  Ocean  promenade  is  in  a  residence  use  district; 
and 
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Whereas,  the  decision  of  the  borough  superintendent 
dated  October  24,  1941,  re  Misc.  Applic.  9941-41,  and  as 
amended  April  23,  1942,  reads : 

“1.  The  parking  of  cars  on  a  plot  located  in  a  resi¬ 
dence  zone  is  contrary  to  article  2,  section  3  of  the 
Zoning  Law. 

1M.  Parking  motor  vehicles  on  same  lot  with  mul¬ 
tiple  dwelling  is  in  violation  of  Sec.  58  and  Sec.  6U 
Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  with  a  frontage 
of  300  it.  on  .Beach  110th  street  and  200  it.  on  Ocean 
promenade,  upon  which  are  located  a  2-story  irame  mul¬ 
tiple  dwelling  (including  a  restaurant),  a  2l/2  story  frame 
multiple  dwelling  and  several  bungalows.  It  is  proposed  to 
use  the  vacant  part  of  the  plot  (having  a  frontage  of  165 
it.)  on  Beach  110th  street,  lor  a  term  of  two  years  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles: 
and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  zoning  variance 
under  section  7-h  of  the  zoning  resolution. 

Resolved,  that  the  Board  ot  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7-li  thereof  for  a 
term  of  two  (2 )  years,  to  permit  that  portion  of  the  plot  as 
indicated  on  plans  filed  with  this  application  to  be  occupied 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  that  only  such  motor  vehicles  of  the 
pleasure-car  type  and  those  capable  of  operation  shall  be  so 
parked  and  stored;  that,  the  parking  and  storage  shall  be 
restricted  to  the  cars  belonging  to  the  tenants  of  the  resi¬ 
dential  buildings  on  the  plot  as  indicated  on  such  plan  and 
their  friends;  that  the  plot  shall  be  leveled  substantially  to 
the  grade  of  the  street  and  shall  be  adequately  surfaced  and 
fenced ;  that  a  sign  shall  be  erected  at  the  entrance  on 
Beach  110th  street,  stating  the  use  is  limited  to  the  tenants 
and  their  friends;  that  no  parking  shall  be  maintained  con¬ 
trary  to  section  60  of  the  Multiple  Dwelling  Law  as  to 
occupancy  of  spaces  required  therefor  for  yards  and  courts ; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  three  (3)  months  of  the  date  of  this  reso¬ 
lution. 


1052-41-BZ. 

APPLICANT — Frank  Straub,  for  Frederick  Figge  Com¬ 
pany,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  under  Section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to 
factory  use. 

PREMISES  AFFECTED — 300-302  Pacific  street,  south 
side,  250  ft.  east  of  Smith  street  (Block  No.  188, 
Lot  No.  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Frank  Straub. 

For  Opposition:  John  H.  Kearney,  Joseph  Esposito, 
Maria  Ficarra  and  E.  F.  Quirke. 

For  Administration :  Fred  Dahlem,  Dcp’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF1  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1052-41-BZ) 

Whereas,  Frank  Straub,  for  Frederick  Figge  Company, 
owner,  filed  December  4,  1941,  an  application  under  section 
7c  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 


building  to  factory  use;  premises:  300-302  Pacific  street 
south  side,  250  ft.  east  of  Smith  street  (Block  No.  188, 
Lot  No.  20),  Borough  of  Brooklyn,  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  28  ,1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  this  ap¬ 
plication  show  that  Pacific  street  is  in  a  business  use  dis¬ 
trict;  Dean  street  is  in  a  business  use  district;  Smith 
street  is  in  a  business  use  district  and  Hoyt-  street  is  in  a 
business  use  district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  December  1,  1941  re  Alt.  Application  No.  2521-1941,’ 
reads : 

“2.  Proposed  change  of  occupancy  from  storage  to 
factory  is  contrary  to  Art.  II,  Sec.  4c  of  the  Building 
Zone  Resolution  as  the  building  is  located  within  a 
business  use  district.” 

and 

.  Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion  50  ft.  frontage,  95  ft.  depth;  four  (4)  stories  in 
height.  It  is  proposed  to  convert  the  occupancy  of  the 
existing  building  to  a  factory;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c  thereof, 
on  condition  that  the  building  in  all  other  respects  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  other  than  as  modified  by  the  Board  under  Cal. 
No.  456-42-S ;  that  the  doors  now  existing  in  the  first  floor 
and  second  floor  between  this  building  and  the  adjoining 
garage  building  shall  either  be  removed  or  sealed;  tlrat  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


143-42-BZ. 

APPLICANT — Jacob  J.  Gloster,  for  Five  Eleven  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7 a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  extension  of  a  business  use  on  the 
first.  (1st)  story  and,  also,  the  extension  and  con¬ 
version  of  occupancy  from  residence  use  to  business 
use  of  the  second  (2nd)  story  of  an  existing 
building. 

PREMISES  AFFECTED — 509  East  72nd  street,  north 
side,  173  ft.  east  of  York  avenue  (Block  No.  1484, 
Lot  No.  8),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Jacob  J.  Gloster. 

For  Opposition :  G.  J.  Bender. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Murphy  .  4 

Negative:  .  0 


THE  RESOLUTION  (143-42-BZ) 

Whereas,  Jacob  J.  Gloster,  for  Five  Eleven  Realty  Cor¬ 
poration,  owner,  filed  February  18,  1942,  an  application  under 
section  7a  and  7c  of  the  zoning  resolution,  to  permit  in 
a  residence  use  district,  the  alteration  and  extension  of  a 
business  use  in  the  first  story  and  also  the  extension  and 
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conversion  of  occupancy  from  residence  use  to  business  use 
of  the  second  story  of  an  existing  building;  premises  509 
East  72nd  street,  north  side,  173  ft.  east  of  York  avenue 
(Block  No.  1484,  Lot  No.  8),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompany  the  zoning 
resolution  show  that  East  72nd  street  is  in  a  residence  and 
business  use  district;  East  73rd  street  is  in  an  unrestricted 
and  residence  use  district;  York  avenue  and  East  River 
drive  are  each  in  a  residence  and  unrestricted  use  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  2489-41,  dated  January  16,  1942,  reads: 

“1.  (Repeated)  Proposed  extension  of  business  use 
on  first  door  and  second  door  in  a  residence  district  con¬ 
trary  to  sec.  3  of  zoning  resolution. 

2.  (Repeated)  Proposed  changed  use  on  the  second 
floor  from  residence  to  office  in  a  residence  district  is 
contrary  to  sec.  3  of  zoning  resolution.” 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion,  six  stories  in  height,  having  a  frontage  of  25  ft.  and 
a  depth  of  34  ft.  The  existing  building  is  occupied  on  the 
first  story  as  a  store  and  as  dwellings  above  the  hist  stoi>. 
It  is  proposed  to  extend  the  area  of  the  first  story  to  the 
rear  lot  line  by  the  erection  of  an  extension  25  ft.  by  66  ft. 
in  area  and  to  occupy  the  1st  story  as  extended  for  gen¬ 
eral  office  use;  also  it  is  proposed  to  extend  the  area  of  the 
2nd  story  of  the  erection  of  an  extension  25  ft.  by  18  ft. 
in  area  and  to  use  the  2nd  story  as  extended,  as  ofiices, 
it  is  proposed  to  continue  the  occupancy  of  the  four  upper 
stories  as  dwellings ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c 
thereof,  to  permit  the  building  to  be  occupied  for  business 
uses  as  proposed  in  conjunction  with  the  buildings  ad¬ 
joining  under  the  same  ownership,  on  condition  that  the 
building  shall  be  reduced  in  height  to  two  stories  and  the 
residential  occupancy  eliminated;  that  the  proposed  first 
and  second  story  occupancy  shall  be  for  office  work  only ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  rear  yard,  as  required  by  the  zoning  resolu¬ 
tion,  shall  be  provided;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


228-42-BZ. 

APPLICANT — Thomson  Hill  Land  and  Improvement 
Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 39-16  48th  avenue,  southwest 
corner  of  39th  place  (Block  No.  206,  Lot  No.  18), 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (228-42-BZ) 

Whereas,  Thomson  Hill  Land  and  Improvement  Com¬ 
pany,  owner,  filed  March  20,  1942,  an  application  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises  39-16 
48th  avenue,  southwest  corner  of  39th  place  (Block  No. 
206,  Lot  No.  18),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  48th  avenue  and  Greenpoint  avenue  are 
in  a  business  use  district ;  39th  place  and  39th  street  are  each 
in  business  and  residence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  25,  1942,  re  Misc.  App.  No.  387-42,  reads: 

“The  use  of  these  premises  for  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles  in  a  business 
district  is  contrary  to  Art.  2,  sec.  4a  subdivision  15  of 
the  Zone  resolution.  Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  on  48th  avenue  and  100  ft.  on  39th 
place.  It  is  proposed  to  use  the  plot  for  a  term  of  two  (2) 
years  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  there  was  no  justification 
for  the  exercise  of  its  discretion  to  grant  a  zoning  variance 
under  section  7h  of  the  zoning  resolution; 

Resolved,  that  the  desision  of  the  borough  superintendent 
on  Misc.  App.  No.  387-42,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


314-42-BZ. 

APPLICANT — Union  Parking  Corporation  (lessee),  for 
Dry  Dock  Savings  Institution,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  Retail- 1  use  district,  for  a  term  of 
two  (2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 122-126  West  48th  street,  south 
side,  245  ft.  west  of  Sixth  avenue  (Block  No.  1000, 
Lot  No.  43),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  R.  Davis,  Ira  Levin  and  A. 
Steers. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Blum  .  1 


THE  RESOLUTION  (314-42-BZ) 

Whereas,  Union  Parking  Corporation,  for  Dry  Dock  Sav¬ 
ings  Institution,  owner,  filed  April  15,  1942  an  application 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
retail-1  use  district,  for  a  term  of  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles;  premises: 
122-126  West  48th  street,  south  side,  245  ft.  west  of  Sixth 
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avenue  (Block  No.  1000,  Lot  No.  43),  Borough  of  Man¬ 
hattan  ;  and 

W  hereas,  a  public  hearing  was  held  on  this  application  by 
Standards  and  Appeals,  at  its  regular  meeting 

•r  .  aVeJ  due  notlce  by  publication  in  the  Bulletin 

ot  the  Board  ot  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning; 
resolution  show  that  West  48th  street,  West  47th  street  and 
Sixth  a\ enue  are  each  in  a  retail-1  use  district;  and 
Whereas  the  decision  of  the  borough  superintendent, 
dated  March  18,  1942,  reads: 

"In  answer  to  your  letter  of  March  11th,  1942  in 
which  you  state  that  you  intend  to  take  an  appeal  to  the 
Board  of  Standards  and  Appeals  on  our  denial  to  your 
application  for  a  certificate  of  occupancy  for  use  of  the 
above  premises  as  a  parking  space  and  explaining  that 
the  time  in  which  to  take  said  appeal  has  expired  and 
request  that  this  department  grant  an  extension  of  time 
in  which  to  make  said  appeal,  we  wish  to  advise  you 
that  this  department  has  no  jurisdiction  to  grant  such 
extension  and  our  denial  of  February  17th,  1942  is  here¬ 
with  repeated : 

,oefrerence  to  your  application  dated  January 
3Uth,  1942  for  a  certificate  of  occupancy  for  above 
premises,  please  be  advised  that  the  premises  are 
located  in  a  retail  1  district  and  occupancy  of  premises 
-after  removal  of  existing  building,  as  a  parking  space 
will  be  contrary  to  Article  2  4E  of  the  Building  Zone 
Resolution.’  ” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  60  ft:  and  a  depth  of  100  ft.  It  is  proposed 
j  to  use  the  plot,  for  a  term  of  two  (2)  years,  for  parking  of 
more  than  five  (5)  motor  vehicles.  Also,  it  is  proposed  to 
use  this  plot  in  conjunction  with  the  existing  transient  park¬ 
ing  lot  (which  was  previously  granted  by  the  Board),  lo¬ 
cated  at  the  rear  of  the  premises  in  question ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7 
subdivision  h.  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  to 
permit  the  plot  to  be  occupied  for  the  transient  parking  of 
more  than  five  (5)  motor  vehicles,  on  condition  that  the 
plot  shall  be  occupied  for  no  other  purpose;  that  this  plot 
may  be  occupied  in  conjunction  with  the  premises  for  which 
a  suudar  use  has  been  permitted  by  the  Board  under  Cal. 
No.  271-1937-BZ,  as  extended  from  December  23,  1941  for 
a  term  of  two  (2)  years;  that  the  plot  shall  be  leveled 
substantially  to  the  grade  of  West  48th  street  and  shall  be 
surfaced  with  steam  cinders,  clean  gravel  or  other  suitable 
material,  properly  rolled  and  treated  with  a  binder,  so  as  to 
prevent  dusting,  and  nroperlv  graded  so  as  to  provide  sur¬ 
face  drainage;  that  the  entrance  to  the  premises  shall  con¬ 
sist  of  one,  approximately  at  the  center  of  the  premises  as 
indicated  on  revised  plan  marked  “Received  July  24,  1942” 
’such  entrance  shall  not  exceed  15  ft.  in  width  on  48th  street 
with  curb  cut  opposite  of  similar  width ;  that  there  shall  be 
erected  on  the  street  building  line,  a  wrought  iron  picket 
fence  or  masonry  wall  not  less  than  4  ft.  in  height,  continu¬ 
ously  except  for  such  entrance;  that  no  buildings  shall  be 
erected  on  the  premises;  that  where  walls  of  adjoining 
buildings  do  not  occur  along  interior  propertv  lines,  except 
M-here  the  line  is  in  common  with  the  adjoining  lot  where  a 
>imilar  use  has  been  permitted,  there  shall  be  erected  a  sub¬ 
stantial  woven  wire  fence  or  masonry  wall  not  less  than  6 
ft.  in  height ;  that  lights  for  illumination  shall  be  so  arranged 
*sto  reflect  toward  the  center  of  the  plot  away  from  the 
adjoining  occupancv:  that  no  signs  shall  be  erected,  except 
here  may  be  one  sign  attached  to  the  fence  advertising  the 
ransient  parking  use.  Provided  such  sign  does  not  exceed 
Sf<-  ft.  in  area  and  does  not  extend  bevond  the  building 
me  and  is  not  illuminated:  that  such  portable  fire  fighting 
ippliances  shall  be  maintained  as  the  fire  commissioner 
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shall  direct;  that  proper  aisles  shall  be  maintained  at  all 
times  tor  easy  entrance  and  egress  and  a  vacant  area  shall 
le  maintained  at  the  rear  of  the  West  48th  street  plot  and 
adjoining  the  West  47th  street  plot  for  transfer  purposes; 
that  the  plots  shall  jointly  not  have  more  than  60  motor 
vehicles  parked  at  any  one  time;  that  only  motor  vehicles  of 
t he  p  easure  car  type  and  those  in  condition  for  operation 
slid]  1  be  so  parked;  that  all  permits  shall  be  obtained  within 
lluee  (3)  months  from  the  date  of  this  resolution. 


349-42-BZ. 

A I  PLICANT  Herman  Kron,  for  Emigrant  Industrial 
Savings  Lank,  George  Kraus  and  John  Kraus, 
owners  (J.  K.  Constructioh  Company,  Incorpo¬ 
rated,  lessee). 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles 
PREMISES  AFFECTED— 350-352  West  45th  street,  south 
side,  200  ft.  east  of  Ninth  avenue  (Block  No.  1035, 

APPEARANCES55  ^  Borough  of  Manhattan. 

For  Applicant :  Herman  Kron. 

For  Opposition :  Lawrence  B.  Cohen,  William 
Henke  and  Andrew  Taggard. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  . .  q 

Negative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (349-42-BZ) 

Whereas  Herman  Kron,  for  Emigrant  Industrial  Sav¬ 
ings  Bank,  George  Kraus  and  John  Kraus,  owners  (J.  K. 
Construction  Co.  Inc.,  lessee),  filed  April  13,  1942  an 
application  under  sections  7h  and  21  of  the  zoning  resol-u- 
tion,  to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises,  350-352  West  45th  street 
south  side  200  ft.  east  of  Ninth  avenue  (Block  No.  1035’ 
°S  ^  an(^  Borough  of  Manhattan;  and 
i  *iHERdAS’  f  Public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  July  28  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build- 
mg  zone  resolution  show  that  West  45th  street  and  West 
44th  street  are  in  residence  and  Retail  use  districts-  Tenth 
avenue  and  Ninth  avenue  are  in  a  Retail  use  district;  and 

i  f  iH  AREAf’o  \he  decis“>n  of  the  borough  superintendent, 
dated  April  8,  1942,  reads: 

“In  reply  to  your  letter  of  April  2nd,  1942  in  which 
you  request  an  extension  of  time  in  which  to  take  an 
appeal  to  the  Board  of  Standards  and  Appeals  on  our 
denial  to  issuance  of  a  certificate  of  occupancy  for  use 
of  above  premises  for  parking  and  storage ‘of  more 
than  five  motor  vehicles,  we  wish  to  advise  you  that 
this  department  has  no  authority  to  extend  such  time 
an<r  our  denial  of  March  2nd,  1942  is  herewith  repeated: 

imo  r  lve  Yolir  aPPhcation  dated  February  21, 
194Z,  for  a  certificate  of  occupancy  for  use  of  above 
premises  for  parking  and  storage  of  more  than  five 
(5)  cars,  we  wish  to  inform  you  that  said  application 
has  been  denied  for  the  reason  that  premises  are 
located  in  a  residence  district  where  this  occupancy 
is  prohibited  by  Section  3,  Article  2  of  the  Building 
Zone  Resolution.’  ” 

and 

Whereas  the  premises  consist  of  a  plot  having  a  front- 
age  of  .0  feet  and  a  depth  of  100  feet.  It  is  proposed  to 
use  the  plot  for  a  term  of  two  (2)  years  for  parking  and 
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storage  of  more  than  five  (5)  motor  vehicles,  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7 h  of  the  zoning  resolution  and  that  the 
applicant  failed  to  substantiate  a  basis  to  warrant  exercise 
of  discretion  to  grant  under  section  21  of  the  zoning  resolu¬ 
tion  and  was,  therefore,  not  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  April  8,  1942,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


425-42-BZ. 

APPLICANT— Bishop,  McCormick  and  Bishop  (lessees), 
for  Bismac  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of 
years,  the  conversion  of  occupancy  of  a  building  to 
a  motor  vehicle  repair  shop  (this  case  was  pre¬ 
viously  acted  upon  by  the  Board). 

PREMISES  AFFECTED— 139-29  Hillside  avenue,  north 
side  103.40  ft.  west  of  143rd  street  (Block  No. 
%98,  Lot  Nos.  21  and  23),  Jamaica,  Borough  of 
Queens. 

APPEARANCES—  __  , 

For  Applicant:  Frank  P.  Reilly,  Eric  M.  Holm¬ 
gren,  R.  L.  Bennett,  Charles  Oppenheimer  and 
C.  M.  Bishop. 

For  Opposition:  Joseph  M.  Lonergan,  Joseph  E. 

Backer  and  others.  , 

For  Administration :  Fred  Dahlem,  Dep  t  ot  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  J  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ^ 


THE  RESOLUTION  (425-42-BZ) 

Whereas,  Bishop,  McCormick  and  Bishop  (lessees),  for 
Bismac  Corporation,  owner,  filed  May  22,  1942,  an  ap¬ 
plication  under  sections  7 i  and  21  of  the  zoning  resolu¬ 
tion  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  term  of  years,  the  conversion 
of  occupancy  of  a  building  to  a  motor  vehicle  repair  shop 
(this  case  was  previously  acted  upon  by  the  Board)  , 
premises  •  139-29  Hillside  avenue,  north  side,  103.40  ft.  west 
of  143rd  street,  (Block  No.  9698,  Lot  Nos.  21  and  23), 
Jamaica,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  July  28,  1942  after  due  notice  by  publication  in 
the  Bulletin  of  the  Broad  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Hillside  avenue  is  in  a  business  use 
district;  87th  drive  is  in  a  residence  use  district;  143rd 
street  and  139th  street  are  each  in  residence  and  business 

use  districts;  and  „  ,  ,  .  ,  ,  . 

Whereas  the  decision  of  the  borough  superintendent, 
dated  April' 22,  1942  on  Alt.  Applic.  No.  634-42,  reads: 

“1.  Secure  approval  of  Board  of  Standards  and 
Appeals  for  proposed  change  of  occupancy,  as^  these 
premises  were  approved  for  their  present  use  in  the 
Bulletin  of  June  17,  1924.  . 

2.  The  proposed  use  of  these  premises  as  a  general 
motor  vehicle  repair  shop  is  contrary  to  Article  2  sec¬ 
tion  3  of  the  Building  Zone  Resolution.” 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  125  ft.  frontage,  130  ft.  maximum  in  depth  and 
one  story  in  height.  A  small  area,  at  the  northwesterly 


part  of  the  existing  building  is  located  in  a  residence  use 
district — the  remainder  is  in  a  business  use  district.  It  is 
proposed  to  use  the  building,  for  a  term  of  years,  as  a 

motor  vehicle  repair  shop;  and 

Whereas,  the  premises  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  is  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7i  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7 i  thereof  for  the 
term  of  the  present  war  emergency  and  for  one  year  there¬ 
after,  to  permit  the  existing  premises  to  be  occupied  m 
addition  to  the  present  permitted  use  as  indicated  in  the 
resolution  granted  by  the  Board  on  June  10,  1924,  under 
Cal.  No.  318-24- A,  for  the  reconstruction,  readaptation  and 
repair  of  motor  vehicles  other  than  those  dealt  in  by  the 
agency,  on  condition  that  such  work  shall  be  carried  on 
entirely  within  the  building  and  that  only  such  spaces  shall 
be  used  inside  the  building  as  are  not  now  occupied  for  the 
general  repairing  of  motor  vehicles  dealt  in ;  that  such  work 
shall  be  done  manually  with  hand  tools;  that  any  machinery 
required  shall  be  installed  only  for  use  during  this  emcr- 
gcncy  period  and  shall  be  removed  upon  the  expiration 
thereof ;  that  no  additional  signs  shall  be  constructed  or 
maintained  on  the  building;  that  in  all  other  respects,  the 
building,  open  area  of  the  plot  where  lawfully  occupied  and 
the  occupancy  shall  conform  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


508-42-BZ. 

APPLICANT— William  Shary,  for  S.  E.  R.  Realty  Cor¬ 
poration,  owner  (H.  E.  R.  Laboratories,  Incor¬ 
porated,  lessee).  .  | 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  /c  of  the  zoning  res¬ 
olution,  to  permit  in  a  residence  use  district,  the 
extension  in  height  of  a  business  building.  1 

PREMISES  AFFECTED— 457  West  46th  street,  north  side, 
175  ft.  east  of  Tenth  avenue  (Block  No.  1056,  Lot 
No.  8),  Borough  of  Manhattan. 

APPEARANCES—  o  .  . 

For  Applicant:  William  Shary,  Samuel  bassler  and 

William  Henke. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  'L 

THE  RESOLUTION  (508-42-BZ) 

Whereas,  William  Shary,  for  S.  E.  R.  Realty  Corpora¬ 
tion,  owner  (H.  E.  R.  Laboratories,  Inc.,  lessee),  filed  June 
24,  i942,  an  application  under  section  7c  of  the  zoning  resolu¬ 
tion,  to' permit  in  a  residence  use  district,  the  extension  in 
height  of  a  business  building;  premises:  457  West  46th 
street,  north  side,  175  ft.  east  of  Tenth  avenue  (Block  No. 
1056,  Lot  No.  8),  Borough  of  Manhattan;  and  _  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  Inly  28,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and  _  « 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  46th  street  and  West  47th  street 
are  each  in  residence,  unrestricted  and  business  use  districts 
and  Tenth  avenue  is  in  a  business  and  unrestricted  use  dis¬ 
trict  ;  and  , 

Whereas,  the  decision  of  the  borough  superintendent 
dated  Tune  8,  1942,  on  Alt.  Applic.  No.  2509-41,  reads: 

‘‘The  amendment  dated  June  3,  1942  is  again  dis¬ 
approved  and  the  objection  No.  1  dated  Nov.  26,  1941  is 
again  repeated  as  follows : 
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^  he  proposed  extension  in  height  of  a  business 
building  located  in  a  residence  district  is  contrary  to 
Art.  2,  Sec.  3  and  Sec.  6  of  the  Zoning  Resolution  of  the 
City  of  New  York.” 

and 

Whereas,  the  existing  building  is  of  fireproof  construc- 
n/w  lr°ntage-  100  ft.  5  in.  in  depth  at  1st  story, 

90  ft  4  in.  in  depth  above  the  first  story,  three  (3)  stories 
ami  basement  (44  ft.)  in  height.  The  present  building  is 
occupied  for  developing  and  printing  motion  picture  film. 
It  is  proposed  to  erect  upon  the  front  portion  of  the  roof 
ot  the  building,  vaults  (25  ft.  by  9  ft.  4  in.  by  12  ft  high) 
for  the  storage  of  motion  picture  films;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  c,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c  thereof 
on  condition  that  the  building  shall  not  be  further  increased 
in  height  or  area ;  that  the  use  of  the  building  shall  not  be 
increased;  and  that  in  all  other  respects,  the  construction 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  and  granted  onlv  so  long  as  the 
building  is  occupied  substantially  as  proposed ;  that  all  per- 
irnts  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


271-37-BZ. 

APPLICANT— John  R.  Davis,  for  Union  Parking  Corpo¬ 
ration,  lessee. 

|SUBJEC  f  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  retail  use  district 
the  maintenance  of  a  transient  parking  space  for 
more  than  five  (5)  motor  vehicles  for  a  temporarv 
period. 

PREMISES  AFFECTED — 123- 127  West  47th  street,  north 
side ,  220  ft.  west  of  Sixth  avenue  (Block  No.  1000 

APPEARANCES22’  and  23^’  Borough  of  Manhattan.’ 

For  Applicant:  John  R.  Davis,  Ira  Levin  and  A 
Steers. 

•For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
I  .  ing  and  Buildings. 

jVCTION  OF  BOARD — Application  reopened  and  resolu¬ 
te  tion  amended. 

HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 
1 1UN — 

Affirmative:  Chairman  Murdock,  Commissioner 

Savage  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Blum . . .  1 

HE  RESOLUTION  (271-37-BZ) 

Whereas,  this  application,  permitting  in  a  retail  use  dis- 
,ct>  -tlle  maintenance  of  a  transient  parking  space  for  more 
lan  nve  (5)  motor  vehicles  for  a  temporary  period,  affect- 
,'g  Premises  123-127  West  47th  street,  northside,  220  ft 
e,st  °f  Sixth  avenue  (Block  No.  1000,  Lot  Nos.  22,  22U 
id  23)  Borough  of  Manhattan,  was  granted  by  the  Board 
O'eni  ier -7,  1937,  on  certain  conditions,  resolution  amended 
ctoher  25,  1938  permit  extended  January  30,  1940  and 
ecember  23,  1941  and  applicant  requested  an  amendment 
t  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
■reby  amend  the  resolution  adopted  on  November  23  1937 
/  adding  thereto: 

*  '-f  the  PfcrtJP  the  rear-  known  as  Lot  43  in  Block 

l.UUO,  is  occupied  in  conjunction  with  this  lot  for  similar 


transient  parking  purposes,  the  fence  along  the  common 
rear  line  of  such  lot  may  be  omitted;  that  the  curb  cut 
on  West  47th  street  shall  be  reduced  from  25  ft  to  15 
ft.  with  entrance  of  similar  width,  and  the  wall  along 
the  street  line  shall  be  extended,  to  agree  with  reduced 
width  of  entrance;  that  a  space  near  the  entrance  shall 
be  left  clear  at  all  times  for  transferring  of  cars  as 
indicated  on  plan  marked  “Received  July  24  1942” 

w  "Jo' c.onnection  with  Cal.  No.  314-42-BZ  (122-126 
West  48th  street),  where  a  transient  parking  use  has 
been  permitted  under  conditions  applying  jointly  to  the 
combined  plot. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

584-42-A. 

APPLICANT— Sidney  L.  Strauss,  for  General  Bronze 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMIf f  AFFECTED  34-12  Mhh  street,  west  side, 
73.02  ft.  south  of  34th  avenue  (Block  No.  324,  Lot 
Nos  32  to  45,  inclusive),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 

.  __T  ing  and  Buildings. 

ACTION^  OF^BOARD— Laid  over  to  July  31st,  1942  at 


354-42-A. 

APPLICANT— Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 

PREMISES  AFFECTED— 48  Greenleaf  avenue,  west  side, 
t  Man°n  avenue  (Block  No.  236 

Richmond  ^  ’  §t  Bri&hton,  Borough  of 

APPEARANCES— 

McCormaclf nt '  M'  Fenichel  and  Edward  J. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE1  VOTE— B0ARD~ApPeal  8ranted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative  ^  ^  B1Um  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (354-42-A) 

Whereas,  Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry  owner,  filed  April  27,  1942,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  affecting  premises  48 
Greenleaf  avenue,  west  side,  95  ft.  5  in.  north  ' of  Marion 

ZToIrZLZ* LLot  No-  w«  ^0^7. 

1.  Installation  of  Vorclone-Allison  system  to  fully 
comply  with  requirements  of  Certificate  of  Approval 
granted  by  the  Board  of  Hazardous  Trades  in  1929 
2.  Tumblers  should  be  installed  in  a  separate  room 
accessible  to  outer  air.”  ’ 

and 

.  Whereas,  the  applicant  states  that  the  proposed  building 
will  be  1  story  (11  ft.)  m  height,  28  ft.  by  44  ft.  in  area" 
ot  (  lass  3  construction,  located  on  a  lot  80  ft.  bv  ?00  ft’ 
irregular  in  area,  in  a  manufacturing  use  C  area  district 
and  occupied  as  a  technical  establishment  (clothes  cleaning 

oMnn0 e]?P  ?fting  USe  °f  SOJVent  havinS  das,1Point  in  excess 
ot  1UU  P.,  10  persons;  and 
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Whereas,  the  applicant  contends  that  the  Vorclone-Allison 
System  referred  to  in  the  said  objections,  was  approved 
under  #594,  by  the  Board  of  Hazardous  Trades  ot  the 
Fire  Department,  on  May  29,  1929;  that  the  approval  per¬ 
mitted  the  use  of  this  system  m  connection  with  dry  clean¬ 
ing  plants ;  that  the  plant  will  employ  only  the  use  of  solv¬ 
ents  having  a  flashpoint  in  excess  of  100  F.  and  is,  there¬ 
fore  a  technical  establishment  as  defined  in  chapter  1 )  ot 
the  Administrative  Code  and  Charter  of  the  City  of  New 
York-  that  the  proposed  installation  will  be  fundamentally 
the  same  as  the  said  approved  Vorclone-Allison  System,  ex¬ 
cept  that:  (1)  there  is  not  to  be  any  heater  used  for  heat¬ 
ing  solvent  leaving  the  filter;  (2)  there  is  not  to  be  an 
alkali  mixer;  (3)  there  is  not  to  be  an  agitroler  in  the  line 
through  which  the  solvent  leaving  the  circulating  pump 
passes ;  (4)  as  to  the  underground  tanks,  there  is  to  be  one 
550  gallon  capacity,  vertical  cone  bottom,  Dump  lank  and 
one  1000  Gallon  capacity,  cylindrical,  horizontal,  New  Sol¬ 
vent  Tank  in  lieu  of  the  one  1000  gallon  capacity  and  five 
1475  gallon  capacity,  vertical  type  cone  bottom  underground 
tanks  as  provided  for  in  the  approval  of  the  Vorclone- 
Allison  System;  (5)  all  piping  will  be  standard  black  steel 
pipe  in  lieu  of  galvanized  wrought  iron  with  malleable  iron 
fittings  as  provided  for  in  the  approval  of  the  \  orclone- 
Allison  System;  (6)  there  is  to  be  a  secondary  filter  not 
provided  for  in  the  approved  Vorclone-Allison  System, 
through  which  the  solvent  will  pass  before  entering  the 
still  pump  This  item,  which  is  identified  as  a  Waste 
Filter,  is  packed  with  rags  and  is  used  for  the  purpose  of 
preventing  any  solid  particles  from  entering  the  pump  ,  (/) 
there  is  to  be  two,  above  ground,  clarifier  tanks,  not  pro¬ 
vided  for  in  the  Vorclone-Allison  System,  each  having  a 
capacity  of  135  gallons.  These  tanks  are:  (a)  cylindrical 
have  cone  bottoms  and  are  set  upright  on  steel  legs,  (o) 
of  welded  steel  construction  and  built  to  withstand  hydro¬ 
static  pressure  of  40  lbs.  per  square  inch ;  (c)  constructs 
of  steel  (14  gauge  shell  and  cone  bottom  and  10  gauge  top)  ; 
(d)  2754  in.  diameter  with  48  in.  long  cylinder  and  being 
60  in.  high  overall ;  (e)  provided  with  dial  type  liquid  level 
gauge  for  observation  by  operator;  (f)  vented  to  outer 
air,  with  vent  pipes  having  return  bends  and  installed  as 
required  by  the  Administrative  Code  and  Charter  of  the 
City  of  New  York;  (g)  equipped  with  overflow  piping 
connected  to  underground  tanks.  With  reference  to  this 
proposed  installation,  it  is  necessary  to  vary  from  the  said 
approved  Vorclone-Allison  System,  as  outlined  above  be¬ 
cause  •  a)  of  the  modern  methods  employed  in  this  indus¬ 
try;  (b  of  the  fact  that  the  said  modern  methods  have 
resulted  in  the  simplification  of  reclamation  and  treatment 
of  the  solvent  and  therefore,  does  not  require  as  many 
underground  tanks  for  an  installation  of  this  size:  (c)  it  is 
extremely  difficult,  under  present  conditions,  to  obtain  cone 
bottom  tanks,  as  these  are  of  special  manufacture  and  there¬ 
fore  it  is  unavoidably  necessary  that  the  proposed  lOOO  gal¬ 
lon  tank  be  horizontal  as  shown  on  plans.  The  said  horn 
zontal  tank  as  well  as  the  vertical  tank  will  be  constructed 
as  provided  for  in  the  Vorclone-Allison  approval  with  refer¬ 
ence  to  thickness  of  metal,  method  of  fabrication  and  re¬ 
sistance  to  test.  Both  tanks  are  to  be  of  approved  tvne. 
encased  in  concrete  and  otherwise  protected  as  provided  for 
in  the  aforementioned  Vorclone-Allison  approval.  The  to- 
ial  amount  of  solvent  in  the  above  ground  equipment  will 
be  515  gallons  as  shown  on  plans.  Therefore,  the  below 
ground  Dump  Tank  will  be  of  ample  size  to  receive  all  the 
solvent  from  the  said  above  ground  equipment  at  one  time: 
(d)  the  galvanized  wrought  iron  pipe  and  malleable  iron 
fittings  are  not  obtainable,  at  this  time,  and  therefore  it 
becomes  necessary  to  use  standard  black  steel  pipe.  VV  ith 
reference  to  Objection  No.  2,  it  is  submitted  that  while 
Article  13  of  Chapter  19  of  the  Administrative  Code,  Sec¬ 
tion  C19-78g,  requires  that:  “drying  tumblers  shall  not  be 
permitted  in  rooms  obtaining  washing  tanks  *  *  >  .  s 

provision  is  specifically  designed  to  apply  to  dry  cleaning 
and  dry  dyeing  establishments  and  not  to  technical  estab¬ 
lishments  such  as  the  proposed  plant.  The  installation  of 
the  tumblers  in  separate  room  would  create  considerable 


hardship,  in  that  it  would  become  necessary  to  leave  a 
minimum  working  space  of  about  5  ft.  between  the  front  . 
of  the  tumblers  and  the  wall  and  an  additional  5  ft.  between* 
the  front  of  the  washers  and  the  wall  in  the  respective  . 
separate  rooms.  ihe  additional  space  so  required  would  I 
deprive  the  owner  of  floor  area  indispensable  to  such  other  ■ 
operations  as  assorting,  inspection,  pressing,  shipping,  etc.  I 
The  placing  of  tumblers  in  separate  room  would  also  de-  J 
prive  the  owner  of  the  convenience  of  direct  handling  of  | 
clothes  from  the  extractor  to  the  tumblers.  This  would  .j 
necessitate  considerable  additional  handling  and  use  ot  hand 
trucks  or  baskets,  thereby  reducing  the  efficiency  and  increas¬ 
ing  the  cost  of  operation;  that  (a)  while  this  proposed  in¬ 
stallation  does  not  come  within  the  classification  of  a  dry  ^ 
cleaning  plant,  the  requirements  of  Article  13  of  Chapter  19  J 
of  the  Administrative  Code,  specifically  designed  to  apply 
to  dry  cleaning  establishments,  will  be  complied  with,  in  , 
every  respect,  except  as  otherwise  specifically  stated  herein 
and  such  compliance  will  include  the  installation  of  a  system  I 
of  mechanical  ventilation  and  a  steam  extinguishing  system , 
(b)  the  cleaning  room  will  be  within  a  one  story  building 
and  the  said  room  will  have  a  fire-retarded  ceiling,  be  en¬ 
closed  with  masonry  walls,  be  separated  from  the  rest  of 
the  building  by  unpierced  masonry  walls  having  only  one 
opening,  which  will  be  used  as  a  doorway  and  which  will 
be  protected  by  a  fireproof  door;  that  the  owner  and  occu¬ 
pant  of  the  premises  will  suffer  practical  difficulties  and  ■ 
unnecessary  hardship  if  prevented  from  varying  from  any 
of  the  provisions  of  the  approval  issued  in  connection  with 
the  Vorclone-Allison  System  and  if  required  to  install  the  > 
tumblers  in  a  separate  room.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  90-42,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi-  . 
tion  that  in  all  other  respects  the  installation  shall  comply 
with  the  requirements  of  all  laws,  rules  and  regulations 
applicable  thereto  and  under  the  conditions  as  set  forth  in  ( 
resolution  adopted  this  date  by  the  Board  under  Cal.  No.  , 
893-41-BZ;  and  as  to  Obj.  No.  2  on  condition  that  in  addi-  J 
tion  to  the  sprinkler  system  and  steam  fire-fighting  system, 
mechanical  ventilation  in  the  tumbler  room  shall  be  main-W 
tained  with  controls  on  the  ventilating  system  interlockedH 
with  the  tumbler  system  controls  so  as  to  be  assured  that 
the  ventilation  system  will  always  be  in  operation  at  the 
time  the  tumblers  are  in  operation ;  that  such  mechanical  t 
ventilation  shall  be  in  addition  to  the  natural  ventilation 
furnished  bv  doors  and  windows;  that  the  capacity  of  the 
ventilating  fans  shall  be  sufficient  to  guarantee  at  least  10 
changes  of  air  per  hour;  that  all  equipment  shall  un¬ 
grounded  as  approved  for  explosive  atmospheres. 


456-42-S. 

APPLICANT— Frank  Straub,  for  Frederick  Figge  Com-  , 
pany,  owner.  . 

SUBJECT— Variation  of  the  Labor  Law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent.  - ,, 

PREMISES  AFFECTED— 300-302  Pacific  street,  south 
side,  250  ft.  east  of  Smith  street  (Block  No.  188, 
Lot  No.  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  Straub.  I..-; 

For  Opposition :  E.  F.  Quirke. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  ® 


THE  RESOLUTION  (456-42-S) 

Whereas,  Frank  Straub,  for  Fred  Figge,  owner,  filed  June 
5.  1942,  an  application  for  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  borough  superintendent,  premises  300- 


870 


MINUTES 


30-  Pacific  street,  south  side,  250  ft.  east  of  Smith  street 
(Block  No.  188,  Lot  No.  20),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  1,  1941,  on  Alt.  Applic.  2521-41  reads: 

“3.  Show  exits  for  building  to  comply  with  Sect  271 
Labor  Law  and  Factory  Exit  Rules  of  the  Board  of 
Standards  and  Appeals. 

4.  Minimum  allowable  floor  loads  for  factory  occu¬ 
pancy  is  120  lbs.  per  sq.  ft.  Sect  7.3.2.3  Code.” 

and 

Whereas,  the  applicant  states  that  the  budding  is  4 
stories,  (45  ft.)  in  height,  50  ft.  by  95  ft.  in  area;  of  Class 
|  3  const i uction ;  located  in  a  business  use  district;  erected  in 
A  occul)'?tl :  Cellar,  storage;  1st  floor,  mfg.  ventilators; 
2nd  floor,  mtg.  showcases,  4  persons;  3d  floor,  mfg.  gauges, 

I  4  persons ,  4th  floor,  factory — vacant  j  no  change  in  use  or 
occupancy  is  proposed.  The  building  is  equipped  with  one 
3  tt.  8  in.  wood  stairs,  leading  from  roof  bulkhead  direct 
to  street,  enclosed  in  wood  partitions,  covered  with  metal  on 
I  both  sides,  equipped  with  wood  doors,  and  one  fire  escape  at 
the  rear  of  the  building,  extending  to  roof  by  ladder  and  to 
street  through  adjoining  properties;  and 
i  W«EREAS.  Yiolation  No-  1519-41  was  issued  March  24, 

’  1  ,  r  erectlnS  new  wood  stud  partitions  for  offices  and 

vestibules  on  the  north  section  of  2nd  floor  and  for  exit 
door  to  stairs  without  a  permit  and  using  the  1st,  2nd  and 
3rd  stories  for  factory  without  a  certificate  of  occupancy 
and  ’ 

W  hereas,  the  applicant  stated  to  the  Board  that  the  ques¬ 
tion  oi  erecting  partitions  will  be  taken  up  with  the  borough 
superintendent  under  a  separate  application;  and 
1  t  i*  Bie  applicant  contends  that  the  building  has  a 

Labor  Law  fire  escape  at  rear  extending  to  roof  with  two 
fireproof  windows  on  each  floor  opening  on  same  with  exit 
from  the  bottom  of  the  fire  escape  to  adjoining  yard;  that 
the  building  is  equipped  with  an  interior  wood  stairs  en¬ 
closed  in  metal-covered  partitions  with  wood  doors ;  that  the 
present  live  loads  are  75  lbs.  on  the  1st,  70  on  the  2nd  and 
3rd  and  55  on  the  4th  floors ;  that  these  loads  will  be  sufficient, 
as  there  will  not  be  any  heavy  machinery  or  manufacturing 
in  this  building  and  it  is  requested  that  this  condition  be 
accepted ;  that  all  exit  requirements  as  approved  by  the 
Board  under  Cal.  1287-23-S  have  been  complied  with;  that 
the  question  of  floor  loads  was  not  submitted  to  the  Board 
at  that  time  and  was  apparently  accepted  by  the  Division  of 
Eire  1  revention,  as  the  building  was  used  for  the  manufac¬ 
turing  of  bed  springs  on  the  1st,  storage  on  the  2nd,  manu¬ 
facturing  of  gauges  on  the  3rd  and  brass  goods  on  the  4th 
floors,  according  to  the  records  of  the  Department. 

|  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  No.  2521-41,  Obj.  No.  3  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
stairwax  throughout  shall  comply  with  the  requirements  of 
resolution  as  adopted  by  the  Board  under  Cal.  No. 
1287-23-S  ;  that  the  rear  fire  escape  shall  comply  with  the 
requirements  of  the  Labor  Law  and  egress  shall  be  main- 
lamed  through  to  the  street  as  required  in  that  resolution; 
and  zvithdraum  as  to  Objection  No.  4,  on  condition  that  the 
ffior  load  throughout  shall  be  not  less  than  120  lbs.  per 
superficial  foot ;  that  in  all  other  respects  the  building  and 
, occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  other  than  as  modified  by  the  Board  under 
~al.  No.  1 052-4 1-BZ,  and  that  no  use  shall  be  maintained  in 
Re  building  contrary  to  the  requirements  of  Section  4,  Sub- 
hvision  B  of  the  zoning  resolution;  that  no  factorv  in  the 
ouddrng  shall  be  operated  at  night  between  the  hours  of 
i7  P.  M.  to  8  A.  M.  or  on  Sundays  or  holidays. 


Adjourned,  2 :00  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JULY  28,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 

Blum  and  Deputy  Chief  Murphy. 

ZONING  CASES. 

203-28-BZ. 

•^■1  PLICAN1  Seymour  Mork  and  Henry  Nordheim,  for 
Fan  Ri  Realty  Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  an  illuminated  electric  sign 
on  a  store  located  in  a  multiple  dwelling  (the  said 
^  store  was  previously  granted  by  the  Board). 

PREMISES  AFFEC 1  ED — 1801  University  avenue  and 
165  West  Tremont  avenue,  northwest  corner  (Block 

t  ,  !!0'  2879,  Lot  No.  100),  Borough  of  The  Bronx. 
APPEARANCES — 

For  Applicant:  None. 

ACTION  OF  BOARD  Application  to  reopen,  dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS  APPLICATION  TO 
REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  n 


177-33-BZ. 

AI  PLICANT  Lama  and  Proskauer,  for  Joseph  Gross, 
owner. 

SUBJEC  T  Application  for  consideration — reopening  on  a 
new  proposal  (re  decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
■  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station, 
motor  vehicle  repair  shop,  auto  laundry,  lubritorium 
and  office  (previously  denied  re  gasoline  service 
station). 

PREMISES  AFFECTED— 1510-1522  Rockaway  parkway 
and  9616-9626  Flatlands  avenue,  southwest  corner 
(Block  No.  8204,  Lot  Nos.  42  and  44),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  '  a 


245-42-BZ. 

APPLICANT— David  Weinberg,  for  Mary  D.  Welling 
and  Simmons  Realty,  Incorporated,  owners  (J.  S. 
Krum,  Incorporated,  lessee). 

SUBJECT  Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7a,  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  maintenance  of  a  (new)  illuminated 
business  sign ;  the  combined  area  of  which  sign  and 
the  area  of  the  existing  sign  exceeds  15'%  of  the 
area  of  the  wall  surface  on  which  these  signs  are 
displayed. 

PREMISES  AFFECTED — 2460-2468  Grand  Concourse  and 
201  East  188th  street,  northeast  corner  (Block  No. 

APPEARANCES—0'  ^  Bor°ugh  of  The  Bronx- 
For  Applicant:  None. 

ACT  ION  Oh  BOARD — Application  withdrawn. 
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THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 


105-41-BZ. 

APPLICANT— George  W.  Cornell,  Administrator  of 
Estate  of  William  H.  Schmohl,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  time— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  paikmg 
and  storage  of  more  than  five  (5)  motor  vehicles 
for  a  term  of  two  (2)  years. 

PREMISES  AFFECTED — 442  East  109th  street,  south¬ 
west  corner  of  East  River  drive  (Block  No.  1 70—, 
Lot  No.  29),  Borough  of  Manhattan. 

APPEARANCES—  „  A  _  . 

For  Applicant :  Geo.  W.  Cornell,  A.  Lama  and 
Frank  Salerno. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended.  _ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (105-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  George  W.  Cornell, 
Administrator  of  Estate  of  William  H.  Schmohl,  owner, 
filed  February  7,  1941,  an  application  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  and  also  the  conversion  of  occupancy  of  a  structure 
to  a  garage  for  more  than  five  (5)  motor  vehicles;  premises 
442  East  109th  street,  southwest  corner  of  East  River  drive 
(Block  No.  1702,  Lot  No.  29),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board 
January  20,  1942,  on  certain  conditions  and  applicant  le- 
quested  an  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  20,  1942, 
only  so  far  as  it  has  reference  to  obtaining  of  permits  and 
completion  of  work,  so  that  as  amended  this  portion,  of  the 
resolution  shall  read : 

“ that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


THE  RESOLUTION  (834-41-BZ) 

Whereas,  Max  Horn,  for  101  Beach  61st  Street  Corpora¬ 
tion,  owner,  filed  September  26,  1941,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  of  more  than  five  (5)B 
motor  vehicles;  premises  101  Beach  61st  street,  west  side, 
566  ft.  south  of  Larkin  avenue  (Block  No.  354,  Lot  No. 
75),  Arverne,  Borough  of  Queens;  and  ■ 

Whereas,  this  application  was  granted  by  the  Board  April 
28,  1942,  on  certain  conditions  and  the  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  28,  1942,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  work,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read: 

“that  all  permits  shall  be  obtained,  and  in  vxew  of  state¬ 
ment  by  the  applicant  that  the  fences  and  curb  cut  have 
been  constructed,  that  all  work  shall  be  _  completed 
within  two  (2)  months  from  the  date  of  this  amended 
resolution.” 


120-42-BZ. 

APPLICANT— Randolph  H.  Almiroty,  for  The  Salvation 
Army,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to  paper  sort¬ 
ing  and  baling  and,  also,  for  factory  use  covering 
more'  than  the  permissible  25'%  of  the  total  floor 
area. 

PREMISES  AFFECTED— 2-22  Quincy  street  and  l_-9 
Downing  street,  southeast  corner  (Block  No.  1972, 
part  of  Lot  No.  2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (120-42-BZ) 


834-41-BZ. 

APPLICANT— Max  Horn,  for  101  Beach  61st  Street  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  seasonal  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 101  Beach  61st  street,  west  side, 
566  ft.  south  of  Larkin  avenue  (Block  No.  354,  Lot 
No.  75),  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Mollie  Horn. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


Whereas,  Randolph  H.  Almiroty,  for  The  Salvation 
Army,  owner,  filed  February  10,  1942,  an  application  under 
section  7c  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  conversion  of  occupancy  of  an  ex¬ 
isting  building  to  paper  sorting  and  baling,  and  also  for 
factory  use  covering  more  than  the  permissible  25%  of  the 
total  floor  space;  premises  2-22  Quincy  street  and  1-9 
Downing  street,  southeast  corner  (Block  No.  1972,  part  of 
Lot  No.  2),  Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  Board  April 
28,  1942,  on  certain  conditions  and  applicant  requested  an 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  28,  1942,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  work,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

202-42-A. 

APPLICANT — Fort  Greene  Refrigerating  Service,  Incor¬ 
porated,  tor  Conron  Realty  Corporation  and  Atlan¬ 
tic-South  Elliot  Corporation,  owners  (Blue  Ribbon 
Provisions,  Incorporated,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
lire  commissioner. 

PREMISES  AFFECTED — 172-176  and  178-184  South 
Elliot  place,  west  side,  131  ft.  4  in.  north  of  Atlan¬ 
tic  avenue  (Block  No.  2002,  Lot  Nos.  46-52), 
Borough  of  Brooklyn. 

APPEARANCES— 

hor  Applicant :  Abraham  Greenberg. 

At  TION  OF  BOARD — Placed  on  Reserve  Calendar. 


493-42-A. 

APPLICANT— Brewster  Aeronautical  Corporation,  lessee, 
for  Ford  Motor  Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 32-14  Northern  boulevard, 
southwest  corner  of  Honeywell  street  (Block  No. 
214,  Lot  No.  210),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

hor  Applicant :  Merwin  Lewis. 

For  Administration:  Thos.  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  September  15,  1942 
at  2  P.  M.,  at  request  of  applicant’s  representative. 


494-42-S. 

APPLICANT — Brewster  Aeronautical  Corporation,  lessee, 
for  Ford  Motor  Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 32-14  Northern  boulevard, 
southeast  corner  of  Honeywell  street  (Block  No. 
214,  Lot  No.  210),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Merwin  Lewis. 

AL  I  ION  OF  BOARD — Laid  over  to  September  15,  1942 
at  2  P.  M.  at  request  of  applicant’s  representative. 


561-42-A. 

i  APPLICANT — Anthony  J.  Yaconetti,  for  Jennie  Pica, 
adjoining  property  owner. 

!  OWNER  OF  PREMISES— Margaret  Hoffman. 

SUBJEC  T — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Alt.  367-42. 

[  PREMISES  AFFECTED — 4555  Third  avenue,  southwest 
corner  of  Lorillard  place,  and  539-545  East  184th 
street,  north  side,  50  ft.  west  of  Lorillard  place 
(Block  No.  3052,  Lot  No.  37),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Anthony  J.  Yaconetti. 

i  A(  I  ION  OF'  BOARD — Referred  to  Engineer  of  the 
Board.  Owner  to  be  notified  when  date  is  set  for 
hearing. 


571-42-A. 

APPLICANT — Colonial  Pipe  and  Supply  Corporation, 
lessee,  for  Insular  Lumber  Sales  Corporation, 
owner. 

SURJEC  T — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 44-72  11th  street  and  10-57 
45th  avenue,  northwest  corner  (Block  No.  51,  Lot 
Nos.  19  and  20),  Long  Island  City,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant:  David  Abramowitz. 

ACTION  OF  BOARD — Laid  over  to  September  15,  1942 
at  2  P.  M.,  at  request  of  applicant’s  representative. 


507-42-A. 

APPLICANT  Arthur  Weiser,  for  28th  Properties,  In¬ 
corporated,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 31-81  Stcinway  street,  east  side, 
100  ft.  north  of  Broadway  (Block  No.  678,  Lot  No. 
9),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Estelle  Weiser. 

ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment  at  request  of  applicant’s  representative 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  (  ommissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 


525-42-A. 

APPLICANT— Samuel  Fleisher,  lessee,  for  60  South  4th 
•  Street  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 60  South  4th  street  (rear), 
southeast  corner  of  Wythe  avenue  and  359  Wythe 
avenue,  east  side,  80  ft.  south  of  South  4th  street 
(Block  No.  2442,  Lot  No.  7),  Borough  of  Brooklyn, 
APPEARANCES— 

For  Applicant :  Morris  Laufgraben  and  Samuel 
Fleisher. 

ACT  ION  OF  BOARD — Appeal  withdrawn  after  argument 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 


564-42-A. 

APPLICANT — Randolph  H.  Almiroty,  for  The  Salvation 
Army,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 937-939  Fulton  street  and  485- 
495  Waverlv  avenue,  northeast  corner  (Block  No. 
1978,  Lot  Nos.  1  and  45),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Randolph  H.  Almiroty. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argument 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  q 


576-42-A. 

APPLICANT— Max  Siegel,  for  N.  H.  Lyons  and  Company, 
Incorporated,  owner  (Lyoles  Realty  Corporation, 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 332-334  Pearl  street,  west  side' 
130  ft.  1  in.  north  of  Myrtle  avenue  (Block  No! 
140,  Lot  Nos.  25-26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Administration :  Thos.  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — -Appeal  withdrawn  to  complv. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  o 
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138-42-A. 

APPLICANT— Gilbert  I.  Prowler,  for  Joseph  Gross, 


owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMIES  AFFECTED— 1510-1512  Rockaway  parkway 
and  9614-9626  Flatlands  avenue,  southwest  corner 
(Block  No.  8204,  Lot  No.  42),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 


of 


4 


N  egative :  .  ^ 


THE  RESOLUTION  (138-42-A) 

Whereas,  Gilbert  I.  Prowler,  for  Joseph  Gross,  ovvner, 
filed  February  17,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  1510-1512  Rock¬ 
away  parkway  and  9614-9626  Flatlands  avenue,  southwest 
corner  (Block  No.  8204,  Lot  No.  42),  Borough  of  Brooklyn; 
and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


309-42-A. 

APPLICANT— Lama  and  Proskauer,  for  Dair  and  Smith, 
owners. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 45-12  to  45-20  79th  street 
northwest  corner  of  46th  avenue  (Block  No.  1530, 
Lot  No.  42),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Benjamin  Gollay.  > 

For  Administration :  Fred  Dahlem,  Dep  t  ol  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . . .  u 

Negative :  Chairman  Murdock,  Commissioners 
"  Savage  and  Blum  and  Deputy  Chief  Murphy  4 


THE  RESOLUTION  (309-42-A) 

Whereas,  Lama  and  Proskauer,  for  Dair  and  Smith, 
owners,  filed  on  April  14,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  45-12  to  45-20  79th 
street,  northwest  corner  of  46th  avenue  (Block  No.  1530, 
Lot  No.  42),  Elmhurst,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  849-41,  dated  April  7,  1942,  reads: 

“This  refers  to  your  letter  of  April  1st  asking  that 
we  reinstate  permit  for  the  construction  of  the  build¬ 
ing  on  the  above  approved  application.  Please  be  ad¬ 
vised  that  we  are  unable  to  reinstate  the  permit  which 
was  revoked  on  May  8,  1941,  as  the  approval  was 
given  for  the  building  to  be  erected  in  an  _  unrestricted 
zone  and  at  the  present  time  the  location  is  zoned  for 
residence  B  use.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one-story  (15  ft.)  in  height,  100  ft.  by  160  ft.  in 
area;  of  Class  1  construction;  located  in  a  residence  use 
“B”  area  district  and  occupied;  cellar,  boilerroom ;  1st  floor, 
public  garage  for  more  than  five  motor  vehicles  and  the  sale 
of  gasoline ;  and 


Whereas,  the  applicant  contends  that  the  present  owners 
acquired  title  to  the  premises  in  question  on  March  31,  1941, 
after  a  search  in  all  the  various  Municipal  Departments  dis¬ 
closed  that  the  premises  in  question  was  located  in  the  un¬ 
restricted  zone;  that  plans  were  prepared  and  filed  with  the 
Department  of  Housing  and  Buildings  in  the  Borough  of 
Queens,  on  March  6,  1941,  that  these  plans  call  for  the 
erection  of  a  one  story  fireproof  building  measuring  100  ft. 
on  79th  street,  and  160  ft.  on  46th  avenue,  the  building  to 
be  used  as  a  public  garage  for  the  parking  and  storing  of 
more  than  five  inotor  vehicles ;  that  these  plans  were  ap¬ 
proved  on  April  2,  1941 ;  that  on  April  24,  1941,  after  all 
subcontracts  were  signed,  the  owned  applied  for  a  permit 
to  build;  that  this  permit  was  issued  on  May  8,  1941  as  Per¬ 
mit  No.  2333;  that  on  the  same  day  work  was  started  and 
shortly  thereafter,  the  contractors  were  advised  by  the 
Department  of  Housing  and  Buildings  that  the  premises 
had  been  changed  from  an  unrestricted  district  to  a  resi¬ 
dential  district  and  the  permit  issued  on  May  8,  1941  was 
revoked ;  that  the  superintendent  erred  in  revoking  this  per¬ 
mit,  inasmuch  as  the  change  of  zone  was  not  to  become 
affected  until  May  17,  1941,  and  that  during  the  period  of 
May  8,  1941  to  May  17,  1941,  the  contractors  could  have 
done  a  sufficient  amount  of  work;  that  therefore,  in  view 
of  the  fact  that  the  permit  was  revoked  on  May  8,  1941, 
and  that  the  change  of  zone  did  not  become  effective  until 
May  17,  1941,  and  also  in  view  of  the  fact  that  all  sub¬ 
contractors  and  monies  having  been  spent  pursuant  to  the 
approval  of  plans  by  the  Department  of  Housing  and  Build¬ 
ings,  .it  is  respectfully  requested  that  this  permit  be  rein¬ 
stated  ;  and 

Whereas,  the  report  of  a  Committee  of  the  Board,  recom¬ 
mending  the  denial  of  this  appeal,  reads  as  follows: 

REPORT  OF  COMMITTEE. 

,  July  15,  1942. 

Re:  Cal.  No.  309-42-A 

Premises  45-12  to  45-20  79th  Street, 

N.  W.  Cor.  46th  St.,  Elmhurst,  Queens. 

The  premises  are  a  vacant  lot,  100  feet  by  160  feet, 
upon  which  it  was  proposed  to  erect  a  one-story  garage. 
Title  was  taken  to  the  premises  on  March  3,  1941.  On 
March  6,  1941,  plans  were  filed  under  New  Building 
Application  No.  849  of  1941.  On  April  2,  1941,  plans 
were  approved  and  application  for  permit  was  filed  on 
April  24,  1941,  and  permit  was  issued  on  May  8,  1941. 

On  March  12,  1941,  the  City  Planning  Commission 
authorized  a  public  hearing  for  April  16,  1941,  on  a 
proposal  to  change  the  use  zoning  of  an  area  which 
included  the  plot  in  question  from  unrestricted  to  resi¬ 
dence.  The  change  was  adopted  on  April  16th,  and  on 
April  1 7th  notification  of  the  resolution  was  filed  with 
the  Board  of  Estimate.  No  protest  was  filed  and  no 
action  taken  by  the  Board  of  Estimate  to  modify  or 
disapprove  the  resolution  and,  accordingly,  the  change 
became  effective  within  thirty  days,  namely,  May  17, 
1941. 

The  owners  entered  into  construction  contracts  and  on 
April  18,  1941,  two  days  after  the  change  of  zone  by  the 
Planning  Commission,  entered  into  an  agreement  to 
lease  the  building  upon  completion. 

Within  the  thirty-day  period,  namely,  April  17th  to 
May  17th,  the  lease  agreement  was  entered  into,  applica¬ 
tion  was  made  for  permit,  the  permit  was  issued,  but 
no  work  was  done  at  the  site  except  the  partial  con¬ 
struction  of  a  contractor’s  shanty.  On  the  same  day, 
May  8,  1941,  that  the  permit,  No.  2333,  was  issued,  it 
was  revoked  by  the  Borough  Superintendent  when  he 
learned,  apparently  for  the  first  time,  of  the  change  of 
use  zoning  by  the  Planning  Commission  on  April  16th, 
effective  May  17,  1941.  He  also  revoked  a  permit  issued 
May  7,  1941,  for  gasoline  storage  tanks. 

This  appeal  filed  by  the  architects  for  the  owners  is 
for  reinstatement  of  the  revoked  permits.  Prior  to  the 
filing  of  this  appeal,  an  application  for  a  zoning  variance 
to  permit  the  erection  of  the  garage  and  the  use  of  a 
portion  of  the  premises  for  outdoor  parking  and  storage 
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was  filed  and  hearing  held  (Cal.  No.  532H1-BZ).  At 
the  request  of  the  applicant,  decision  has  been  reserved 
pending  the  decision  in  this  appeal  for  reinstatement  of 
the  permit. 

'I  he  New  York  City  Charter  confers  upon  the  City 
Planning  Commission  the  authority  to  adopt  a  resolu¬ 
tion  to  amend  the  Zoning  Resolution.  If  no  action  is 
taken  by  the  Board  of  Estimate  within  thirty  days 
alter  notification  from  the  Commission  of  its  resolu¬ 
tion,  the  proposed  zoning  change  becomes  effective. 
The  Board  of  Estimate  is  without  power  to  initiate 
amendments  to  the  Zoning  Resolution  but  is  given  a 
qualified  sort  of  veto  power  to  disapprove  or  amend 
proposed  changes.  That  this  power  is  exercised  infre¬ 
quently  is  indicated  by  the  record,  which  shows  that  out 
of  a  total  of  210  amendments  adopted  by  the  Com¬ 
mission  and  filed  with  the  Board  of  Estimate,  29  re¬ 
quired,  under  the  Charter  provisions,  positive  action. 
Of  these  29  changes,  9  involved  modification,  8  received 
the  required  unanimous  vote,  11  failed  to  receive  the 
unanimous  vote  and  one  (as  of  July  7,  1942)  is  still 
pending.  Thus  it  will  be  seen  that  the  Board  of  Esti¬ 
mate,  either  by  inaction  or  action  where  required,  has 
approved  ninety  per  cent  of  the  Commission’s  resolu¬ 
tions  as  to  zoning  changes.  The  public  are  entitled  to 
rely  upon  the  action  of  the  Planning  Commission  and 
at  least  should  be  assured  that  during  the  thirty-day 
period  the  benefits  of  the  proposed  change  will  not  be 
nullified  by  the  issuance  of  permits.  This  principle  has 
been  recognized  by  the  court  ( Chccscbrough  vs.  Mur¬ 
dock  and  Tralow  Realty  Corporation  vs.  Board).  If 
the  Borough  Superintendent  were  permitted  to  issue 
new  building  permits  during  the  thirty-day  period  be¬ 
tween  the  adoption  of  a  resolution  by  the  Planning 
Commission  and  the  date  of  its  taking  effect  thirty  days 
thereafter,  that  official  could  nullify  the  proposed  new 
zoning  by  permitting  the  construction  of  buildings  or 
establishment  of  uses  in  direct  derogation  of  the  pend¬ 
ing  restriction.  The  far-reaching  effect  of  this  subver¬ 
sive  practice  is  self-evident. 

In  the  opinion  of  the  Committee,  public  interest  and 
welfare  and  stability  of  property  values  require  that  a 
permit  should  not  have  been  issued  during  the  thirty- 
da}-  period  and  the  Borough  Superintendent  acted  cor¬ 
rectly  in  revoking  the  permit  upon  learning  of  the 
change  of  zone  by  the  Planning  Commission.  The  law 
provides  a  remedy  by  means  of  an  application  for  a 
zoning  variance. 

The  Committee  recommends  that  the  appeal  be 
denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

JOHN  E.  GUNN, 

Deputy  Chief  Fire  Dep’t. 

Resolved,  that  the  decision  of  the  borough  superintendent, 

>n  N.  B.  Applic.  No.  849-41,  be  and  it  hereby  is  affirmed  and 
hat  the  appeal  be  and  it  hereby  is  denied. 


34-42-A. 

vPl ’Ll  CANT — Joseph  Lau,  for  Fred  Oddenheimer,  owner. 
>UBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

’REMISES  AFFECTED — 340  Greenwich  street,  west  side, 
70  ft.  9  in.  north  of  Jay  street  (Block  No.  182, 
Lot  No.  14),  Borough  of  Manhattan. 
iPPEARANCES — 

For  Applicant:  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


THr^VC)TE<  — Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  q 

THE  RESOLUTION  (334-42-A) 

\V hkreas,  Joseph  Lau,  for  bred  Oddenheimer,  owner, 
filed  April  23,  1942,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  premises  340  Greenwich  street,  west 
side,  70  ft.  9  in.  north  of  Jay  street  (Block  No.  182,  Lot 
No.  14),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  27,  1942,  re  Alt.  Applic.  37-42,  reads : 

“1.  Comply  with  2.4.1  B.  Code  for  marquise.  24  1- 
4.8g)  B  Code 

a.  W  ood  rafters  &  sheathing  contrary  to  above  sec¬ 
tions. 

b.  Drain  to  sewer  required. 

Use  of  this  building  Viz.  storage  does  not  comply 
with  approved  use  for  marquise  on  buildings. 

c.  Drain  to  sewer.” 

and 

/c)iVl?EREAS’  th.e  applicant  states  the  building  is  5  stories 
(55  it.)  in  height,  22  ft.  9  in.  by  82  ft.  in  area  at  1st 
noor,  22  ft.  9  in.  by  45  ft.  in  area  at  typical  floor ;  of  Class 
3  construction ;  located  in  an  unrestricted  use  district ; 
elected  prior  to  1885;  and  used — cellar,  storage;  1st  floor, 
store;  2nd  to  5th  floors,  storage  of  butter  and  eggs,  4  per¬ 
sons  per  floor;  and 

Whereas,  the  applicant  contends  that  the  building  is  lo¬ 
cated  in  the  market  district;  that  the  Transit  Commission 
ordered  the  marquise  disconnected  from  the  elevated  struc¬ 
ture  and  this  work  was  done,  which  resulted  in  a  violation 
for  working  without  plans ;  that  the  existing  marquise  is  of 
wood  structural  beams  and  corrugated  sheet  metal  roof  sup¬ 
ported  on  an  iron  angle  bolted  to  beams  which  are  tied  to 
masonry  wall  by  iron  rods  and  anchors;  that  structural 
ties,  supports  and  anchors  shall  be  installed  to  the  satisfac¬ 
tion  of  Dept,  of  Housing  and  Buildings,  to  make  the  mar¬ 
quise  structurally  safe;  that  the  marquise  extends  across 
the  entire  width  of  the  building  and  shall  extend  to  within 
2  feet  of  curb;  that  inasmuch  as  the  owner  is  willing  to 
make  all  the  alterations  to  satisfy  the  Dept,  of  Housing 
and  Buildings  for  the  existing  marquise  which  is  essential 
to  the  operation  of  this  business  and  which  has  existed 
since  prior  to  1920,  it  is  contended  that  Section  2.4.1  does 
not  apply  to  existing  marquise  and  therefore  it  is  respect¬ 
fully  requested  the  Board  accept  the  existing  wood  mar¬ 
quise,  as  supports,  rods  and  anchors  of  iron  will  be  installed 
to  make  it  structurally  safe  and  drainage  will  be  supplied 
to  the  sewer. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  37-42,  Obj.  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  two  (2)  years  from  the  date  of  this  action, 
on  condition  that  the  marquise  shall  be  made  structurally 
safe  to  the  satisfaction  of  the  borough  superintendent ;  that 
no  part  of  the  marquise  shall  be  nearer  than  2  ft.  to  the 
curb  and  granted  only  so  long  as  the  first  floor  occupancy 
shall  be  for  produce  business. 


532-42-A. 

APPLICANT — Sam  Bilgrei,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 3511  Peartree  avenue,  west 
side,  238.62  ft.  south  of  Boston  road  (Block  No. 
5282,  Lot  No.  15),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Louis  J.  Opal. 

For  Administration:  Dr.  John  Obermayer,  Health 
Dep’t;  William  Winder,  Health  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


875 


MINUTES 


THE  VOTE—  w  s  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative:  . . 


4 

0 


ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


THE  RESOLUTION  (532-42-A) 

Whereas,  Sam  Bilgrei,  owner,  filed  July  1,  1942,  on  ap¬ 
peal  from  an  order  of  the  fire  commissioner,  premises  4511 
Peartree  avenue  west  side,  238.62  ft.  south  of  Boston  road 
(Block  No.  5282,  Lot  No.  15),  Borough  of  Ihe  Bronx; 

^Whereas,  Order  No.  31084-LC,  issued  by  the  Fire  Com¬ 
missioner  June  1,  1942,  reads: 

“With  reference  to  your  application  dated  recently 
for  a.  permit  to  kindle,  build  or  maintain  a  fire  at  above 
location,  it  is  regretted  that  this  department  is  without 
1  tower  to  grant  such  a  permit  for  the  reason : 

That,  in  the  judgment  of  this  department,  the  issu¬ 
ance  of  such  permit  would  not  be  conducive  to  public 
welfare.  Moreover,  were  this  department  in  the  posi¬ 
tion  to  issue  such  permit,  approval  of  the  Department 
of  Health  would  be  required. 

YOU  ARE  THEREFORE,  HEREBY  ADVISED  TO  : 

1.  Refrain  from  kindling,  building  or  maintaining  a 
fire  on  these  premises.” 

Whereas,  that  applicant  states  that  the  plot  is  75  tt.  by 
100  ft.  in  area;  located  in  an  unrestricted  use  district;  occu¬ 
pied  for  burning  automobile  bodies ;  and  .  c 

Whereas,  the  applicant  contends  that  the  burning  oi 
automobile  bodies  conducted  on  this  property  is  for  the 
purpose  of  obtaining  metals  and  scrap  to  turn  over  to  the 
War  Production  Board ;  that  most  of  the  property  on  the 
block  involved  belongs  to  the  applicant ;  that  no  hazard  is 
created  by  the  burning  of  automobile  bodies  on  this  site, 
since  the  applicant  is  willing  to  carry  on  such  burning  under 
limitations  and  restrictions  as  may  be  ordered  by  the  Board; 
that  the  applicant  has  been  in  business  on  this  site  tor  1U 
years,  during  which  time  there  has  never  been  any  fire  other 
than  the  burning  of  automobile  bodies. 

Resolved,  that  the  Order  of  the  fire  commissioner,  No 
31084-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  for  the  term  of  the  present  war 
emergency,  to  permit  the  maintenance  of  the  bon  fire  as 
proposed,  on  the  portion  of  the  premises  facing  I  eartree 
avenue  and  for  a  depth  of  approximately  50  feet  and  re¬ 
moved  approximately  290  feet  southerly  from  Boston  Road, 
on  condition  that  this  portion  of  the  plot  shall  be  suitably 
fenced  with  a  protective  fencing  to  the  satisfaction  ot  the 
fire  commissioner;  that  a  yard  hydrant  fed  trom  1  eartree 
avenue  shall  be  maintained  on  the  premises  reasonably  ad¬ 
jacent  and  with  hose  of  sufficient  length  to  cover  the  entire 
area  of  the  lot  for  employment  in  the  event  of  danger ;  that 
this  fire  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner ;  that  the  person  in  charge  of  the  operation 
shall  hold  a  certificate  of  fitness  issued  by  the  fire  commis¬ 
sioner  and  that  no  fires  shall  be  permitted  unless  adequate 
attendants  are  present  for  the  operation  of  same. 


553-42-A. 

APPLICANT— Peter  A.  Strobel,  for  Defense  Plant  Cor¬ 
poration  of  U.  S.  A.,  owner  (Republic  Steel  Cor¬ 
poration,  agent  for  owner). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 160  Scott  avenue,  southeast 
corner  of  Scholes  street  (Block  No.  2972,  Lot  Nos. 
1  and  25),  Borough  of  Brooklyn  (under  section  35, 
General  City  Law  re  bed  of  mapped  street),  (Seneca 
avenue). 

APPEARANCES—  t  T  T  ..  .  .  _ 

For  Applicant:  Herbert  J.  Jacobi  and  A.  G. 
Mayger. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


THE  RESOLUTION  (553-42-A) 

Whereas,  Peter  A.  Strobel,  for  Defense  Plant  Corpora¬ 
tion  of  U.  S.  A.,  owner,  Republic  Steel  Corporation,  agent, 
filed  on  July  10,  1942,  an  application  pursuant  to  Section  35 
of  the  General  City  Law  for  the  erection  of  a  building  in 
the  bed  of  a  mapped  street  (Seneca  avenue)  premises,  160 
Scott  avenue,  southeast  corner  Scholes  street  (Block  No.  ' 
2972,  Lot  Nos.  1  and  25),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  1,  1942,  on  N.  B.  Applic.  305-42  reads: 

“1.  Proposed  building  located  in  the  bed  _  of  the 
mapped  streets  is  contrary  to  Art.  3,  Section  35  of  the 
General  City  Law.” 

Whereas,  the  applicant  states  that  the  proposed  building 
is  one  story  (44  ft.)  in  height,  429.33  ft.  by  190  ft.  in  area; 
of  Class  3  and  4  construction;  equipped  with  a  sprinkler 
system ;  located  in  an  unrestricted  use  district  and  occupied 
as  a  steel  tube  mill,  220  persons;  and  .  .  . 

Whereas,  the  applicant  contends  this  application  is  filed 
in  order  to  expedite  the  closing  of  and  transfer  of  title  of 
part  of  Seneca  avenue  shown  on  plans  to  be  covered  by 
proposed  building,  action  on  which  has  been  referred  to  the 
City  Planning  Commission ;  that  the  proposed  building  will 
be  constructed  to  produce  needed  war  materials  for  the 
United  States  Government;  and 

Whereas,  the  applicant  stated  to  the  Board  in  a  com¬ 
munication  dated  July  23,  1942  that  the  Defense  Plant  Cor- 
porafion  proposes  to  take  condemnation  proceedings  in  the 
Federal  District  Court  for  acquisition  of  the  necessary  land 
upon  which  to  construct  the  proposed  building. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  305-42,  Obj.  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  granted  the  Board  under  Section  35  of 
the  General  City  Law  to  permit  the  erection  of  a  building 
in  the  bed  of  a  mapped  street  as  proposed,  on  condition  that 
it  be  subject  to  the  vesting  of  title  in  the  Defense  Plant 
Corporation  in  condemnation  proceedings  and  on  condition 
that  the  building  shall  be  erected  in  accordance  with  all  the 
requirements  therefor,  as  modified  by  the  Board  under  C  al. 
No.  550-42-A,  for  continuation  during  the  term  of  the 
emergency  and  for  one  (1)  year  thereafter;  that  the  street 
shall  be  removed  from  the  City  Map  within  one  (1)  year 
from  the  date  of  this  resolution. 


554-42-S. 

APPLICANT — Waldes  Koh-I-Noor,  Incorporated,  owner. 
SUBTECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  acting  borough  superintendent. 
PREMISES  AFFECTED — 47-16  Austell  place,  southwest 
corner  of  27th  street  (Ashburn  street)  ;  (Block  No. 
98,  Lot  Nos.  42  and  30),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Miller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  oncondition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative:  . 


4 

0 


THE  RESOLUTION  (554-42-S) 

Whereas,  Waldes  Koh-I-Noor,  Inc.,  owner,  filed  on  July 
11,  1942  an  application  for  variation  of^  the  requirements 
of’  the  Labor  Law  affecting  premises  47-16  Austell  place, 
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southwest  corner  of  27th  street  (Ashburn  street)  ;  (Block 
No.  98,  Lot  Nos.  42  and  30,  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  11,  1942  (Cor.  No.  559-42)  reads: 

“Replying  to  your  letter  of  June  3rd  in  which  you 
state  that  you  have  been  ordered  by  the  Plant  Protec¬ 
tion  Section  of  the  Chemical  Warfare  Service  to  lock 
your  doors  from  the  outside  and  provide  them  with 
panic  bolts  on  the  factory  building  wherein  you  are 
making  war  materials,  would  say  that  it  is  not  within 
the  province  of  this  Department  to  permit  or  accept 
such  a  condition.  We  are  guided  by  Section  272,  Sub¬ 
division  3,  of  the  New  York  State  Labor  Law,  which 
specifies : — 

‘No  DOOR  LEADING  INTO  OR  OUT  OF  ANY  FACTORY  OR 
ANY  FLOOR  THEREOF  SHALL  BE  LOCKED,  BOLTED,  OR 
FASTENED  DURING  WORKING  HOURS.’ 

If  these  doors  are  to  be  locked  in  non-working  hours 
or  when  the  building  'is  vacant,  we  would  have  no  ob¬ 
jection,  but  if  it  is  desired  to  keep  the  doors  locked 
at  all  times  then  appeal  would  have  to  be  made  to  the 
Board  of  Standards  and  Appeals  for  variation  from  the 
requirements  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
•stories  (59  ft.)  in  height,  378  ft.  by  80  ft.  in  area,  of 
Class  1  construction,  erected  in  1916,  located  in  an  unre¬ 
stricted  use  district  and  occupied:  1st  floor,  factory,  ship¬ 
ping  and  receiving,  80  persons ;  2nd  floor,  factory  and  office, 
200  persons ;  3rd  floor,  factory  and  stock  room,  100  persons ; 
4th  floor,  factory,  300  persons ;  that  the  building  is  equipped 
with  a  sprinkler  system,  interior  alarm  system  and  fire 
drills  are  maintained;  that  there  are  nine  stairways,  3  ft. 

8  in.  wide,  of  fireproof  construction,  leading  from  roof  to 
grade ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  panic  bolts  as  shown  on  the  diagrams  filed  with  this 
application;  that  the  installation  of  these  panic  bolts  is 
necessary,  as  the  plant  is  engaged  in  defense  work;  and 
\\  hereas,  the  applicant  has  filed  a  copy  of  recommenda¬ 
tion  of  the  Plant  Protection  Office  of  the  U.  S.  Army  in 
favor  of  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
dated  June  11,  1942,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  panic  bolts  of  an  ap¬ 
proved  type  shall  be  installed  only  on  such  doors  as  are 
indicated  and  marked  “Approved  panic  bolts”  on  plans 
marked  “Received  July  11,  1942”;  that  all  other  exits  and 
entrances,  shown  thereon  shall  remain  open  for  exit  and 
entrance,  except  that  such  opening  shall  be  guarded;  that 
this  variance  shall  continue  only  during  the  term  of  the 
present  war  emergency  and  for  one  year  thereafter;  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 

_ 

565-42-A. 

APPLICANT — Samuel  W.  Ross,  for  Harlem  Centre  Cor¬ 
poration,  owner  (Small’s  Paradise  of  New  York 
City,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2294-2296  Seventh  avenue, 

southwest  corner  of  West  135th  street  (Block  No. 
1940,  Lot  No.  35),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  W.  Ross. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


THE  RESOLUTION  (565-42-A) 

Whereas,  Samuel  W.  Ross,  for  Harlem  Centre  Corpo¬ 
ration,  owner  (Small’s  Paradise  of  New  York  City,  lessee), 
filed  on  J  uly  14,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  2294-2296  Seventh 
avenue,  southwest  corner  West  135th  street  (Block  No. 
1940,  Lot  No.  35),  Borough  of  Manhattan;  and 
W  hereas,  the  decision  of  the  borough  superintendent, 
dated  July  9,  1942,  on  Misc.  Sprinkler  Applic.  No.  931-42 
as  amended  J  une  30,  1942,  reads : 

"2.  The  item  suggested  is  not  one  approved  by  the 
Board  of  Standards  and  Appeals,  hence  cannot  be 
accepted.” 
and 

Whereas,  said  objection  of  the  borough  superintendent 
was  issued  on  amendment  filed  June  30,  1942,  requesting  the 
acceptance  of  3  in.  by  3  in.  by  4  in.  Siamese  connection  made 
by  New  \ork  Brass  Company,  due  to  impossibility  of 
obtaining  regulation  Siamese  connection  at  the  present  time 
because  of  war  conditions ;  and 
Whereas,  the  applicant  states  that  the  building  is  three 
stories  (36  ft.)  in  height;  110.5  ft.  .by  125  ft.  in  area;  of 
Class  3  construction ;  equipped  with  a  sprinkler  system  and 
standpipe  system;  erected  1924;  located  in  a  business  use, 
B  district;  and  occupied— cellar,  cabaret,  bar  and  storage, 
250  persons ;  first  floor,  bar,  cabaret,  and  stores,  75  persons ; 
second  floor,  offices,  25  persons;  third  floor,  offices,  25  per¬ 
sons.  Proposed  to  be  occupied  as  at  present;  and 
Whereas,  Certificate  of  Occupancy  No.  10110,  issued 
October  19,  1925,  permits  the  use  of  cellar  as  dance  hall,  250 
persons;  first  floor,  stores,  75  persons;  second  floor,  offices, 
2n  persons ;  third  floor,  offices,  25  persons ;  and 
Whereas,  the  applicant  contends  that  the  Siamese  con¬ 
nection  as  shown  on  plans  filed  with  the  borough  superin¬ 
tendent,  cannot  be  obtained,  due  to  present  emergency  con¬ 
ditions,  and  permission  is  requested  to  use  3  in.  by  3  in.  by 
4  in.  connection  made  by  the  New  York  Brass  Foundry 
which  can  be  obtained  at  the  present  time;  that  this  Siamese 
connection  would  be  replaced  by  approved  type  Siamese  con¬ 
nection  after  the  expiration  of  the  war  emergency  period. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Sprinkler  Applic.  No.  931-42,  Obj.  No.  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  herebv 
is  granted  on  condition  that  the  Siamese  connection  proposed 
installed  as  made  by  the  New  York  Brass  Company, 
shall  be  replaced  by  a  duly  approved  Siamese  connection  as 
soon  as  the  same  are  available  after  the  present  war 
emergency. 


570-42-S. 

^/’J^ICANT— Oswald  Fischer,  for  Maria  Capasso,  owner. 
SUBJECi  \  ariation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFEC I  ED — 37-32  12th  street,  west  side, 
150.14  ft.  north  of  38th  avenue  (Block  No.  36  C 

APPEARANCES^’  ^°ng  ^anc*  City,  Borough  of  Queens. 

For  Applicant :  Oswald  Fischer  and  A.  Del  Giorno. 
For  Administration:  Edwin  Ludwig,  Health  Dept, 
and  Fred  Dahlem,  Dep’t  of  Housing  and  Build¬ 
ings. 

ACTJOhJ  OF  BOARD— Application  granted  on  condition. 
1  HE  V O  1  E — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . . . .  q 


THE  RESOLUTION  (570-42-S) 

Whereas,  Oswald  Fischer,  for  Maria  Capasso,  owner, 
filed  on  July  15,  1942,  an  application  for  variation  of  the 
requirements  of  the  Labor  Law  as  cited  in  a  decision  of  the 
borough  superintendent,  affecting  premises  37-32  12th  street 
wst  side,  150.14  ft.  north  of  38th  avenue  (Block  No.  361  ’ 
Lot  No.  32),  Long  Island  City,  Borough  of  Queens;  and 
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Whereas,  the  decision  of  the  borough  superintendent 
dated  June  17,  1942  on  Misc.  Applic.  No.  0867-41,  reads: 

“11.  The  use  of  the  building  for  bakery  purpose  is 
contrary  to  Art.  12,  bee.  338,  Labor  Law. 

and  . 

Whereas,  the  applicant  states  the  building  is  2  stories 
(25  ft.  6  in.)  in  height;  25  ft.  by  60  ft.  in  area  at  first  floor, 
'5  it.  by  4o  ft.  in  area  at  typical  floor;  of  Class  4  con¬ 
struction;  erected  1905 ;  located  in  an  unrestricted  use  dis¬ 
trict  and  occupied — cellar,  bakery,  2  persons;  first  llooi, 
store,  3  persons ;  second  floor,  dwelling,  2  families ;  and 

Whereas,  the  applicant  contends  ttiat  the  building  was 
erected  in  1905  and  that  since  that  time  a  bakery  has  been 
established  on  the  basement  floor ;  that  in  1913  the  City 
raised  the  grade  causing  the  basement  floor  to  become  cellar, 
thus  creating  a  cellar  bakery,  which  has  now  been  in  opera¬ 
tion  for  the  past  37  years ;  that  the  present  owner  purchased 
the  premises  in  1934  and  the  Department  of  Health  granted 
bamtary  Certificate  in  the  year  1938,  but  refused  to  continue 
the  certificate,  on  the  ground  that  the  bakery  is  a  cellar 
bakery  and  that  no  application  was  made  under  section  338, 
Subdivision  1  of  the  Labor  Law  for  a  Certificate  of  Exemp¬ 
tion  in  1913 ;  that  the  owner  is  not  in  a  position  at  this  time 
to  state  whether  or  not  such  application  was  made,  but  in 
view  of  the  continuous  use  of  the  premises  as  a  bakery 
for  37  years,  a  variation  is  requested,  to  permit  the  con¬ 
tinuance  of  cellar  bakery  use ;  that  the  clear  height  of  cellar 
ceiling  at  front  is  8  ft.  9  in.  and  at  rear  8  ft.  3  in. ;  that  the 
cellar  ceiling  is  1  ft.  3  in.  above  curb  level  and  cellar  floor 
is  below  rear  yard  1  ft.  4  in.  and  is  ventilated  by  means  of 
windows. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  5867-41,  Obj.  No.  11,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  in  an  exist¬ 
ing  building  and  that  the  cellar  bakery  shall  be  maintained 
to  the  satisfaction  of  the  Department  of  Health. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 


10-34-SA. 

APPLICANT— Hupp  Oil  Burner  Co.,  Inc.,  owner. 
SUBJECT — Application  reopened  March  8,  1938— re  amend¬ 
ment  of  resolution — re  approval  of  additional  Mod¬ 
els  Hupp  Oil  Burner  A,  AX,  C,  CO,  E,  EO  and 
EP  (previously  approved  re  Hupp  Oil  Burner, 
Models  H,  U,  P  and  PP,  also  under  name  of  Major 
Oil  Burner,  Models  H,  U,  P  and  PP). 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosection. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
N  egative :  .  0 

THE  RESOLUTION  (10-34-SA) 

Whereas,  Isaac  Huppert,  for  the  Hupp  Oil  Burner  Com¬ 
pany,  owner,  filed  January  22,  1934,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  Hupp  Oil  Burner,  Models  H,  U,  P  and 
PP ;  and 

Whereas,  this  appliance  was  approved  by  the  Board 
on  September  29,  1936 ;  and 

Whereas,  the  applicant  requested  a  reopening  and  an 
amendment  of  the  resolution  to  include  the  approval  of 
additional  models ;  and 

Whereas,  the  application  was  reopened  by  vote  of  the 
Board  on  March  8,  1938  and  referred  to  the  engineer  of 
the  Board  for  test  and  report ;  and 

Whereas,  the  applicant  failed  to  arrange  for  an  inspec¬ 
tion  of  these  additional  models,  although  duly  notified  to  do 


142-38-SA. 

APPLICANT — Red  Comet,  Incorporated,  owner. 
SUBJECT — Red  Comet  Automatic  Fire  Extinguisher,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


470-42-SA. 

APPLICANT — Staten  Island  Chemical  Corporation,  owner. 

SUBJF.CT — CEN-D-OUT  (for  extinguishing  incendiary 
bombs),  approval  of. 

APPEARANCES— 

For  Applicant:  Cyril  B.  Joyner. 

ACTION  OF  BOARD — Application  withdrawn  at  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
N  egative :  .  0 


591-42-SA. 

APPLICANT — Mary  Caruso,  owner. 

SUBJECT— Celestial  Fire  Extinguishing  Liquid,  approval 
of. 


so. 

Resolved,  that  the  request  for  the  approval  of  the  addi¬ 
tional  models  of  the  Hupp  Oil  Burner,  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


823-40-SA. 

APPLICANT — Morris  Oboler,  for  Robert  H.  Jacobs  and 
Morris  Oboler,  owners. 

SUBJECT — Eagle  Fire  Alarm  Control  Panel,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (823-40-SA) 

Whereas,  Morris  Oboler,  for  Robert  H.  Jacobs  and 
Morris  Oboler,  owners,  filed  July  29,  1940,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Eagle  Fire  Alarm  Control  Panel ; 
and 

Whereas,  the  applicant  has  failed  to  arrange  for  an 
inspection  of  this  appliance,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 
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6-37-SA. 

APPLICANT — Diesel  Oil  and  Burner  Corporation  of  New 
York,  owner. 

SUBJECT — Application  reopened  July  14,  1942  re  amend¬ 
ment  of  resolution  re  Diesel  American  Oil  Burner, 
Models  DA-0,  DA-2  and  DA-3,  approval  of  (Model 
DA-1  previously  approved). 

APPEARANCES— 

For  Applicant :  Alvin  Berger. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 

THE  RESOLUTION  (6-37-SA) 

Whereas,  the  Diesel  Oil  and  Burner  Corp.,  of  New  York, 
owner,  filed  January  8,  1937,  an  application  with  the  Board 
of  Standards  and  Appeals  for  the  approval  of  the  appliance 
known  as  the  Diesel-American  Oil  Burner,  D-A-l;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
February  9,  1937;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  to  include  the  approval  of  Models  DA-0,  DA-2 
and  DA-3 ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  July  14,  1942  and  referred  to  the  Committee  on 
Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 

July  24,  1942. 

Cal.  No.  6-37-SA,  Vol.  II. 

Subject:  Amendment  of  resolution  to  include  approval 
of  the  Diesel  American  Oil  Burner,  Models  DA-0, 
DA-2  and  DA-3. 

Under  date  of  February  8,  1937,  the  Board  of  Stand¬ 
ards  and  Appeals  approved  the  Diesel  American  Oil 
Burner  Model  DA-1  for  domestic  installations  and  fuel 
oil  not  heavier  than  No.  3,  U.  S.  Department  of  Com¬ 
merce  Standards.  Request  has  been  made  for  approval 
of  Models  DA-0,  DA-2  and  DA-3.  Application  re¬ 
opened  by  vote  of  the  Board,  July  14,  1942. 

These  models  are  similar  in  design  and  construction 
to  Model  DA-1  approved  by  the  Board  and  differ  only  as 
to  capacity.  The  housing  is  of  gray  cast  iron,  DA-0, 
4 y2  inches  outside  diameter,  DA-2  and  DA-3  Sy  inches. 
The  base  is  of  grey  cast  iron.  The  manifold  is  grey 
cast  iron  4 y2  in.  outside  diameter  for  DA-0  and  5 y2  in. 
for  DA-2  and  DA-3,  and  8  in.  long.  The  motor  is 
Ohio  or  Marattin  1/6  h.p.  single  phase  110  volt  60 
cycles,  1750  r.p.m.  The  fan  is  a  Torrington  or  Janulto 
drawn  aluminum  4Y  x  2%,  with  28  blades  for  DA-0 
and  32  blades  for  DA-2  and  DA-3.  The  pump  unit 
is  a  Tuthill  Fuelstat  300  Lee,  Teesdale  Fuelstat  Type 
S.C.C.  U  or  Webster  Fuelstat  1Z-B3125.  A  certified 
flexible  coupling  is  used. 

The  ignitors  are  Dielectric,  the  capacity  of  the  nozzle 
is  1.2  to  2  gallons  per  hour  for  DA-0  3  to  5  gallons  per 
hour  for  DA-2  and  5  to  9  gallons  per  hour  for  DA-3. 

The  controls  consist  of  Minneapolis-Honeywell  Pro- 
tecto  Relav  R117A,  Thermostat  Til,  Pressuretrol  P404 
Aquastat  LI 70.  The  models  were  inspected  at  100-20 
New  York  boulevard,  Queens.  The  C02  in  the  flue 
gas  was  maintained  at  10%. 

An  examination  of  details  of  the  assembly  indicate 
that  replacement  parts  are  interchangeable  and  the 
burners,  function  properly  within  their  operating  range. 
The  applicant’s  attention  is  called  to  Section  4.1  requir¬ 
ing  that  these  burners  have  assembly  of  approved  parts 
and  the  manufacturers  thereof  shall  apply  to  the  Board 
for  approval. 


On  the  basis  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  resolution  adopted  by  the  Board  Feb¬ 
ruary  8,  1937,  be  amended  to  include  the  approval  of  the 
Diesel  American  Oil  Burner  Model  DA-0,  DA-2  and 
DA-3  for  domestic  and  commercial  installations  with 
fuel  oil  not  heavier  than  No.  3  U.  S.  Dept,  of  Commerce 
standards  when  installed  in  accordance  with  this  report 
and  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  these 
additional  Models. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  9,  1937  and 
approve  the  appliance  known  as  the  Diesel  American  Oil 
Burner,  Models  DA-1,  DA-0,  DA-2  and  DA-3,  on  condition 
that  the  appliance  be  manufactured,  installed,  and  labelled, 
stamped  or  tagged  in  accordance  with  the  above  report. 


695-39-SM. 

APPLICANT — Nazareth  Cement  Company,  owner. 
SUBJECT — Application  reopened  December  16,  1941  re 
amendment  of  resolution — re  Nazareth  Dark  Port¬ 
land  Cement,  approval  of  (previously  approved  re 
Nazareth  Portland  Cement  and  Nazco  High-Early- 
Strength  Portland  Cement). 

APPEARANCES— 

For  Applicant:  J.  Clifford  Evans. 

ACTION  OF  BOARD — Resolution  amended,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (695-39-SM) 

Whereas,  The  Nazareth  Cement  Company,  owner,  filed 
May  25,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material,  known  as  Naza¬ 
reth  Portland  Cement  and  Nazco  High-early-strength  Port¬ 
land  Cement ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
July  18,  1939;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  to  include  the  approval  of  the  Nazareth  Dark 
Portland  Cement;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  December  16,  1941  and  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

„  ,  x  July  25,  1942. 

Cal.  No.  695-39-SM. 

Subject:  Nazareth  Dark  Portland  Cement,  Nazareth 
Portland  Cement,  Nazco  High  .Early  Strength 
Portland  Cement,  Approval  of 
Upon  application  of  the  Nazareth  Cement  Company, 
dated  December  4,  1941,  the  Board  on  December  16, 
1941,  reopened  this  application  to  consider  the  applica¬ 
tion  for  the  approval  of  Nazareth  Dark  Portland 
Cement. 

Cement  rock  is  quarried  on  the  company  property  in 
the  vicinity  of  the  plant  by  first  drilling  twelve  to  fifteen 
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holes  the  depth  of  the  face  of  the  quarry  which  is 
100  to  120  ft.  Chemical  tests  are  made  of  these  borings. 
The  holes  which  are  20  ft.  back  from  the  face  of  the 
quarry  are  loaded  with  dynamite  and  blasted.  The  rock 
is  hauled  from  the  quarry  to  the  crusher  building  in  11 
ton  steel  cars  by  means  of  a  gasoline  locomotive.  At 
the  crusher  building  the  cement  rock  goes  through  an 
Allis  Chalmers  Roll  Crusher  and  then  through  a  Penn¬ 
sylvania  Hammer  Mill  whence  it  is  conveyed  to  the  rock 
storage.  These  operations  reduce  the  rock  to  two 
inches  or  less  in  size.  From  the  rock  storage  the  mate¬ 
rial  is  fed  to  two  Rotary  Dryers.  After  leaving  the 
dryers — iron  oxide  and  silica  are  added  in  the  approxi¬ 
mate  proportions  of  2}/2  parts  of  iron  oxide  and  4  parts 
of  silica  size  by  two  Bradley  Mills  and  still  further  by 
means  of  8  tube  mills  of  which  not  more  than  5  are  in 
use  at  one  time.  The  discharge  from  the  tube  mills 
goes  to  4  air  separators.  The  fines  from  the  separators 
are  conveyed  to  one  of  twelve  blending  bins.  The  tails 
or  coarse  material  from  the  separators  are  returned  to 
the  tube  mills  to  be  ground  over  again. 

The  kiln  feed  is  prepared  by  drawing  the  ground  raw 
material  from  three  to  six  blending  bins  at  a  time 
whence  it  is  conveyed  to  the  kilns  where  it  is  burned 
into  clinker.  The  clinker  is  discharged  from  the  kilns 
onto  a  bucket  conve57er  whence  it  is  conveyed  to  the 
clinker  storage.  From  the  clinker  storage  the  clinker  is 


taken  by  conveyors  to  a  Richardson  Scale  where  the 
required  amount  of  gypsum  is  added.  The  clinker  is 
reduced  to  powder  by  means  of  first  two  Bradley  Mills 
and  then  eight  tube  mills.  From  the  tube  mills  the 
cement  is  conveyed  by  Fuller  Kinyon  pumps  into  the 
stock  houses. 

The  controls  of  the  manufacturing  process  are  as  * 
follows : 

Samples  are  taken  of  the  raw  material  feed  into  the 
blending  bins  every  two  hours  and  the  calcium  carbonate 
content  of  the  material  determined.  Likewise  samples 
are  taken  every  two  hours  of  the  kiln  feed  and  the  f 
calcium  carbonate  content  determined.  Composite's  are  * 
made  of  bi-hourly  samples  for  complete  chemical  analy-  I 
sis.  Samples  are  taken  of  thp  ground  cement  after 
discharge  from  tube  mills  every  two  hours  and  fineness,  I 
setting  time  and  sulphur  trioxide  determined.  Com¬ 
posite  samples  are  made  from  the  bi-hourly  samples  i 
upon  which  complete  chemical  and  physical  tests  are 
made.  The  samples  are  taken  by  laboratory  represen¬ 
tatives  and  any  changes  required  as  shown  by  these  . 
analyses  are  made  in  the  manufacturing  process.  Sam-  i 
pies  were  taken  of  Nazareth  Dark  Cement  at  the  mill 
located  at  Nazareth,  Pa.,  and  tested  in  the  presence  of 
representatives  of  the  Committee  on  Tests  with  the 
following  results : 


CHEMICAL  ANALYSIS 


A.S.T.M. 

A.S.T.M. 

Fed.  Spec. 

Fed.  Spec. 

As  Tested 

C-9-38 

C150-41-Type  11 

SS-C-191-A 

SS-C-206-A 

SiO  . 

.  21.5% 

Min.  21.0% 

Min.  21.0% 

ADCh  . 

.  4.6 

Max.  6.0 

Max.  7.50% 

Max.  6.0 

Fe203  . 

.  4.6 

Max.  6.0 

Max.  6.0 

Max.  6.0 

CaO  . 

.  62.6 

MgO  . 

.  3.6 

Max.  5.0% 

Max.  5.0 

Max.  5.0 

Max.  5.0 

SOj  . 

.  1.5 

Max.  2.0 

Max.  2.0 

Max.  2.0 

Max.  2.0 

Ig.  Loss  . 

. 9 

Max.  4.0 

Max.  3.0 

Max.  3.0 

Max.  3.0 

Ins.  Res . 

. 17 

Max.  0.85 

Max.  0.75 

Max.  0.75 

Max.  0.75 

3  CaO  Si02  . 

.  49. 

Max.  50. 

2  CaO  Si02  . 

.  25. 

Max.  8. 

Max.  8. 

3  CaO  AL203  . 

.  4. 

4  CaO  AL203Fe203  . 

.  14. 

Free  Lime  . 

. 8 

AL20(  4.6 

Ratio  . 

—  1 

.7  to  2.0% 

.7  to  2.0% 

Fe203  4.6 

PHYSICAL  TESTS 

A.S.T.M. 

A.S.T.M. 

Fed.  Spec. 

Fed.  Spec. 

As  Tested 

C-9-38 

Cl  50-41 -Type  11 

SS-C-191-A 

SS-C-206-A 

Tensile  Strength  : 

1.3  Standard  Mortar  ave.  of  6  Briquettes 

lbs.  p.s.i. 

Age  3  days  . 

.  314 

Min.  125 

Min.  125 

Age  7  days  . 

.  397 

Min.  275 

Min.  250 

Min.  275 

Min.  250 

Age  28  days  . 

.  496 

iVlin.  350 

Min.  325 

Min.  350 

Min.  325 

Compressive  Strength  : 

Plastic  Mortar — A.S.T.M.  Method- 

—ave.  of 

6  cubes — lbs.  p.s.i. 

Age  3  days  . 

.  1470 

I 

Min.  750 

Age  7  days  . . 

.  2293 

Min.  1500 

Age  28  days  . 

.  3829 

Min.  3000 

Plastic  Mortar  Cubes  Fed.  Spec.  ! 

SS-C-158 

ave.  of  six  cubes 

Age  3  davs  . 

.  1403 

Min.  750 

Age  7  days  . 

.  2116 

Min.  1800 

Min.  1500 

Age  28  d^ys  . 

.  3721 

Min.  3000 

Min.  2500 

(Normal  Consistency  22.5%) 

Autoclave  Expansion  . 

. 070% 

Max.  .50% 

Max.  .50% 

Fineness : 

Surface  Area,  sq.  cm/gm . 

.  1850 

Min.  1700 

Min.  1500 

Min.  1800 

%  Passing  325  Mesh . 

.  90.2% 

Sitting  Time: 

Initial  . 

Min.  45  Min. 

Min.  60  Min. 

Min.  60  Min. 

Min.  60  Min 

Final  . 

Max.  10  hrs. 

Max.  10  hrs. 

Max.  10  hrs. 

Max.  10  hrs. 
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This  cement  is  shipped  in  cloth  and  paper  hags  and 
in  hulk. 

It  is  accordingly  recommended  that  Nazareth  Dark 
Portland  Cement  be  approved  for  use  in  New  York  City 
pursuant  to  C26-312.0,  Subdivision  c,  Para.  1,  of  the 
Building  Code  as  amended  by  Local  Law  No.  26,  effec¬ 
tive  March  29,  1940,  on  condition  that  certified  mill 
reports  signed  by  the  applicant’s  Chief  Chemist  he  filed 
with  the  Board,  and  that  all  bags  be  stamped,  marked 
or  labeled  “Approved  for  use  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  695- 
39-SM,”  and  when  shipped  in  bulk  its  bill  of  lading 
shall  be  similarly  marked. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  amendment  of  the 
resolution  of  July  18,  1939  and  the  approval  of  the  Nazareth 
Dark  Portland  Cement. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  18,  1939  and  approve 
the  material  known  as  the  Nazareth  Dark  Portland  Cement, 
on  condition  that  the  material  be  manufactured,  used  and 
labelled,  stamped  or  tagged  in  accordance  with  above  report. 


1407-39-SM. 

APPLICANT — Rudolph  P.  Miller,  for  United  Floors,  Inc., 
owner. 

SUBIECT — United  Floor  Construction,  approval  of. 

APPEARANCES— 

For  Applicant:  Rudolph  P.  Miller  and  John  Bar- 
bato. 

ACTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (1407-39-SM) 

Whereas,  Rudolph  P.  Miller,  for  United  Floors,  Inc., 
owner,  filed  on  November  16,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  mate¬ 
rial  known  as  the  United  Floor  Construction ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Tuly  17,  1942. 

Re:  Cal.  1407-39-SM 

Subject:  United  Floor  Construction,  Approval  of 

The  United  Floors  Inc.  of  New  York  City  filed  No¬ 
vember  16,  1939  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  United  Floor 
Construction  for  use  in  New  York  City  in  Class  I  and 
Class  II  construction  with  Average  A  and  Average  B. 
concrete  and  with  controlled  concrete  pursuant  to  Sec¬ 
tion  C26-476.0  and  C26-622.0  of  the  Administrative 
Code. 

The  construction  for  which  approval  is  sought  is 
known  as  United  Floor  Construction.  It  is  a  long-span 
reinforced  concrete  one-way  ribbed  floor  construction 
either  supported  at  the  ends  on  brick  walls  or  other 
suitable  supports,  or  installed  between  steel  beams  or 
girders,  encased  and  fire-protected  as  required  by  law 
for  the  conditions  under  which  it  is  to  he  used. 

The  construction  is  shown  in  detail  in  Figure  1.  Tt 
is  designed  in  compliance  with  the  provisions  of  Sub- 
article  5,  Reinforced  Concrete  Construction  Sections 
C26-468.0  (8.5.1)  through  C26-509.0  (8.5.41)  of  the 


Administrative  Building  Code;  and  the  safe  carrying 
capacity  is  determined  by  the  application  of  accepted 
engineering  formulae  (Section  8.5.3). 

As  shown  in  Figure  1,  the  construction  consists  of 
a  series  of  reinforced  concrete  “T”  beams  spaced  thirty 


1  jys. 

fr  f  1  H _ \\  1 

PPj  PPu 

.  2  '6- 

Fig.  1 

inches  on  centers  with  burnt  clay  tile  as  fillers,  thus 
providing  a  flat  ceiling  and  producing  a  type  of  con¬ 
struction  recognized  and  provided  for  in  Section  C26- 
476.0  (8.5.8)  as  reinforced  concrete  construction.  The 
request  for  approval  of  this  construction  is  limited  to 
spans  and  loading,  which  do  not  require  greater  rein¬ 
forcement  than  these  angles  and  rods  wili  permit. 

The  reinforcement  for  the  “T”  beams  as  proposed 
to  he  used  by  the  applicant,  consists  of  two  x 

}/4"  structural  steel  angles  varying  in  thickness  accord¬ 
ing  to  the  sectional  area  required  to  secure  the  desired 
load  carrying  strength  of  floor.  To  this  reinforcement, 
between  the  vertical  legs  of  the  angles,  a  54"  round 
rod  is  welded  at  intervals  varying  from  about  five  to 
eighteen  inches  according  to  the  depth  of  the  floor. 
The  rod  is  continuous  for  the  entire  span  of  the  con¬ 
struction,  but  bent  in  a  way  to  take  up  the  vertical 
shearing  stresses  in  the  concrete  (Fig.  1). 

For  the  purposes  of  erection  two  angles,  bars  or 
other  shapes  ‘are  welded  to  the  upper  ends  of  the  web 
reinforcement.  While  this  assembly  of  reinforcement, 
because  of  the  form  it  assumes,  contributes  to  the 
strength  of  the  floor  construction,  only  the  lower  rein¬ 
forcement  and  the  diagonal  shear  members  are  utilized 
in  determining  the  carrying  capacity  of  the  floor.  The 
primary  purposes  of  this  truss-like  form  of  the  rein¬ 
forcement  is  to  serve  as  a  support  for  the  form  work 
during  construction,  assisted,  if  need  be,  on  the  longer 
spans  by  temporary  shores  underneath.  A  very  im¬ 
portant  and  highly  desirable  service  performed  by  this 
rigidly  welded  assembly  of  the  reinforcement  is  to  as¬ 
sure  its  accurate  position  in  the  floor  construction  and 
to  safeguard  it  against  displacement  during  the  placing 
of  the  concrete.  If  the  design  of  the  construction  war¬ 
rants.  the  upper  horizontal  steel  can  be  utilized  as  com¬ 
pression  reinforcement. 

The  concrete  used  in  the  construction  of'  the  floor  will 
conform  to  the  requirements  of  the  building  code. 
Ordinarily  “average  concrete,”  either  Class  A  or  Class 
B,  is  to  be  used,  although  in  special  circumstances, 
“controlled  concrete”  may  be  used  subject  to  (he  con¬ 
ditions  and  restrictions  fixed  by  the  code.  For  the 
coarse  aggregate  only  approved  materials  Section  C26- 
315.0  (7. 1.2.1)  that  will  pass  through  a  three-quarter 
inch  screen  will  be  used.  The  consistency  will  be  such 
that  the  forms  will  be  completely  filled.  Tn  addition, 
the  concrete  will  be  either  mechanically'  vibrated  or 
manually  puddled  as  it  is  being  placed. 

In  response  to  the  question  whether  the  bond  between 
concrete  and  steel  reinforcement  of  the  type  to  be  used, 
namely  shapes  with  flat  surfaces  is  as  strong  and  ef¬ 
fective  as  that  between  concrete  and  the  usual  round 
bars  a  series  of  tests  was  undertaken  at  the  Engineer¬ 
ing  Materials  Laboratories  of  Columbia  University,  the 
results  of  which  are  as  follows : 

BOND  TESTS 

Material :— 36"  lengths  of  7/»"  dia.  plain  and  deformed 
round  reinforcing  bars,  single  1J4”  x  1*4"  x  V\" 
steel  angles  and  double  1J4  x  1  %  x  J4"  steel  angles 
spaced  54".  Single  angles  provided  with  V\"  round 
bar  welded  to  one  end  for  gripping.  Double  angles 
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provided  with  54"  x  3)4"  flat  plate  welded  between 
angles  at  one  end  for  gripping.  Double  angles  con¬ 
nected  near  other  end  by  welded  connection  of  con¬ 
tinuous  web  bar  at  8"  centers  as  in  truss  construction. 
Web  members  cut  off,  only  welded  part  of  web  bar 
remaining  between  angle  legs.  Three  specimens  of 
each  type  were  tested. 

Method  of  Test : — ffl'  plain  and  deformed  round  bars 
and  single  angles  were  embedded  in  8"  x  8"  concrete 
cylinders  with  about  1"  projecting  on  one  end.  Dou¬ 
ble  angles  were  embedded  in  11"  x  11"  x  8"  concrete 
blocks  so  as  to  include  one  panel  point  weld  located 
about  1  y2"  from  top  of  embedded  length.  Concrete 
reinforced  with  steel  spiral.  Blocks  provided  with 
outside  clamps  to  resist  splitting  action.  Specimens 
supported  on  upper  cross  head  of  testing  machine  and 
load  applied  to  free  ends  of  bars.  First  slip  indi¬ 
cated  by  Ames  dial  recording  movement  of  protrud¬ 
ing  end  of  bar.  Load  at  .0001"  movement  of  unloaded 
end  of  bar  recorded  as  “first  slip”  load. 


Results  of  Tests  : 

Concrete  for  Bond  Specimens 
Cast — Jan.  26,  1940 
Tested — Jan.  29,  1940 

Mix  (Dry  &  Loose  Volumes)  1  : 1 .67  :3.50 
Cement : — Incor  High-Early  Strength 
Aggregate — Commercial  Sand  and  J4"  Gravel 
Mixing  Water  : — 6.36  gals/sack 
Slump — 3)4  to  4" 

Compression  Strength  (6"  x  12"  cylinders) — Age  3 
Days 

Batch  la — 3670  p.s.i. 
b — 1060  p.s.i. 
c — 4320  p.s.i. 

Batch  2a— 3680  p.s.i. 
li — 3720  p.s.i. 
c— 1080  p.s.i. 

Average  — 3922  p.s.i. 


SUMMARY  OF  RESULTS  OF  BOND  TESTS 


Bond 

Area, 

Perimeter 

Area, 

Total  Load,  lbs. 

Bond  Stress, 

p.s.i. 

Type 

Test  No. 

Specimen 

Sq.  In. 

Ins. 

Sq.  Ins. 

First  Slip  Max. 

First  Slip 

Max. 

y%"  plain 

68279 

la 

.603 

2.75 

22.6 

6000  14400 

266 

637 

round 

68280 

lb 

.603 

2.75 

22.4 

8200  17420 

366 

779 

68281 

2 

.603 

2.75 

22.6 

7400  14300 

327 

633 

Average- 

320 

683 

Vs"  def. 

68282 

la 

.603 

2.75* 

22.4 

9000  20200** 

401 

901 

Round 

68283 

lb 

.603 

2.75 

22.4 

12960  21460** 

578 

958 

68284 

2 

.603 

2.75 

22.3 

7800  20220** 

350 

908 

Average — 

443 

923 

single  iy4"xiy4'x- 

68285 

la 

.528 

4.95 

40.4 

13500  19180 

334 

475 

y4"  Angle 

68286 

lb 

.528 

4.95 

40.1 

13420  20400 

335 

508 

68287 

2 

.528 

4.95 

40.4 

12880  19920 

319 

493 

Average — 

329 

492 

Double  iy4"xiy4"x- 

68288 

la 

1.056 

9.90 

79.7 

25480  39940** 

320 

501 

)4"  Angle 

68289 

lb 

1.056 

9.90 

79.7 

24410  39250** 

306 

493 

68290 

2 

1.056 

9.90 

79.7 

25000  39040** 

314 

490 

Average — 

313 

495 

*  Nominal,  taken  same  as  plain  round. 

**  Concrete  block  cracked  at  max.  load. 

la,  lb  and  2  indicate  2  batches  of  concrete  for  all  specimens. 

Note:  Perimeter  of  double  angles  taken  as  twice  that  of  single  angles  although  at  failure  a  slug  of  concrete  remained 
between  angles  under  weld. 


Disregarding  the  tests  on  deformed  bars  as  these  are 
not  under  consideration,  the  tests  show  that  the  first  slip 
(a  movement  of  0.0001  in.),  which  is  the  decisive  point 
at  which  to  make  comparison  of  the  respective  bond 
strengths,  occurred  when  the  bond  stress  between  con¬ 
crete  and  steel  had  reached — 

320  pounds  per  square  inch  for  the  plain  bars 
329  “  “  “  “  “  “  single  angle,  and 

313  “  “  “  “  “  “  double  angle, 

averaging  321  pounds  for  the  nine  individual  tests,  and 
indicating  substantially  uniform  results.  In  other  words, 
the  disturbance  of  the  bond  in  the  three  types  of  rein¬ 
forcement  begins  at  the  same  bond  stress  per  square 
inch. 

The  concrete  in  which  the  reinforcement  was  im¬ 
bedded  for  the  tests  developed,  at  the  time  of  the  tests 
and  at  the  same  age  of  concrete,  a  compressive  strength 
of  3922  pounds  per  square  inch.  The  maximum  allow¬ 
able  working  stress  (Section  7.4.3.2.2,  as  amended 
August  21,  1939)  for  bond  strength  of  this  concrete  is 
140  pounds  per  sq.  in.,  giving  a  ratio  of  2.2.  between 
first  slip  and  working  stress. 

The  most  recent  investigation  of  bond  strength,  made 
by  Professor  H.  J.  Gilkey  at  the  University  of  Iowa 
(reported  in  the  Journal  of  the  American  Concrete 


Institute  for  February,  1939)  shows  that  for  concrete 
having  a  strength  above  2000  pounds  per  square  inch  at 
28  days  “the  increase  of  bond  resistance  with  added 
strength  is  slight,”  and  that  “the  evidence  seems  to 
justify  an  unqualified  statement  that,  for  current  con¬ 
crete  mixtures,  bond  resistance  does  not  increase  in 
proportion  to  the  strength  of  the  concrete.”  As  the 
working  stresses  for  Class  A  and  Class  B  ordinary 
concrete  are  limited  to  80  and  100  pounds  respectively, 
the  factor  of  safety  is  higher  than  when  a  “controlled” 
concrete  is  used. 

As  offsetting  any  loss  of  efficiency  in  bond  in  the  case 
of  angle  reinforcement  because  of  higher  ultimate  bond 
strength  when  round  bars  are  used,  it  is  pointed  out 
that  the  bond  area  in  the  case  of  angles  is  about  double 
that  developed  by  round  bars  of  equivalent  cross-sec¬ 
tional  area,  that  is  of  equivalent  tensional  strength. 
The  relationship  in  case  of  materials  used  in  the  tests 


is  as  follows : 

Ratio  of 
bond  area  in 

Cross-section 

1"  length 

Material 

sq.  in. 

Perimeter  in 

to  cross-section 

H"  plain  round 
l  H"  x  l  y4"  x  y4n 

0.603 

2.75 

4.565 

angle 

0.528 

4.95 

9.375 
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that  is,  in  using  angles  instead  of  round  bars  the  bond 
area  for  each  unit  section  area  of  steel  is  slightly  more 
than  doubled. 

The  burnt  clay  tile  fillers  used  in  this  construction, 
according  to  tests  made  at  the  Engineering  Materials 
Laboratories  of  Columbia  University  have  an  average 


Material  . 

Source  .  ’ 

Laboratory  Test  Number  . ' 

Mark  on  Test-Piece  . 

|  Shape  of  Test- Piece  .  ’ 

Weight  of  Specimen,  lbs.  oz . 

How  Tested  . 

Bedded  with  . 

Length,  in  inches  . ’  ' 

I  Width,  in  inches  . * . 

Height,  in  inches  . ’ 

I  Gross  Area,  in  sq.  inches  . 

Net  Area,  in  sq.  inches  . 

Maximum  Load,  in  pounds  . 

Ultimate  Strength,  lbs.  per  sq.  in.,  Gross . . . .  [ 

Ultimate  Strength,  lbs.  per  sq.  in.,  Net  . .  ' 

As  the  strength  of  these  fillers,  even  in  the  case  of  the 
lowest,  5275  pounds,  is  in  excess  of  the  maximum  com¬ 
pressive  strength  of  the  concrete,  3500  pounds,  permitted 
lor  purposes  of  design  (Section  7.4. 3.2.2,  as  amended) 
‘‘the  shells  in  contact  with  the  concrete  may  be  included 
in  the  resisting  sections”  (Section  8.5.8,  paragraph  "b”). 

These  fillers  are  so  designed  that  the  concrete  will 
flow  freely,  especially  when  aided  by  agitation  as  pro¬ 
posed  between  and  around  the  reinforcement,  there  being 
a  sufficient  air  space  between  the  bottoms  of  the  clay 
tile  to  allow  the  air  to  escape  and  not  cause  voids. 

The  reinforcement  can  be  connected  to  structural  steel 
in  several  ways,  including  the  possibility  of  designing 
the  slabs  as  continuous  by  welding  plates  to  the  top 
angles  and  web  reinforcement  and  the  top  flange  of  the 
supporting  steel  beam,  extending  them  to  a  point  where 
they  will  no  longer  be  needed  to  develop  the  negative 
moment.  The  continuity  could  also  be  secured  by 
reinforcement  properly  located  in  the  top  of  the  stem 
of  the  “T”  beam  without  welding. 

An  inspection  of  an  installation  of  United  Floor  Con¬ 
struction  was  made  by  the  Committee  on  Tests  of  the 
Board  at  Central  Islip,  New  York,  of  the  floors  of  a 
three  story  building  (Employees  Accommodation  Build¬ 
ing  No.  93)  of  the  Central  Islip  State  Hospital. 


RECOMMENDATION. 

On  the  basis  of  the  foregoing  data  the  Committee 
recommends  the  approval  of  United  Floor  Construction 
for  use  in  New  \ork  City  under  the  provisions  of 
C26-468.0  (8.5.1)  through  C26-509  (8.5.41)  Administra¬ 
tive  Code. 

It  is  further  recommended  that  the  concrete  be  of 
such  consistency  that  aided  by  agitation  it  will  flow  into 
the  triangular  space  between  the  reinforcement  and  the 
clay  tile  filter,  that  provision  be  made  during  construc¬ 
tion  to  provide  temporary  supports  to  prevent  sagging 
of  reinforcement;  that  adequate  bearing  be  provided; 
that  only  Portland  cement  and  aggregates  approved  for 
use  in  New  York  City  be  used  in  the  concrete;  that 
forms  shall  not  be  disturbed  until  the  concrete  has 
hardened  adequately,  nor  shall  the  permanent  shores  be 
removed  until  the  structure  has  developed  its  full  de¬ 
sign  strength  and  all  construction  loads  removed;  that 
the  Clay  tile  filler  shall  be  of  approved  type  and  shall 
coniform  to  C26-357.0  (7.4.2.3)  and  to  C26-476.0,b 
(8.5.8.b)  Administrative  Building  Code;  that  all  weld¬ 
ing  shall  comply  with  the  Rules  of  the  Board;  that  all 
plans  for  this  type  of  floor  construction  submitted  to 
the  Department  of  Housing  and  Buildings  shall  be 
stamped,  “Approved  by  the  Board  of  Standards  and 


ultimate  compressive  strength  of  6618  lbs.  per  sq.  in. 
on  the  net  section  when  tested  with  the  cells  vertical. 
Six  reports,  covering  eighteen  individual  tests,  have 
been  placed  on  file  with  the  Board  of  Standards  and 
Appeals  in  connection  with  Cal.  No.  40-40-SM.  One 
of  these  six  reports  follows  : 


Clay  Tile— 16  x  8  x  16—8  cell 


67296 

National  Kireproofinii  Co. 

67297 

67298 

67299 

67300 

67301 

1 

J.B.B. 

2 

3 

4 

5 

6 

J.B.B. 

T.)’H. 

8  Cell 

J.B.B. 

J.B.B. 

J.B.B. 

51.8 

52.3 

(Cells  Vertical) 

52.4 

Cement 

52.1 

Mortar 

53.8  53.7 

(Cells  Horizontal) 

16.08 

16.07 

16.10 

16.15 

16.15 

16.28 

7.90 

7.90 

7.80 

7.75 

8.00 

8.05 

16.15 

16.07 

16.06 

16.06 

16.20 

16.10 

127.03 

126.95 

125.58 

125.16 

129.20 

131.05 

43.55 

43.54 

43.32 

24.87 

24.87 

25.07 

230000 

378000 

313000 

105000 

69000 

82500 

1810 

2980 

2490 

840 

533 

630 

5280 

8680 

7220 

4220 

2770 

3300 

Appeals  as  a  type  of  floor  construction  under  Cal.  No 
1407-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  United  Floor 
Construction,  on  condition  that  the  material  be  manufac¬ 
tured,  installed  and  labelled,  stamped  or  tagged  in  accordance 
with  above  report. 


250-40-SM. 

APPLICANT — National  Carbide  Corporation,  owner. 
SUBJECT — Application  reopened  June  2,  1942,  re  National 
Carbide  Floodlight,  Models  NC-100  and  NC-200, 
Handy  Light,  Model  NC-199  and  Police  Emergency 
Model  NC-299  (previously  approved  re  National 
Carbide,  V-G  Light). 

APPEARANCES— 

For  Applicant :  B.  M.  Gilmore. 

ACTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . '  q 

THE  RESOLUTION  (250-40-SM)— 

Whereas,  National  Carbide  Corporation,  owner,  filed 
March  6,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the  Na¬ 
tional  Carbide  V-G  Light;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
April  23,  1940;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  to  include  the  approval  of  additional  models;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  June  2,  1942,  and  referred  to  the  Committee  on 
Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 
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REPORT  OF  COMMITTEE  ON  TESTS. 

July  13,  1942. 


Cal.  No.  250-40-SM.  „  .  .  XT_  inA 

Subject:  National  Carbide  Floodlights,  Models  NC-100 
and  NC-200,  Handy  Light,  NC-199  and  Police 
Emergency  NC-299.  Approval  of  (amendment  to 
resolution). 

The  Board  of  Standards  and  Appeals  under  date  ot 
April  23,  1940  approved  the  National  Carbide  V-G 
light  under  certain  conditions  and  the  applicant  re¬ 
quested  a  reopening  of  the  application  to  include  the 
approval  of  the  National  Carbide  Floodlights,  Models 
NC-100;  NC-200;  Handy  Light,  NC-199  and  Police 
Emergency  NC-299  under  the  provisions  of  C19-92.0  of 
the  Administrative  Code. 

This  application  was  reopened  and  referred  to  the 
Committee  on  Tests  by  vote  of  the  Board,  June  2,  1942. 

This  floodlight  apparatus  consists  of  a  calcium  carbide 
hopper,  a  water  compartment  and  a  pipe  leading  from 
the  gas  chamber  to  a  burner  where  the  acetylene  gas 
is  burned,  giving  oft  light. 

The  water  chambers  are  constructed  from  pressed 
steel  drawn  from  open-hearth  box  annealed  deep  draw¬ 
ing  stock  tested  to  withstand  a  pressure  of  25  lbs.  p.s.i. 
The  carbide  hopper  is  made  from  castings  and  the 
cylinder  from  pyrex  glass  and  is  protected  by  a  wire 
metal  guard.  The  only  opening  in  the  water  or  gen¬ 
erating  chamber  is  sealed  by  a  special  rubber  gasket 
affording  a  gas-tight  joint.  Lights  are  designed  with 
the  greater  part  of  their  weight  resting  directly  on  the 
ground,  making  it  difficult  to  over-turn  them. 

The  carbide  is  kept  in  separate  upper  chamber  and 
automatically  fed  into  the  water  in  the  lower  chamber 
by  a  feed  plunger  as  required  to  maintain  a  steady 


flame. 

These  lights  are  self-contained  units,  and  are  gas- 
tight,  and  water-tight.  They  are  so  designed  that  the 
carbide  and  water  will  not  come  in  contact  with  each 
other  if  over-turned. 

In  operation  a  small  quantity  of  carbide  is  dropped 
into  the  water  to  maintain  a  steady  even  flame  of  con¬ 
stant,  clear  bright  light,  free  from  vapor. 

The  release  of  a  Control  Handle  allows  a  pressure 
spring  to  act  on  a  diaphragm,  which  in  turn,  carries 
the  feed  plunger  down  to  the  carbide  feeding  position. 
Gas  pressure  then  acts  against  the  diaphragm  causing 
the  feed  to  close  off  when  sufficient  gas  is  made  to 
supply  the  burner.  The  reciprocating  feeding  action 
then  becomes  entirely  automatic  and  gas  is  only  made 
in  quantity  required  for  burner  supply.  When  needle 
valve  is  closed  and  the  flame  extinguished  while  the 
generator  is  in  operation,  the  generation  of  gas  immedi¬ 
ately  ceases,  even  if  the  control  handle  is  left  in  the 
operating  position. 

The  gas  is  screened  through  a  glass  wool  filter  de¬ 
signed  to  take  out  dust  particles.  Replacements  can  be 
made  by  unscrewing  the  standpipe  to  the  burner.  The 
normal  working  pressure  is  approximately  two  pounds. 

The  floodlights  NC-100  and  NC-200  differ  only  in 
that  NC-200  has  two  reflectors  and  burns  for  the 
period  of  times  that  the  NC-100  does.  NC-100  burns 
12  hours  on  each  charge  of  7  lbs.  of  carbide.  NC-100 
has  8,000  candle  power  and  NC-200  16,000  candle  power. 

Handylight  NC-199  is  similarly  constructed  with  a 
smaller  reflector  and  uses  1^4  lbs.  of  carbide  and  2 
gallons  of  water  and  burns  with  a  1500  candle  power 
light  for  about  6  hours.  Police  Emergency  NC-299  has 
the  same  reflector  as  the  NC-100  but  uses  1J4  lbs.  of 
carbide  to  2  gallons  of  water  and  will  burn  for  approx¬ 
imately  3]/2  hours  with  8,000  candle  power  light. 

The  Committee  on  Tests  and  the  representative  of  the 
Division  of  Combustibles  of  the  Fire  Department  exam¬ 
ined  and  tested  the  NC-100  and  examined  other  models 
at  60  East  42nd  Street.  Present  at  the  test  were  rep¬ 
resentatives  of  the  manufacturer. 


The  lights  were  found  to  operate  satisfactorily  under 
test. 

Recommendation. 

On  the  basis  of  the  inspection  and  test,  the  Committee 
recommends  that  the  approval  of  the  resolution  adopted 
by  the  Board,  April  23,  1940,  is  amended  to  include  the 
National  Carbide  Floodlights  Models  NC-100,  NC-200, 
Handylight,  NC-199  and  Police  Emergency  NC-299  for 
use  in  New  York  City  provided  the  material  is  manu¬ 
factured,  installed  and  operated  in  accordance  with  this 
report  and  that  this  material  shall  not  be  installed  in¬ 
doors,  except  in  a  location  approved  by  the  Fire  Com¬ 
missioner  and  provided  the  light  has  a  label  permanently 
affixed  reading :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
250-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  an 
amendment  of  the  resolution  of  April  23,  1940,  approving 
these  additional  models. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  23,  1940,  and  approve 
the  material  known  as  the  National  Carbide  Floodlights, 
Models  NC-100,  NC-200,  Handylight,  NC-199  and  Police 
Emergency  NC-299,  on  condition  that  the  material  be  manu¬ 
factured,  installed  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


620-40-SM. 

APPLICANT  —  Owens-Corning  Fiberglas  Corporation, 
owner. 

SUBJECT — “Fiberglas”  Thermal  and  Sound  Insulation, 
approval  of. 

APPEARANCES— 

For  Applicant :  William  Dais. 

ACTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commis¬ 

sioners  Savage  and  Blum  and  Deputy 


Chief  Murphy  .  4 

Negative :  .  0 


THE  RESOLUTION  (620-40-SM) 

Whereas,  the  Owens-Corning  Fiberglas  Corporation, 
owner,  filed  on  June  10,  1940,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  “Fiberglas”  Thermal  and  Sound  Insulation;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  2,  1942. 

Re  :  Cal.  No.  620-40-SM 

Subject:  Fiberglas  Thermal  and  Sound  Insulation, 

approval. 

The  Owens-Corning  Fiberglas  Corporation  of  Toledo, 
Ohio,  filed  on  June  10,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  under 
the  requirements  of  Section  26-178.0, b  of  its  material 
known  as  Fiberglas  Thermal  and  Sound  Insulation  for 
use  under  Sections  C26-692.0,  C26-693.0,d,  C26-71 1  -0,f , 
i6,  i7,  i8,  C26-712.0,  C26-713.0,  C26-714.0,  C26-1271.0, 
C26-1274.0,  and  C26-1343.0  of  the  Administrative  Code. 
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Fiberglas  Thermal  and  Sound  Insulation  materials  are 
manufactured  by  the  applicant  at  their  factory  located 
Newark,  Ohio,  l'iberglas  is  a  light,  Huffy,  incom¬ 
bustible  material  made  from  blown  glass  containing 
silica,  soda  ash,  limestone  and  other  ingredients  re¬ 
sulting  in  a  flexible,  long-fibred  material  having  chemi¬ 
cal  and  physical  stability.  It  is  manufactured  in  a 
density  of  \l/2  pounds  per  cubic  foot,  which  is  increased 
by  compression  to  the  density  required  for  its  various 
uses,  in  the  following  types : 

(1)  Fiberglas  Metal  Mesh  Blankets— flexible  insu¬ 
lating  blankets  with  metal  on  one  or  both  sides,  for 
insulating  equipment  in  temperature  ranges  from  100  to 
1000  degrees  F.  The  lighter  density  blankets  are  also 
used  for  sound  absorption  and  noise  reduction  work. 
These  blankets  can  be  made  in  any  width,  length  or 
thickness. 

(2)  Fiberglas  Turbine  Insulation  Blankets — a  filling 
of  Fiberglas  wool  enclosed  in  a  pillow-shaped  envelope 
of  Fiberglas  cloth,  sewn  at  the  edges  and  tufted  on  4" 
centers  with  Fiberglas  yarn.  They  are  manufactured 
to  the  required  size,  shape  and  thickness  for  each  spe¬ 
cific  job. 

(3)  Fiberglas  Sewn  Blankets — several  layers  of  Fi¬ 
berglas  wool  assembled  and  compressed  between  the 
covering  materials  before  stitching  to  provide  the  re¬ 
quired  density  at  the  specified  thickness ;  made  up  to 
the  customers’  specifications  as  to  size,  thickness,  density, 
stitching,  covering  materials,  etc. 

(4)  Fiberglas  Insulating  Wool — Types  TW-C  and 
TW-F  in  bats  and  rolls  used  as  general  purpose  thermal 
insulation  products,  where  maximum  temperatures  may 
reach  900  degrees  F.  and  mean  temperatures  run  in 
excess  of  500  degrees  F.  Used  also  for  acoustical 
purposes  in  thicknesses  and  densities  in  accordance  with 
the  specifications  of  the  designer. 

(5)  Fiberglas  Semi-Rigid  Insulation — Type  TW-F  in 
bats  and  panels — used  for  heat  and  sound  insulation 
and  applied  in  the  form  of  semi-rigid  light-weight 
board  which  can  be  cut  to  insulate  odd-shaped  spaces 
and  areas. 

(6)  Fiberglas  Insulating  Block — a  rigid  material  used 
where  the  temperatures  encountered  range  from  atmo¬ 
spheric  to  a  maximum  of  600°  F. 

(7)  Fiberglas  Pipe  Insulation — Molded  Type — made 
of  Fiberglas  insulating  wool  molded  to  shape  and 
bonded  with  an  organic,  thermo-setting  binder,  produc¬ 
ing  a  hard,  rigid  and  board-like  material  of  light 
brown  color ;  intended  for  use  in  underground  conduits. 

(8)  Fiberglas  Pipe  Insulation — Blanket  Type— con¬ 
sists  of  a  blanket  similar  in  construction  to  the  above- 
described  Metal  Mesh  Blanket  for  use  on  large  diam¬ 
eter  pipes. 

(9)  Fiberglas  Insulating  Cement — composed  of  Fiber¬ 
glas  Nodulated  Wool  of  light  density  combined  with 
plastic  forming  materials. 

(10)  Fiberglas  Nodulated  Wool — a  pure  Fiberglas 
thermal  insulation  wool  chopped  into  relatively  small 
lengths,  coated  with  a  lubricant  and  formed  into  nodules 
or  small  pellets.  Used  at  a  density  of  approximately 
7  pounds  per  sq.  ft. 

(11)  Fiberglas  Bulk  Insulating  Wool — used  when 
preferred  by  some  customers. 

On  January  19,  1939,  the  Board  under  Calendar  No. 
12-39-SM  approved  Fiberglas  (under  the  name  Red 
Top  Insulating  Wool)  as  incombustible  fire-retarding 
material  for  use  under  certain  conditions.  The  Report 
of  the  Committee  on  Tests  indicated  that  the  material 
is  moisture-proof  and  vermin-proof,  that  the  conductiv¬ 
ity  B.T.U.  per  hour,  per  sq.  ft.  per  degree  per  1  inch 
thick  of  Fiberglas  with  a  density  of  1.5  pounds  per 
cu.  ft.  averages  0.255.  Data  submitted  by  the  appli¬ 
cant  as  to  the  sound  insulation  qualities  of  Fiberglas 
gives  the  following  coefficients  of  absorptions  on  the 
following  types  at  the  single  frequency  512  cycles: 
(Report  of  Acoustical  Materials  Association,  Bulletin 
No.  VII) 


Semi-Rigid  Panels  and  Boards 
Type  TW-PF — 

2.5D  1"  thick, 

Type  TW-PF— 

4D  1"  thick, 

Type  TW-PF 
4D  2"  thick, 

Type  TW-PF 
6D  1"  thick, 

Type  TW-PF 

12D  1"  thick,  1.04  lbs.  per  sq.  ft.  .79 
Metal  Mesh  Blankets  (Style  HO) 

Type  TW-G— 

.42  lbs.  per  sq.  ft. 


.23  lbs.  per  sq.  ft.  .65  (Coefficient) 

.34  lbs.  per  sq.  ft.'. 75 

.71  lbs.  per  sq.  ft. 

.47  lbs.  per  sq.  ft. 
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2D  1"  thick, 

Type  TW-G— 

2D  2"  thick, 

Type  TW-G— 

4D  1"  thick, 

Type  TW-G— 

4D  2"  thick, 

Type  TW-G 
6D  1"  thick, 

Type  TW-G 

6D  2"  thick,  1.31  lbs.  per  sq.  ft. 

Sewn  Blankets — Muslin  Faced 
Type  TW-G— 

4D  2"  thick,  .69  lbs.  per  sq.  ft.  .99 
The  physical  properties  of  Fiberglas  Insulating  Ce¬ 
ment  are  as  follows : 

Density,  lbs.  per  cu.  ft.,  dry  powder  14.77 

Density,  lbs.  per  cu.  ft.  wet  .  98.6 

Density,  lbs.  per  cu.  ft.  dry  as  ap- 


57 

.64  lbs.  per  sq.  ft.  .84 
.58  lbs.  per  sq.  ft.  .81 
.97  lbs.  per  sq.  ft.  .99 
.75  lbs.  per  sq.  ft.  .89 
.99 


plied  . 23.6 

Approx;,  tensile  strength  lbs .  105  per  sq.  in. 

Drying  time,  hours  .  48  at  75°  F. 

Lbs.  water  per  lb.  dry  material 

(normal  consistency)  .  2.29 

Net  Shrinkage,  cu.  in.  per  cu.  ft.  . .  210.1 

Shrinkage,  '%  .  12.3 

Approx,  thermal  conductivity,  Btu/ 
sq.  ft.  in.  thick/hour/degree  F. 
diff .  0.9 


Recommendation. 

On  the  basis  of  the  foregoing  data  the  Commitee  on 
Tests  recommends  the  approval  under  sections  C26- 
178.0b  and  C26-191.0  of  the  Administrative  Code  of 
Fiberglas  Thermal  and  Sound  Insulation  as  incombust¬ 
ible  insulating  material  for  use  in  New  York  City  under 
the  pertinent  provisions  of  the  Administrative  Code, 
in  thicknesses  as  specified  therein,  in  densities  of  4.5 
pounds  per  cu.  ft.  for  temperatures  ranging  up  to  600 
degrees  F.  and  of  6  pounds  per  cu.  ft.  for  tempera¬ 
tures  between  600  and  1000  degrees  F.  When  used  as 
thermal  insulation,  all  combustible  material  used  as 
covering  shall  be  flameproofed  in  accordance  with  the 
Board’s  “Rules  for  Tests  of  Fire-resistive,  Flameproof 
Materials,  etc.’’  Installations  of  Fiberglas  Thermal  and 
Sound  Insulation  shall,  in  all  other  respects,  be  made 
in  accordance  with  the  best  practice.  All  plans  pro¬ 
posing  the  use  of  this  material  shall  indicate  that  Fiber¬ 
glas  Thermal  and  Sound  Insulation  has  been  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  620-4O-SM”  and  each  package 
of  these  materials  shall  be  similarly  identified. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 
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and 

Whereas,  this  report  recommended  the  approval  of  this 

material.  ,  A  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Fiberglas  Thermal 
and  Sound  Insulation,  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


887-41-SM. 

APPLICANT— Norman  Boosey  Manufacturing  Company, 

owner.  .  _  ,  ,r  , 

SUBJECT — Boosey  No.  109  Drainage  Control  Valve, 

approval  of. 

APPEARANCES— 

For  Applicant:  None.  . 

ACTION  OF  BOARD— Material  disapproved  in  accord¬ 
ance  with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  . .  •  \ .  ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


and  I 

Whereas,  this  report  recommended  the  disapproval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  disapprove  the  material  known  as  the  Boosey  No. 
109  Drainage  Control  Valve,  in  accordance  with  above 
report. 

22-42-SM. 

APPLICANT — American  Lumber  and  Treating  Company 
owner. 

SUBJECT— Wolmanized  Lumber,  approval  of. 
APPEARANCES— 

For  Applicant :  G.  M.  Dewart. 

ACTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief 


Murphy  .  4 

Negative :  .  0 


THE  RESOLUTION  (22-42-SM)' 


THE  RESOLUTION  (887-41-SM) 

Whereas,  the  Norman  Boosey  Mfg.  Co.,  owner,  filed  on 
October  16,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the 
Boosey  No.  109  Drainage  Control  Valve;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  17,  1942. 

Cal.  No.  887-41-SM. 

Subject:  Boosey  No.  109  Drainage  Control  Valve.  Ap¬ 
proval  of. 

The  Norman  Boosey  Manufacturing  Company  ot  De¬ 
troit,  Michigan,  filed  October  16,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Boosey  No.  109  Drainage  Control  Valve  under 
the  provisions  of  C26-1259.0  (14.5.5)  Administrative 
Code. 

This  valve  combines  the  features  -of  an  automatic 
swing  valve  and  a  manually  operated  gate  valve  in  one 
unit.  The  valve  body  is  cast  iron  with  a  removable  top 
set  flush  with  the  floor.  The  spade  shaped  gate  valve 
with  non-rising  stem  together  with  its  seat  are  of 
bronze.  The  balanced  swing  check  valve  has  a  revolv¬ 
ing  disc  and  an  adjustable  fulcrum  which  allows  the 
valve  to  be  set  open  or  closed.  The  disc,  working  parts 
and  seat,  is  of  bronze.  The  swing  valve  operates  in¬ 
wardly  with  the  flow  of  water  and  is  screwed  into  the 
cast  iron  body  of  the  control  valve.  The  control  valves 
are  also  furnished  with  a  gland  head  for  use  where  no 
pit  is  provided  or  for  deep  sewers. 

The  valve  was  inspected  and  tested  in  an  installation 
at  458  86th  street,  Brooklyn,  and  inspection  checked 
against  a  sample  of  valve  submitted  to  the  Board.  The 
location  of  the  inlet  and  outlet  of  the  valve  being  at 
different  levels  would  tend  to  prevent  a  clear  water  way 
and  cause  obstruction,  contrary  to  the  requirements  of 
C26-1259.0  (14.5.5)  Administrative  Building  Code. 

On  the  basis  of  the  inspection  and  test  and  the  defect 
noted,  the  Committee  cannot  recommend  the  approval 
of  the  valve  and  therefore  recommends  that  the  applica¬ 
tion  for  approval  be  denied. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM. 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  the  American  Lumber  and  Treating  Co., 
owner,  filed  on  January  9,  1942,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  mate¬ 
rial  known  as  Wolmanized  Lumber;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and^ 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


July  24,1942. 


Cal.  No.  22-42-SM 

Subject:  Wolmanized  Lumber,  approval  of. 

The  American  Lumber  and  Treating  Company  of 
Chicago,  Illinois,  filed  January  9,  1942  an  application 
for  approval  of  Wolmanized  Lumber  under  C26-191.0 
of  the  Administrative  Code. 

Wolmanized  lumber  is  lumber  which  has  been  treated 
with  Wolman  salts  (Tanalith)  preservative  under  Fed¬ 
eral  Specifications  TT  W571,  consisting  of  approxi- 
25'%  sodium  fluoride,  25%  disodium  hydrogen  arsenate, 
37)4%  sodium  chromate  and  12%  dinitro  phenol  by 
weight  subject  to  the  following  tolerances.  The  mini¬ 
mum  proportions  of  these  compounds  in  dry  salt  or 
treating  solutions,  on  the  moisture  free  basis  may  be 
22,  22,  34  and  5%  respectively,  but  the  preservative 
shall  contain  a  total  of  at  least  95'%  of  these  active 
materials  and  the  contents  shall  be  determined  by  the 
methods  set  forth  in  the  Federal  Specifications.  This 
material  is  designed  as  a  protection  against  decay  and 
termites.  These  salts  are  injected  into  wood  only  in 
closed  retorts  under  pressure  with  an  absorption  of 
not  less  than  3/10  lb.  of  dry  salt  per  cu.  ft.  of  wood. 

The  usual  treating  solution  consists  of  water  with 
1.8  to  2.0  percent  of  Wolman  salts.  All  timbei 
treated  is  first  air-seasoned  until  the  moisture  content 
is  below  20%.  Green  center  is  artificially  seasonec 
before  treating.  The  treatment  consists  of  placing 
timber  in  a  suitable  treating  cylinder  or  retort,  sub¬ 
jecting  it  to  a  vacuum  of  not  less  than  22  inches  of  hg 
for  at  least  15  min.  Admitting  treating  solution  at  fron 
150°  to  180°  F.  temperature  until  timber  is  submerged 
vacuum  being  maintained.  Forcing  treating  solution  in¬ 
to  wood  by  pump  pressure  on  the  cylinder  until  addi¬ 
tional  preservative  is  refused.  This  requires  pressure* 
up  to  120  lbs.  per  sq.  in.  Drawing  off  solution  anc 
applying  air  pressure  of  75  lbs.  for  15  min. 

A  report  prepared  by  the  Pittsburgh  Testing  Labora 
tory  dated  May  25,  1932,  Laboratory  Test  No.  162739 
indicates  that  the  influence  of  the  salts  is  maintainec 
for  a  period  of  over  six  years.  A  service  report  of  the 
company  indicates  up  to  14  years.  If  green  or  partialh 
seasoned  southern  pine  lumber  is  heated  it  shall  b< 
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conditioned  in  a  cylinder  by  a  bath  of  live  steam  at  a 
temperature  not  to  exceed  200°  F.  for  a  period  of  not 
to  exceed  15  hours,  followed  by  a  vacuum  of  not  less 
than  22  in.  for  not  less  than  2  hours.  For  Douglas 
Fir  the  temperature  is  240°  F.,  not  to  exceed  6  hours, 
followed  by  a  vacuum  of  22  in.  not  less  than  1  */2  hours 
The  Committee  inspected  the  plant  of  the  Company  at 
Port  Newark,  New  Jersey,  on  April  22,  1942,  and 
found  the  plant  in  excellent  condition.  It  is  of  entirely 
new  construction  with  a  capacity  of  100,000  board  feet 
Per  month.  The  companv  has  a  plant  at  Elizabeth 
Port  with  a  capacity  of  500.000  board  feet  per  month 
Tests  of  the  strength  of  Wolmanized  lumber  as  com¬ 
pared  with  untreated  lumber  have  been  conducted  by 
the  Research  Department  of  the  Pacific  Coast  Building 
Official  Conference  Report  No.  78,  November  25,  1939 
as  follows: 

Samples  covering  a  wide  range  of  ring,  count  and 
weight  were  selected  from  material  submitted  for  test. 
The  test  specimens  were  approximately  U/i  in.  by  1>J 
in.  in  section.  Specimens  were  loaded  according  to 
A. S.T.M.  specification  D-143-27.  Idexure  specimen  was 
tested  with  2  in.  dimension  of  the  original  2"  x  4" 
timber  in  the  vertical  position  of  26  specimens  tested 
in  compression.  The  average  ultimate  compression 
strength  p.s.i.  of  treated  specimens  was  6290  and  of 
untreated  9290,  a  loss  of  approximately  14%.  Under 
flexure  tests  the  average  of  26  specimens,  the  ultimate 
strength  was  8130  p.s.i.  treated  and  of  untreated  speci¬ 
men  8340.  A  loss  of  approximately  2}/^%.  Where 
specimens  were  dried  to  constant  weight  the  compres¬ 
sion  and  flexure  values  were  increased.  The  percentage 
of  loss  of  strength  should  be  considered  in  the  de¬ 
sign  of  a  structure  and  the  sections  increased  to  offset 
these  losses. 

Recommendation. 

On  the  basis  of  the  tests  conducted  and  the  in¬ 
spection  by  the  Committee,  it  is  recommended  that 
lumber  which  has  been  treated  with  Wolman  salts  for 
protection  against  termites  and  decay,  known  as  Wol¬ 
manized  lumber  be  approved  for  use  in  New  York  City, 
under  C26-178.0b(2.1.2.5b),  when  used  in  accordance 
with  the  requirements  of  C26-370  (7.4.7)  and  other  ap¬ 
plicable  requirements  of  the  Administrative  Building 
Code,  provided  all  lumber  so  treated  be  marked,  labelled 
or  approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  22-42-SM. 

(Sgd.)  BERNARD  A.  SAVAGE. 

Commissioner, 

CHARLES  M.  BLUM. 

Commissioner, 

LESLIE  V.  HUBER. 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

;  material. 

;  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
i  hereby  approve  the  material  known  as  Wolmanized  Lumber, 
on  condition  that  the  material  be  treated,  installed  and  la¬ 
belled,  stamped  or  tagged  in  accordance  with  above  report. 


395-42-SM. 

ATM*!  l(  \ NT — Giovanni  Fiore,  owner. 

SUBJECT — Antiflame  (Bomb  Extinguishing  Compound), 
approval  of. 

•APPEARANCES— 

For  Applicant:  Fred  Fabel. 

ACTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE-- 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputv  Chief  Murphy  4 
Negative;  . . ' . .  o 


THE  RESOLUTION  (395-42-SM) 

Whereas,  Giovanni  Fiore,  owner,  filed  on  May  13,  1942, 
an  application  with  the  Board  of  Standards  and  Appeals 
| or  approval  ot  the  material  known  as  Antiflame  (Bomb 
Extinguishing  Compound)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  1  ests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


KtrUK  1  OF  COMMITTEE  ON  TESTS. 

,,  ^  July  28>  1942. 

Re:  Cal.  No.  395-42-SM. 

Subject:  Antiflame  (Bomb  Extinguishing  Compound), 
Approval  of. 

Giovanni  Fiore  filed  May  13,  1942,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
his  bomb  extinguishing  material,  under  the  powers 
given  the  Board  by'  Subdivision  666,  paragraph  1  of  the 
New  York  City  Charter,  reading:  “to  test  approved 
material  and  appliances  to  be  used  pursuant  to  law.” 

I  his  is  a  material  furnished  in  powdered  form,  con¬ 
sisting  of  certain  percentages  of  Ammonium  compounds, 
boric  acid,  sodium  borate,  aluminum  hydrate,  magnesium 
sulphate  and  destrin,  which  is  used  in  a  ratio  of  25 
karts  of  the  compound  to  75  parts  of  water  by  volume. 
A  test  was  made  of  this  material  on  May  27,  1942, 
under  the  supervision  of  the  Fire  Department  and  wit¬ 
nessed  by  a  committee  of  the  Board. 

A  bomb  was  simulated  by  heaping  magnesium  in 
quantity  of  about  1  lb.  The  material  used  and  known  as 
Antiflame  is  described  in  Cal.  No.  395-42-SM  filed  with 
the  Board.  The  magnesium  pile  consisted  of  turnings 
and  end  pieces  of  magnesium  alloy.  Each  heap  con¬ 
tained  approximately  1  lb.  of  this  material  and  was 
spread  over  a  wood  deck  constructed  of  Y  in.  planking 
tight  jointed.  1  he  base  of  the  cone  of  magnesium  was 
approximately  12  in.  in  diameter.  The  material  was 
then  ignited  and  upon  a  signal  from  the  inspector  who, 
having  determined  that  the  magnesium  was  burning  vig¬ 
orously',  applied  Antiflame  to  the  burning  magesium  by 
means  of  a  double  acting  stirrup  pump,  which  delivered 
a  good  spray.  The  burning  magnesium  was  extinguished 
in  50  sec.  after  the  first  application  of  the  Antiflame. 
Approximately  1  gallon  of  the  material  was  used.  Ex¬ 
amination  of  the  extinguished  material  indicated  that  a 
gas  was  given  off,  including  a  faint  odor  resembling 
acetylene  and  ammonia.  An  examination  of  the  con¬ 
tainer  in  which  this  material  was  mixed  indicated  that 
a  sediment  on  the  bottom  remained,  indicating  that  all 
ot  the  material  did  not  go  into  solution. 

A  sample  of  the  material  was  sent  to  the  Central 
testing  Laboratory  (Department  of  Purchase),  Report 

1  r  „  A  &  B  with  an  analyses  of  the  material  reads 
as  follows : 


Central  Testing  Laboratory 
480  Canal  Street. 


June  24,  1942 

Antiflame  Report 

Article:  Antiflame  (Fireproof  Compound)  Re:  Cal. 
No_  395-42-SM.  Date  Received  by  Laboratory : 


Tests 

Appearance  of  Material 
Reaction  to  Litmus 
Suspended  Matter,  %  by  weight 
Liquid  (Clear) 

Composition  of  Suspended  Matter : 
Insoluble  Phosphates  (Iron,  Alu¬ 
minum  and  Magnesium) 
Monoammonium  Dihvdrogen  Phos¬ 
phate 

Ammonium  Sulphate 


Found  (A  Liquid) 
Grayish  Suspension 
Acid 
5% 

95% 


10% 


14% 

61% 
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Tests 

Soluble  Chlorides  (Sodium,  Mag¬ 
nesium  and  Aluminum  (By  de¬ 
ference) 

Composition  of  Liquid  (Clear) 

1  otal  Solids 

Water  (By  difference) 
Composition  of  Total  Solids:  Mon¬ 
oammonium  dihydrogen  phos¬ 
phate 

Ammonium  sulphate 
Soluble  Chlorides  ( Sodium, 
Magnesium  and  Aluminum) 
(By  Difference) 


Found  (A  Liquid) 


15% 


25  % 
75% 


10% 

74% 


16% 


Appearance  of  Material 


B — Pozi'der 
White  Crystalline 
Powder 
Soluble 


Acid 

39.5% 

19.1% 

19.8% 

2.3% 

3.0% 


30% 

45% 


7% 


15% 

3% 


Solubility  in  Water 
Reaction  to  Litmus 
(Aqueous  Solution) 

Composition : 

Total  Sulphur  Trioxide 
Total  Ammonia 
Total  Phosphorus  Pentoxide 
Total  Magnesium  Oxide 
Water  (Distillation  Method) 

Interpretation  of  Results : 

All  Phosphorus  Pentoxide  Cal¬ 
culated  to  Alonoammonium 
Dihydrogen  Phosphate 
Excess  Ammonia  Calculated  to 
Ammonium  Sulphate 
Excess  (Partial)  Sulphur  Triox¬ 
ide  Calculated  to  Magnesium  Sul¬ 
phate 

Excess  Sulphur  Trioxide  (Bal¬ 
ance)  Calculated  to  Sodium  Sul¬ 
phate 
Water 

A  further  test  was  made  by  Saarbach  Laboratories 
dated  July  15,  1942,  as  to  toxic  properties  of  any  gases 
given  off.  The  report  is  as  follow’s : 

“We  have  examined  the  effect  of  one  sample  of 
‘Antiflame’  liquid  submitted  by  you  on  July  14,  1942, 
as  applied  to  burning  magnesium.  The  magnesium 
was  ignited,  and  when  burning  with  a  white  flame,  was 
extinguished  by  applying  a  part  of  the  ‘Antiflame’ 
sample. 

Tests  were  made  to  find  what  toxic  or  other  gases 
are  evolved  from  the  ‘Antiflame’  liquid  when  applied  to 
burning  magnesium. 

Results :  The  ‘Antiflame’  liquid  applied  to  burning 
magnesium  develops  vapors  and  smoke.  The  smoke  is 
formed  of  volatilized  inorganic  compounds  originally 
present  in  the  ‘Antiflame’  liquid ;  the  greatest  part  by 
far,  is  ammonium  salts.  The  vapor  consists  mainly  of 
water  vapor  (steam)  and  gaseous  ammonia.  Neither 
can  be  considered  toxic. 

The  presence  of  nitrous  gases  could  not  be  detected. 
Traces  of  sulphides,  produced  under  unfavorable  con¬ 
ditions  of  extinguishing  the  flame,  were  immediately 
neutralized  by  the  large  excess  of  ammonia  always 
present  in  the  vapor. 

None  of  the  gases  developed  by  applying  the  ‘Anti¬ 
flame’  sample  submitted,  to  burning  magnesium,  can  be 
considered  toxic.” 


Recommendation. 

On  the  basis  of  the  foregoing  data,  the  Committee 
concludes  that  Antiflame  does  more  effectively  extin¬ 
guish  the  burning  magnesium  than  water  alone.  It  is 
apparent  that  if  stirrup  pumps  are  to  be  used,  Antiflame 
would  be  a  satisfactory  medium  to  use  with  them  and 
in  addition  thereto,  Antiflame  can  be  used  to  extinguish 
secondary  fire  created  by  a  bomb. 

The  Committee  therefore  recommends  that  Antiflame 
(a  bomb  extinguishing  material  when  mixed  with 


water),  be  approved  for  use  in  New  York  City  under  I 
the  provisions  of  Section  666,  Para.  1,  of  the  New  | 
York  City  Charter,  provided  the  material  is  manufac-  I 
tured  in  accordance  with  the  formula  on  file  with  the  I 
Board,  and  is  mixed  with  water  before  use  in  the  pro-  | 
portion  of  one  part  powder  to  three  parts  water  by 
volume,  and  that  the  material  be  sprayed  in  the  incen-  I 
diary  bombs  or  burning  material  by  an  approved  stirrup  1 
pump,  and  that  each  package  of  the  material  bear  a 
label  reading:  “Approved  by  the  Board  of  Standards! 
and  Appeals  for  Use  on  Incendiary  bombs  and  fires,  I 
under  Cal.  No.  395-42-SM.” 

If  the  applicant  desires  approval  of  this  material  as  I 
a  flame-proofing  compound,  additional  tests  will  be  re- 1 
quired,  as  provided  in  the  Rules  of  the  Board. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  At.  BLUAt, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests.  I 
and  .  I 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Antiflame  (Bomb 
Extinguishing  Compound),  on  condition  that  the  material 
be  manufactured,  and  labelled,  stamped  or  tagged  in  ac- 1 
cordance  with  the  above  report. 


485-42-SM. 

APPLICANT — New  York  Trap  Rock  Corporation,  owner. 

SUBJECT — Clinton  Point  Dolomite  Crushed  Stone,  ap¬ 
proval  of. 

APPEARANCES: 

For  Applicant:  Edward  B.  Kirby. 

ACTION  OF  BOARD — Alaterial  approved,  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0  1 


THE  RESOLUTION  (486-42-SM) 

Whereas,  the  New  York  Trap  Rock  Corp.,  owner,  filed 
on  June  17,  1942,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Clinton  Point  Dolomite  Crushed  Stone ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COAIMITTEE  ON  TESTS. 


July  27,  1942. 


Re:  Cal.  No.  486-42-SM. 

Subject:  Clinton  Point  Dolomite  Crushed  Stone,  as 
produced  by  the  New  York  Trap  Rock  Corporation 
at  Clinton  Point,  New  York,  approval  of,  as  a 
concrete  aggregate. 

On  June  17,  1942,  New  York  Trap  Rock  Corpora¬ 
tion,  owner,  filed  an  application  pursuant  to  Section 
C26-178.0,  b  and  Section  C26-191.0  of  the  Administra¬ 
tive  Building  Code  for  the  approval  of  Clinton  Point 
Dolomite  Crushed  Stone  for  use  in  New  York  City 
pursuant  to  Section  C26-315.0  of  the  Administrative 
Code,  as  coarse  and  fine  aggregates. 

The  manufacturing  processes  are  as  follows : 

The  initial  step  in  quarrying  consists  of  stripping  for 
the  purpose  of  removing  the  overburden  of  dirt,  under¬ 
brush,  bushes  and  small  trees.  After  stripping  the 
drilling  operation  is  commenced,  which  consists  of  drill¬ 
ing  from  top  of  quarry  with  well  drill,  8  in.  to  8-kt  in. 
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in  diameter  with  holes  approximately  20  ft.  on  centers, 
to  a  depth  which  approximates  that  of  the  base  of  the 
quarry  face  at  the  quarry  floor  level.  Primary  blasting 
is  done  with  Nitramon  and  T.N.T.  Secondary  blasting 
is  done  to  reduce  the  size  of  the  larger  pieces  of  stone 
resulting  from  the  primary  blast  so  that  such  larger 
pieces,  as  reduced,  will  go  through  the  crusher.  The 
stone  is  transported  from  the  quarry  in  ten  5  yard 
trucks,  which  are  loaded  by  two  120  ton  steam  shovels 
and  one  100  ton  electric  shovel  having  buckets  4j4  and 
5  yard  capacity.  The  stone  is  dumped  from  the  trucks 
into  the  primary  crusher,  which  has  a  capacity  of  more 
than  1,000  tons  per  hour  and  will  crush  a  stone  as  large 
as  5  ft.  by  5  ft.  by  3  ft.  When  the  stone  leaves  the 
primary  crusher,  it  has  a  maximum  size  of  7  in.  by 
12  in.  and  is  then  further  crushed  in  a  Symonds  Cone 
Gyratory  Crusher,  reducing  it  to  a  maximum  size  of 
3  in.  The  stone  is  then  conveyed  by  belt  to  a  scalping 
machine  where  any  stone  in  excess  of  3  in.  is  screened 
out  and  sent  back  to  the  secondary  crusher  for  recrush¬ 
ing  and  everything  under  3  in.  is  conveyed  to  the  screen¬ 
ing  building.  The  screening  building  is  840  ft.  'long  by 
140  ft.  in  height.  In  this  building  the  stone  enters  by  a 
belt  conveyor  and  passes  over  screens  which  pick  out 
all  stones  over  2  in.  in  diameter  and  all  other  stones 
fall  through  and  are  carried  to  the  next  screen  where 
all  particles  over  V}/2  in.  are  picked  out.  This  opera¬ 
tion  continues  over  various  screens  so  that  the  stone  is 
separated  into  the  following  sizes:  2]/2" ,  2",  ll/2" ,  1A", 
1",  Y\'\  H"  and  screenings.  As  the  various  sizes 
are  screened  they  fall  into  concrete  silos.  When  the 
silos  become  filled,  an  overflow  gate  opens  and  the 
stone  falls  into  an  open  stockpile.  Occasionally  stone 
sand  is  made  by  washing  away  all  the  dirt  and  fine 
particles  from  the  screenings,  leaving  only  the  3/16  and 
A  in.  sizes.  The  stone  is  screened  and  stored  in 
straight  sizes  but  when  used  in  construction  work  sev¬ 
eral  sizes  are  blended  together  to  form  an  aggregate. 
Under  the  stone  silos  and  stockpiles  there  runs  a  tunnel 
the  full  length  of  the  screenings  building.  On  the  ceil¬ 
ing  of  this  building  there  are  a  series  of  chutes  each 
containing  the  same  size  of  stone  as  is  piled  in  the  silo 
above  it.  By  means  of  these  chutes  and  the  conveyor 
belt  running  underneath  same,  the  stone  can  be  blended 
to  meet  a  specification  by  regulating  the  size  of  the 
openings  in  the  chutes  running  from  each  silo.  All  of 
the  commercial  sizes  of  stone,  except  the  screenings  are 
washed  in  a  washing  building  approximately  6  stories 
in  height,  where  the  stone  enters  at  the  top  and  drops 
to  the  bottom  over  a  series  of  baffles.  As  the  stone  is 
baffled  from  side  to  side,  water  under  50  pounds  per 
square  inch  pressure  is  sprayed  upon  it  for  the  full  6 
story  drop.  The  stone  is  conveyed  from  the  washing 
building  to  a  loading  chute  where  it  is  placed  on  board 
scows  for  delivery.  These  scows  carry  between  600  and 
700  yards. 

The  controls  on  the  manufacturing  process  consist 
of  a  test  made  at  the  point  of  loading  and  if  the  stone 
is  found  to  be  not  of  the  proper  sizing,  adjustments  are 
made  immediately  at  the  blending  chutes  over  the  con- 
vevor  belt  to  correct  same.  The  applicant  maintains  a 
laboratory  at  the  mill  where  the  tests  are  made  for 
size. 

The  applicant  has  submitted  a  copy  of  report  of  test 
No.  38R  135  by  the  Laboratory  of  the  Division  of 
Engineering  of  the  New  York  State  Department  of 
Public  Works,  which  indicates  that  the  applicant’s  stone 
was  tested  December  29,  1938  with  the  following  re¬ 
sults  : 

Classification:  Limestone  (Dolomitic)  Percent  100 

Specific  Gravity  Test:  Av.  Sp.  Gr. — 2.81 

Abrasion  Test  grams.  2.0%  wear 

Soundness  Test  by 

10  cycles  Condition  after  Tests — O.K. 

Sodium  Sulphate  Mag.  Sulphate 

Wt.  after  10  cycle  test.  1st  Test  1st  Test 

Percent  loss  (wt.)  0  0 


J  he  applicant  has  also  submitted  copy  of  Report 
No.  43659  of  the  Haller  Testing  Laboratory,  dated 
March  15,  1940,  for  the  purpose  of  indicating  the 
manner  in  which  it  complies  with  specifications  for 
a  mix  blended  as  to  size.  The  report  indicates  the 
following : 


Passing 

Passing 

Passing 

Passing 


VA" 

1" 


malysis 

Requirements 
Fed.  Spec.  SS  A  281 

100.0% 

100% 

100.0% 

90—100% 

48.5% 

25—  60% 

1.7% 

» 

0—  10% 

j 

2.8 

6.89 

A" 

_  #4 

Bulk  Specific  Gravity, 
saturated  surface-dry 
basis 

Fineness  Modulus 
Voids  49.5 

Wt.  Cu.  ft.,  dry  loose  88.1# 

The  examination  of  samples  and  observation  of  the 
manufacturing  and  storage  processes  at  the  mill  indi¬ 
cates  that  the  applicant  is  prepared  to  furnish  this 
material  in  sizes  or  blends  as  specified  thoroughly 
washed  and  ready  for  use  as  concrete  aggregates  pur¬ 
suant  to  the  requirements  of  the  Administrative  Code. 


Recommendation. 

Based  on  the  foregoing  data,  it  is  recommended  by 
the  Committee  on  Tests  that  Clinton  Point  Dolomite 
Crushed  Stone  as  produced  by  the  New  York  Trap 
Rock  Corporation  at  Clinton  Point,  New  York,  be 
approved  for  use  in  New  York  City  as  fine  and  coarse 
concrete  aggregates  pursuant  to  Section  C26-315.0  of 
the  Administrative  Building  Code  on  the  following  con¬ 
ditions  : 

1.  That  each  scow  destined  for  use  in  New  York 
City  shall  be  accompanied  by  a  delivery  slip  stating 
in  addition  to  the  source  of  this  material,  the  grada¬ 
tion,  and  it  shall  bear  the  following  stamp  or  label 
thereon:  “Approved  for  use  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  486- 
42-SM”  and  that  each  truck  delivery  slip  shall  be  simi¬ 
larly  stamped  by  the  dealer. 

2.  That  samples  shall  be  taken  pursuant  to  accepted 
practice  from  each  scow  destined  for  New  York  City 
and  a  record  kept  of  the  resulting  test  for  gradation. 

3.  That  at  least  once  each  month  a  composite  re¬ 
port  of  tests  made  pursuant  to  the  above  requirement 
shall  be  forwarded  to  the  Board  and  certified  by  the 
applicant’s  representative. 

4.  That  when  used  these  aggregates  shall  comply 
with  the  requirements  of  Paragraph  C  of  Section  C26- 
315.0  of  the  Administrative  Code. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Clinton  Point  Dolo¬ 
mite  Crushed  Stone,  on  condition  that  the  material  be 
manufactured  and  labelled,  stamped  or  tagged  in  accordance 
with  above  report. 


Recessed  at  5:00  P.  M.  to  July  31,  1942  at  10  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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RECESSED  MEETING  OF  JULY  28,  1942. 

RECONVENED  JULY  31,  1942  at  10  A.M. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

536-42-BZ. 

APPLICANT— Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner. 

SUB TECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  21  and  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  building  to  be  used 
for  metal  manufacturing.  . 

PREMISES  AFFECTED— 34-12  10th  street,  west  side, 
73.02  ft.  south  of  34th  avenue  (Block  No.  324,  Lot 
Nos.  32  to  45,  inclusive),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPEARANCES—  .  T  0 

For  Applicant :  Sidney  L.  Strauss  and  v  incenzo 

Bassano 

For  Opposition:  Don  Fanchelli,  G.  Emmi,  Frank 
W.  Nicolosi,  Hugh  Quinn,  Carmela  Scotto  and 
others. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  ,  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  ® 


to  permit  the  erection  of  the  building  as  proposed,  on  con¬ 
dition  that  the  use  shall  be  as  set  forth ;  that  the  building 
shall  not  be  occupied  for  manufacturing  purposes  except 
on  the  first  story  for  the  full  area  of  the  lot  and  that  the 
proposed  second  story  shall  be  occupied  only  as  offices  and 
drafting  room  in  connection  therewith;  that  there  shall  be 
no  windows  or  other  openings  on  the  rear  or  side  line  walls 
opening  upon  adjoining  premises;  that  there  shall  be  no 
skylights  erected  on  the  roof  on  that  portion  of  the  build¬ 
ing  west  of  the  central  line  of  columns,  or  if  skylights  are 
erected  they  shall  remain  fixed,  except  such  skylights  as 
may  be  legally  required  for  the  ventilation  of  toilets ,  that 
any  spraving  operation  in  the  building  shall  be  so  placed  as 
to  be  toward  the  10th  street  side  with  the  required  exhaust 
and  ventilation  for  same  to  10th  street  but  not  through  the 
roof;  that  the  building  throughout  shall  comply  in  all  other 
respects  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  other  than  as  modified  by  the  Board  under  Cal.  No. 
584-42-A  and  shall  be  equipped  throughout  with  a  sprinkler 
system  as  required  under  584-42-A,  which  may  be  an  ex¬ 
tension  of  the  Factory  Mutual  Sprinkler  System  now  in¬ 
stalled  “in  the  premises  across  10th  street  under  the  same 
ownership  and  control;  that  such  additional  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fi'e  com¬ 
missioner  shall  direct ;  that  the  use  herein  permitted  does 
not  contemplate  permission  of  any  uses  which  would  be 
unduly  noisy,  odorous  or  noxious,  such  as  would  be  pro¬ 
hibited  under  section  4,  subdivision  b,  of  the  zoning  reso¬ 
lution ;  that  the  proposed  boiler  room  shall  be  separated 
from  the  balance  of  the  building  by  fireproof  construction 
and  the  chimney  flue  shall  be  carried  to  sufficient  height  to 
insure  smoke  dissemination  into  the  upper  air,  so  as  not  to 
affect  the  adjoining  residential  buildings;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


THE  RESOLUTION  (536-42-BZ) 

Whereas,  Sidney  L.  Strauss,  for  General  Bronze  Corpo¬ 
ration,  owner,  filed  July  3,  1942,  an  application  under  sec¬ 
tions  21  and  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  for  metal  manufacturing;  premises: 
34-12  iOth  street,  west  side,  73.02  ft.  south  of  34th  avenue 
(Block  No.  324,  Lot  Nos.  32  to  45,  inclusive),  Long  Island 
City,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  July  28,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  10th  street,  9th  street,  34th  avenue  and 
35th  avenue  are  each  in  business  and  unrestricted  use  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  2.  1942  on  N.  B.  Application  No.  912-42,  reads: 

“1.  Use  of  building  located  within  a  business  district 
for  metal  manufacturing  contrary  to  article  2  section  4 
sub.  sect.  19  of  Building  Zone  Resolution. 

2.  Proposed  factory  occupancy  is  in  excess  of  25% 
of  total  floor  area  of  building  contrary  to  Article  2 
section  4,  subdivision  51 C.” 

and 

Whereas,  the  proposed  building  is  of  Class  3  construction 
with  a  frontage  of  348  ft.  7  in.  and  a  depth  of  100.1  ft. 
one  and  two  stories  in  height.  It  is  proposed  to  use  the 
proposed  building  for  the  assembly  of  metal  products  and 
also  (on  the  2nd  store)  as  offices;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board :  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c.  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and.  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7c  thereof. 


804-41-BZ. 

APPLICANT — Max  Horn,  for  Beach  71st  Street  Develop¬ 
ment  Corporation,  owner.  M 

SUB  TECT — Application  for  consideration— reopening  and 
extension  of  time— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  transient  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 149  Beach  71st  street,  west 
side,  437  ft.  north  of  Boardwalk  (Block  No.  607, 
Lot  No.  83,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Mollie  Horn. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  ® 

THE  RESOLUTION  (804-41-BZ) 

Whereas.  Max  Horn,  for  Beach  71st  Street  Develop¬ 
ment  Corporation,  owner,  filed  September  19,  1941,  an  ap¬ 
plication  under  section  7h  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises:  149  Beach 
71st  street,  west  side,  437  ft.  north  of  Boardwalk  (Block 
No.  607,  Lot  No.  83),  Arverne,  Borough  of  Queens;  and  _ 

Whereas,  this  application  was  granted  by  the  Board,  April 
21.  1942  on  certain  conditions  and  applicant  requested  an 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  21,  1942  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  work,  so  as  amended  this  portion  of  the  resolution 
shall  read : 
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"that  in  z'iezv  of  statement  made  by  applicant  that  the 
work  has  nozv  been  substantially  completed,  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within 
tzeo  (2)  months  from  the  date  of  this  amended  reso¬ 
lution.  *  *  *” 


APPEARANCES— 

For  Applicant :  Anthony  J.  Yaconetti. 

AC  1  ION  OF  BOARD — Laid  over  to  September  15,  1942 
at  2  P.  M.  Owner  of  property  to  be  notified. 


129-41-BZ. 

APPLICANT — Max  Horn,  for  Estate  of  Melvin  G.  Pal- 
liser,  deceased,  and  Long  Island  Railroad  Company, 
owners. 

UUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7 h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

’REMISES  AFbEC  I  ED— -223  Beach  102nd  street,  238 
Beach  103rd  street  and  102-02  to  102-24  St.  Marks 
avenue,  n'orth  side,  and  south  side  of  Long  Island 
Railroad,  from  Beach  102nd  to  Beach  103rd  streets 
(Seaside  avenue)  ;  (Block  No.  587,  Lot  Nos.  1,  5, 
71  and  76),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Mollie  Horn. 
kCTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . . .  0 

HE  RESOLUTION  (829-41-BZ) 

Whereas,  Max  Horn,  for  Estate  of  Melvin  G.  Palliser, 
2ceased  and  Long  Island  Railroad  Company,  owners,  filed 
eptember  26,  1941,  an  application  under  section  7h  of  the 
)ning  resolution,  to  permit  partly  in  a  business  use  and 
irtly  in  a  residence  use  district,  for  a  temporary  period  of 
Pt  more  than  two  (2)  years,  the  parking  and  storage  of 
ore  than  five  (5)  motor  vehicles;  premises  223  Beach 
)2nd  street,  238  Beach  103rd  street  and  102-02  to  102-24 
Q  Marks  avenue,  north  side,  and  south  side  of  Long  Island 
ailroad,  from  Beach  102nd  to  Beach  103rd  streets  (Seaside 
penue)  ;  (Block  No.  587,  Lot  Nos.  1,  5,  71  and  76),  Rock- 
va.y  Beach,  Borough  of  Queens ;  and 
'Whereas,  this  application  was  granted  by  the  Board,  May 
1942,  on  certain  conditions  and  applicant  requested  an 
tension  of  time  to  obtain  permits  and  complete  the  work. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  amend  the  resolution  adopted  on  May  26,  1942  only 
far  as  it  has  reference  to  obtaining  permits  and  com¬ 
mon  of  work,  so  as  amended  this  portion  of  the  resolution 
all  read : 

“that  in  znezu  of  statement  made  by  applicant  that  the 
work  has  nozv  been  substantially  completed,  that  all 
permits  shall  be  obtained  and  all  zvork  completed  within 
tn'o  (2)  months  from  the  date  of  this  amended  reso¬ 
lution.  *  *  *” 


PPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

1-42-A. 

PPLICANT— Anthony  J.  Yaconetti,  for  Jennie  Pica,  ad¬ 
joining  property  owner. 

WNkr  OF  PREMISES-Margaret  Hoffman. 

JBJECT  Appeal  from  a  decision  of  the  borough  super- 
,  intendent  re  Revocation  of  Alt.  Applic.  No.  367-42. 

DEMISES  AFFECTED — 4555  Third  avenue,  southwest 
corner  of  Lorillard  place  and  539-545  East  184th 
street,  north  side,  50  ft.  west  of  Lorillard  place 
(Block  No.  3052,  Lot  No.  37),  Borough  of  The 
Bronx. 


383-42-A. 

APPLICANT — American  Can  Company,  owner. 
jLLJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 383  Third  avenue,  east  side, 
205  ft.  south  of  Third  street  (Block  No.  980,  Lot 
No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  M.  Didriksen. 

ACT  ION  OF  BOARD — Appeal  withdrawn,  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 


400-42-A. 

APPLICANT — American  Can  Company,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 134-184  43rd  street  and  4302- 
4320  Second  avenue,  southwest  corner  (Block  No. 

.  726,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  M.  Didriksen. 

ACT  ION  OF  BOARD — Appeal  withdrawn,  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 


515-42-A. 

A I  PLICWNT  Alexander  D.  Crossett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer¬ 
ica,  lessee). 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  decisions 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek  (Block  No 
2257,  Lot  Nos.  2,  16,  31,  Block  No.  2256,  Lot  Nos. 
60,  61,  63,  150,  153,  155,  Block  No.  2235,  Lot  Nos. 
1,  225,  300,  330,  Block  No.  2236,  Lot  Nos.  70,  75 
30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block  Nos.  2589 
2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1,  Block 
Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block- 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot 
Nos.  1,  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34, 
40,  44,  50  and  Block  No.  2602,  Lot  Nos.  1,  37,  40 
and  44),  Maspeth,  Borough  of  Queens  (Aluminum 
plant). 

APPEARANCES— 

For  Applicant:  C.  J.  Sheehan,  C.  Lindstroin  and 
Thos.  Crimmins. 

ACT  ION  OF  BOARD — Application  for  reopening  with¬ 
drawn,  without  prejudice  to  reinstatement  at  a  later 
date. 

THE  VOTE  TO  WITLIDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 


519-42-A. 

APPLICANT— Alexander  D.  Crossett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer¬ 
ica,  lessee). 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution— re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 
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PREMISES  AFFECTED — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257,  Lot  Nos.  2,  16,  31,  Block  No.  2256,  Lot  Nos. 
60,  61,  63,  150,  153,  155,  Block  No  2235  Lot  Nos. 
1,  225,  300,  330,  Block  No.  2236,  Lot  Nos.  70,  75, 
30,  Block  No.  2588,  Lot  Nos.  1,  50,  Block  Nos.  2a89, 
2590,  2595,  2603,  2604,  2605,  2606  Lot  No  1,  Block 
Nos.  2591,  2592,  2593,  2594,  Lot  Nos  1,  34.  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot 
Nos.  1,  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34, 
40  44,  50  and  Block  No.  2602,  Lot  Nos.  1,  37,  40 
and  44),  Maspeth,  Borough  of  Queens  (2  Rectifier 
Stations,  Nos.  1R  and  16). 

APPEARANCES—  _  T  •  j  *  , 

For  Applicant :  C.  J.  Sheehan,  C.  Lindstrom  and 

Thos.  Crimmins.  ... 

ACTION  OF  BOARD — Application  for  reopening  with¬ 
drawn,  without  prejudice  to  reinstatement  at  a  later 

(lof  p 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ^ 


Nos.  1,  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28  34, 
40,  44,  50  and  Block  No.  2602,  Lot  Nos.  1,  37.  40 
and  44),  Maspeth,  Borough  of  Queens  (Machine 
Shop  Building,  No.  44). 

APPEARANCES—  T  .  , 

For  Applicant:  C.  J.  Sheehan,  C.  Lindstrom  and 

Thos.  Crimmins.  .  .  I 

ACTION  OF  BOARD — Application  for  reopening  with¬ 
drawn,  without  prejudice  to  reinstatement  at  later 
date 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  9 


592-42-S. 


520-42-A. 


APPLICANT— Alexander  D.  Crossett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer- 

ica,  lessee).  .  , 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257,  Lot  Nos.  2,  16,  31,  Block  No.  2256,  Lot  Nos. 
60,  61,  63,  150,  153,  155,  Block  No  223a  Lot  Nos. 
1,  225,  300,  330,  Block  No.  2236,  Lot  Nos.  70,  75, 
30  Block  No.  2588,  Lot  Nos.  1,  50,  Block  Nos.  2589, 
2590,  2595,  2603,  2604,  2605,  2606,  Lot  No.  1,  Block 
Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  26C0,  Lot 
Nos.  1,  45,  Block  No.  2601,  Lot  Nos.  1,  21,  28,  34, 
40  44  50  and  Block  No.  2602,  Lot  Nos.  1,  37,  40 
and  44),  Maspeth,  Borough  of  Queens  (Trans¬ 
former  Service  Building,  No.  30). 

APPEARANCES—  „  T .  .  . 

For  Applicant:  C.  J.  Sheehan,  C.  Lindstrom  and 

Thos.  Crimmins.  ... 

ACTION  OF  BOARD — Application  for  reopening  with¬ 
drawn,  without  prejudice  to  reinstatement  at  later 
flrltC 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


APPLICANT— Sidney  Daub,  for  Simon  Finkelstein,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 124  Baxter  street,  west  side,  97 
ft.  10  in.  south  of  Hester  street  (Block  No.  207, 
Lot  No.  16),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub.  t 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn,  without 
prejudice  to  reinstatement  at  later  date. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . I 


593-42-A. 


APPLICANT— Sidney  Daub,  for  Simon  Finkelstein,  owner 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  . 

PREMISES  AFFECTED— 124  Baxter  street,  west  side,  9/ 
ft.  10  in.  south  of  Hester  street  (Block  No.  207 
Lot  No.  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  Daub.  > 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous 
ing  and  Buildings.  .  J 

ACTION  OF  BOARD— Application  withdrawn,  withou 
prejudice  to  reinstatement  at  later  date. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  • 
•  Negative:  . . 


521-42-A. 


APPLICANT— Alexander  D.  Crossett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Company  of  Amer- 
ica,  lessee). 

SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution— re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek  (Block  No. 
2257  Lot  Nos.  2,  16,  31,  Block  No.  2256,  Lot  Nos. 
60,  61,  63,  150.  153,  155,  Block  No.  2235,  Lot  Nos. 
1  225  300,  330,  Block  No.  2236,  Lot  Nos.  70,  75, 
30  Block  No.  2588,  Lot  Nos.  1,  50,  Block  Nos.  2589, 
2590  2595,  2603,  2604,  2605,  2606,  Lot  No.  1,  Block- 
Nos.  2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block 
No.  2596,  part  of  Lot  No.  1,  Block  No.  2600,  Lot 


534-42-A. 

APPLICANT— Alexander  D.  Crossett,  for  Defense  Plan 
Corporation,  owner  (Aluminum  Company  of  Amer 
ica,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED — 47-19  Grand  avenue,  area  bounc 
ed  by  Grand  avenue,  Page  place,  56th  road,  Maspet 
Creek  and  Newtown  Creek  (Block  No.  2257,  L( 
Nos.  2,  16,  31,  Block  No.  2256,  Lot  Nos.  60,  6 
63,  150,  153,  155,  Block  No.  2235,  Lot  Nos.  1,  22. 
300,  330,  Block  No.  2236,  Lot  Nos.  70,  75,  30,  Bloc 
No  2588,  Lot  Nos.  1,  50,  Block  Nos.  2589,  259 
2595,  2603,  2604,  2605,  2606,  Lot  No.  1,  Block  No 
2591,  2592,  2593,  2594,  Lot  Nos.  1,  34,  Block  N 
2596  part  of  Lot  No.  1,  Block  No.  2600,  Lot  No 
1  45,  Block  No.  2602,  Lot  Nos.  1,  37,  40,  44  ar 
Block  No.  2601,  Lot  Nos.  1,  21,  28,  34,  40, ,  * 
and  50),  Maspeth,  Borough  of  Queens  (Ore  Ut 
loading  Building). 

APPEARANCES—  „  T  .  , 

For  Applicant:  C.  J.  Sheehan,  C.  Lindstrom  ar 
Thos.  Crimmins. 
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For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 
ment  ;  to  be  reinstated  at  later  date. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


1098-41-A. 

APPLICANT — Morris  B.  Kessler,  for  Leeds  Realty  Cor¬ 
poration,  adjoining  owner. 

OWNER  OF  PREMISES— -Standard  National  Corporation 
(Joseph  Clicker,  lessee). 

SUB JECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occupancy 
No.  192-41. 

PREMISES  AFFECTED — 2050-2066  White  Plains  avenue, 
northeast  corner  of  Bronxdale  avenue  and  south¬ 
east  corner  of  White  Plains  avenue  and  Brady  ave- 
*  nue  (Block  No.  4284,  Lot  Nos.  5,  11,  13  and  15, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  A.  H.  Haaren. 

For  Opposition:  Jean  Scher. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted — Certificate  of  Oc- 
cupancv  No.  192-41  revoked. 

THE  VOTE  TO  GRANT,  REVOKING  CERTIFICATE 
OF  OCCUPANCY— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Not  Voting:  Deputy  Chief  Murphy  .  1 

N  egative :  .  0 


THE  RESOLUTION  (1098-41-A) 

Whereas,  Morris  B.  Kessler,  for  Leeds  Realty  Corpora¬ 
tion,  adjoining  owner  (Standard  National  Corporation, 
owner  of  premises  and  Joseph  Glicker,  lessee),  filed  on  De¬ 
cember  22,  1941,  an  appeal  from  a  decision  of  the  borough 
superintendent,  refusing  to  revoke  certificate  of  occupancy 
affecting  premises  Northeast  corner  of  White  Plains  road 
and  Bronxdale  avenue  (Block  No.  4284,  Lot  Nos.  5,  11, 
13  and  15),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  December  9,  1941,  reads: 

“Your  letter  of  December  2,  requesting  the  revocation 
of  the  certificate  of  occupancy  for  the  use  of  the  sub¬ 
ject  premises  as  a  parking  lot  has  been  received. 

Certificate  of  Occupancy  192-1941  was  issued  on  the 
basis  of  affidavits  presented  by  the  applicant,  that  the 
parking  lot  has  been  established  prior  to  June  28,  1935. 
It  was  based  on  this  Department’s  interpretation  of  the 
decision  of  the  Court  of  Appeals,  in  the  case  of  Board¬ 
walk  and  Seashore  Corp.  vs.  Murdock.  Once  a  certifi¬ 
cate  is  issued  we  have  no  authority  to  revoke  it.  Ap¬ 
plication  for  revocation  should  be  made  to  the  Board 
of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  252.19  ft.  by  100  ft.,  irregular  in  area;  located  in 
a  business  use  district ;  and  used  for  the  narking  of  more 
than  five  (5)  motor  vehicles  pursuant  to  Certificate  of  Oc¬ 
cupancy  No.  192  of  1941;  and 
Whereas,  the  applicant  contends  that  the  certificate  of 
occupancy  in  question  was  issued  by  the  borough  superin¬ 
tendent  on  the  grounds  that  affidavits  were  presented  afleg- 
ing  that  the  parking  lot  had  been  established  prior  to  Tune 
28,  1935,  and  that  such  certificate  was  issued  on  the  inter¬ 
pretation  of  the  decision  of  the  Court  of  Appeals  on  the 
Matter  of  Boardwalk  and  Seashore  Corp.  vs.  Murdock; 
that  this  case  is  no  authority  for  the  issuance  of  the  cer¬ 
tificate  of  occupancy,  inasmuch  as  the  original  permit  for 


parking  lot  was  revoked  subsequent  to  June  15,  1935;  that 
the  premises  have  not  been  used  uninterruptedly  and  con¬ 
tinuously  since  the  enactment  of  the  amended  zoning  restric¬ 
tions  in  June,  1935  or  subsequent  amendments  thereto;  that 
on  November  28,  1934,  Permit  No.  14028  was  issued;  that 
Permit  No.  14163  was  issued  April  10,  1935;  that  these 
premises  were  used  as  a  parking  lot  until  March  27,  1939, 
when  the  aforesaid  permits  were  revoked;  that  the  opinion 
of  Special  Term  in  the  Boardwalk  case  contemplated  that 
a  certificate  of  occupancy  be  issued  in  instances  where 
premises  were  maintained  and  used  uninterruptedly  subse¬ 
quent  to  the  amendment  of  the  zoning  restrictions ;  that  the 
state  of  facts  existing  in  connection  with  the  premises  herein 
involved  are  not  analogous  to  the  state  of  facts  existing 
in  the  Boardwalk  case,  since  the  premises  herein  involved 
had  not  been  used  for  automobile  parking  lot  since  March 
27,  1939,  when  the  permits  issued  prior  to  1935  were  re¬ 
voked  ;  and 

Whereas,  the  report  of  a  committee  of  the  Board  recom¬ 
mended  the  granting  of  this  appeal  and  the  revocation  of 
Certificate  of  Occupancy  No.  192-41  (Report  of  the  Com¬ 
mittee  will  be  published  in  a  later  issue  of  the  Bulletin). 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  December  9,  1941  be  and  it  hereby  is  reversed  and 
that  the  appeal  be  and  it  hereby  is  granted,  revoking  Certifi¬ 
cate  of  Occupancy  No.  192-1941. 


236-42-S. 

*\ !  1  LI  CAN  I — Saul  Goldsmith,  for  The  Dime  Savings 
Bank  of  Brooklyn,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 457-459  Livonia  avenue  and 
517-527  Van  Sinderen  avenue,  northeast  corner 
(Block  No.  3799,  Lot  No.  51),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 

THE  RESOLUTION  (236-42-S) 

V  hereas,  Saul  Goldsmith,  for  the  Dime  Savings  Bank 
of  Brooklyn,  owner,  filed  on  March  23,  1942,  an  application 
for  variation  of  the  requirements  of  the  Labor  Law,  as 
cited  in  a  decision  of  the  borough  superintendent,  affecting 
premises  457-459  Livonia  avenue,  and  517-27  Van  Sinderen 
avenue,  northeast  corner  (Block  No.  3799,  Lot  No.  51), 
Borough  of  Brooklyn;  and 

V  hereas,  the  decision  of  the  borough  superintendent 
dated  July  20,  1942,  on  Alt.  Applic.  No.  722-42,  reads: 

“1.  Changing  occupancy  from  stores  to  manufactur¬ 
ing  on  1st  floor  and  business  use  on  2nd  floor  in  a 
building  erected  after  Oct.  1,  1913— two  fireproof  exits 
required  as  per  270  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stones  (25  ft.)  in  height;  30  ft.  by  90  ft.  in  area;' of  Class 
3  construction;  located  in  a  business  use  district:  erected 
1926,  and  occupied— cellar,  storage;  first  floor,  stores,  15 
persons ,  second  floor,  billiard  parlor,  50  persons ;  proposed 
to  be  occupied — cellar,  same;  first  floor,  store  and  light 
manufacturing,  15  persons;  second  floor,  billiard  parlor,' 50 
persons;  that  the  building  is  equipped  with  one  3  ft.  8  in 
wood  stairs  enclosed  in  wood  studs  metal  lath  cement  plaster 
both  sides,  equipped  with  kalamein  doors  and  one  fire  escape 
at_  the  rear,  which  extends  to  roof  by  ladder  to  street ;  that 
windows  on  the  course  are  kalamein  frame  and  sash,  glazed 
with  wire  glass;  that  Certificate  of  Occupancy  No  43001 
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issued  February  3,  1927,  permits  the  use  of  the  first  floor 
for  stores  and  the  second  floor  for  billiard  parlor,  live  load 
of  120  lbs.  on  the  first  floor  and  100  lbs.  on  the  second ;  that 
Violation  No.  515-42,  issued  January  24,  1942  is  for  occupy¬ 
ing  the  first  floor  for  factory  without  a  certificate  of  occu¬ 
pancy;  and 

Whereas,  the  applicant  contends  that  the  first  floor,  por¬ 
tion  where  light  manufacturing  is  carried  on,  is  provided 
with  two  means  of  egress  direct  to  street. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  722-42,  Obj.  No.  1,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  on  condition  that  the 
requirements  of  the  Labor  Law  shall  he  complied  with  as 
to  the  first  floor,  where  manufacturing  is  proposed  and 
that  the  second  floor  shall  comply  with  the  requirements  of 
the  Building  Code,  so  long  as  the  present  business  use, 
namely,  billiard  parlor,  is  continued;  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  as  to  use,  con¬ 
struction  and  occupancy  in  all  other  respects. 


311-42-A. 

APPLICANT— Kamel  D.  Mahfouz,  et  al.,  adjoining  prop¬ 
erty  owners. 

OWNER  OF  PREMISES — No.  97  Realty  Corporation 
(Thrift  Auto  Parking,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occupancy 
No.  104904-42. 

PREMISES  AFFECTED— 5501-5523  Sixth  avenue,  east 
side,  block  front  between  55th  and  56th  streets 
(Block  No.  833,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Kamel  D.  Mahfouz. 

For  Administration:  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted — Certificate  of 
Occupancy  No.  104904  revoked. 

THE  VOTE  TO  GRANT,  REVOKING  CERTIFICATE 
OF  OCCUPANCY— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Not  Voting:  Deputy  Chief  Murphy . '. . . .  1 

Negative :  .  0 


THE  RESOLUTION  (311-42-A) 

Whereas,  Kamel  D.  Mahfouz,  et  al,  adjoining  owners, 
filed  April  13,  1942,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  refusing  to  revoke  Certificate  of  Occu¬ 
pancy  No.  104904,  affecting  premises  5501-5523  Sixth  avenue, 
east  side,  between  55th  and  56th  streets  (Block  No.  833,  Lot 
No.  1),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  bor.ough  superintendent 
dated  April  8,  1942,  on  B.  N.  Applic.  390-42,  reads: 

“In  reply  to  your  letter  dated  April  7th,  with  refer¬ 
ence  to  the  above  case,  the  use  of  these  premises  as  a 
parking  lot  was  discontinued  on  May  31,  1938  as  a  result 
of  court  action  instigated  by  this  department.  For  this 
reason,  when  the  case  was  reopened,  it  was  treated  as 
if  the  business  had  been  continued  to  the  present  date. 

This  department  has  no  power  to  revoke  a  certificate 
of  occupancy.” 

and 

Whereas,  the  applicant  states  that  the  plot  is  200  ft.  by 
100  ft.  in  area,  located  in  a  business  use,  C  area  district;  and 
Whereas,  Certificate  of  Occupancy  No.  104904  issued 
March  26,  1942  on  Bldg.  Notice  390-42,  classified  the  occu¬ 
pancy  as  “parking  lot”  and  permitted  the  use  of  the  premises 
for  the  parking  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  applicant  contends  that  the  certificate  of 
occupancy  should  not  have  been  issued,  as  same  is  in  viola¬ 
tion  of  Article  2,  Section  4  of  the  zoning  resolution;  that 


the  certificate  of  occupancy  was  issued  under  subdivision  b 
of  Section  6  of  the  Zoning  Resolution  and  the  interpretation 
thereof  by  the  Court  of  Appeals  in  the  Matter  of  Board¬ 
walk  and  Seashore  Corp.  v.  Murdock,  286  N.  Y.  494;  that 
the  Boardwalk  and  Seashore  case  is  not  in  any  way  an- 
alagous  to  the  instant  case ;  that  the  use  in  the  instant  case 
was  not  in  the  first  instance  lawfully  established ;  that 
Letter  Permit  No.  133D,  issued  May  27,  1935  by  the  Dept, 
of  Housing,  restricted  the  use  of  the  premises  to  “Day 
parking  from  8  A.  M.  to  1  A.  M.  for  more  than  five  (5)  I 
motor  vehicles  and  night  parking  for  five  (5)  motor  vehicles  j 
only” ;  that  the  terms  of  this  letter  permit  were  violated,  in 
that  the  premises  were  used  for  a  garage  and  not  for  park¬ 
ing  ;  that  the  Court  in  the  matter  of  Boardwalk  and  Sea¬ 
shore  held  that  the  use  after  having  been  lawfully  estab¬ 
lished,  must  have  been  thereafter  maintained ;  that  in  the 
instant  case,  the  lessee  was  evicted  in  May,  1938  and  since 
that  time,  the  premises  have  been  used  a  part  of  each  year 
by  a  church  organization  for  gospel  meetings  a.nd  that  at 
present  the  premises  are  being  used  for  storage,  in  violation 
of  the  certificate  of  occupancy;  that  the  amendment  of 
section  6  of  the  Zoning  Resolution  effective  December  18, 
1940,  could  not  have  been  intended  to  resurrect  the  dormant 

use ;  and  . 

Whereas,  the  report  of  a  Committee  of  the  Board,  reads 

as  follows : 

REPORT  OF  COMMITTEE. 

July  22,  1942. 

Re:  Cal.  No.  311-42-A. 

Premises  5501-5523  Sixth  Avenue,  Brooklyn. 

This  is  an  appeal  to  revoke  a  Certificate  of  Occu¬ 
pancy  #  104,904,  issued  March  26,  1942,  by  the_  Borough 
Superintendent,  to  permit  the  plot  at  5501-5523  Sixth 
avenue,  Brooklyn,  Block  833,  Lot  1,  100  feet  by  200  feet 
in  area,  to  be  occupied  “for  the  parking  of  more  than 
five  motor  vehicles”.  The  applicant  and  adjoining 
owners  have  brought  this  appeal  from  the  decision  of 
the  Borough  Superintendent  of  April  8,  1942,  refusing 
to  revoke  the  Certificate  of  Occupancy. 

The  plot  is  in  a  business  use  area,  where  storage  of 
more  than  five  cars  has  been  a  prohibited  use  under  the 
Zoning  Resolution  since  1928,  and  storage  or  parking 
of  more  than  five  cars  a  prohibited  use  since  June  28, 
1935.  Prior  to  1935,  the  use  of  the  term  “parking”  had 
not  appeared  in  the  Zoning  Resolution  or  Administra¬ 
tive  Code.  The  term  “parking”  is  used  in  the  Motor 
Vehicle  law  as  describing  the  standing  of  a  motor 
vehicle  unattended  on  the  street.  The  public  have  come 
to  use  the  term  “parking”  as  describing  also  the  placing 
of  a  motor  vehicle  on  an  open  lot  or  in  a  garage.  The 
amendment  to  the  Zoning  Law  in  June,  1935,  was  a 
recognition  of  the  use  of  the  term  “parking”  as  equiva¬ 
lent  to  storage  and  to  make  parking  as  well  as  storage, 
whatever  the  difference  might  be  in  the  shade  of  mean¬ 
ing,  a  prohibited  use  for  more  than  five  cars  in  a  busi¬ 
ness  use  district.  The  Court  of  Appeals  in  its  decision 
in  Monument  Garage  vs.  Levy  stated  “there  is  a  sub¬ 
stantial  distinction,  clearly  cognizable,  between  the 
meaning  of  “storage”  and  “parking”.  One  has  a  certain 
degree  of  permanency,  while  the  other  connotes  tran¬ 
sience”.  The  Motor  Vehicle  law  was  cited  as  indicating 
the  transient  meaning  of  parking.  The  amendment  to 
the  Zoning  Resolution  in  1935  followed  this  decision  to 
place  parking  as  well  as  storage  in  the  list  of  prohibited 
uses  in  a  business  district.  After  this  amendment  there 
were  several  important  decisions  by  the  Court  of 
Appeals,  namely,  People  vs.  Wolfe  and  People  vs. 
Kesbec,  under  which  it  appeared  to  confirm  the  under¬ 
standing  that  the  use  of  a  plot  for  commercial  parking 
prior  to  the  amendment  did  not  furnish  a  basis  for  its 
continuance  in  a  business  or  residence  use  district  with¬ 
out  a  zoning  variance  from  the  Board.  This  under¬ 
standing,  however,  was  upset  by  the  decision  of  the 
Court  of  Appeals  in  the  Boardwalk  and  Seashore  and 
Basinsky  vs.  Kesbec  decisions.  Under  these  decisions. 
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due  to  the  amendment  of  Section  6  by  the  addition  of 
Paragraph  “b”,  the  Court  decided  that  a  transient  park¬ 
ing  use  lawfully  established  prior  to  June  28,  1935, 
could  continue  provided  it  had  been  continuously  main¬ 
tained.  The  intent  of  the  wording  of  the  amendment 
that  the  use  should  have  been  lawfully  established  was 
apparently  overlooked.  Section  22  of  the  Zoning  Reso¬ 
lution  provides  that  the  use  of  the  premises  to  be  lawful 
requires  a  Certificate  of  Occupancy.  There  had  never 
been  a  Certificate  of  Occupancy  or  any  permit  issued 
for  transient  parking  at  the  Boardzvalk  and  Seashore 
site,  which  had  been  formerly  occupied  as  an  outdoor 
motion  picture  theatre  and  later  as  a  refreshment  stand 
where  parking  was  permitted. 

It  appears  that  the  Court  of  Appeals  in  the  Board¬ 
walk-Seashore  decision  has  determined  that  a  transient 
parking  use  in  a  business  use  district,  lawfully  estab¬ 
lished  prior  to  June  28,  1935,  and  maintained  continu¬ 
ously,  could  be  continued  and  is  entitled  to  a  Certificate 
of  Occupancy  even  though  no  Certificate  of  Occupancy 
had  ever  been  applied  for  or  issued,  as  required  by 
Section  22  of  the  Zoning  Resolution.  An  amendment 
to  Paragraph  “b”  of  Section  6  of  the  Zoning  Resolution 
is  now  before  the  Planning  Commission  to  correct  this 
seeming  defect. 

While  a  certain  distinction  may  exist  between  the 
meaning  of  the  term  ‘‘parking”  as  against  the  term 
“storage”,  it  is  very  evident  that  there  is  no  practical 
distinction  when  these  terms  are  used  in  relation  to  a 
commercial  parking  lot.  While  “parking”  is  the  term 
universally  used,  nevertheless  within  the  law  parking  is 
storage.  When  a  person  places  his  car  in  a  commercial 
parking  lot  and  pays  for  the  privilege,  whether  for  a 
short  space  of  time  or  under  an  agreement  implied  or 
otherwise  by  the  day,  week  or  month,  there  can  be  no 
distinction  between  this  and  placing  it  in  a  garage  for 
safekeeping.  All  the  elements  of  storage  are  present, 

i.e.,  safekeeping  for  hire.  Storage  has  been  interpreted 
by  the  courts  in  many  instances.  To  permit  storage 
under  the  guise  of  parking  is  contrary  to  the  Zoning 
Resolution  as  amended  in  1928. 

In  this  appeal,  the  facts  are  that  the  lot  was  never 
occupied  for  storage  or  parking  until  early  in  June, 
1935,  when  the  use  was  established  pursuant  to  a  so- 
called  Letter  Permit  #133,  issued  on  May  27,  1935,  by 
the  Commissioner  of  Buildings  to  a  tenant,  Friedland, 
subject  to  conditions,  restricting  the  parking  to  day¬ 
time,  between  8:00  A.M.  and  1  :00  A.M.,  for  more  than 
five  motor  vehicles  and  night  parking  for  five  motor 
vehicles  only.  The  law  provides  for  the  issuance  of  a 
Certificate  of  Occupancy  on  forms  as  approved  by  this 
Board  and  there  is  no  provision  for  the  issuance  of  any 
other  form  of  occupancy  permit.  There  is  no  basis  for 
imposition  of  conditions  by  the  Department.  However, 
it  appears  that  as  a  result  of  the  terms  of  this  Letter 
Permit  not  being  lived  up  to,  the  Letter  Permit  was 
revoked.  The  use  on  the  lot  continued,  however,  and 
a  violation  was  placed  on  the  plot  by  the  Fire  Commis¬ 
sioner  for  occupying  the  premises,  considered  as  an 
“enclosure”  under  the  Administrative  Code.  The  Fire 
Department  reported  “This  enclosure  is  ased  for  stor¬ 
ing  thirty-five  live  automobiles”.  The  application  was 
approved  on  August  1,  1935,  for  five  automobiles  only, 
and  upon  notice  being  sent  to  the  applicant,  he  refused 
to  pay  the  required  fee.  Notice  was  also  sent  by  the 
Fire  Commissioner  to  the  Building  Department  that  at 
the  time  he  applied  to  the  Fire  Commissioner  for  a 
permit,  namely.  Tune  17th,  1935,  the  application  was  to 
“store  35  cars”. 

On  March  22,  1937,  an  application  was  made  to  the 
Board  for  a  zoning  variance  under  Cal.  No.  109-37-BZ 
for  parking  and  storage  of  more  than  five  motor 
vehicles.  This  application  was  denied  on  November  16, 
1937.  and  the  decision  of  the  Board  was  upheld  on 
March  21,  1939,  upon  review  by  the  court  by  Mr.  Tus- 
tice  5>teinbrink.  The  reports  of  the  Committee  of  In¬ 


spection  of  October  26,  1937,  and  November  16,  1937, 
found  that  there  was  no  need  for  a  transient  parking 
use  and  that  the  existing  “use  is  now  storage,  differing 
from  a  garage  in  no  way  except  it  is  out  in  the  open 
instead  of  inside  a  building”.  At  that  time,  Violation 
#131  of  1937  was  pending  but  no  court  summons  had 
been  served  pending  determination  in  the  Matter  of 
Friedland  vs.  Ingcrsoll,  a  mandamus  proceeding  relat¬ 
ing  to  curb  cuts.  The  use  was  not  abandoned  until  the 
Building  Department  instituted  court  proceedings  to 
enforce  the  law.  The  tenant  was  found  guilty  on  March 
30,  1938,  and  was  fined  $25.  with  a  condition  that  he 
would  be  fined  $500.  if  the  use  was  not  vacated.  It  was 
finally  vacated  on  Mav  31.  1938. 

Building  Notice  #390-42  was  filed  with  the  Borough 
Superintendent  for  parking  of  more  than  five  cars  and 
after  a  departmental  hearing,  a  Certificate  of  Occupancy 
was  issued,  #104904,  on  March  26,  1942.  It  is  this 
certificate  which  the  applicant  requests  the  Board  to 
revoke.  The  certificate  issued  reads :  “Use  of  premises 
for  the  parking  of  more  than  five  motor  vehicles — 
note:  these  premises  are  approved  for  the  parking  of 
more  than  five  motor  vehicles  only  and  no  other  use  or 
uses.” 

In  the  opinion  of  the  Committee,  this  Certificate  of 
Occupancy  #104904  should  be  revoked  for  the  follow¬ 
ing  reasons : 

1.  The  Board  found  in  1937  that  the  lot  was  used 
for  storage  and  that  there  was  no  basis  in  the 
locality  for  transient  parking  or  storage. 

2.  That  the  terms  of  the  so-called  Letter  Permit 
were  not  complied  with,  in  that  overnight  storage 
was  carried  on. 

3.  That  testimony  indicates  that  signs  were  displayed 
in  1935,  offering  storage  at  $1.00  per  week  and 
$3.00  per  month. 

4.  That  testimony  shows  that  the  lot  is  now  being 
operated  as  a  “storage”  lot  and  that  the  commonly 
used  term  “parking”  does  not  correctly  describe 
the  present  use. 

5.  That  the  use  of  the  premises  for  three  summer 
seasons  for  church  purposes  shows  that  the  park¬ 
ing  use  has  not  been  continuous  since  before 
June  28,  1935.  This  was  admitted  by  the  repre¬ 
sentative  of  the  Borough  Superintendent  as  having 
been  overlooked  at  the  time  he  made  the  report, 
which  resulted  in  the  issuance  of  the  Certificate  of 
Occupancy. 

6.  That  the  use  was  discontinued  as  a  result  of  the 
action  of  the  Board  in  1937  and  the  court  review 
of  the  Board’s  decision  and  the  Magistrate’s  ac¬ 
tion  to  enforce  compliance;  that  the  law  of  the 
case  was  established  and  the  decision  in  Board¬ 
walk-Seashore  case  does  not  furnish  a  basis  for 
permitting  parking  as  the  state  of  facts  is  not  the 
same. 

7.  That  in  view  of  the  unpaid  taxes  and  the  detri¬ 
ment  to  the  surrounding  owners,  it  is  manifestly 
unfair  to  permit  the  use  for  the  benefit  of  a  tenant 
and  owners  who  have  not  met  their  tax  obligations, 
even  to  the  extent  of  turning  over  an  account  of 
taxes  due,  the  rentals  received. 

The  Committee  recommends  that  Certificate  of  Occu¬ 
pancy  #104904  be  revoked. 

(Sgd.)  HARRIS  H.  MURDOCK. 

Chairman, 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner. 

Committee. 
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and 


Whereas!  this  report  of  the  Committee  recommended 
the  granting  of  this  appeal  and  the  revocation  of  the  Certifi¬ 
cate  of  Occupancy. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  April  8,  1942,  on  B.  N.  Applic.  No.  390-42,  be  and  it 
hereby  is  reversed  and  that  the  appeal  be  and  it  hereby  is 
granted,  revoking  Certificate  of  Occupancy  No.  104904. 


399-42-S. 


APPLICANT— The  Englander  Company,  Inc.,  lessee,  for 
Johnson  and  Stewart  Realty  Corporation,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 538  Johnson  avenue,  southwest 
corner  of  Stewart  avenue  (Block  No.  2994A,  Lot 
No.  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joel  J.  Weiner. 

For  Administration:  Thomas  A.  Larkin,  lure 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  r 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioner  Savage  and  Blum  and  Deputy  Chief 

Murphy  .  ^ 

Negative :  .  u 


bolts  in  the  locations  as  shown  on  diagrams  filed  with  this 

application ;  and  , 

Whereas,  the  applicant  has  filed  a  copy  of  recommenda¬ 
tion  of  the  Plant  Protection  Office  of  the  United  States 
Army,  relative  to  this  question. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  fire  commissioner,  dated  j 
April  14,  1942,  and  that  the  application  be  and  it  hereby  is 
granted,  on  condition  that  panic  bolts  shall  be  installed  on 
the  exits  from  the  first  floor  only  at  the  points  marked  1 
and  “2”  on  the  plan  filed  with  application ;  that  such  panic 
bolts  shall  be  of  an  approved  type;  that  all  other  entrances : 
or  exits  shall  be  in  charge  of  attendants;  that  this  varia¬ 
tion  s*hall  continue  only  during  the  term  of  the  picsent 
emergency  and  for  one  year  thereafter;  that  the  occupancy 
shall  be  maintained  substantially  as  set  forth  and  to  the 
satisfaction  of  the  fire  commissioner. 


513-42-A. 


THE  RESOLUTION  (399-42-S) 


Whereas,  The  Englander  Company,  Inc.,  lessee  for 
Tohnson  and  Stewart  Realty  Corporation,  owner,  filed  on 
May  14  1942,  an  application  for  variation  of  the  require¬ 
ments  of  the  Labor  Law  as  cited  in  a  decision  of  the  fire 
commissioner,  affecting  premises  538  Johnson  avenue  south¬ 
west  corner  of  Stewart  avenue  (Block  No.  2994A,  Lot  No. 
11),  Borough  of  Brooklyn;  and  , 

Whereas,  the  decision  of  the  fire  commissioner,  dated 

April  14,  1942,  reads: 

“In  response  to  your  letter  of  April  2,  1942,  you  will 
please  be  advised  that  the  provisions  of  the  labor  law 
prohibit  the  locking,  fastening  or  securing  of  any  floor 
during  business  hours.  All  doors  shall  be  arranged  so 
as  to  be  open  from  both  sides.  Therefore  no  permis¬ 
sion  may  be  granted  to  you  to  lock  any  door  in  your 
premises  This  law  is  mandatory  and  the  hire  Com¬ 
missioner  and  Chief  of  the  Department  is  without  au¬ 
thority  to  make  any  modification.” 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  and  basement  (60  ft.  2  in.)  in  height,  105  ft.  1 A 
in.  by  105  ft.  in  area,  of  Class  1  construction,  _  erected  in 
1919  located  in  an  unrestricted  use  district,  occupied:  cellar, 
manufacturing  of  steel  parts  and  storage,  25  Persons;  1st 
floor,  manufacturing  of  springs  and  day  beds,  100  persons, 
2nd  floor,  manufacturing  of  mattresses  carpenter  shop  and 
offices  100  persons;  3rd  floor,  manufacturing  of  studio 
couches  and  sewing,  50  persons;  4th  floor,  paint  shop  and 
assembly  of  hospital  furniture;  40  persons;  the  building  is 
equipped  with  a  sprinkler  system,  standpipe  system,  A.D.l 
alarm  and  fire  drills  are  maintained  and  there  are  three  44 
in.  fireproof  stairs  leading  from  roof  to  street ;  and 

Wherf.\s  the  applicant  contends  that  it  is  engaged  in  the 
manufacture  of  equipment  under  contract  with  the  Army 
and  Navy  Departments;  that  there  are  three  exits  leading 
to  the  street  from  the  interior  fireproof  stairway ;  that  the 
doors  located  on  the  Stewart  avenue  side  and  at  the  rear 
of  the  premises,  lead  into  hallways  from  which  access  to 
the  entire  plant  may  be  gained  by  unauthorized  persons; 
that  the  applicant  has  been  requested  by  the  Mar  Depart¬ 
ment  to  equip  the  doors,  located  on  the  Stewart  avenue 
side  and  at  the  rear  of  the  building,  with  panic  locks ;  that 
the  door  on  the  Johnson  avenue  side  of  the  building  is  in 
charge  of  a  receptionist;  that  in  view  of  these  facts,  it  is 
requested  that  the  Board  permit  the  installation  of  panic 


APPLICANT— Jacob  Becher,  for  Goblet  Realty  Corpora¬ 
tion,  owner  (Jacob  Becher  and  Brothers,  Incor¬ 
porated,  lessee).  .  .  .  . 

SUBJECT— Appeal  from  an  order  and  a  decision  ot  the  ( 
fire  commissioner. 

PREMISES  AFFECTED— 214  West  26th  street,  south 
side,  170  ft.  west  of  Seventh  avenue  (Block  No. 
775  ’Lot  No.  48),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Nat.  C.  Helman.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock  and  Deputy  _■ 

Chief  Murphy  ... . . . . .  2 

Negative:  Commissioners  Savage  and  Blum...  2  > 
THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Murdock,  Commissioner  ■ 

Blum  and  Deputy  Chief  Murphy  .  3 

Negative :  Commissioner  Savage  .  1  ’ 

THE  VOTE  TO  GRANT—  ,  „ 

Affirmative:  Chairman  Alurdock,  Commissioner  , 

Blum  and  Deputy  Chief  Murphy  .  3 

Negative :  Commissioner  Savage  .  1| 


THE  RESOLUTION  (513-42-A) 


Whereas,  Tacob  Becher,  for  Goblet  Realty  Corporation, 
owner  (Tacob  Becher  and  Brothers,  Incorporated,  lessee), 
filed  on  June  25,  1942  an  appeal  from  an  order  of  the  fire 
commissioner  affecting  premises  214  West  26th  street,  south 
side,  170  ft.  west  of  Seventh  avenue  (Block  No.  77a,  Lot  : 
No  48),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  29501 -LC,  issued  by  the  fire  com-  , 
missioner  Tanuary  30,  1942,  and  repeated  in  a  decision  of  i 
the  fire  commissioner,  dated  May  26,  1942,  reads :  _ 

“Before  a  permit  may  be  issued  for  your  refrigerat¬ 
ing  plant,  the  following  must  be  done : 

1.  Have  person  in  charge  of  the  operating  of  the 
refrigerating  system  during  each  shift,  secure  a  license 
or  a  Certificate  of  Qualification  from  the  Boiler  Squad, 
Department  of  Buildings,  Municipal  Building,  Manhat¬ 
tan.” 

M^hereas,  the  applicant  states  that  the  building  is  2 
stories  and  basement  (35  ft.),  in  height,  80  ft.  by  20  ft.  in 
area,  of  Class  3  construction,  erected  in  1928,  located  in  an 
unrestricted  use  district  and  occupied:  cellar,  1st  floor  and 
2nd  floor,  refrigerating  plant  and  fur  storage;  and 

Whereas,  the  applicant  contends  that  the  refrigerating  i 
plant  has  been  under  the  present  ownership  since  March  1, 
1932  and  the  permit  for  such  plant  previously  granted  by 
the  Fire  Department;  that  the  plant  is  of  the  direct  expan¬ 
sion  type,  rated  500  lbs.  production  capacity  15.^  tons  of 
ice,  equipped  with  an  automatic  shut-off  device,  relief  valve 
and  manual  control,  using  ammonia  as  a  refrigerant;  that 
during  the  summer  months,  the  plant  is  in  operation  from 
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3  to  12  hours  every  other  day;  that  during  the  winter 
lonths,  the  plant  is  operated  from  10  to  12  hours  one  day 
ich  week;  that  the  actual  operation  takes  place  during 
armal  business  hours  and  during  which  time  a  licensed 
ffrigeration  and  stationary  engineer  is  in  charge  from  6  :30 
L  M.  to  5  :30  P.  M. 

Resolved,  that  Order  No.  29501 -LC  of  the  fire  commis- 
oner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
id  it  hereby  is  granted,  on  condition  that  a  person  holding 
1  certificate  of  qualification  shall  be  in  charge  of  the  rc- 
-igerating  system  during  all  times  that  the  compressors 
id  other  moving  parts  are  in  operation;  that  at  all  other 
lines  there  shall  be  a  watchman  present,  qualified  to  give 
l  alarm  in  case  of  fire  or  leakage;  that  in  all  other  re¬ 
jects,  the  equipment  shall  comply  with  all  laws,  rules  and 
‘gulations  applicable  thereto  and"  the  system  shall  be  put 
i  proper  working  condition  to  the  satisfaction  of  the  fire 
pmmissioner. 


15-42-A. 

PPLICANT — Brooklyn  Bridge  Freezing  and  Cold  Stor¬ 
age  Company,  lessee,  Etta  C.  Mollenhauer,  owner. 

UBJECT — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner. 

REMISES  AFFECTED — 282  Front  street,  north  side, 
124  ft.  3  in.  west  of  Roosevelt  street  (Block  No. 
108,  Lot  No.  21),  Borough  of  Manhattan. 
PPEARANCES — 

For  Applicant :  Nathaniel  Phillips. 

-CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Deputy 


Chief  Murphy  .  2 

Negative:  Commissioners  Savage  and  Blum...  2 
HE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Savage .  1 

HE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Savage .  1 


HE  RESOLUTION  (535-42-A) 

Whereas,  Brooklyn  Bridge  Freezing  and  Cold  Storage 
o.,  lessee,  for  Etta  C.  Mollenhauer,  owner,  filed  July  3, 
942,  an  appeal  from  an  order  and  decision  of  the  fire  com- 
issioner,  premises  282  Front  street,  north  side,  124  ft.  3  in. 
est  of  Roosevelt  street  (Block  No.  108,  Lot  No.  21), 
orough  of  Manhattan  ;  and  . 

Whereas,  Order  No.  29904-LC,  issued  February  26,  1942, 

\f  the  Fire  Commissioner  and  repeated  in  a  decision  of  the 
ire  Commissioner  dated  June  18,  1942,  reads: 

“2.  Have  person  in  charge  of  the  operating  of  the 
refrigerating  system  during  each  shift,  secure  a  license 
of  a  Certificate  of  Qualification  from  the  Boiler  Squad, 
Department  of  Housing  and  Buildings,  Municipal  Build¬ 
ing,  Manhattan.” 
id 

Whereas,  the  applicant  states  that  the  building  is  43  ft.  6 
.  in  height,  21  ft.  by  74  ft.  7  in.  in  area;  of  Class  3  con- 
ruction;  erected  in  1903;  located  in  an  unrestricted  dis- 
ict  and  occupied  since  1915  as  a  refrigerating  plant,  one 
“rson  in  the  cellar  and  one  on  the  first  floor;  and 
Whereas,  the  applicant  contends-  that  the  plant  is  man- 
dly  operated  and  requires  the  attendance  of  a  qualified 
lerator  only  during  the  period  when  it  is  in  operation ; 
e  plant  is  in  charge  of  a  licensed  engineer,  who  is  on  duty 
x  days  a  week  from  5  P.  M.  to  midnight :  that  at  the  close 
this  period  each  night,  the  compressor  is  shut  off ;  that 
e  Fire  Dept,  order  requires  that  a  person  in  charge  of  the 
>e rating  system  during  each  shift,  be  a  holder  of  a  cer- 
icate  of  qualification ;  that  the  plant  in  question  has  only 
ie  shift;  that  the  Fire  Dept,  insists  on  the  plant  being 
ider  the  supervision  of  a  holder  of  a  certificate  of  quali- 
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fication  at  all  times,  despite  the  fact  the  plant  is  only  oper¬ 
ating  42  hours  a  week ;  that  the  cost  of  compliance  with  this 
order  would  mean  an  additional  $10,295  per  year  to  the 
cost  of  operation;  that  there  is  no  danger  or  hazard  during 
the  time  the  plant  is  in  operation;  that  the  Fire  Dept,  has 
caused  the  introduction  of  a  bill  before  the  City  Council, 
which  would  remove  the  cause  of  interpretation,  which 
resulted  in  the  order  in  question ;  that  said  bill  has  not  been 
acted  on  as  yet  and  applicant  requests  interpretation  of 
Sec.  C26-214.0,  as  to  avoid  necessity  of  a  24-hr.  supervision 
for  the  plant. 

Resolved,  that  Order  No.  29904-LC  of  the  Fire  Com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  on  condition  that  a  person  hold¬ 
ing  a  certificate  of  'qualification  shall  be  in  charge  of  the 
refrigerating  system  during  all  times  that  the  compressors 
and  other  moving  parts  are  in  operation;  that  at  all  other 
times  there  shall  be  a  watchman  present,  qualified  to  give 
an  alarm  in  case  of  fire  or  leakage ;  that  in  all  other  respects, 
the  equipment  shall  comply  with  all  laws,  rules  and  reg¬ 
ulations  applicable  thereto  and  the  system  shall  be  put  in 
proper  working  condition  to  the  satisfaction  of  the  Fire 
Commissioner. 


572-42-S. 


APPLICANT — Gold  Car  Heating  and  Lighting  Company, 
lessee,  for  Bush  Terminal  Buildings  Company, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 33  35th  street,  northeast  corner 
of  Second  avenue  (Block  No.  687,  Lot  No.  1)  ; 
(4th  floor),  Borough  of  Brooklyn. 
APPEARANCES— 


hor  Applicant :  John  K.  Meisner. 

FOR  Administration :  Thos.  A.  Larkin,  Fire  Dep’t. 
A  Cl  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Murphy  .  3 


THE  RESOLUTION  (572-42-S) 

Whereas,  Gold  Car  Heating  and  Lighting  Company, 
lessee,  for  Bush  Terminal  Bldgs.  Co.,  owner,  filed  July  15, 
1942,  an  application  for  variation  of  the  requirements  of 
the  Labor  Law  as  cited  in  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  33 — 35th  street,  northeast  corner 
of  Second  avenue  (Block  No.  687,  Lot  No.  1)  ;  (4th  floor), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
July  6,  1942,  reads: 

“In  response  to  your  letter  of  July  2nd,  requesting  a 
permit  for  your  employees  to  smoke  in  the  offices  of 
your  premises,  you  will  please  be  advised  that  your 
application  must  be  denied,  as  the  provisions  of  the 
State  Labor  Law  prohibit  smoking  in  all  factories  and 
offices  connected  with  factories.  This  law  is  mandatory 
and  the  Fire  Commissioner  is  without  discretion  to 
make  any  modifications.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6 
stories  (83  ft.)  in  height,  700  ft.  by  200  ft.  in  area,  of 
Class  1  construction,  erected  in  1911,  located  in  an  unre¬ 
stricted  use  district  and  occupied:  1st  floor,  storage  of  metal 
farm  implements,  8  persons;  2nd  floor,  machine  shop,  200 
persons;  3rd  floor,  storage  of  drugs  and  linoleum,  20  per¬ 
sons;  4th  floor,  manufacture  of  iron  and  brass  steam  valves, 
20  persons;  5th  floor,  machine  shop,  200  persons;  6th  floor, 
manufacturing  of  golf  halls,  15  persons;  that  the  building 
is  equipped  with  a  sprinkler  system,  standpipe  system,  fire 
alarm  system  and  fire  drills  are  maintained ;  that  there  are 
2  fireproof  stairs  and  2  fire  escapes,  which  extend  to  roof 
by  stairs  and  to  grade  by  counterbalanced  stairs ;  that  win¬ 
dows  on  the  course  are  fireproof  self-closing;  and 
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Whereas,  the  applicant  requests  permission  to  smoke  in 
the  offices  located  on  the  4th  floor  of  west  Section  A  of 
the  building,  as  shown  on  diagrams  filed  with  this  appeal; 

Whereas,  the  applicant  contends  that  it  is  requested  that 
permission  be  granted,  to  enable  visiting  clients  and  office 
employees  to  smoke  within  the  office  portion ;  that  there 
are  a  total  of  7  employees  in  the  office ;  that  the  office  is 
completely  separated  from  the  factory  portion  by  brick 
walls  with  metal  doors  having  glass  panels;  that  the  office 
floor  is  concrete  and  there  is  nothing  other  than  corre¬ 
spondence  and  files,  which  would  be  inflammable  within  the 

office  portion.  •  .  .  ,  , 

Resolved ,  that  the  decision  of  the  fire  commissioner,  dated 
July  6,  1942,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


584-42-A. 

APPLICANT— Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner. 

SUB  IECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 34-12— 10th  street,  west  side, 
73.02  ft.  south  of  34th  avenue  (Block  No.  324,  Lot 
Nos.  32  to  45,  inclusive),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (584-42-A) 

Whereas,  Sidney  L.  Strauss,  for  General  Bronze  Corpo¬ 
ration,  owner,  filed  on  July  21,  1942,  an  appeal  Irom  a  deci¬ 
sion  of  the  borough  .superintendent  affecting  premises  34-12 
10th  street,  west  side  73.02  ft.  south  of  34th  avenue  (Block- 
No.  324,  Lot  Nos.  32  to  45  inclusive),  Long  Island  City, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  2,  1942,  on  N.  B.  Applic.  No.  912-42,  reads: 

“3.  Building  located  on  an  interior  lot  exceeding 
10,000  sq.  ft.  in  area,  required  to  be  Class  I  construc¬ 
tion  as  per  sect.  4.2.1. 

4.  Provide  standpipe  as  per  sect.  16.1.1” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
1  and  2  stories  (30  ft.)  in  height,  348.57  ft.  by  100.10  ft. 
in  area,  of  Class  3  construction,  equipped  with  a  sprinkler 
system,  located  in  a  business  use  district  and  occupied:  1st 
floor,  assembly  and  manufacturing  of  metal  goods,  125  per¬ 
sons  :  2nd  floor,  offices,  30  persons :  mV 
Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  will  be  of  non-fireproof  construction  and  in  excess  of 
10.000  sq.  ft.  in  area;  that  the  entire  area  will  be  equipped 
with  a  one  source  automatic  sprinkler  system  ;  that  the  pro¬ 
posed  assembly  lines  to  be  introduced  within  the  building, 
are  such  that  dividing  or  fire  walls  separating  areas  are  im¬ 
practical  :  that  the  War  Production  Board  limited  the  owner 
to  this  type  of  construction;  that  the  second  floor  will  be 
but  a  small  portion  of  the  building  and  limited  to  office 
occupancy  and  will  be  equipped  with  a  sprinkler  system  and 
for  this  reason  it  is  requested  that  the  requirement  for  a 
standpipe  be  eliminated. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  912-42,  Obj.  No.  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws.  rules_  and.  regulations  ap¬ 
plicable  thereto  other  than  as  modified  in  this  appeal  and  as 
varied  as  to  the  zoning  requirements  under  Cal.  No.  536-42- 


BZ ;  that  the  conditions  of  the  grant  under  Cal.  No.  536- 
42-BZ  are  made  part  of  the  requirements  under  this  resolu¬ 
tion;  that  the  sprinkler  system  as  therein  required,  shall  be 
so  constructed  that  at  third  points  of  the  building  for  the 
full  width  and  height  of  the  building,  there  shall  be  a 
sprinkler  deluge  curtain  installed  in  addition  to  the  require¬ 
ments  of  the  Code  for  the  spacing  of  heads  of  the  sprinkler 
system;  that  such  deluge  sprinkler  curtain  shall  have  con-j 
nected  therewith  a  rate  of  rise  equipment  so  that  such  deluge 
curtain  will  operate  irrespective  of  any  location  of  a  fire 
within  the  building;  as  to  Obj.  No.  4,  that  the  requirement 
for  a  standpipe  may  be  waived,  provided  the  requirements' 
of  this  resolution  and  the  resolution  of  the  Board  under 
Cal.  No.  536-42-BZ  are  complied  with  in  all  respects,  in¬ 
cluding  the  requirement  for  supplemental  fire  appliances.  ■ 


588-42-A. 

APPLICANT — Arnold  W.  Lederer,  for  Jacob  Berman. 

owner.  | 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 358  Bushwick  avenue  and  151 
Moore  street,  northwest  corner  and  70  Morrell 
street,  northeast  corner  of  Moore  street  (Block  No. 
3099,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Thos.  A.  Larkin,  Fire  Dep’t 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  I 

1 

THE  RESOLUTION  (588-42-A) 

Whereas,  Arnold  W.  Lederer,  for  Jacob  Berman,  owner' 
filed  July  22,  1942,  an  appeal  from  an  order  and  decision 
of  the  fire  commissioner,  premises  358  Bushwick  avenue  am 
151  Moore  street,  northwest  corner  and  70  Morrell  street 
northeast  comer  Moore  street  (Block  No.  3099,  Lot  No.  1) 
Borough  of  Brooklyn  ;  and 

Whereas,  Order  No.  7876-LF,  issued  by  the  fire  comtnis 
sioner  January  17,  1942,  and  referred  to  in  a  decision  of  tb 
fire  commissioner  dated  July  21,  1942,  reads : 

“1.  Provide  a  fixed  fire  extinguishing  system,  ii 
the  cellar,  and  1st  storv  or  other  means  for  the  extin 
guishment  of  fire  satisfactory  to  the  fire  commissioner.' 
and  •  * 

Whereas,  the  applicant  states  that  the  building  is  thre> 
stories  (40  ft.)  in  height;  29  ft.  5  in.  by  77  ft.  2  in.  ii 
area ;  of  Class  3  construction ;  located  in  an  unrestricted 
use  district  and  erected  1912,  and  occupied :  Cellar,  mattres 
manufacturing,  1  person;  first  floor,  store  and  mattres 
manufacturing,  1  person;  second  floor,  Sunday  school,  5 
persons ;  third  floor,  paste  factory,  30  persons ;  no  chang 
in  use  or  occupancy  is  proposed;  and 
Whereas,  the  applicant  proposes  to  install  a  non-autc 
matic  sprinkler  system  in  cellar  and  first  floor  connects 
to  house  water  supply,  which  will  be  at  least  1)4  in-  i 
diameter:  that  portable  fire  fighting  extinguishers  will  b 
provided  throughout  the  building ;  and 

Whereas,  the  applicant  contends  that  the  building  face 
on  three  streets,  is  equipped  with  one  interior  stairway  an 
one  fire  escape;  that  all  ceilings  are  covered  with  stampe 
metal  and  hall  partitions  are  similarly  covered;  that  th 
present  occupant  and  owner  has  owned  and  occupied  tb 
building  for  the  past  30  years ;  that  most  of  the  work  cat 
ried  on  in  the  cellar  is  provided  with  metal  bins  equippe 
with  metal  covers ;  that  the  nature  of  the  business  is  or 
wherein  mattresses  are  sterilized  and  restuffed;  that  tb 
first  story  is  used  mainly  for  display  and  storage. 

Resolved,  that  Order  No.  7876-LF,  Item  No.  1,  of  tb 
fire  commissioner  be  and  it  hereby  is  modified  and  that  tb 
appeal  be  and  it  hereby  is  granted,  on  condition  that  thei 
shall  be  installed  throughout  the  first  floor  and  basemen 
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an  automatic  sprinkler  system  complying  with  all  of  the 
rules  and  requirements  therefor,  except  that  it  may  be  fed 
from  the  domestic  water  line  of  the  building,  provided  that 
,  such  water  line  is  not  less  than  1*4  in.  in  diameter  con¬ 
tinuously  from  the  street  water  main,  except  that  no  water 
How  alarm  need  he  installed  and  except  that  a  single  hose 
inlet  may  be  installed  at  the  building  line,  in  lieu  of  the 
|  required  Siamese;  that  such  Siamese  shall  he  installed  to- 
,  ward  the  central  portion  of  the  premises  along  Moore  street 
that  the  building  shall  not  be  increased  in  height  or  area  and 
I  tlwt  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto 
1  and  (invited  only  so  long  as  the  conditions  are  maintained, 
las  to  the  factory  use  in  cellar  and  first  floor,  substantially 
' as  proposed. 


539-42-S. 

1  APPLICANT — Bulova  Watch  Company,  lessee,  for  Law¬ 
rence  Realty'  Company,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  de¬ 
cision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 62-10  Woodside  avenue,  south 
side,  from  62nd  street  to  63rd  street  (Block  No. 
1337,  Lot  No.  27),  Woodside,  Borough  of  Queens. 
.APPEARANCES— 

For  Applicant :  George  Cohen. 

For  Administration :  Thos.  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  and  Deputy  Chief 

Murphy  .  4 

Negative :  .  0 


July  6,  1942,  and  that  the  application  be  and  it  hereby  is 
granted,  on  condition  that  panic  bolts  shall  be  installed  on 
only  such  doors  on  the  basement  floor,  1st  floor,  mezzanine, 
2nd,  3rd  and  4th  floors,  as  are  indicated  on  plans  filed  with 
this  application;  that  such  panic  bolts  shall  be  of  an  ap¬ 
proved  type ;  that  as  to  the  2nd  floor,  designated  as  an  air 
raid  area,  there  shall  be  installed  near  the  doors,  equipment 
approved  by  the  fire  commissioner  for  breaking  the  glass 
panels  in  the  event  of  an  emergency ;  that  such  equipment 
shall  be  installed  on  the  hall  side;  that  this  variance  is 
granted  only  for  the  term  of  the  present  emergency  and 
for  one  year  thereafter. 


590-42-A. 

APPLICANT — Philip  Goldsmith,  for  Department  of  Sani¬ 
tation,  City  of  New  York,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 225  West  Burnside  avenue, 
north  side,  between  Sedgwick  avenue  and  Osborne 
place  and  1900  Sedgwick  avenue  (Block  No.  3222, 
Lot  No.  162),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Philip  Goldsmith  and  Saul  Gold¬ 
smith. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . . .  o 

THE  RESOLUTION  (590-42-A) 


THE  RESOLUTION  (589-42-S) 

Whereas,  Bulova  Watch  Company,  lessee,  for  Lawrence 
Realty  Company,  owner,  filed  July  22,  1942,  an  application 
for  a  variation  of  the  Labor  Law,  as  cited  in  a  decision  of 
the  fire  commissioner,  affecting  premises  62-10  Woodside 
avenue,  south  side,  from  62nd  to  63rd  streets  (Block  No. 
1337.  Lot  No.  27),  Woodside,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
July  6,  1942,  reads : 

“In  response  to  your  letter  of  June  23rd  requesting 
permission  to  install  panic  bolts  on  doors  of  your 
premises,  you  will  please  be  advised  that  your  request 
must  be  denied. 

Provisions  of  the  Labor  Law  which  are  mandatory 
require  that  all  doors  leading  into  or  out  of  a  factory 
remain  unlocked,  unfastened  and  unbolted  during  work¬ 
ing  hours.” 

and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (64  ft.)  in  height;  202  ft.  by  62  ft.  in  area;  of  Class 
1  construction ;  erected  in  1925 ;  located  in  a  business  use 
district ;  and  occupied :  Cellar,  locker  room  and  manufac¬ 
ture  of  small  metal  parts,  45  persons ;  first  floor,  locker 
room,  offices,  storage  of  metal  parts  and  manufacture  of 
machines,  90  persons ;  mezzanine,  offices,  tool  storage, 
.lockers,  and  heat  treatment  room,  40  persons ;  second  floor, 
manufacture  of  small  metal  parts  and  storage  of  metal 
Parts,  287  persons;  third  floor,  manufacturing  and  storage 
pf  metal  parts,  264  persons ;  fourth  floor,  assembly  of 
small  metal  parts,  storage  and  offices,  226  persons ;  that  the 
building  is  equipped  with  three  3  ft.  8  in.  fireproof  stairs ; 
equipped  with  a  sprinkler  system,  standpipe  system,  interior 
fire  alarm  system  and  fire  drills  are  maintained;  and 

Whereas,  the  applicant  contends  that  the  lessee  was 
lirected  by  the  War  Department  to  install  panic  bolts  on 
the  doors  of  building,  as  shown  on  the  plans  filed  with 
this  application;  and 

Whereas,  applicant  has  filed  copy  of  the  recommendation 
pf  the  War  Department. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  dated 


Whereas,  Philip  Goldsmith,  for  Department  of  Sanita¬ 
tion,  City  of  New  York,  owner,  filed  on  July  23,  1942,  an 
appeal  from^an  order  and  decision  of  the  fire  commissioner, 
premises  225  West  Burnside  avenue,  north  side,  between 
Sedgwick  avenue  and  Osborne  place  and  1900  Sedgwick 
avenue  (Block  No.  3222,  Lot  No.  162),  Borough  of  The 
Bronx ;  and 

Whereas,  Order  No.  29364-LC,  issued  by  the  fire  com¬ 
missioner  January  23,  1942,  and  repeated  in  a  decision  of 
the  fire  commissioner,  dated  July  1,  1942,  reads: 

“W  ith  reference  to  your  application,  dated  January 
13,  1942,  for  a  permit  to  store  liquefied  chlorine  at 
above  location,  I  regret  to  inform  you  that  this  depart¬ 
ment  is  without  power  to  grant  such  a  permit  for  the 
reason  that : 

Section  C19-95.0-D6,  Art.  17,  Administrative  Code 
prohibits  the  issuance  of  such  permit  in  a  building  oc¬ 
cupied  as  a  school. 

You  are  therefore,  hereby  advised,  to: 

1.  Abandon  the  proposed  storage  of  liquefied  chlorine 
on  these  premises.  Sec.  C19-95.0.a,  Article  17,  Admin¬ 
istrative  Code.” 
and 

Whereas,  the  applicant  states  the  building  is  two  stories 
and  basement  (33  ft.)  in  height;  65  ft.  by  85  ft.  irregular 
in  area ;  of  Class  1  construction ;  located  in  a  residence  use 
district;  erected  in  1936  and  occupied — Cellar,  boiler  room; 
basement,  sanitation  laboratory,  tank  room  and  Dept,  of 
Sanitation  office,  15  persons;  first  floor,  sanitation  labora- 
tor3'p,  tank  room  and  Dept,  of  Sanitation  office,  15  persons; 
second  floor,  laboratories,  25  persons ;  that  no  change  in  use 
or  occupancy  is  proposed ;  and 

Whereas,  the  applicant  contends  that  the  building  is  used 
as  a  sanitary  laboratory  for  students  of  New  York  Uni¬ 
versity  and  for  post  graduate  courses  for  students  through¬ 
out  the  country;  that  that  building  is  also  used  for  instruc¬ 
tion  in  Military  Sanitation  for  Government  and  city  agen¬ 
cies  ;  that  the  laboratory  is  owned  by  the  City  of  New 
York  and  operated  by  New  York  University;  that  the  use 
of  chlorine  is  essential  to  the  research  in  sewage  treatment ; 
that  the  tank  room  where  the  chlorine  is  used,  is  separated 
from  the  remainder  of  the  structure,  vertically  by  fireproof 
walls  and  partitions  and  horizontally  by  a  5  inch  stone  con- 
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Crete  arch;  that  there  are  two  means  of  egress  from  .the 
tank  room  entirely  independent  from  the  rest  of  the  build¬ 
ing;  that  chlorine  is  stored  in  100  or  150  lb.  steel  cyhnde  , 
that  the  maximum  quantity  on  hand  at  any  one  time  wi 
be  300  lbs ;  that  the  chlorine  is  fed  to  the  sewage  throug 
a  Wallace  and  Tiernan  chlorinator,  with  provision  for  either 
dry  feed  or  mixed  feed  through  an  injector,  that  a  mixture 
of*  chlorine  and  air,  or  chlorine,  air  and  water  is 
thromrh  the  sewage  by  means  ot  corundum  diffusers ,  that 
!n  view  of  the  fact  ihat  the  use  of  chlorine  is  not.  spe¬ 
cifically  a  class  room  use,  but  is  used  in  a  buiMmg  desig  ■ 
and  constructed  so  as  to  provide  for  chlorine  use,,  it 
‘requested  that  the  Board  permit  the  use  of  chlorine  as 

'll fsohed,  that  Order  No,  29364-LC,  Item  No  1,  of  the 
fire  commissioner  be  and  it  hereby  is  edified  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
not  more  than  two  (2)  cylinders  containing  not  more  than 
a  total  of  300  lbs.  of  liquefied  chlorine  shall  be  stored  on 
the  premises  at  any  time;  that  the  chlorine  shall  be  main¬ 
tained  substantially  as  set  forth  and  for  the  purpose  as 
stated-  that  the  use  of  the  chlorine  and  the  supervision  of 
eciuipment  shall  be  in  charge  of  an  instructor  holding  a 
Certificate  of  Fitness  from  the  fire  commissioner ;  that  such 
chlorine  cylinders  and  the  proposed  Wallace  and  iiernan 

chlorinator  shall  be  kept  within  a  ^ 

the  room  as  indicated  on  plans  filed  with  this  appeal  ,  ui< 
such  enclosure  shall  have  a  tight-fitting  door  and  shall  be 

Sfi  sM  s  fSZ 

by 

u  ,  TTniiprt  States  Department  of  Mines  foi  use  for  lique 
lied  chlorine  shall  be  kept  in  a  cabinet  adjacent ;  that  proper 
racks  shah  be  provided  with  steel  bands  to  insure  the 
cylinders  being  maintained  in  an  upright  and  fixed  position  , 
lhat  such  portable  fire-fighting  appliances  shall  be  mam- 

ikand  IS  5S 

covering  the  actual  use  of  the  building. 


“In  response  to  your  letters  of  June  10,  1942  and 
July  23rd,  1942,  you  are  advised  that  an  inspection  has 
been  made  and  due  to  conditions  existing,  >our  request 
for  permission  to  allow  smoking  in  certain  portions  of 
building  is  denied.” 


and 


595-42-S.  „  .  ,  c  c. 

APPLICANT— John  Maynard,  for  Steinway  and  sons, 
owners  (General  Aircraft  Corporation  lessee).  . 
SUBJECT— Variation  of  the  labor  law  as  cited  in  a  dec  - 

PREMISES  °f AFFECT ED-S3-r02te  Ditmars  boulevard, 
PREMI!outhwesF  corner  of  45th  street  (Block  No.  782, 
Lot  Nos.  1,  25,  26.  47  and  48),  Astoria,  Borough 

of  Queens. 

appearances— 

For  Applicant:  John  Maynard. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  ..  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  ^  Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  and  Deputy  Chief  ^ 

Murphy  .  q 

Negative:  . 


Whereas,  the  applicant  states  that  the  building  is  one 
story  and  basement  (18  ft.)  in  height  and  180  ft.  bv  ap¬ 
proximately  500  ft.  in  area,  of  Class  I  construction,  located 
in  an  unrestricted  and  business  use  district,  erected  a  iout 
1925,  and  occupied;  basement,  storage,  welding,  sand  blast¬ 
ing  and  paint  spraying,  assembly  and  machine  shop,  25U 
persons;  first  floor,  painting,  assembly,  250  persons,  and 
proposed  to  be  occupied:  basement  same  300  persons,  fust 
floor  same  300  persons ;  that  the  building  is  equipped  with 
a  sprinkler  system,  standpipe  system  and  fire  drills  are 
maintained,  and  there  are  three  44  in.  fire-proot  interim 
stairways;  and 

Whereas,  the  applicant  contends  application  is  made  ioi 
permission  to  smoke  in  the  office  portion  of  the  first  story 
as  outlined  on  drawings  filed  with  this  application ;  tha 
this  plant  is  engaged  in  high  priority  defense  work,  and  1: 
operating  24  hours  a  day;  that  the  office  employees  wort, 
long  hours,  and  it  is  necessary  to  permit  them  to  smoke,  it 
order  to  relieve  the  strain  and  to  obtain  a  greater  degree  o  , 
efficiency  for  the  ultimate  in  production  in  the  interests  o  j 
National  Defense;  that  the  office  portion,  where  permission 
to  smoke  is  requested,  is  separated  from  the  balance  of  tb 
building  by  fire-proof  construction,  with  all  openings  am 
partitions  connecting  to  the  factory  portion  of  the  buildup 
protected  with  fire-proof  doors;  that  the  office  portion  i 
adequately  ventilated  and  contains  no  combustible  materia 
except  correspondence,  records,  files,  etc. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  requirements  of  the  Labo( 
Law,  as  cited  in  a  decision  of  the  fire  commissioner,  date 
July’ 24,  1942,  and  that  the  application  be  and  it  hereby  i 
granted,  on  condition  that  the  requirements  of  the  Labe 
Law  and  the  Rules  for  Smoking  in  Factories  adopted  b 
this  Board,  shall  be  complied  with,  in  all  respects,  excel 
that  smoking  may  be  permitted  within  the  portion  of  tr^ 
extension  of  the  building  on  the  first  floor,  as  indicated  Oj 
plans  filed  with  this  appeal,  provided  the  openings  froi 
such  office  section  to  the  main  factory  building  shall  t. 
protected  with  fireproof,  self-closing  doors  and  fire  door 
as  indicated  on  such  plan  as  filed;  that  nothing  in  this  res* 
lution  shall  be  deemed  to  approve  the  occupancy  of  tl 
number  of  persons  herein  set  forth;  that  approval  of  su(| 
occupancy  shall  be  obtained  from  the  department  of  hou, 
ing  and  buildings;  that  the  fire  equipment  throughout  shf 
be  to  the  satisfaction  of  the  fire  commissioner:  that  th 
variance  is  granted  only  during  the  term  of  the  prese 
emergency  and  for  one  year  thereafter. 


THE  RESOLUTION  (595-42-S) 


Whereas,  John  Maynard,  for  Steinway  and  Sons  owners 
(General  Aircraft  Corporation,  lessee),  filed  on  July  27, 
1942  and  application  for  variance  of  the  requirements  of 
the  Labor  Law  as  cited  in  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  43-02  Drtmars  b°ulevard  south¬ 
west  corner  of  45th  street  (Block  782,  Lot  Nos.  1,  25,  26, 
47  and  48),  Astoria,  Borough  of  Queens;  and  . 

Whereas,  the  decision  of  the  fire  commissioner,  dated 

Tnlv  24.  1942.  reads: 


597-42-S.  .  1 

APPLICANT — I.  Joseph  Lewandowski,  for  National  Ca 
bon  Co.,  Inc.,  Unit  of  National  Carbon  and  Carbi' 
Corporation,  owner  (Fada  Radio  and  Electric  C 
Inc.  lessee). 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  det 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED— 30-02  to  30-20  Thomson  ai 
nue  south  side,  from  30th  street  to  30th  pla 
(Block  No.  274,  Lot  No.  1);  (6th  floor),  Lo 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  I.  Joseph  Lewandowski. 

For  Administration:  Thos.  A.  Larkin,  Fire  Dej 

ACTION  OF  BOARD— Application  granted  on  conditn 

THE  VOTE—  _  .  •  „  ,  .  ,  _ 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  and  Deputy  Chief 

Murphy  . . . 

Negative:  . 


900 


> 


MINUTES 


THE  RESOLUTION  (597-42-S) 

Whereas,  I.  Joseph  Lewandowski,  for  National  Carbon 
Co.,  Inc.,  Lrnit  of  Carbon  and  Carbide  Corporation,  owner 
(Fada  Radio  and  Electric  Co.,  Inc.),  filed  on  July  11,  1942, 
an  application  for  variation  of  the  requirements  of  the 
Labor  Law,  as  cited  in  a  decision  of  the  lire  commissioner, 
affecting  premises  30-02  to  30-20  Thomson  avenue,  south 
side,  between  30th  street  and  30th  place  (Block  No.  274, 
Lot  No.  1);  (6th  Floor),  Long  Island. City,  Borough  of 
Queens ;  and 

'}  Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  23,  1942,  reads: 

“This  will  acknowledge  receipt  of  your  letter  of 
June  16th  wherein  you  request  permission  to  install 
panic  bolts  on  certain  exit  doors  in  your  premises. 
However,  your  application  must  be  disapproved,  for  the 
reason  that  the  provisions  of  the  Labor  Law  provide 
that  no  door  leading  into  or  out  of  any  factory  may 
be  locked,  bolted  or  fastened  during  working  hours. 
Modifications  of  this  law  may  be  made  by  the  Board 
of  Standards  and  Appeals,  as  the  Fire  Commissioner 

I  has  no  discretion  in  the  matter.” 
and 

Whereas,  the  applicant  states  that  the  building  is  7 
stories  and  penthouse  (106  ft.)  in  height,  200  ft.  by  301.4 
.  ft.  in  area,  of  Class  1  construction,  located  in  an  unre¬ 
stricted  use  district,  erected  in  1914  and  occupied:  cellar, 
engine  room  and  switchboard;  1st  floor,  advertising,  40 
persons;  2nd  floor,  post  card  manufacturing,  100  persons; 
3rd  floor,  post  card  manufacturing,  100  persons ;  4th  floor, 
post  card  stock  room,  20  persons ;  5th  floor,  post  card 
manufacturing,  200  persons ;  6th  floor,  manufacturing  of 
radio  receivers,  225  persons ;  7th  floor,  offices,  400  persons ; 
penthouse,  advertising,  15  persons ;  that  no  change  in  use  is 
proposed,  except  that  the  occupancy  of  the  6th  floor  will  be 
increased  to  300  persons ;  that  the  building  is  equipped  with 
a  sprinkler  system,  standpipe  system,  interior  fire  system 
and  fire  drills  are  maintained ;  that  there  are  six  44  in.  fire¬ 
proof  stairs  in  the  building ;  and 
Whereas,  the  applicant  contends,  that  in  compliance  with 
the  direction  of  the  Plant  Protection  Section  of  the  Phila¬ 
delphia  Signal  Corps,  U.  S.  Army,  the  tenant  has  been 
advised  to  take  precautionary  measures  to  safeguard  the 
work  from  sabotage;  that  accordingly,  guards  have  been 
placed  at  the  2  principal  entrances  to  the  6th  floor;  that 
there  are,  however,  6  additional  stair  exits,  never  used 
except  in  emergency;  that  the  Signal  Corps  requires  that 
these  6  stair  doors  be  equipped  with  panic  bolts  for  the 
duration  of  the  government  contract;  and 
Whereas,  the  applicant  has  filed  copy  of  recommendation 
of  the  U.  S.  Army  Plant  Protection  Officer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  decision  of  the  fire  commissioner  dated 
Tune  23,  1942,  and  that  the  application  be  and  it  hereby  is 
granted,  on  condition  that  such  stair  doors  on  the  6th  floor 
shall  be  equipped  with  panic  bolts,  as  indicated  on  plan 
filed  with  this  appeal  and  marked  Stair  2,  3,  5,  6;  that 
such  panic  bolts  shall  be  of  approved  type;  that  free  exit 
shall  be  afforded  at  all  times  in  stairways  1  and  4,  at  which 
attendants  shall  be’ posted;  that  this  variance  is  granted  only 
during  the  term  of  the  present  emergency  and  for  one  year 
thereafter;  that  nothing  in  this  variance  shall  be  interpreted 
to  give  approval  of  the  occupancy  as  proposed,  which  should 
be  submitted  to  the  borough  superintendent  for  approval. 


600-42-A. 

APPLICANT — Bri-Test  Products  Corporation,  lessee,  for 
A.  J.  C.  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 810  East  136th  street,  south 
side,  300  ft.  east  of  Willow  avenue  (Block  No. 
2587,  Lot  No.  11),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Louis  Gould. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  and  Deputy  Chief 


Murphy  .  4 

Negative:  .  0 


THE  RESOLUTION  (600-42-A) 

Whereas,  Bri-lest  Products  Corporation,  lessee,  for 
A.  J.  C.  Corporation,  owner,  filed  on  July  28,  1942,  an 
appeal  from  a  decision  of  the  fire  commissioner  affecting 
premises  810  East  136th  street,  south  side,  300  ft.  east  of 
Willow  avenue  (Block  No.  2587,  Lot  No.  11),  Borough  of 
The  Bronx;  and 

Whereas,  Order  No.  31285-LC,  issued  by  the  fire  com¬ 
missioner  June  16,  1942,  reads: 

“(2)  Discontinue  the  manufacture  of  an  inflammable 
mixture  on  these  premises,  in  the  absence  of  the  neces¬ 
sary  facilities  for  such  manufacture  as  prescribed  there¬ 
for  in  Article  9,  New  York  City  Administrative  Code. 

Note:  Thirty-two  (32)  ounce  glass  bottles  may  not 
be  used  for.  inflammable  mixtures.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(15  ft.)  in  height,  80  ft.  by  100  ft.  in  area,  of  Class  3 
construction,  located  in  an  unrestricted  use  district,  erected 
in  1926  and  occupied  for  the  storage  and  manufacture  of 
floor  polish;  and 

Whereas,  the  applicant  contends  that  Bri-Test  Floor 
Polish  is  partly  Manila  Gum  and  shellac  solution  in  solvent 
alcohol,  identical  with  that  of  the  Twin  City  Shellac  Com¬ 
pany  and  the  Buckingham  Wax  Corporation,  both  of  which 
products  have  been  permitted  by  the  Board  to  be  marketed 
in  32  oz.  glass  containers  and  it  is  requested  that  similar 
permission  be  granted  to  the  applicant,  so  as  to  meet  the 
competition;  and 

Whereas,  the  applicant  states  that  Items  1  to  10  of  Order 
No.  31001-LC,  issued  by  the  fire  commissioner  on  May  21, 
1942,  have  been  complied  with. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  31285-LC,  Objection  No.  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  polish  as  proposed,  to  be  packaged  in  32  ounce  glass 
bottle  containers,  on  condition  that  it  shall  meet  the  re¬ 
quirements  of  the  Administrative  Code  as  to  being  labeled 
an  inflammable  mixture,  provided  the  manufacturing  proc¬ 
ess  and  the  building  in  which  the  products  are  manufac¬ 
tured  and  stored,  shall  comply  with  all  requirements  there¬ 
for,  including  Order  of  fire  commissioner  No.  31001-LC. 


601-42-S. 

APPLICANT — Oscar  Goldschlag,  for  Boadway  and  81st 
Street  Realty  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 2253-2259  Broadway  and  252- 
254  West  81st  street,  southwest  corner  (Block  No. 
1228,  Lot  No.  57),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (601-42-S) 

Whereas,  Oscar  Goldschlag,  for  Broadway  and  81st 
Street  Realty  Co.,  Inc.,  owner,  filed  on  June  15,  1942,  an 
application  for  variation  of  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
affecting  premises  2253-2259  Broadway  and  252-254  West 
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81st  street,  southwest  comer  (Block  No.  1228,  Lot  No. 
57),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  5,  1942  on  Alt.  Applic.  No.  654-42,  reads: 

“1.  Counterbalanced  stair  should  be  maintained  as 
per  sec.  273  Labor  Law.” 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (40  ft.)  in  height,  76  ft.  4)4  bi.  by  104  ft.  3  in.  in 
area,  of  Class  3  construction,  erected  in  1916,  located  in  a 
business  use  district  and  occupied:  cellar,  boiler  room,  stor¬ 
age  and  stores,  10  persons;  1st  floor,  stores,  25  persons, 
2nd  floor,  offices  and  light  manufacturing,  28  persons;  3rd 
floor,  offices  and  light  manufacturing,  25  persons ;  the  build¬ 
ing  is  equipped  with  an  interior  fire  alarm  system  and  fire 
drills  are  maintained;  that  there  is  one  3  ft.  8  in.  stairs 
enclosed  in  partitions  of  wood  studs,  metal  lath  and  plaster 
and  one  exterior  stair,  which  leads  from  3rd  story  to  grade 
with  counterbalanced  stair  from  lowest  balcony;  and 
Whereas,  it  is  proposed  to  remove  the  counterbalanced 
stair  from  the  lowest  balcony  to  grade  and  to  install  in  lieu 
thereof,  a  new  vertical  counterbalanced  drop  ladder  in 
guides,  as  shown  on  plan  filed  with  this  application  marked 

“Received  June  15,  1942”;  and 

Whereas,  the  applicant  contends  that  the  present  coun¬ 
terbalanced  stair  conflicts  with  show  windows  and  stores 
and  no  proper  rentals  can  be  obtained  for  such  stores ;  that 
the  building  is  heavily  encumbered  by  high  assessments  and 
mortgages;  that  the  income  at  the  present  time  is  less  than 
the  cost  of  maintenance;  that  a  change  in  the  frontal  ap¬ 
pearance  would  help  considerably ;  that  for  these  reasons, 
it  is  requested  that  the  Board  grant  a  variation  of  the 
Labor  Law,  so  as  to  permit  the  alteration  of  fire  escape 

as  proposed.  „  .  .  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  654-42,  Obj.  No.  1,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  exist¬ 
ing  counter-balanced  stair  of  fire  escape  may  be  removed 
provided  there  is  installed  in  its  place  a  counter-balanced 
vertical  ladder  constructed  substantially  as  indicated,  on 
revised  plans  marked  “Received  July  24,  1942”  provided 
such  vertical  ladder  meets  the  approval  of  the  borough 
superintendent  as  to  construction ;  that  the  ladder  shall  be 
fitted  with  an  interlocking  device  that  will  engage  with  the 
framing  of  the  balcony  when  the  counter-balanced  ladder 
has  reached  sidewalk  level ;  that  a  goose  neck  ladder  to 
roof  shall  be  constructed  from  the  fire  escape ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


602-42-A. 

APPLICANT— John  F.  Jackson,  for  Brooklyn  and  Queens 
Y.M.C.A.,  owner.  .  . 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1121-1125  Bedford  avenue, 
northeast  corner  of  Monroe  street  (Block  No.  1812, 
Lot  No.  1),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative:  . 


of 


4 

0 


THE  RESOLUTION  (602-42-A) 

Whereas,  Tohn  F.  Jackson,  for  Brooklyn  and  Queens 
Y.M.C.A.,  owner,  filed  on  July  30,  1942,  an  appeal  with  the 
Board  from  an  order  of  the  fire  commissioner,  affecting 
premises  1121-1125  Bedford  avenue,  northeast  comer  of 
Monroe  street  (Block  No.  1812,  Lot  No.  1),  Borough  of 
Brooklyn ;  and 


Whereas,  at  the  hearing  on  this  appeal,  the  applicant 
failed  to  make  an  appearance.  1 

Resolved,  that  the  appeal  be  and  it  is  dismissed  for  lack 
of  prosecution. 


226-42-A. 

APPLICANT— Sidney  L.  Strauss,  for  General  Bronze 
Corporation,  owner.  ■ 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Appeal  from  an  order 
of  the  fire  commissioner  and  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 
PREMISES  AFFECTED— 34-19  10th  (Hancock)  street, 
east  side,  146  ft.  south  of  34th  avenue  (Block  No. 
325,  Lot  No.  15  and  part  of  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

ACTION  OF  BOARD— Appeal  reopened  and  granted  on  t 
condition. 

THE  VOTE  TO  REOPEN  AND  GRANT  ON 
CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0  i 


THE  RESOLUTION  (226-42-A) 

Whereas,  Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner,  filed  on  March  19,  1942,  an  appeal  from  a  ; 
decision  of  the  borough  superintendent  and  from  an  order  ■ 
of  the  fire  commissioner,  affecting  premises  34-19  10th 
(Hancock)  street,  east  side,  146  ft.  south  of  34th  avenue 
(Block  No.  325,  Lot  No.  15  and  part  of  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens ;  and 
Whereas,  this  appeal  was  withdrawn,  after  argument, 
on  March  31,  1942;  and  I 

Whereas,  the  applicant  requested  a  reopening  of  the 
case  and  restoration  to  the  calendar ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  190-42,  dated  July  21,  1942,  reads: 

“1.  Storage  of  spraying  materials  may  not  exceed 
200  gallons.  Rule  6.2.  j 

2.  Storage  room  does  not  conform  to  Rule  6.1.3 — ' 
re.  the  following  :  1 

a.  Fireproof  window  20  ft.  distant  from  opposite 
exposures,  not  provided. 

d.  Vent  duct  extending  through  adjoining  struc¬ 
ture  may  not  be  permitted.” 

and 

Whereas,  order  no.  90698-D,  issued  by  the  fire  com¬ 
missioner  March  3,  1942  reads:  H 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  paints,  etc.  shows  that  the 
following  must  be  done  before  the  permit  requested  by 
you  can  be  issued :  I  , 

2.  Discontinue  the  maintenance  of  any  open  flames 
(welding)  within  floor  area  where  spray  coating  is 
carried  on,  or  separate  said  open  flames  or  sparking 
device  by  partitions  constructed  of  fireproof  or  fire- 
resisting  material.  Rule  6.1.8,  Spray  Rules.  f 

4.  Provide  a  separate  exterior  storage  building  of 
fireproof  or  fire-resistive  material  with  ventilated  plain 
glass  skylight  or  a  storage  room  constructed  fireproof 
in  a  fireproof  building  or  fire-resisting  in  a  non-fireproof 
building  for  the  storage  of  spray  material  in  excess  of 
100  gallons.  .  _  l  , 

Storage  rooms  shall  have  a  window  opening  to  the 
outer  air  but  such  window  shall  not  be  on  a  lot  line, 
enclosed  court  nor  opposite  within  20'  of  windows  of 
adjacent  buildings;  nor  part  of  the  same  premises,  such 
window  openings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvres  or  ventilated  by  a  metal  duct 
or  fan  at  least  8"  in  diameter.  The  floors  of  all  storage 
rooms  shall  be  waterproof  up  to  a  height  of  at  least 
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6"  from  the  floor  and  be  properly  pitched  for  drainage 
purposes  to  a  low  point  within  enclosure.  Any  drain  in 
such  storage  room  shall  not  be  connected  to  the  house 
drainage  system  or  street  sewer.  The  sill  of  the  doors 
shall  be  at  least  6"  above  the  finished  floor.  All  doors 
to  be  tin-clad  approved  fireproof  and  self-closing.  Rule 
6.1.3,  Spray  Rules. 

Note:  If  interior  storage  room  is  constructed,  the 
amount  of  spray  material  permitted  will  be  not  more 
than  200  gallons. 

5.  Discontinue  the  use  of  exterior  storage  building 
for  the  storage  of  spray  materials,  as  same  does  not 
conform  with  specifications  of  spraying  rules,  Board  of 
Standards  and  Appeals.  Rule  6.1.3,  Spray  Rules.” 

and 

1  Whereas,  the  applicant  states  that  the  building  is  1  and 

2  stories  (15  ft.  and  25  ft.)  in  height,  343  ft.  8  in.  by  185 
ft.  4)4  in.  irregular  in  area  at  1st  floor,  318  ft.  7)4  in.  by 
30  ft.  in  area  at  2nd  floor,  of  class  3  construction,  equipped 
with  a  sprinkler  system,  located  in  an  unrestricted  use  dis¬ 
trict,  erected  in  1890  and  occupied  as  a  foundry,  machine 
shop  and  storage — 150  persons,  on  1st  floor  and  as  offices — 
75  persons — on  2nd  floor ;  no  change  in  use  or  occupancy  is 
proposed ;  and 

Whereas,  the  applicant  contends  that  Alt.  Applic.  No. 
190-42  was  filed  with  the  borough  superintendent  for  the 
erection  of  a  one  story  addition  to  the  existing  building; 
that  a  portion  of  the  new  addition  will  be  erected  fireproof 
and  will  be  used  for  the  storage  of  combustible  materials, 
as  indicated  on  plans  filed  with  .the  borough  superintendent; 
that  subsequent  to  the  filing  of  Alt.  Applic.  No.  190-42,  an 
inspection  was  made  by  the  Fire  Department  and  order  no. 
90698-D  was  issued ;  and 

!  Whereas,  the  applicant  contends  as  to  Item  2  of  the 
fire  commissioner’s  order,  that  spraying  is  done  on  the  2nd 
floor  within  an  area  in  which  arc  Avelding  is  carried  on, 
,but  in  no  case,  is  welding  done  within  less  than  35  ft.  of 
the  front  of  the  spray  booths;  that  the  spray  booths  com¬ 
ply  with  the  rules  in  all  other  respects;  as  to  Item  No.  4, 
of  the  fire  commissioner’s  order,  that  a  fireproof  vault  has 
been  installed,  as  indicated  on  plans  and  has  been  used  for 
the  storage  of  paints  for  several  years,  and  it  now  develops 
.that  this  room  or  vault  does  not  comply  with  the  require¬ 
ments  in  that  there  is  no  window  to  the  outer  air  and  no 
•sprinkler  heads  have  been  provided;  that  it  is  intended  to 
comply  with  all  requirements  for  use  of  this  vault  for  the 
installation  of  paints,  but  the  limitation  in  the  rules  of  200 
gallons  will  be  exceeded,  as  it  is  necessary  to  store  approxi¬ 
mately  800  gallons  in  this  vault;  that  all  other  require¬ 
ments  of  the  Fire  Department  order  will  be  complied  with 
and  it  is  requested  that  the  Board  permit  the  spraying  as  it 
is  now  conducted  to  remain  and  the  paint  storage  vault  to 
he  accepted  in  its  existing  condition;  that  the  objections  of 
the  borough  superintendent,  Nos.  1  and  2  are  similar  to 
the  orders  of  the  Fire  Department  and  it  is  respectfully 
requested  that  a  variation  of  the  rules  be  granted  so  as  to 
permit  the  acceptance  of  the  existing  conditions. 

;  Resolved,  that  the  appeal  be  and  it  hereby  is  reopened 
m(f  that  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  190-42,  revised  under  date  of  July  21, 
1942,  Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified 
md  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
Jiat  the  paint  storage  room  shall  be  constructed  of  fire¬ 
proof  construction  throughout  and  protected  with  a  sprink- 
,cr  system,  provided  that  the  amount  of  paint  stored  within 
mch  room  shall  at  no  time  exceed  600  gallons,  and  as  to 
Objection  No.  2,  that  the  vent  duct  extending  through  ad¬ 
orning  structure  shall  be  protected  throughout  with  not  less 
ban  4  in.  of  masonry  with  proper  air  space;  that  no  win- 
low  in  the  adjoining  factory  building  under  the  same 
ownership  and  control  shall  be  nearer  than  10  ft.  from  any 
’entilating  opening  of  such  room;  that  all  other  objections 
>f  the  borough  superintendent  shall  be  complied  with ;  that 
his  variance  shall  be  continued  only  during  the  term  of 
he  present  emergency  and  for  one  year  thereafter;  and 
hat  it  shall  all  be  maintained  to  the  satisfaction  of  the 
•orough  superintendent  and  the  fire  commissioner. 


MATERIAL  SUBMITTED  FOR  APPROVAL. 

424-42-SM. 

APPLICANT — S.  H.  Pomeroy  Company,  Incorporated, 
owner. 

SUBJECT. — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Jackson  System 
(Fastenings  for  Acoustical  and  Insulating  Materials 
for  Walls  and  Ceilings),  previously  approved. 
APPEARANCES— 

For  Applicant:  Chas.  J.  Spiess,  Jr. 

AC  I  ION  OF  BOARD — Application  reopened  and  referred 
to  the  Committee  on  Tests,  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  Q 


Recessed  at  5  :00  P.  M.  to  July  31,  1942,  at  10:00  A.  M. 
Reconvened  July  31,  1942  at  10:00  A.  M.,  adjourned  1  :10 
P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


424-42-SM. 

Note:  In  Bulletin  No.  30,  Vol.  27,  issued  July  28,  1942, 
notation  was  made  of  publication  in  a  subsequent  issue  of 
the  Bulletin — this  resolution  is  now  published  as  follows : 

THE  RESOLUTION  (424-42-SM) 

Whereas,  the  S.  H.  Pomeroy  Company  Incorporated, 
owner,  filed  on  May  22,  1942,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  the  “Jackson  System”  (fastenings  for  acoustical 
and  insulating  materials  for  walls  and  ceilings)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Tuly  9,  1942. 

Re:  Cal.  No.  424-42-SM 

Subject  “Jackson  System”  (Fastenings  for  Acoustical 
&  Insulating  Materials  for  Walls  and  Ceilings), 
approval  of. 

The  S.  H.  Pomeroy  Company  of  New  York  filed  on 
May  22,  1942  an  application  with  the  Board  of 
Standards  and  Appeals  for  the  approval  of  the  “Jack- 
son  System”  under  the  pertinent  provisions  of  the  Ad¬ 
ministrative  Building  Code. 

The  Jackson  System  (Fig.  1)  is  of  all  metal  de¬ 
signed  to  support  and  hold  securely  in  place  by  means 
of  various  accessories  as  described  herein,  such  mate¬ 
rials  in  prefabricated  forms  as  are  available  for  acous¬ 
tical  and  insulation  purposes.  The  accessories  com¬ 
prising  the  system  consist  of  a  furring  strip 

(dovetail  in  profile),  a  spear-pointed  nail  which  engages 
into  a  continuous  inverted  V  eroove  of  the  dovetail 
shaped  zinc-coated  furring  member  as  shown  in  Fig.  1. 
Additional  accessories  consist  of  a  furring  clip  which 
supports  the  furring  strip  to  the  channel  runner  system, 
a  furring  strip  spacer,  a  batt  wall  furring  strip  and 
clip  which  is  used  where  the  acoustical  insulation  mate¬ 
rial  abutts  against  the  wall. 

Tile  reinforcement  spline  and  plain  and  tile  attach¬ 
ment  spline  both  used  for  the  purpose  of  supporting 
adjacent  tiles  and  the  spearpoint  nail  which  attaches 
the  acoustical  or  insulation  material  through  the  spline 
to  the  furring  strip.  The  furring  strip  is  also  used  to 
nail  masonry  anchorages  and  also  provides  a  method 
of  attachment  of  wall  surfacing  material  to  a  concrete 
wall.  When  so  used,  the  furring  strips  are  nailed  to 
the  wood  forms  and  after  the  forms  are  filled  with 


903 


MINUTES 


concrete,  the  furring  strip  is  exposed  on  the  stripped 

wall.  .  c 

By  means  of  the  spearpoint  nail,  masonry  reinforce¬ 
ments  or  acoustical  or  insulating  material  are  attached 
to  the  furring  strip.  Similarly,  in  ribbed  floor  con¬ 
struction  or  T-beam  construction,  the  furring  strips  arc 
embedded  in  the  concrete  and  the  ceiling  material  at¬ 
tached  thereto  in  the  same  manner. 

When  used  in  hung  ceilings,  hangers  and  channel 
runner  system  are  furnished  by  others.  From  these 
carrying  channels,  the  Jackson  System  is  suspended  as 
shown  in  Fig.  1  and  with  accessories  as  herein  described 
All  parts  comprising  the  system  are  manufactured 
from  one  oz.  hot  zinc  coated  steel  including  the  spear- 
point  fastening  nails  made  of  13  gauge  wire  and  man 
ufactured  and  electro-galvanized  by  the  applicant. 

Tests 

Tests  were  made  by  the  National  Advisoiy  Com¬ 
mittee  for  Aeronautics,  dated  April  28,  1942,  under 
the  supervision  of  Mr.  Charles  A.  Herrmann  on  the 
supporting  power  of  a  spearhead  nail  and  the  fulling 
clip,  with  results  as  follows: 

Using  a  12"  furring  strip,  the  brake  failed  at  1/3# 
with  load  suspended  on  a  spearhead  nail. 

Using  a  24"  furring  strip,  the  brake  failed  at  185# 
with  load  suspended  on  a  spearhead  nail. 

Using  a  12"  furring  strip,  the  brake  failed  at  186# 
with  load  suspended  on  a  furring  clip.  The  load  pulling 
squarely  on  the  furring  clip.  „ 

Using  a  24"  furring  strip,  the  brake  failed  at  181# 
with  load  suspended  on  a  furring  clip.  The  load  pulling 
squarely  on  the  furring  clip. 

Using  a  24"  furring  strip,  the  brake  failed  at  1/5# 
with  load  suspended  on  a  furring  clip.  The  load  was 
slightly  offset  so  that  there  was  not  a  square  pull  on 

the  furring  clip.  r  .  ,  , 

Using  a  factor  of  safety  of  4,  the  anchors  are  good 
for  approximately  forty  (40)  pounds  per  lineal  foot. 

Tests  were  also  made  at  Columbia  University,  Lab. 
No.  70491-2  on  Y%  Jackson  furring  strips  tested  as 
beams  which  were  supported  on  4"  x  2U>"  I-beams  24 
c-c.  Load  was  applied  at  mid-span  through  knife  edge 
and  bearing  plate  2j4"  long  with  loads  and  deflections 
as  follows : 

lA"  Tackson  Furring  Strips 
70491  '  70492 

Applied  Load  Midspan  De-  Applied  Load  Midspan  De- 
(lbs  )  flection,  ins.  (lbs.)  flection,  ins. 

10  0  10  0 

50  0.04  50  0.02 

100  0.07  100  0.06 

150  0.11  150  .11 

200  0.15  200  .14 

225  0.18  225  47 

250  0.23  2a0  .21 

256  0.29  256  .27 

Max.  Load  Max.  Load 

Recommendations 

On  the  basis  of  the  foregoing  data  and  tests,  the 
Committee  recommends  the  approval  of  the  “Jackson 
System”  (suspended  ceiling  system,  and  the  furring 
strip  embedded  in  concrete  and  used  to  support  a 
ceiling  or  to  provide  attachment  for  masonry  anchors 
and  wall  surfacing)  under  C26-178.0,b  and  C26-191.0 
for  use  as  an  alternative  method  of  cross-furring  as 
provided  for  in  C26-461.0,  Par.  3,  and  when  hung  in 
the  general  form  as  shown  in  Fig.  1. 

The  Committee  further  recommends  that  each  pack¬ 
age  or  bundle  of  “Jackson  System”  materials  shall  be 
tagged,  labeled  or  marked  as  follows:  “Approved  by 
the°Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  424-42-SM.” 


The  applicant  has  also  requested  the  approval  of 
the  Jackson  Metal  Stud  for  non-bearing  partitions  in 
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walls,  but  inasmuch  as  the  data  is  not  complete,  the 
Committee  at  this  time  can  make  no  recommendation. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

ind 

Whereas,  this  report  recommended  the  approval  of  this 
naterial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  approve  the  material  known  as  the  “Jackson  System” 
(suspended  ceiling  system,  and  the  furring  strip  embedded 
n  concrete  and  used  to  support  a  ceiling  or  to  provide 
ittachment  for  masonry  anchors  and  wall  surfacing),  on 
condition  that  the  material  be  manufactured,  installed  and 
abelled,  stamped  or  tagged  in  accordance  with  above  report. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
.nd  Appeals  held  on  June  30,  1942,  as  they  appeared  in 
bulletin  No.  27,  Vol.  27,  are  hereby  corrected  to  read  as 
ollows : 


:he  resolution  (195-42-SM) 

Whereas,  The  Technicraft  Company,  Incorporated, 
hwner,  filed  on  March  12,  1942,  an  application  with  the 
ISoard  of  Standards  and  Appeals  for  approval  of  the  ma- 
prial  known  as  Lumiplast  (Luminous  Pigment  to  be  used 
n  exit  signs)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
n  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


June  24,  1942. 

Cal.  No.  195-42-SM. 

Subject:  Lumiplast  (Luminous  pigment  to  be  used  on 
exit  signs),  approval  of. 

The  Technicraft  Company,  Inc.  of  New  York  City, 
filed  March  12,  1942  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  “Lumiplast” 
luminous  pigment  to  be  used  on  exit  signs  and  an  elec¬ 
tric  light  bulb  colored  red  except  for  15'%  of  its  area 
to  be  used  to  energize  the  paint,  under  the  provisions 
of  section  272,  subdiv.  4  and  5,  Labor  Law,  sections 
C26-279.0,  C26-745.0  and  C26-178.0,b  Administrative 


Code. 

This  material  is  a  paint  with  a  base  which  becomes 
luminous  in  darkness  after  having  been  energized  by 
daylight  or  by  clear  electric  light  bulbs.  To  provide 
the  energy  the  applicant  requests  approval  of  an  elec¬ 
tric  light  bulb  which  is  colored  red  as  required  except 
for  a  portion,  approximately  15%  of  the  area,  which 
I  remains  clear.  This  bulb  is  designed  to  fit  into  the 
socket  so  that  this  clear  portion  shines  on  the  sign  but 
is  not  visible  to  users  of  an  exit.  This  luminous  paint 
is  intended  to  be  used  in  the  painting  of  the  letters 
of  new  and  existing  exit  signs  so  that  these  signs 
will  glow  when  all  lights  are  blacked  out  in  an  emer¬ 
gency.  The  basic  pigments  are  36  ounces  of  pigment 
to  one  gallon  of  clear  lacquer  or  a  paint  of  low  acid 
content.  On  existing  signs  the  paint  will  be  added  to 
the  existing  red  letters.  The  paints  are  furnished  in 
yellow-green  and  in  blue  color. 

This  luminous  paint  and  the  bulb  used  to  energize 
it  has  been  inspected  and  tested  by  the  Committee  on 
Tests  of  the  Board  and  found  to  function  so  that  a 
sign  painted  with  it  glowed  in  complete  darkness. 
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Signs  of  this  character  are  now  required  by  the  Office 
of  Civilian  Defense  to  be  used  over  exits  during  black¬ 
outs.  Laboratory  reports  of  tests  of  luminous  “exit” 
signs  have  been  furnished  by  the  applicant.  Activation 
employed  was  from  15  and  25  watt  bulbs.  Three 
periods  of  time  were  used  for  activation  with  both  sizes 
of  bulbs,  namely,  five  minutes,  thirty  minutes  and  one 
hour.  The  signs  were  conditioned  for  48  hours  in  a 
dark  room  to  completely  deactivate  any  luminescence 
which  might  be  present.  They  were  then  activated  as 
described  in  a  100  ft.  long  dark  room.  The  signs  were 
placed  on  the  wall  at  the  end  of  this  room,  each  sign 
shielded  from  the  other  signs.  All  signs  were  viewed 
from  a  distance  of  100  ft.  and  showed  a  distinct  bril¬ 
liant  glow  clearly  visible  at  this  distance  but  not  dis¬ 
tinct  as  to  legibility.  The  maximum  distance  for  clear 
legibility  was  45  ft.  immediately  after  exposure.  Signs 
exposed  under  a  25  watt  lamp  showed  more  glow  than 
those  exposed  to  a  15  watt  lamp.  The  30  min.  exposure 
showed  more  glow  than  the  5  min.,  but  there  was  little 
difference  between  the  30  min.  and  the  60  min.  ex¬ 
posures.  At  the  end  of  one  hour  the  greatest  distance 
the  glow  was  visible  was  80  ft.  while  the  greatest  for 
full  legibility  was  20  ft.  This  luminosity  decreased 
with  the  passage  of  time  without  reenergizing  so  that 
after  10  hours  the  signs  showed  a  glow  at  7  ft.  but 
legibility  was  only  fair  at  one  or  two  feet. 

On  the  basis  of  the  inspection  and  test  by  (he  Com¬ 
mittee,  the  report  of  laboratory  tests  filed  by  the  appli¬ 
cant  and  the  requirements  of  the  Office  of  Civilian  De¬ 
fense  it  is  recommended  that  “Lumiplast”  luminous  pig¬ 
ment  be  approved  for  use  on  exit  signs  energized  by 
bulbs  colored  red  except  for  a  15%  portion  to  be  left 
clear,  under  C26-178.0,b  for  use  in  New  York  City  un¬ 
der  the  provisions  of  Section  272.  subdivisions  4  and  5, 
Labor  Law,  Section  C26-279.0,  C26-745.0,  Administra¬ 
tive  Code  and  Section  40,  Multiple  Dwelling  Law,  pro¬ 
vided  the  containers  of  the  pigment  and  the  treated 
bulbs  be  labeled  “Approved  by  the  Roard  of  Standards 
and  Appeals  for  use  in  New  York  Citv  under  Cal.  No. 
195-42-SM,”  and  provided  further  that  the  bulbs  are 
so  placed  in  the  sockets  as  to  have  the  uncolored  por¬ 
tion  reflect  on  the  sign  so  not  to  nullify  the  exit  sign 
requirements. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER. 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ma¬ 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Lumiplast  (Luminous 
Pigment  to  be  used  on  exit  signs),  on  condition  that  the 
material  be  manufactured,  used  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report. 


Correction — The  words  “that  this  approval  shall  be  lim¬ 
ited  to  the  duration  of  the  existing  emergency”,  omitted  in 
the  Report  of  Committee  on  Tests. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  March  31,  1942,  as  they  appeared  in 
Bulletin  No.  14,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 


♦Correction — Address  changed  from  78-19  to  78-17  Al¬ 
bion  avenue. 


MINUTES 


219-42-A. 

APPLICANT— Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  ,  .  . 

PREMISES  AFFECTED— 78-17  Albion  avenue,  northwest 
corner  of  Queens  boulevard  (Block  No.  1536,  Lot 
No.  101).  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE-  ^  J  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (219-42-A) 

Whereas,  Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner,  filed  on  March  19,  1942,  an  appeal  from 
the  decision  of  the  borough  superintendent ;  premises  78-17 
Albion  avenue,  northwest  corner  of  Queens  boulevard  (Block 
No.  1536,  Lot  No.  101),  Elmhurst,  Borough  of  Queens; 

Whereas  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  1292-42,  dated  March  12,  1942,  reads: 

“1.  The  maintenance  of  an  open  flame  in  connection 
with  welding,  within  floor  area  where  spraying  is  con- 
ducted,  is  contrary  to  Rule  6.1.8,  Board  of  Standards 
and  Appeals,  Spray  Rules.” 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language'  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  onlv  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  condition-; 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

fe)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Whereas,  the  applicant  states  that  the  building  is  one 
story  (35  ft.)  in  height;  180  ft.  by  97  ft.  in  area;  of  Class  1 
construction  j  located  in  business  and  unrestricted  use  dis- 
tricts ;  erected  about  1910;  used  as  a  marble  factory,  10J 
persons.  It  is  proposed  to  be  occupied  as  a  machine  shop, 
60  persons  ;  and 

Whereas,  the  applicant  contends  that  the  building  is  con¬ 
structed  entirely  of  incombustible  materials  with  a  monitor  j 
type  roof,  and  will  be  used  exclusively  for  the  fulfillment  of 
defense  contracts  for  the  U.  S.  Army ;  that  the  complete 
open  air  area  affords  an  ideal  assembly  line  and  in  the 
process  to  be  carried  on  it  is  required  that  arc  welding  bet 
done  in  the  open  floor  area,  and  it  will  be  also  necessary  to  - 
do  certain  spraying  in  this  floor  area ;  that  no  welding  willf 
be  done  within  a  distance  of  30  ft.  from  the  front  ot  thfit 
spray  booths;  that  the  process  of  manufacture  lequircs  that 
articles  to  be  sprayed  must  be  conducted  into  the  spray 
booths  supported  from  monorails  and  thence  through  the  - 

rear  wall  of  the  booths.  . 

Rewlvcd  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1292-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is  ' 
(/ranted  on  condition  that  the  spray  booths  shall  be  located 
in  relation  to  the  locations  where  welding  is  to  be  carried  on 
as  indicated  on  plan  filed  with  the  borough  superintendent 
as  acted  on  on  March  12,  1942  and  that  no  open  flame  shall 
be  permitted  within  35  ft.  of  such  spray  booths;  that  the 
spray  booths  shall  comply  with  the  rules  of  the  Board  ,n 
all  respects ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  other  laws,  rules  and1 
regulations  applicable  thereto. 


FACTORIES 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especiallv  for  that  purpose,  separated  from 
the  rest  of  the  budding  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 
Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc- 

tion;  .  ,  *  , 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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Fire  Drill  Rules,  Adopted  By  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(593-23-Sk) 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
eating  of  a  building  by  its  occupants  in  case  of  emergency, 
nic  or  fire  in  the  least  possible  time — by  the  nearest  safe 
:ans  of  exit — and  the  use  of  fire  appliances  which  shall  be 
)vided  for  the  extinguishing  or  retarding  of  fire  and  the 
:eguarding  of  human  life 
lie  1 

In  all  buildings  as  defined  in  Article  1,  Section  10  of  the 
bor  Law  in  which  fire  drills  are  required  pursuant  to 
ction  279  thereof  and  in  any  other  building  in  which  such 
11s  are  required  by  the  Fire  Commissioner  pursuant  to  the 
.ver  conferred  in  section  491  of  the  New  York  City  Char- 
,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants  to 
uluct  fire  drills  monthly  and  at  such  other  times  as  the 
•e  Commissioner  may  direct. 

7or  the  purpose  of  conducting  such  fire  drills  the 
ner  or  tenant  shall  appoint  from  among  their  em- 
yees  such  responsible  and  dependable  persons,  male  or 
nale,  who  shall  efficiently  perform  the  duties  of  the 
•ious  positions  of  the  fire  drill  organization,  as  specified 
the  accompanying  chart. 

t  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
the  blank  spaces  provided  for  that  purpose  in  said 
irt  the  names  of  persons  so  selected  and  post  said 
irt  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION 

imises  ....  .  . 

me  of  concern . 

lding  No . Story . 

FOREMAN  OR  PERSON  IN  CHARGE 
?u^ar  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


t- 


EXIT  GUARDS 
Exit . 


SQUAD  MONITORS 
. Squad  No.  1 . 

ii  ii  ry 


«  ii 


«  «  4 

ii  ii  r 


ii  it 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstiuction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present  j  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintend¬ 
ent  or  other  person  in  charge  of  the  building  and  advise 
him  of  the  fact.  The  (Floor  Captains)  Foreman’s  orders 
are  final  as  to  the  carrying  out  of  the  fire  drill  on  his. 
particular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the.  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  Tn  special 
cases.,  however,  extra  watchmen  may  be  assigned  bv  con¬ 
sent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall 
search  all  toilets,  dressing  rooms  and  emergency  rooms 
used  and  frequented  by  their  sex  and  all  other  portions  of 
the  floor  and  order  all  nersons,  except  those  authorized  to 
remain,,  to  leave  the  premises.  They  are  to  take  care  of 
and  assist  all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be 
familiar  with  the  location  of  the  nearest  city  fire  alarm 
box  and  know  how  it  is  operated. 

Tn  ordinary  practice  fire  drills  the  STREET-ALARM- 
ROX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ai  rival 
of  the  fire  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to.  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all 
exit  doors  leading  to  fire  escapes,  stairways  and  other 
means  of  escape  immediately  upon  the  sounding  of  the 
alarm.  There  shall  be  two  guards  for  each  exit,  if  prac¬ 
ticable;  one  to  stand  in  the  hallway  holding  back  the  door 
and  the  other  directly  inside  on  the  floor.  They  are  to 
keep  the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building^  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  sha 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 


Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches.  . 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march  up 
or  down  the  stairs  or  to  other  exits  as  directed  by  the 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 

SQ MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


alarm  rules  of  the  Board  of  Standards  and  Appeals,  thi 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory 
and  drills  shall  be  Conducted  at  least  twice  each  year  ii 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously.  i 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  01 
TENANT  OF  THE  BUILDING  or  his  authorize! 
agent  or  their  representatives  to  personally  observe  tha 
the  “Fire  Drill’’  is  held  simultaneously  on  every  floor  o 
the  building  and  the  participation  therein  of  every  occu 
pant  of  such  building.  Any  FIRE  DRILL  in  which  all  o 
the  occupants  do  not  participate  shall  not  be  consider 
as  complying  with  the  LAW,  except  as  otherwise  pro, 

vided  in  these  rules.  .  , 

The  person  or  persons  representing  the  OWJNRh 
LESSEE  OR  TENANT,  who  supervises  the  FIR] 
DRILL  at  the  building  shall  submit  to  an  examination  b 
the  Division  of  Fire  Prevention  as  to  their  experience  an 
general  fitness  for  such  duties,  and  shall  be  so  certified  i 
writing  bv  the  FIRE  COMMISSIONER. 


Rule  11.  Duties  of  Engineer. 


It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  builc 
ing  having  an  interior  fire  alarm  system  to  test  such  systei 
daily  immediately  after  the  beginning  of  business,  and  t 
see  that  all  apparatus  operated  by  springs  requiring  wine 
ing  are  rewound  after  each  alarm  and  kept  in  norm; 
condition  for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  systei 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  beir 
made,'  the  PERSON  IN  CHARGE  OF  BUILDING  wi 
first  notify  all  Foremen  of  the  several  floors  of  the  ii 
tended  test  and  likewise  notify  them  when  the  repairs,  etc 


are  completed.  This  precaution  is  taken  to  prevent  coi 


It  shall  also  be  the  duty  of  the  PERSON  IN  CHARG! 
OF  BUILDING  to  sound  the  interior  alarm  system  ;; 
irregular  intervals,  but  not  less  than  once  each  calend; 
month,  for  the  purpose  of  holding  practice  fire  drills.  H 
shall  keep  on  the  premises  a  record  of  such  drills  shovl 
ing  the  date  when  held  and  the  required  time  for  t, 
occupants  to  reach  the  street  or  a  point  of  safety  outsi^ 

1,1  The1 'PERSON  IN  CHARGE  OF  BUILDING  mu 
immediately  acquaint  new  tenants  of  the  existence  of  tl 
“Fire  Drill”  Organization  and  its  purport. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants 
shall  participate  therein  simultaneously.  Such  drills  shall 
conduct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  11  of  the  interior  fire 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
co-partnership,  that  will,  under  professional  service,  car 
on  the  trade,  business  or  calling  of  establishing,  mai 
taining  or  supervising  the  “Fire  Drill”  shall  be  register 
in  the  Fire  Department,  which  Department  shall,  up 
evidence  of  fitness,  grant  a  certificate  to  that  effect.  | 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1942  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts  are  now  on  sale  at  the  office  of  the  Supervisor: 
the  City  Record,  Room  2213,  Municipal  Building,  M: 
hattan.  Price  50  cents;  by  mail,  five  cents  per  copy  m 
be  added  for  postage. 
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'his  issue  of  the  Bulletin  contains  in  the  order  given- 
lertiorari  Orders  Served  on  the  Board. 

)ocket. 

iules  Directory. 

'he  Hearing  Calendar. 

corrections  Affecting  Calendar  Numbers  1098-41-^ 
704-41-BZ,  349-37-A,  407-42-A  and  549-42-A. 

)il  Burner  Rules. 


CERTIORARI  ORDERS  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

>n  July  30,  1942,  petition  and  notice  of  motion  was  served  on  tl 
Board  by  Samuel  Mezansky,  attorney  for  45  West  38) 
Street  Corporation,  owner,  in  re  decisions  of  the  Board  c 

March  31  1942,— under  Cal.  No.  649-40-BZ,  denying  appl 

cation  under  Section  21  to  permit  the  extension  of  a  factor 
occupancy  in  an  existing  building  in  excess  of  the  allowabi 
?r,ea»  -under  Cal.  No.  180-42-S,  denying  variation  of  th 
Manhattan1  premises  45-47  West  38th  Street,  BorouglT  c 
*  *  *  * 

n  August  11,  1942,  Petition,  Affidavit  and  Order  to  Show  Caus 
7nrS  Tservtd  ,the  ,Board  by  Arthur  H-  Haaren,  attorne 

T?,K,  o!  inT>lcker’  I-essee>  111  re  decision  of  the  Board  o 

U  1 94-,  granting  appeal  for  revocation  of  Certificat 
ot  Uccupancy  brought  by  adjoining  owner;  Cal.  No.  109S 
’A’  Premises  2050-2066  White  Plains  avenue,  northeas 
corner  ot  Bronxdale  avenue  and  southeast  corner  of  Whit 
Plains  avenue  and  Brady  avenue,  Borough  of  The  Bronx. 

»  *  *  * 

"  Au^etrvl3’  }942.l  Pniti°51’  Affidavit  and  Notice  of  Motion  wa 
p  •  jd  Board  by  Abraham  Buchman,  attorney  fo; 

,imidl°  Mdanf,  owner,  in  re  decision  of  the  Board  on  Juh 
i]’Z4t2'  /lenyln«  AfPP«l  from  decision  of  the  Boroug! 
Superintendent  on  Alteration  Application  No.  1119-1941  r< 

dwelling-  C  1  PNPerciCiiU^  .nleans  of  egress  for  two-famih 
Bordiigh’of  Th^Bronx  2_A:  premises  1660  Herin^  av«uie 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

BoJougr^MaThattan.”  ^  '°13'  Munidpal  Bui,di^ 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  ‘chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  from  July  29th  to  August  25,  1942. 

Cal.  No.  Dept.  Premises  Affected 

602- 42- A — -F.D. — 1121-1125  Bedford  avenue,  northeast 
corner  of  Monroe  street  (Block  No.  1812,  Lot  No.  1), 
Borough  of  Brooklyn,  92379-L.C. 

603- 42-SA — Airco  Acetylene  Stationary  Generator,  300 
lb.  and  500  lb.  capacity,  Appliance. 

604- 42-SM — Richards- Wilcox  FyeR-Ward  Fire  Door, 
with  Swinging  and  Sliding  hire  Door  Hardware,  manu¬ 
factured  by  Richards-Wilcox  Manufacturing  Company, 
Material. 

605- 42-A— F.D.— 335-341  West  16th  street,  north  side, 
300  ft.  east  of  Ninth  avenue  (Block  No.  740,  Lot  No.  13), 
Borough  of  Manhattan,  15191-L.F. 

606- 42- A — H  .B . B x. — 2020  East  Tremont  avenue,  south 
side,  963.81  ft.  east  of  Unionport  road  (Block  No.  3944, 
Lot  No.  1),  Borough  of  The  Bronx,  F.P.  Applic.  103-42. 

607- 42-BZ — H.B.M. — 4-8  West  58th  street,  south  side, 
135  ft.  west  of  Fifth  avenue  (Block  No.  1273,  Lot  No. 
44),  Borough  of  Manhattan,  Decision  re  Certificate  of 
Occupancy. 

608- 42- A — H.B.Q. — 198  Beach  114th  street,  southeast 
corner  of  Rockaway  Beach  boulevard  (Block  No.  658,  Lot 
No.  1),  Rockaway  Beach,  Borough  of  Queens,  Alt.  1341-42. 

609- 42-SA— Fire  Warden  Sand  Box  (Quartz  Sand),  Ap¬ 
pliance. 

610- 42-BZ— H.B.B.— 336-338  (340  displayed)  New  Jersey 
avenue,  west  side,  125  ft.  north  of  Belmont  avenue  (Block 
No.  3738,  Lot  Nos.  30-31),  Borough  of  Brooklyn,  B.N. 
296-42. 


611- 42-A— F.D.— 83-93  Park  place,  north  side,  42  ft.  2  in. 
west  of  Greenwich  street  and  248-254  Greenwich  street 
(Block  No.  129,  Lot  Nos.  3,  4,  5,  13  and  15),  Borough  of 
Manhattan,  31029-L.C.  and  Decision. 

612- 42-A — F.D. — Foot  of  Montague  street  (Bulkhead), 
Building  No.  57  (Block  No.  245,  Lot  No.  15),  Borough 
of  Brooklyn,  91604-L.C.  and  Decision. 

613- 42-A — F.D. — 14-50  Broadway,  south  side,  50  ft.  west 
of  Van  Alst  avenue  (Block  No.  530,  Lot  No.  9),  Astoria, 
Borough  of  Queens,  92458-L.C. 

614- 42-BZ — H.B.B. — 161-177  Corbin  place  and  1189-1199 
Brighton  Beach  avenue,  northeast  corner  (Block  No.  7516, 
Lot  No.  2973),  Borough  of  Brooklyn,  B.N.  1487-42. 

615- 42-A — H.B.M. — 1680  Broadway,  east  side,  104  ft. 
south  of  West  53rd  street  (Block  No.  1024,  Lot  No.  38), 
Borough  of  Manhattan,  Electric  Sign  Applic.  408-42. 


616-42-BZ— H.B.B.— 1238-1250  Coney  Island  avenue  and 
1013-1023  Avenue  I,  northwest  corner  (Block  No.  6513, 
Lot  Nos.  42  and  44),  Borough  of  Brooklyn,  N.B.  324-42. 


617- 42-BZ — H.B.Bx. — 1979  East  177th  street,  northwest 
corner  of  Pugsley  avenue  (Block  No.  3794,  Lot  No.  50), 
Borough  of  The  Bronx,  Amendment  to  N.B.  122-42. 

618- 42-A — H.B.Q. — 38-12  27th  street,  north  side,  85  f,t. 
west  of  38th  avenue  (Block  No.  387,  Lot  Nos.  23  and  24), 
Long  Island  City,  Borough  of  Queens,  Alt.  1015-42. 

619- 42-A— H.B.Bx.— 291  East  Burnside  avenue,  northeast 
corner  of  Ryer  avenue  (Block  No.  3149,  Lot  No.  6). 
Borough  of  The  Bronx,  Alt.  380-42. 

620- 42-S— H.B.M.— 123  Pitt  street,  west  side,  125  ft.  north 
of  Stanton  street  (Block  No.  345,  Lot  No.  65),  Borougl 
of  Manhattan,  Alt.  926-42. 


621-42-S— F.D.— 158-166  North  4th  street,  south  side,  15( 
ft.  east  of  Bedford  avenue  and  159-165  North  3rd  stree 
(Block  No.  2352,  Lot  Nos.  9,  10,  33,  38,  39  and  40),  Bor1 
ough  of  Brooklyn,  Decision  and  9308-L.F. 


622- 42-A— F.D.— 635-639  Second  avenue,  northeast  cor 
ner  of  37th  street  (Block  No.  695,  Lot  No.  1),  Boroug: 
of  Brooklyn,  92503-L.C. 

623- 42-A— F.D.— 76-13  Woodside  avenue,  north  sidt 
60.16  ft.  west  of  77th  street  (Block  No.  1496,  Lot  No.  40) 
Elmhurst,  Borough  of  Queens,  92537-L.C. 

624- 42-S — H.B.B. — 1-7  DeKalb  avenue,  north  side,  be 
tween  Gold,  Fleet  and  Prince  streets  and  224-228  Princ 
street  (Block  No.  2078,  Lot  No.  1),  Borough  of  Brooklyi 
B.N.  1041-42. 


625-42-BZ— H.B.B.— 1183-1185  Myrtle  avenue,  north  sid 
117  ft.  6  in.  west  of  Troutman  street  and  12  Troutma 
street  (Block  No.  3182,  Lot  Nos.  6,  8  and  16),  Boroug| 
of  Brooklyn,  B.N.  1036-42. 


626-42-BZ— H.B.B.— 1129  Willmohr  street,  north  side,  ) 
ft.  east  of  East  96th  street  (Block  No.  4671,  Lot  No.  37 
Borough  of  Brooklyn,  B.N.  1646-42. 


627-42-A — H.B.B. — 216  Linwood  street,  west  side,  100 
south  of  Arlington  avenue  (Block  No.  3941,  Lot  No.  14 
Borough  of  Brooklyn,  Alt.  1548-42. 


628- 42-A — H.B.M. — 383-387  Lafayette  street  and  22  Ea 
4th  street,  southeast  corner  (Block  No.  531,  Lot  No.  2C 
Borough  of  Manhattan,  Alt.  944-42. 

629- 42-A— H.B.Q. — 74-11  to  74-21  Broadway,  north  sic 
116.7  ft.  east  of  Roosevelt  avenue,  74-12  to  74-20  Roosev 
avenue  and  40-02  to  40-14  7ath  street  (Block  No.  141 
Lot  No.  23),  Jackson  Heights,  Borough  of  Queens,  Amer 
ment  to  Alt.  1006-42. 
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630- 42-A — F.D. — 105-109  Vanderveer  street,  west  side, 
300  ft.  north  of  Bushwick  avenue  (Block  No.  3471,  Lot  No. 
30),  Borough  of  Brooklyn,  89413-L.C.  and  Decision. 

■ - 

631- 42-BZ— H.B.Bx.— 1582-1598  White  Plains  road,  1880 
East  Tremont  avenue,  southeast  corner  and  1569-1577 
Unionport  road  (Block  No.  3952,  Lot  Nos.  1,  5,  6,  8,  9,  10, 

'  11  and  19),  Borough  of  The  Bronx,  Decision  re  Certificate 
j  of  Occupancy. 


632-42-A— F.D. — 148  39th  street,  southwest  corner  of 
Second  avenue  (Bush  Building,  No.  19 — 4th  floor)  ;  (Block 
No.  706,  Lot  No.  1),  Borough  of  Brooklyn,  92572-L.C. 


633-42-A — -H.B.M. — 2503-2509  Broadway,  west  side,  25 
ft.  2y2  in.  north  of  West  93rd  street  (Block  No.  1241, 
Lot  No.  11),  Borough  of  Manhattan,  Alt.  979-42. 


634- 42-S — F.D. — 223  Nevins  street,  southeast  corner  of 
;  Butler  street  (Block  No.  406,  part  of  Lot  No.  1),  Borough 

of  Brooklyn,  Decision. 

635- 42- A — H.B.B. — 1688  St.  Marks  avenue,  southeast  cor¬ 
ner  of  Rockaway  avenue  (Block  No.  1461,  Lot  No.  11), 
Borough  of  Brooklyn,  B.N.  1738-42. 

636- 42-A — H.B.Q. — 179-29  153rd  road,  north  side,  265.06 
ft.  east  of  Lombard  street  (Block  No.  4661,  Lot  No.  10), 
Jamaica,  Borough  of  Queens,  Alt.  1172-42. 


637-42-S — F.D. — 184-10  Jamaica  avenue,  south  side,  411.58 
ft.  east  of  183rd  street  (Block  No.  10532,  Lot  Nos.  70 
and  71),  Jamaica,  Borough  of  Queens,  Decision. 


638-42-A — H.B.Q. — 43-06  38th  street  and  south  side  of 
43rd  (Foster)  avenue,  between  37th  and  38th  streets  (Block 
No.  220,  Lot  No.  25),  Long  Island  City,  Borough  of  Queens, 
M -4389-42. 


DI5SIGN  ATIONS  i  H.B. — Department  of  Housing  and  Buildings; 
II. II. II. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F\l».  Fire  Department. 


RULES 

Last 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar. 
Certificates  of  Occupancy,  approved 

form  . Nov. 

Concrete  Flat  Slabs,  Rules . I  uly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  rune 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . june 

Factory  Exit  Rules  . June 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . Aug. 

Fire-resistive,  Flameproof  Mate- 
.  rials,  etc.,  Rules  for  Testing  of  Apr. 
Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  May 

Gas  Shut-Off  Rules  . . . . Apr. 

Hatchway  Protection  . Tune 

Insulating  Fibre  Board  Rules . Mar. 


Publication  in  Bulletin 

17,  1942— Vol.  27,  No.  7 

10,  1942— Vol.  27,  No.  10 

25,  1941— Vol.  26,  No.  47 

13,  1937— Vol.  22,  No.  28 


24,  1941— Vol.  26,  No.  25 
3,  1937— Vol.  22,  No.  31 

3,  1936— Vol.  21,  No.  9 

15,  1937— Vol.  22,  No.  24 

16,  1942— Vol.  27,  No.  24 
7,  1942— Vol.  27,  No.  14 

4,  1942— Vol.  27,  No.  31 

28,  1942— Vol.  27,  No.  17 

16,  1941— Vol.  26,  No.  50 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

20,  1941— Vol.  26,  No.  20 
7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 
31,  1942— Vol.  27,  No.  13 


Last  Publication  in  Bulletin 

Oil  Burner  Rules  . Sept.  1,  1942— Vol.  27,  No.  32 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of..., - July  28,  1942— Vol.  27,  No.  30 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  .......  . Nov.  25,  1941— Vol.  26,  No.  47A 

l  latform  trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No  47 

llumbing  Rules  . ........Aug.  3,  1937— Vol.  22,  No.'  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .Nov.  25,  1941— Vol.  26,  No  47A 

Procedure,  Rules  of . Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941— Vol.  26,  No  34 

Smoking  in  Factories,  Rules  for _ Aug.  4,  1942 — Vol.  27  No  31 

Sprinkler  Rules  ..... . June  29,  1937— Vol.  22,’  No.'  26 

Standpipe  Fireline  Rules  . June  8,  1937— Vol.  22,  No.  23 

Structura1  Alterations,  Reporting. .  .June  7,  1932— Vol.  17,  No.  23 

!ar*  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

u;  trucks,  Gasoline,  etc  . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ...  Apr.  10,  1923 — Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

nn  R°Se  Va‘VreS  •••••••.••••••  Nov.  25,  1941 — Vol.  26,  No.  47A 

t-uel  Oil  Burners  for  Domestic  and 

p„-iCnipim|.rcial^Jse  -"I . £ov-  25>  1941—' Vol.  26,  No.  47A 

Av 1TIPipe  Te,rmlPal,s  . Nov-  25«  1941— Vol.  26,  No.  47A 

£  i  ?,urners  for  Industrial  Use. Nov.  25,  1941— Vol.  26,  No.  47A 
Fuel  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No.  47A 

^a?  Heaters.  /  •••y; . Nov.  25,  1941— Vol.  26,  No.  47A 

t  aint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  .  . Nov.  25,  1941— Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . . Nov.  25,  1941— Vol.  26,  No.  47A 

vacuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


SEPTEMBER  9,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  W ednesday  morning,  September  9, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

89-42-BZ  Application,  January  29,  1942,  under  section 
21  of  the  zoning  resolution,  of  Joseph  Lau,  applicant,  on 
behalf  of  Tov  Realty  Company,  owner  (David  Morris, 
lessee),  to  permit  in  a  business  use  district,  the  maintenance 
of  a  non-flashing  illuminated  sign  not  conforming  with  the 
requirements  of  the  zoning  resolution;  premises  2517-2519 
Seventh  avenue  and  164  West  146th  street,  southeast  corner 
(Block  No.  2014,  Lot  No.  61),  Borough  of  Manhattan. 

474-42-BZ— Application,  June  15,  1942,  under  section  21 
of  Hie  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Temple  Beth-El,  owner,  to  permit  in  a  residence  use  and, 
also,  an  F  area  district,  the  alteration  and  also  the  exten¬ 
sion  of  area  of  a  building  which  will  not  conform  with  the 
area  requirements  of  the  zoning  resolution;  premises  121-02 
to  121-16  Rockaway  Beach  boulevard,  north  side,  from 
Beach  121st  street  to  Beach  122nd  street,  201  Beach  121st 
street  and  202  Beach  122nd  street  (Block  No.  711,  Lot  No 
37),  Rockaway  Park,  Borough  of  Queens. 

530-42-BZ  Application,  July  1,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Millard  Henlein,  applicant,  on 
behalf  of  Board  of  Transportation,  City  of  New  York 
owner  (Abraham  Goldenblum  and  Samuel  Goldenblum! 
lessees),  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  360-374  Sixth  avenue,  east  side, 
from  Washington  place  to  Waverly  place,  126-130  Waverly 
place  and  87  Washington  place  (Block  No.  552,  Lot  No. 
37),  Borough  of  Manhattan. 

108-42-BZ — Application,  February  5,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Judson  E.  Schnall,  applicant, 
on  behalf  of  Madbeck  Holding  Corporation,  owner,  to  per¬ 
mit  in  a  residence  use  district,  for  a  term  of  Itvo  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  me  tor 
vehicles;  premises  81-85  Seeley  street,  north  side.  25  ft. 
west  of  19th  street  (Block  No.  5261,  Lot  No.  17,  Borough 
of  Brooklyn. 

457-42-BZ — Application,  June  5,  1942,  under  section  21 
of  the  zoning  resolution,  of  Bernhardt  E.  Muller,  applicant, 
on  behalf  of  Eighth  Church  of  Christ,  Scientist,  owner,  to 
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nermit  in  a  residence  use  and,  also,  a  B  area  district  the 
erection  and  maintenance  of  a  building  (a  church)  which 

does  not  comply  with  the  7“  ioFf J^'yXstreet  north 
zoning  resolution;  premises  103-10/  East  7/th  street,  no 
inn  ft  east  of  Park  avenue  and  230  It.  west  ot  Le. 
i^'on  avenue  (Block  No.  1412,  Lot  Nos.  a  to  7,  tnclu- 
sive).  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


motor  vehicles;  premises  355-365  Kings  Highway  and  1741- 
1753  West  4th  street,  northeast  corner  (Block  No.  0633, 
Lot  No.  33),  Borough  of  Brooklyn. 


SEPTEMBER  9,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 
562-42-A— 72-35  Elizabeth  avenue,  south  side,  320  ft. 
west  of  Beach  72nd  street  (Block  No.  521,  Lot  No  1) 
Arverne,  Borough  of  Queens  (under  section  35,  General 
City  Law-re  bed  of  mapped  street— Barbados  drive). 


160-42-BZ— Application,  February  20,  1942  under  section 
?1  of  the  zoning  resolution,  of  Oscar  I.  Silverstone,  appli¬ 
cant  on  behalf  of  Susan  McPherson,  owner,  to  permit  in 
•i  residence  use  and  F  area  district,  the  erection  and  main¬ 
tenance  of  a  one  (1)  family  dwelling  not  complying  with 
the  zone  resolution  as  to  required  side  yards  and  also 
to  the  occupied  area  of  the  lot;  premises  3336  Bedfod 
avenue,  west  side,  125  ft.  south  of  Avenue  L  (Block  No. 
7642,  Lot  No.  52),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  15,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ard^  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  September  IS, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  N  an- 
hattan,  on  the  following  matters: 


SEPTEMBER  15,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions.  I 

529-42- A — 281-287  North  6th  street  north  side  111  ft. 
Sl/2  in.  west  of  Metropolitan  avenue  (Block  No.  2551,  Lot 
Nos.  42,  44  and  45),  Borough  of  Brooklyn 


*  ’  ■  —  7  '  •  '  ' 

360-42- A— 365  Wythe  avenue,  east  side,  77.2  ft.  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  of 
Brooklyn. 


559-37-BZ— Application  of  Samuels  and  Samuels,  appl 
cants  on  behalf  of  Fellman  Realty  Corporation,  owner, 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  o  w 
(2)  years,  the  parking  and  storage  of  more  tha°  five  (5) 
motor  vehicles;  premises  3996  Tenth  a^nue  and. 

213th  street,  northwest  corner  (Block  No.  2231,  pa 
No  17),  Borough  of  Manhattan. 


359-42-S— 365  Wythe  avenue,  east  side  77  2  ft.  north  c< 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  ot 
Brooklyn. 


571-42-A — 44-72  11th  street  and  10-57  45th  avenue,  north-j 

west  corner  (Block  No.  51,  Lot  Nos.  19  and  20),  Long 
Island  City,  Borough  of  Queens. 


542-41-BZ— Application,  June  16,  1941,  under  sections  7a 
and  7e  of  the  zoning  resolution,  of  Dommic  Russo  appheant 
and  lessee,  for  Dominic  Russo  and  Estate  of  Andrew  Haga 
man  owners,  to  permit  upon  a  plot  locamd  par.  y  ™  » 
business  use  and  partly  in  a  residence  1 th® 

sion  of  an  existing  motor  vehic  e  repair  shop,  Pr|. 

936  Richmond  avenue,  west  side  143  31  ft.  south  ot  roresi 
avenue  (Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich 
mond,  Borough  of  Richmond 


684-28-BZ— Application  of  Lama  and  Proskauer  appli 
cants  on  behalf  of  John  Feitner,  owner,  reopened  May  2U 
1941  under  sections '7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  parking  and  stoia^e 
of  more  than  five  (5)  motor  vehicles  on  an  existing  gaso¬ 
line  service  station;  premises  740-744  5th  avenue  and^ 

24th  street,  southwest  corner  (Block  No.  65-,  Lot  No.  R 
Borough  of  Brooklyn. 


- J  1  '  - 

493- 42-A — 32-14  Northern  boulevard,  southeast  cornet 
of  Honeywell  street  (Block  No.  214,  Lot  No.  210),  Long 
Island  City,  Borough  of  Queens. 

494- 42-S— 32-14  Northern  boulevard,  southeast  corner 
of  Honeywell  street  (Block  No.  214,  Lot  No.  210),  Long 
Island  City,  Borough  of  Queens. 

561-42-A— 4555  Third  avenue,  southwest  corner  of  Loril 
lard  place  and  539-545  East  184th  street  north  side,  ,50  ft 
west  of  Lorillard  place  (Block  No.  30o2,  Lot  No.  37),  Bor 
ough  of  The  Bronx. 

573-42- A — 983  McDonald  avenue,  east  side,  22  ft.  soutl 
of  Webster  avenue  (Block  No.  5419,  part  of  Lot  No.  8) 
Borough  of  Brooklyn. 


o 

377-42-A— 249-255  Varet  street,  north  side,  175  ft.  easj 
of  White  street  (Block  No.  3110,  Lot  No.  28),  Boroug 
of  Brooklyn. 


192-36-BZ — Application  of  Kaye,  Scholer,  Fierman  and 
Hays,  applicants,  on  behalf  of  The  Marguerite  Corporation 
owner,  reopened  September  9,  1941,  under  section  7a  o 
the  zoning  resolution,  to  permit  in  a  residence  use  district 
the  extension  of  an  existing  factory  building;  premises 
801  Bartholdi  street,  northeast  ■ corner  of  Ba: rnes  avenue 
(Block  No.  4633,  Lot  No.  11),  Borough  of  The  Bronx. 


378-42-A— 257-261  Varet  street,  north  side,  175  ft  1  ii 
west  of  Bogart  street  (Block  No.  3110,  Lot  No.  25),  l>oi 
ough  of  Brooklyn. 


376-42-BZ — Application,  May  7,  1942,  under  section  7i 
of  the  zoning  resolution,  of  Edward  Handelinan,  applicant, 
on  behalf  of  Clinton  Building  Company,  owner  (Clinton 
Garage,  Incorporated,  lessee),  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  part  of  an  existing  building  said 
building  is  used  in  part  as  a  garage  for  more  than  five  (5) 
motor  vehicles ;  premises  8-16  Clinton  .  st[eeL  W??q 
34  ft.  5  in.  south  of  Pulton  street  (Block  No.  238,  Lot 
No.  52),  Borough  of  Brooklyn 


SEPTEMBER  29,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan< 
ards  and  Appeals  of  a  public  hearing  under  the  provisioi; 
of  the  zoning  resolution,  Tuesday  morning,  September  l 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Mail 
hattan,  on  the  following  matter : 


264-32-BZ — \pplication  of  Lama  and  Proskauei ,  appli¬ 
cants  on  behalf  of  New  York  Bonded  Warehouse  Incor¬ 
porated,  owner  (David  Levine,  lessee),  reopened  April  7 
1942  under  sections  7c  and  21  of  the  zoning  resolution,  to 
nermit  partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  extension  of  an  existing  gasoline 
service  station  and  also,  the  parking  of  more  than  five  (5) 


w  - 

442-42-BZ — Application,  May  28,  1942,  under  section  . 
of  the  zoning  resolution,  of  Henry  C.  Brockman,  apphcai 
on  behalf  of  Gulf  Oil  Corporation,  owner,  to  permit  in 
residence  use  district,  the  reconstruction  and  extension 
an  existing  gasoline  sendee  station;  premises  AJUl-zu 
Cropsey  avenue  and  8799-8815  20th  avenue,  northeast  corn 
(Block  No.  6442,  Lot  No.  5),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman 


SEPTEMBER  29,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 
439-42-A — 15  West  84th  street,  north  side,  220  ft.  w<l 
of  Central  Park  West  (1st  floor,  front  room)  ;  (Block  Pj 
1198  Lot  No.  23),  Borough  of  Manhattan. 


MINUTES 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
land  Appeals  held  on  July  28,  1942,  as  they  appeared  in 
Bulletin  No.  31,  \  ol.  27,  are  hereby  corrected  to  read  as 

follows : 

1098-41-A. 

j\PI  L1CAN  I — Morris  B.  Kessler,  for  Leeds  Realty  Cor- 
.  poration,  adjoining  owner. 

OWNER  OF  PREMISES — Standard  National  Corporation 
(Joseph  Glicker,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occupancy 
No.  192-41. 

’REMISES  AFFECTED— 2050-2066  White  Plains  avenue, 
northeast  corner  of  Bronxdale  avenue  and  south¬ 
east  corner  of  White  Plains  avenue  and  Brady  ave¬ 
nue  (Block  No.  4284,  Lot  Nos.  5,  11,  13  and  15), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Jean  Scher. 

For  Opposition:  A.  H.  Haaren. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

IvCl  ION  OF  BOARD — Appeal . granted — Certificate  of  Oc¬ 
cupancy  No.  192-41  revoked. 

'HE  VOTE  TO  GRANT,  REVOKING  CERTIFICATE 
OF  OCCUPANCY— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Not  Voting:  Deputy  Chief  Murphy  .  1 

Negative:  .  0 


'HE  RESOLUTION  (1098-41-A) 

I  Whereas,  Morris  B.  Kessler,  for  Leeds  Realty  Corpora- 
on,  adjoining  owner  (Standard  National  Corporation, 
wner  of  premises  and  Joseph  Glicker,  lessee),  filed  on  De¬ 
ember  22,  1941,  an  appeal  from  a  decision  of  the  borough 
iperintendent,  refusing  to  revoke  certificate  of  occupancy 
fecting  premises  Northeast  corner  of  White  Plains  road 
•id  Bronxdale  avenue  (Block  No.  4284,  Lot  Nos.  5,  11, 
1  and  15),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent 
ited  December  9,  1941,  reads: 

“Your  letter  of  December  2,  requesting  the  revocation 
of  the  certificate  of  occupancy  for  the  use  of  the  sub¬ 
ject  premises  as  a  parking  lot  has  been  received. 

Certificate  of  Occupancy  192-1941  was  issued  on  the 
basis  of  affidavits  presented  by  the  applicant,  that  the 
parking  lot  has  been  established  prior  to  June  28,  1935. 
It  was  based  on  this  Department’s  interpretation  of  the 
decision  of  the  Court  of  Appeals,  in  the  case  of  Board¬ 
walk  and  Seashore  Corp.  vs.  Murdock.  Once  a  certifi¬ 
cate  is  issued  we  have  no  authority  to  revoke  it.  Ap¬ 
plication  for  revocation  should  be  made  to  the  Board 
of  Standards  and  Appeals.” 
d. 

Whereas,  the  applicant  states  that  the  premises  consist 
1  a  plot  252.19  ft.  by  100  ft.,  irregular  in  area;  locatedOn 
• business  use  district;  and  used  for  the  parking  of  more 
in  five  (5)  motor  vehicles  pursuant  to  Certificate  of  Oc- 
'pancy  No.  192  of  1941 ;  and 

Whereas,  the  applicant  contends  that  the  certificate  of 
icupancy  in  question  was  issued  by  the  borough  superin- 
hdent  on  the  grounds  that  affidavits  were  presented  alleg- 
|>  that  the  parking  lot  had  been  established  .prior  to  June 
1  1935,  and  that  such  certificate  was  issued  on  the  inter- 
| station  of  the  decision  of  the  Court  of  Appeals  on  the 
litter  of  Boardwalk  and  Seashore  Corp.  vs.  Murdock; 
fit  this  case  is  no  authority  for  the  issuance  of  the  cer- 
Icate  of  occupancy,  inasmuch  as  the  original  permit  for 
rking  lot  was  revoked  subsequent  to  June  15,  1935;  that 
premises  have  not  been  used  uninterruptedly  and  con¬ 


tinuously  since  the  enactment  of  the  amended  zoning  restric¬ 
tions  in  June,  1935  or  subsequent  amendments  thereto;  that 
on  November  28,  1934,  Permit  No.  14028  was  issued;  that 
Permit  No.  14163  was  issued  April  10,  1935;  that  these 
premises  were  used  as  a  parking  lot  until  March  27,  1939, 
when  the  aforesaid  permits  were  revoked;  that  the  opinion 
of  Special  lerm  in  the  Boardwalk  case  contemplated  that 
a  certificate  of  occupancy  be  issued  in  instances  where 
premises  were  maintained  and  used  uninterruptedly  subse¬ 
quent  to  the  amendment  of  the  zoning  restrictions;  that  the 
state  of  facts  existing  in  connection  with  the  premises  herein 
involved  are  not  analogous  to  the  state  of  facts  existing 
in  the  Boardwalk  case,  since  the  premises  herein  involved 
had  not  been  used  for  automobile  parking  lot  since  March 
27,  1939,  when  the  permits  issued  prior  to  1935  were  re¬ 
voked;  and 

\\  hereas,  the  report  of  a  committee  of  the  Board  recom¬ 
mended  the  granting  of  this  appeal  and  the  revocation  of 
Certificate  of  Occupancy  No.  192-41  and  which  report  reads 
as  follows : 


REPORT  OF  COMMITTEE 


j  uiy 

Re:  Cal.  No.  1098-41-A 

Premises  2050-2066  White  Plains  Avenue,  N.  E. 

Corner  of  Bronxdale  Avenue,  S.  E.  Cor’.  Brady 
_  Avenue,  Bronx,  Block  4284,  Lots  5,  11,  13  &  15. 
This  appeal  is  for  revocation  of  a  Certificate  of 
Occupancy  issued  by  the  Borough  Superintendent  on 
November  17,  1941,  numbered  192,  for  “parking  of 
more  than  five  motor  vehicles”.  It  was  issued  on  the 
theory  that  the  decision  of  the  Court  of  Appeals  in 
the  matter  of  Boardwalk  and  Seashore  Corporation  vs. 
Murdock  (266  N.  Y.  494-1941)  applied  to  the  facts  in 
this  case,  in  that  more  than  five  cars  were  “parked” 
on  this  lot  prior  to  the  amendment  to  the  Zoning 
Resolution  adopted  on  June  28,  1935.  Affidavits  pur¬ 
porting  to  prove  such  use  were  filed  with  the  Bor¬ 
ough  Superintendent.  The  amendment  to  the  Zoning 
Resolution,  adopted  in  June  1935,  made  parking  of 
more  than  five  motor  vehicles  a  prohibited  use  in  a 
business  use  district,  in  which  this  plot  is  located. 
Storage  of  more  than  five  motor  vehicles  has  been  a 
prohibited  use  in  a  business  use  district  since  1928  and 
by  inference  since  1916.  ^  As  the  general  usage  of 
terms  has  changed,  the  Zoning  Resolution  has  been 
amended  so  as  to  continue  the  prohibition  whether  more 
than  five  cars  were  stored  in  a  garage  or  on  an  open 
lot  and  whether  termed  “storage”  or  “parking”. 

Prior  to  1935,  the  term  “parking”  had  not  appeared  in 
the  Zoning  Resolution  or  the  Administrative  Code.  The 


term  “parking”  is  used  in  the  Motor  Vehicle  Law  as 
describing  the  standing  of  a  motor  vehicle  on  the  street 
unattended.  The  public  have  come  to  use  the  term 
“parking”  also  $s  describing  the  placing  of  a  motor  ve¬ 
hicle  on  an  open  lot  or  in  a  garage.  The  amendment  to 
the  Zoning  Resolution,  in  Section  4a,  paragraph  15,  in 
June  1935  was  a  recognition  of  the  use  of  the  term 
“parking”  as  equivalent  to  “storage”  and  to  make  “park¬ 
ing”  as  well  as  “storage”  of  more  than  five  motor  ve¬ 
hicles,  whatever  the  difference  might  be  in  the  shade  of 
meaning,  a  prohibited  use  in  a  business  use  district.  The 
need  for  this  amendment  was  emphasized  and  made  nec¬ 
essary  by  the  decision  of  the  Court  of  Appeals  in  Monu¬ 
ment  Garage  Corporation  vs.  Levy  (266  N.  Y.  339- 
1935),  in  which  the  court  said  “there  is  a  substantial 


distinction,  clearly  cognizable,  between  the  meaning  of 
‘storage’  and  ‘parking’.  One  has  a  certain  degree  of 
permanency,  while  the  other  connotes  transience”.  The 
court  cited  the  Motor  Vehicle  Law  as  indicating  the 
transient  meaning  of  parking.  After  the  amendment  of 
1935,  there  were  several  important  decisions  by  the 
Court  of  Appeals,  namely.  People  vs.  Wolfe  and  People 
vs.  Keshec.  These  decisions  appeared  to  confirm  the 
principle  that  the  use  of  a  plot  for  commercial  parking 
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prior  to  the  1935  amendment  did  not  finish  the  basis 
for  its  continuance  as  a  matter  of  right: 
residence  use  district  without  a  zoning  variance  from  ™ 
Board  The  decisions,  however,  in  Boardwalk  an^  a 
dwrc  Corporation  vs.  Murdock  and  Baztnsky  vs.  Kesbec 
have'  appeared  .0  upset  .he  generally  accepted  prmc.p  e 
cleaned  from  the  prior  decisions  referred  to.  Under 
Those  decisions  and  primarily  due  to  the  amendment  f_ 
Section  6  by  the  addition  of  paragraph  b  the  court  ae 
cided  that  a  transient  parking  use  established  prior  to 

tificate^o/ ^cup^c^co^ld^conti^uV  pro^ickd'^ha^  been 

before  the  Planning  Commission  to  correct  this  seen  g 
defect  Section  22  of  the  Zoning  Resolution  has  always 
provided  that  the  use  of  a  building  or  premises  to  b 
lawful  requires  a  certificate  of  occupancy  Whatevei 
doubt  there  may  have  existed  that  the  use  of  land  witl 
out  a  building  required  no  certificate  of  occupancy  was 
happily  deared  up  by  the  Court  of  Appeals  m  its  de 
cision  in  Monument  Garage  Corporation  vs.  Levy  ear -y 
in  1935  when  it  determined  that  the  Zoning  Resolutio 
applied  also  to  the  use  of  vacant  land,  thereby  curing 
what  had  appeared  to  be  a  defect  or  omission  in 
original  Enactment  of  the  law. 

The  plot  involved  in  the  Boardwalk  and  Seashore  case 
in  Rockaway  was  occupied  by  a  refreshment  stan  , 
formerly  a  part  of  an  outdoor  motion  picture  theatre 
which  burned  down,  and  parking  of  the  cars  of  1  e 
customers  was  permitted.  The  ot  on  Jerome  Avenue 
involved  in  the  Baztnsky  vs.  Kesbec  matter  is  a  .storage 
lot  operated  in  conjunction  with  a  gasoline  station  It 
was  claimed  that  this  Kesbec  lot  is  transient  parking 
only  just  as  is  so  claimed  as  to  the  lot  in  question,  but 
the  record  belies  the  claim.  While  a  certain  distinction 
may  exist  between  the  meaning  of  the  term  ParklIJS 
as  a-ainst  the  term  “storage”,  it  is  very  evident  that 
there  is  no  practical  distinction  when  these  terms^are 
used  in  relation  to  a  commercial  parking  lot  W  \ 
“parking”  is  the  term  universally  used,  nevertheless  wit  - 
iii  the  Taw  parking  is  storage.  When  a  person  places 
his  car  in  a  commercial  parking  lot  and  pays  for  the 
privilege  whether  for  a  short  space  of  time  or  under 
-m  agreement  implied  or  otherwise  by  the  day,  week  or 
month  there  eaS  be  no  distinction  between  that  and 
placing  it  in  a  garage  for  safekeeping.  All  the  elements 
of  storage  are  present,  i.e.,  safekeeping  for  hire,  Stor 
age  has  been  interpreted  by  the  courts  in 
To  permit  storage  under  the  guise  of  parking  s 
trary  to  the  Zoning  Resolution  as  amended  in  1928. 

The  facts  indicate  that  the  first  use  of  this  plot  for 
motor  vehicles  was  for  a  sales  car.  lot  in  November 
1934  In  April  1935  a  curb  cut  permit  refers  to  the  use 
as  “vacant  land  for  parking  cars”.  Due  to  confusion 
that  existed  at  that  time  in  the  use  of  terms,  it  does  not 
appear  that  this  meant  anything  more  than  that  the  sale 
of  cars  was  being  continued,  purticulariy  as  tlns  use  was 
discontinued  and  it  was  not  until  March  28  1938  that 
an  application  was  filed  with  the  Borough  Superinten¬ 
dent  for  “parking  150  cars”.  This  was  denied  as  con¬ 
trary  to  zoning  and  on  May  14,  1938,  a  certificate  of 
occupancv  was  applied  for  for  a  “parkmg  lot  for  five 
cars”  No  certificate  was  issued.  _  A  zoning  violation 
was  issued  and  instructions  were  given  to  the  Highway 
Department  to  raise  the  curb  formerly  permitted  for  the 
sale  of  cars.  Another  application  was  then  made  for  a 
“narking  lot  for  more  than  five  cars  ,  again  denied ; 
application  again  made,  again  denied  and  a  zoning  vio¬ 
lation  issued  #192  of  1938,  dated  December  21,  1938. 
Through  1939  the  illegal  use  continued  A  zoning  vio¬ 
lation  resulted  in  a  fine  of  $2a.  by  the  Magistrate  in 
March  1939  and  again  in  October  1939.  V  arious  tenants 


appear  in  the  record  for  these  years  Meanwhile,  on 
August  2,  1938,  an  application  was  filed  with  the  Board 
for  a  zoning  variance  for  “parking  and  storage  for  more 
than  five  motor  cars”.  This  application  was  dismissed 
by  the  Board  for  lack  of  prosecution  ?n  Ja^ary  31^ 
1939  restored  to  the  Calendar  on  April  4,  1939,  and 
denied  on  May  9,  1939,  after  a  complete  hearing  and 
inspection.  On  May  26,  1940,  a  rehearing  on  allegedly 
new  facts  was  denied.  The  minutes  of  these  hearings, 
under  Application  684-38-BZ,  are  part  of  the  record  in 
Sfis  present  appeal  for  revocation.  The  decisions  of  the 
Board  were  not  subject  to  court  review.  r»  -i  j 

The  record  in  the  Department  of  Housing  and  Build 
ings  is  replete  with  efforts  to  evade  the  law  and  to  con- 
S  to  operate  .he  plot  for.  so-called  > tag  m  p.  = 
of  raising  of  curb  cut.  violations,  hnesby  St“ 

and  denials  of  zoning  variance  by  the  Board  Taxes 
have  remained  unpaid.  A  tax  lien  was  bought  in  by  the 
city  in  1934,  totalling  $27,94434  and  since  ,ax“ 
have  accumulated  to  a  total  of  (up  to  date)  $48,76*  • 
without  interest.  The  present  tenant,  Clicker,  one  of 
the  several  tenants  which  have  been  mvolved  pays 
$1  000  a  year  rental.  1  his  is  now  being  pa  d 
Treasurer  of  the  City  of  New  York,  who  was  appointed 
rectfiverjin  March  19,  1942.  An  action  by  the  city  is 
in  process  to  take  title  by  foreclosure.  .  .  nn 

The  fact  that  the  city  is  now  receiving  the  rental  on 
account  of  taxes  should  not  be  considered  bv  this  Board 
If  the  certificate  has  been  illegally  issued,  the  city  should 
not  condone  a  continuance  of  an  illegal  use  for  its  bene-^ 

fit‘The  Board  has  had  ample  opportunity  to  determine, 
from  the  facts  presented  and  from  study  and  observation 
that  the  use  of  this  lot  has  been  and  is  .for  the  storage 
of  motor  vehicles,  except  for  a  short  period  prior  to 
Tune  1935  when  it  may  have  been  nominally  used 
the  sale  of  used  cars.  The  letters  from  applicants  be¬ 
fore  the  Board  indicate  clearly  that  in  using  the  term 
‘parking”  they  have  meant  storage  and  that  it  has  beer 
the  intention  and  purpose  to  operate  a  commercial  lo 
where  cars  are  to  be  stored  for  a  fee.  1 -has i  been i  anc 
is  now  operated  as  a  commercial  so-called  parking 
where  cars  belonging  to  people  in  The  surroundirig  are. 
are  placed  for  safekeeping,  i.e.,  stored.  The  lot  is  , 
competition  with  nearby  garages  of  ample  capacity  to 
accommodate  the  needs  for  storage  although  perhaps  a 
a  somewhat  higher  price.  The  fact  that  one  garagi, 
nearby  sought  permission  of  the  Board  to  change  1. 
second  story  to  a  bowling  alley  is  one  indication  tha 
the  claim  that  the  garages  are  filled  to  capacity  is  no, 

CTC,he  opinion  of  the  Committee,  the  facts  here  ar 
readily  distinguishable  from  those  in  the  Boardwalk  am 
Seashore  plot  at  Rockaway  Beach  and  that  there  wa, 
no  basis  to  justify  the  issuance  of  Certificate  of  Occu 
pancy  #192  of  1941.  The  Committee  recommends  tha, 

this  Certificate  be  revoked. 

(Sgd)  HARRIS  H.  MURDOCK, 

v  Chairman. 


BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM,. 

Commissioner, 

Committee. 


Resolved,  that  the  decision  of  the  borough  supermtende 
j  .  j  December  9  1941  be  and  it  hereby  is  reversed  ai 
that  the  appeal  be  ’and  it  hereby  is  granted,  revoking  Certi 
cate  of  Occupancy  No.  192-1941. 


*  Correction— The  names  for  appearances  corrected 
read  “For  applicant:  Jean  Scher  and  ^Opposition. 
H.  Haaren.’’  The  report  of  a  committee  of  the  Board  w 
also  inserted  in  the  resolution. 
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♦CORRECTION 

The  minutes  ol  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  7,  1942,  as  they  appeared  in 
Bulletin  No.  28,  \  ol.  27,  are  hereby  corrected  to  read  as 

follows : 


THE  RESOLUTION  (704-41-BZ) 

j  Whereas,  .Max  Horn,  for  Edward  W.  Stellges,  owner, 
filed  on  July  31,  1941,  an  application  under  section  7h  of' 
the  zoning  resolution  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  of  more  than  five 
(5)  motor  vehicles;  premises  127  Beach  67th  street,  west 
side,  161.78  ft.  north  of  Boardwalk  and  138  Beach  68th 
street  (Block  No.  360,  Lot  No.  85  and  part  of  Lot  No.  12), 
Arverne,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  ol  Standards  and  Appeals,  at  its  regular 
meeting,  July  7,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hekeas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  66th  street,  Beach  67th  street 
and  Boardwalk  are  in  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  9,  1941,  re  Misc.  Appl.  No.  6211-41,  reads: 

“1.  The  use  of  these  premises  for  the  parking  of 
motor  vehicles  in  a  Residence  district  is  contrary  to 
Art.  2,  Sec.  3  of  the  Zone  Resolution. 

Not  further  considered.” 
and 

:  Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  102  ft.  on  Beach  68th 
street,  178  ft.  on  Beach  67th  street  and  a  distance  of  202 
ft.  along  the  south  lot  line.  It.  is  proposed  to  use  the 
premises  for  a  term  of  two  (2)  years,  for  the  parking  of 
more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
n  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution, 
i  Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  zoning  resolution,  and  that  the 
ipplication  be  and  it  hereby  is  granted  under  section  7h 
hereof,  for  a  term  of  two  (2)  years,  to  permit  the  prem- 
ses  on  Beach  67th  street  with  a  frontage  of  approximately 
175  ft.  and  a  depth  of  100  ft.  to  be  occupied  for  the  tran¬ 
sient  parking  of  motor  vehicles  to  be  mainly  those  who  arc 
■ustomers  of  the  adjoining  bathhouse  to  the  south  located 
in  the  Boardwalk  on  Lot  No.  1,  Block  360  under  same 
iwnership ;  that  the  plot  shall  be  leveled  substantially  to  the 
^rade  of  67th  street  and  shall  be  enclosed  with  a  substan- 
ial  fence  along  the  interior  lot  lines  and  on  the  street  line 
except  for  an  opening  to  67th  street  of  not  more  than  15 
ft.  in  width ;  that  no  signs  shall  be  erected  on  the  premises 
:xcept  that  there  may  be  a  sign  attached  to  the  fence  adver¬ 
ting  the  transient  parking  use  and  the  rates  charged;  that 
bis  lot  shall  be  under  the  operation  of  persons  in  charge 
if  the  adjoining  bathhouse;  that  all  permits  shall  be^ob- 
ained  and  all  work  completed  within  three  (3)  months 
rom  the  date  of  this  resolution. 


♦Correction — Address  of  premises  changed  from  137 
leach  67th  street  to  127  Beach  67th  street. 


349-37-A- 

AI  1  LI  CANT — A.  H.  Salkowitz,  for  Dr.  Irving  Michlin, 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  commissioner  of  buildings. 

I  REMISES  AFFECTED — 2256  Bronx  Park  East,  south¬ 
east  corner  of  Thwaites  place  (Block  No.  4337,  Lot 
Nos.  24  and  25),  Borough  of  The  B  ronx. 
APPEARANCES— 

For  Applicant :  Dr.  Irving  Michlin. 

AC.  I  TON  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Allirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
N  egative :  . .  q 


THE  RESOLUTION  (349-37-A) 

Whereas,  A.  H.  Salkowitz,  for  Dr.  Irving  Michlin, 
owner,  filed  July  8,  1937,  an  appeal  from  a  decision  of  the 
commissioner  of  buildings,  affecting  premises  2256  Bronx 
Park  East,  southeast  corner  of  Thwaites  place  (Block  No. 
4337,  Lot  Nos.  24  and  25),  Borough  of  The  Bronx;  and 
Whereas,  this  appeal  was  granted  by  the  Board  July 

16,  1937,  on  certain  conditions,  resolution  amended  October 

17,  1939,  and  applicant  requested  an  extension  of  the  permit. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  the  resolution  of  July  16,  1937,  as  amended 
October  17,  1939,  only  in  so  far  as  it  has  reference  to  the 
term  of  the  permit  so  that  as  amended  this  portion  of  the 
resolution  shall  read  : 

Granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  amended  resolution  to -  permit  .  .  .” 


*  Correction— Block  No.  changed  from  4331  to  4337. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  28,  1942,  as  they  appeared  in 
Bulletin  No.  31,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 


407-42-A. 

APPLICANT — Arthur  Weiser,  for  28th  Properties,  In¬ 
corporated,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 31-81  Steinway  street,  east  side, 
100  ft.  north  of  Broadway  (Block  No.  678,  Lot  No.’ 
9),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Estelle  Weiser. 

ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment  at  request  of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . '  q 

*  Correction— Calendar  No.  changed  from  507-42-A  to 

407-42-A. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
ind  Appeals  held  on  Tuly  14,  1942,  as  they  appeared  in 
:  Bulletin  No.  29,  Vol.  27,  are  hereby  corrected  to  read  as 

ollows : 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  23,  1942,  as  they  appeared  in 
Bulletin  No.  31,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 
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THE  RESOLUTION  (549-42-A) 


Whereas,  Howard  Chapman,  for  Long  Island  College 
Hospital,  owner,  filed  July  9  1942,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  Presses  94  Amity 
street,  south  side,  152  ft.  west  of  Henry  street  (Block  No. 
295,  Lot  No.  17),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  1,  1942,  re  Alt.  Applic.  No.  1830-42,  reads. 

“1.'  As  occupancy  is  being  changed  to  one  in  which 
Art  7  ‘Means  of  Egress’  of  the  Building  Code  becomes 
operative,  the  exits  are  inadequate  in  the  following 

^  uTstairways  to  be  3'0"  wide,  Sec  6.4.1. 2. (b)  1. 

(b)  Doors  to  be  3'0"  wide,  Sec.  6.2.1. (a). 

(c)  Passageway  to  be  3'0"  wide,  Sec.  6.3.2. 

(d)  Stairs  to  be  constructed  ot  iron,  Sec.  6.4.1./.  1. 

(e)  Stairway  to  be  enclosed  in  approved  2-hour  fire 
resistive  partitions  and  doors  in  enclosure  to  be  Ya  h°ur 
fireproof  self-closing,  Sec.  6.4.I.8.I. 

(f)  Stairway  to  extend  to  roof,  Sec.  6.4.1.11. 

2.  Cellar  ceiling  to  be  fire  retarded  and  cellar  stairs 
to  be  fireproof  enclosed.” 

and  .  , 

Whereas,  the  building  is  three  stories,  basement  and 
attic  (50  ft.)  in  height;  25  ft.  by  46  ft.  in  area;  of  Class  3 
construction;  erected  prior  to  1890;  located  in  a  residence  C 
area  district ;  and  occupied :  cellar,  heating ;  basement,  one 
family ;  first,  and  second,  floors,  1  family ;  3rd  and  4th  floors, 
one  family;  proposed  to  be  occupied:  cellar,  vacant;  base¬ 
ment,  bedrooms  (hospital  employees),  6  persons;  1st  floor, 
classroom,  0  persons;  2nd,  3rd  and  4th  floors,  bedrooms  for 
nurses,  5,  5  and  3  persons,  respectively;  and 

Whereas,  the  applicant  contends  that  the  building  will  be 
used  by  the  hospital  for  employees  who  will  pay  no  rent; 
that  the  building  is  located  adjacent  to  other  hospital  prop¬ 
erty  and  will  be  supplied  with  steam,  hot  water  and  electric 
services  from  the  main  hospital  power  house;  that  no  regu¬ 
lar  meals  will  be  served  or  prepared  on  the  premises,  though 
facilities  may  be  provided  for  making  tea  or  other  light 
refreshments;  that  iron  balconies  or  extension  roof  provide 
a  second  means  of  exit  from  all  bedrooms  independent  of  the 

stairhall ;  and  ,  .  .  M  i/„\ 

Whereas,  the  applicant  contends  as  to  objection  No.  HaR 
that  the  stairways  are  3  ft.  0  in.  wide;  except  the  stairwav 
between  the  3rd  floor  and  attic,  which  is  2  ft.  8  in.  wide; 
as  to  objection  1  (b),  that  doors  from  bedrooms  are  t. 
8  in.  wide  or  over;  as  to  objection  1  (c),  that  the  passage¬ 
ways  are  3  ft.  wide;  as  to  objection  1  (d),  the  stairs  are  not 
constructed  in  accordance  with  Sec.  6.4.1. 7.1,  which  applies 
to  new  buildings;  that  the  stairs  are  now  constructed _  ot 
wood ;  that  to  require  compliance  with  the  Lode  would  im¬ 
pose  an  undue  hardship  on  the  owner;  that  as  to  objection 


No.  1  (e)  the  same  contention  applies  as  has  been  stated  for 
1  (d)  ;  that  as  to  objection  No.  1  (f),  it  is  proposed  to  in¬ 
stall  a  ladder  from  top  of  present  stairs  to  new  scutt  e  on >  the 
roof ;  that  the  ladder  and  attic  stair  will  be  enclosed  in  fire- 
resisting  partition;  that  as  to  objection  No.  2,  it  is  proposed 
to  comply  with  the  requirement;  that  it  is  requested  that  the 
Board  accept  the  proposed  alterations  and  waive  the  objec¬ 
tions  of  the  borough  superintendent  j 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1830-42,  objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  cellar  shall  contain  no  heal¬ 
ing  plant  and  shall  remain  unused;  that  the  cellar  ceiling 
shall  be  fire-retarded  in  accordance  with  the  rules  of  the 
Board;  that  the  stairway  in  the  cellar  shall  be  enclosed  with 
4  in.  terra  cotta  blocks  with  Ya  hour  approved  fireproof 
door;  that  the  upper  stories  above  the  parlor  floor  shall  lie 
rearranged,  as  proposed  on  revised  plan  marked  Received 
July  9  1942”,  so  that  from  each  room  there  is  a  doorway 
on  which  no  locking  device  shall  be  provided,  so  as  to  be 
available  at  all  times  for  free  access  and  to  provide  two  (2) 
means  of  exit  from  each  room,  one  to  the  main  hall  and 
the  second  directly  or  indirectly  to  the  fire  escape  which  is 
on  the  rear  of  the  building ;  that  the  ceiling  under  the  roof 
of  the  rear  extension  shall  be  fi re- retarded ;  that  the  lire 
escapes  shall  be  arranged  so  as  to  cover  two  windows  in  a  1 
stories  with  a  drop-ladder  to  the  yard  and  a  gooseneck 
ladder  to  the  roof;  that  all  doors  opening  from  rooms  to 
the  main  hall  shall  remain  self-closing ;  that  such  doors  may 
be  of  wood,  provided  that  rails  and  stiles  are  not  less  than 
1  y2  in.  in  thickness  and  maintained  in  good  condition  or 
replaced  with  fireproof  doors  approved  for  Ya  .hour  test; 
that  on  the  stairs  from  the  third  floor  to  the  attic  the  sides 
and  soffit  under  such  stairs  shall  be  fire-retarded  with  wire 
lath  and  cement  plaster;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  where  the  fire  commissioner 
shall  direct;  that  the  building  shall  not  be  increased  in 
height  or  area;  that  the  occupancy  of  the  parlor  floor  tor 
assembly  purposes  shall  not  exceed  20  persons;  that  there 
shall  be  constructed  and  maintained  a  scuttle  from  the  toj 
story  to  the  roof ;  that  a  gong  not  less  than  6  in.  m  diametei 
shall  be  installed  on  the  first  floor  with  push  button  on  eacl 
floor  to  give  an  alarm  in  case  of  fire  and  granted  only  sc 
long  as  the  building  is  occupied  as  proposed  and  in  accord 
ance  with  the  requirements  of  this  resolution  and  operate* 
as  a  part  of  Long  Island  College  Hospital. 


*  Correction— The  words  “will  be  placed  at  all  floors  abov 
the  first  floor  connecting  with  the  adjoining  buildings  unde 
same  ownership,  so  that  all  bedrooms  will  have  a  secon< 
means  of  egress”  omitted  in  the  resolution  starting  with  hn 
39  and  the  words  “or  extension  roof  provide  a  second  mean 
of  exit  from  all  bedrooms”  inserted  therefor. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  tor  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  _  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failui 
to  receive  such  notice  is  no  excuse  for  neglect  to  appea 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  £ 
cases  promptly ;  therefore,  no  appeal  or  application  w 
be  held  in  abeyance  by  reason  of  failure  of  the  appella 
or  applicant  to  file  necessary  data,  or  by  any  other  meth< 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  f 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  da 
required  by  law  are  supplied,  as  specified  on  the  blai 
appeal  or  application  forms. 


RULES 


OIL  BURNER  RULES 


(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 

15,  1934,  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  Tanuarv  11, 
1929;  March  20,  1931;  May  12,  1931;  November  24, 
1931;  May  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

Rule  1.  Scope. 

1 . 1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  aoproved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS— Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS — Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS— Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180°  (degrees)  apart  as  follows: 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  04")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  (J4)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eighths  (J4)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  ( 1 )  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  04)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (J4)  inch 
thick. 

2.12.4  Note — All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,’’  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2l/2)  parts  sand  and 
five  (5)  parts  of  coarse  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP  :  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

3.1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS12-38  U.  S. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades : 

Range  Oil 
No.  1  Fuel  Oil 
No.  2  “  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  CO2  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of  Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust. 
The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked,  or  riveted  and  welded.  Flanges  or 
other  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  of 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less : 

Tanks  36  in.  in  diameter  and  less — J4  in. 
shell,  %  in.  heads. 

Tanks  37  to  72  in.  in  diameter — %  in. 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  Y  in.  heads. 

Tanks  over  120  in.  in  diameter  to  be  of 
Y  in.  steel  and  to  be  stiffened  by  angle 
rings  or  equivalent  members  so  as  to  retain 
their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  rec¬ 
tangular  tanks. 

5.1.5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  J4  in.  thick,  Y  in.  in  diameter 

rivets  2)4  in.  pitch. 

In  shell  5/16  in.  thick,  Y  in.  in  diameter 
rivets  2Y  in.  pitch. 

In  shell  Y  in.  thick,  Ya  in.  in  diameter 

rivets  2 in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 

plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  Y  of  an  inch  in 
diameter  and  spaced  not  more  than  2j4 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 

to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in  ex¬ 
cess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  'structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (27 5)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
U.  S.  Standard  10  gauge  (.134").  Auxiliary 
storage  tanks  of  60  gallons  or  less  shall  be 
similarly  constructed  but  need  not  be  of  a 
gauge  thicker  than  U.  S.  Standard  No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name,  of 
tank  manufacturer,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  (Ya")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight ;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 

Capacity  Located  Outside  of  Building  Above 

Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  )4  inch  and  the  minimum 
thickness  of  roof  plates  Y  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula : 

P  x  r  x  F 

t  equals - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 

5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall. have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  _  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4")  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft. 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and  of  dimension  not  less  than  fifteen  inches 
(15")  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank ;  and  for  each  additional  10  feet  or 
fraction  thereof  by  which  the  longest  inside 
dimension  of  the  enclosure  exceeds  35  feet 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 

6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed  ( 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  %"  in  thickness. 

6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
injury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of 
earth  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base¬ 
ment  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  %"  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(1")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust  resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  in  thickness. 
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6.4  Outside  of  Buildings,  Above  Ground. 

6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (1 )4)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule: 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 


If  distant  30  feet .  24,000  ‘ 

If  distant  40  feet .  36,000 

If  distant  50  feet .  48,000  ‘ 

If  distant  60  feet .  60,000  ‘ 

If  distant  75  feet .  96,000 


If  distant  85  feet,  or  more  100,000  “ 

6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1)4)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (%)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  ( 1)4 )  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C- 19-50.0  of  the  Adminis¬ 
trative  Code. 

6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust  resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  oosition  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 

Rule  7.  Piping. 

7.1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 

7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 


or  aluminum  alloy  tubing,  properly  marked 
and  duly  .  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
Pe.  not  less  than  three-eighths  inch  ( 3/8 ") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-ofl  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  type  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1)4)  times  the 
maximum  working  pressure  of  the  system 
The  discharge  from  relief  valves  shafi  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  draining  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pine 
and  fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7. 3. 2 A  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (1)4")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  )4  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  and  when  more  than  twelve  feet 
(12  )  above  the  fill  pipe  terminal  there  shall 
be  provided  an  independent  1"  tell-tale  run 
from  tank  to  fill  box.  When  such  openings 
are  fixed  and  constructed  of  incombustible 
materials  they  shall  not  be  deemed  openings 
within  the  intent  of  this  rule.  If  the  vent 
pipe  terminal  is  not  visible  from  the  fill  pipe 
terminal  location,  a  one-inch  (1")  line  shall 
be  connected  to  tank  and  shall  parallel  the 
fill  pipe  and  terminate  at  the  fill  pipe  terminal 
with  unthreaded  end.  Such  tell  tale  lines 
shall  be  provided  with  a  check  valve  set  to 
prevent  flow  of  surface  water  to  storage  tank. 
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7.4  Fill  Pipes. 

7  4  1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at  or 
above  grade  at  least  two  feet  (2)  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  ol 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7  4  3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4,4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letters  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  J/&  .inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal 
of  fuel  oil  fill  pipe  shall  be  provided  with 
a  left-handed  thread,  and  the  fill  pipe  fit¬ 
ting  shall  be  of  a  different  size  than  that 
required  for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  (ten  (10)  pounds 
per  square  inch  maximum)  steam  coils  oi 
electric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 

Rule  8.  Valves  and  Control  of  Oil  Flow. 

8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (27o)  gallons  ca-  j 
pacity  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above.! 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved  } 
anti-syphon  device  located  at  the  highest  point  I 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of  •, 
one  hundred  (100)  seconds  or  more  Saybolt  hurol 
at  one  hundred  and  twenty-two  degrees  b  ahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by  I 
the  Board  of  Standards  and  Appeals,  oil  from  stor- 1 
age  tanks  of  two  hundred  and  seventy-five  (275)  1 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi-  j 
ness  building  only  under  the  following  provisions:  , 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in-  . 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  tw’O  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  3.  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions : 

Temperature  control 
Ignition 
Stack  or 
Combustion 
Pressure 
Gravity 

8.4  A  remote  control  shall  be  provided  whereby  the 
flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is .  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 
legibly  labeled  “Remote  Control  for  Oil  Burner. 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  10.  Permits,  Plans,  Inspection  and 
Tests  of  Storage  Tanks  and  Piping. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner. 

10.1.2  Applications  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  of 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner, 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 

10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
CO2  content  of  the  flue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 

Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
m  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  anci 
specially  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and  pip¬ 
ing  connected  thereto,  fifty  (50) 
pounds  per  square  inch. 

Pressure  shall  be  applied  for  a  period  of 
thirty  minutes.  When  oil  is  used  there 
shall  be  no  fire  or  flame  in  the  room  or 
rooms  in  which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the  presence 
of  a  representative  of  the  Fire  Commis¬ 
sioner.  The  contractor  shall  furnish  all 
necessary  equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil  in  freezing 
weather  for  tanks  located  outside  of 
building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
m  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  \l/2  times  the 
working  pressure. 

10.4  Fee  for  Permit  and  Test  of  Storage  Tanks 
and  Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
the  schedule  given  in  the  Administrative 
Code. 


Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  be 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made  name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  r®^cd  mstal- 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 


Rule  12.  Ventilation. 


1  ?  1  No  burner  shall  be  installed  in  any  boiler,  heater, 
rano-e  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12  2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  o 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breac 
ing  or  flue  pipes. 


Rule  13.  Automatic  Pumps. 


13.1  Automatic  Dumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 


Rule  14.  Fire  Protection. 


14.5  The  floor  beneath  boiler  or  furnace  and  within  five 
(5)  feet  in  all  directions  shall  be  of  fireproof  con¬ 
struction. 


14.6  Oil  burning  devices  designed  for  installation  with 
storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  V*  asbestos  or  equiva¬ 
lent  extending  at  least  twelve  inches  (12  )  beyond 
the  projected  area  of  such  device  where  require 
within  the  specific  approval  of  each  burner.  Ap-  ■ 
proved  safety  cans  only  shall  be  used  for  the  stor- 
age  and  filling  of  oil  containers.  The  fuel  oil  used 
for  these  burners  shall  be  range  oil  or  No.  1  or 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  in  writing 
of  the  name  of  the  person  to  whom  this  burner  is 
sold  and  the  address  of  the  premises  where  in¬ 
stalled. 


14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 


Rule  15.  Instruction  Cards  and  Certificate 
of  Fitness. 


Note:  In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  pai.  1,  2,  3, 
is  superseded  by  the  following . 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  V\  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baffle  is 
securely  fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 

14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furnaces  or  other  heat- 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24  ).  Where 
such  parts  are  insulated  by  two  inches  (2  )  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12  ),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire-retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14  3  No  movable  combustible  material  shall  be  stored  or 
'  maintained  within  five  feet  (5')  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  fire 
retarding  material. 

14.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times. 


15.1  Cards,  giving  complete  instructions  for  the  caie 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
in  addition  to  the  instruction  card  herein  provided 
for. 


15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating, 
shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except, 
that  a  person  holding  a  certificate  of  fitness,  as  a 
licensed  engineer  or  as  a  licensed  fireman  issued 
after  May  1,  1941  under  the  provisions  of  C26- 
213.0  of  the  Administrative  Building  Code,  or  a 
person  with  such  license  issued  prior  ^to  May  1, 
1941  carrying  an  endorsement  reading  “Oil  Burn¬ 
ers”  shall  not  be  required  to  obtain  such  certificate. 


Rule  16.  Modification. 


16.1  When,  for  any  reason,  it  may  be  impracticable  tc 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  hav< 
power  to  accept  substitute  methods  provided  th< 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  Installations. 


17.1  Oil  burner  systems  heretofore  installed  and  dul; 
approved  as  complying  with  all  laws  and  rules  thei 
applicable  thereto  shall  be  deemed  acceptable,  pro 
vided  there  have  been  no  subsequent  alterations  t 
the  apparatus,  except  as  to  Rule  15.2. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Paint,  Varnish  and  Lacquer  Spraying  Rules. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1942  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 
Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan.  Price  50  cents;  by  mail,  five  cents  per  copy  must 
be  added  for  postage. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
V.  10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  filed  up  to  September  1,  1942. 

Cal.  No.  Dept.  Premises  Affected 

639-42-A— F.D.— 41-03  to  41-09  36th  street,  north  side, 
25  ft.  east  of  Skillman  avenue,  36-16  Skillman  avenue  and 
41-02  to  41-26  37th  street  (Block  No.  217,  Lot  Nos.  15,  17, 
31  and  38),  Long  Island  City,  Borough  of  Queens,  8454-L.F. 
and  Decision. 


640- 42-S — H . B . B . — 288  Flushing  avenue,  south  side,  50 
ft.  4  in.  west  of  Steuben  street  (Block  No.  1878,  Lot  No. 
29),  Borough  of  Brooklyn,  B.N.  830-42. 

641- 42-S — F.D. — 13  Christopher  avenue,  east  side,  103  ft. 
2  in.  south  of  East  New  York  avenue  (Block  No.  3676,  Lot 
No.  5),  Borough  of  Brooklyn,  8398-L.F.  and  Decision. 

642- 42-A — H.B.M. — 71  Hudson  street,  west  side,  60  ft.  3 
in.  north  of  Jay  street  (6th  floor)  ;  (Block  No.  180,  Lot 
No.  3),  Borough  of  Manhattan,  Alt.  193-42. 

643- 42-A — F.D. — Foot  of  Conover  street,  20  ft.  west  of 
Reid  street,  Pier  No.  44,  East  River  (Block  No.  595,  Lot 
No.  None),  Borough  of  Brooklyn,  8857-L.h.  and  Decision. 


644-42- A — H.B.Q. — 601,  605  and  609  Beach  9th  street, 
west  side,  246.89  ft.  south  of  Caffrey  avenue  (Block  No.  Ill, 
Lot  Nos.  20  and  3),  Far  Rockaway,  Borough  of  Queens, 


Last  Publication  in  Bulletin 

«£rf«l Apr.  28,  1942-Vol.  27.  No.  ,7 

l'ir%.lc."“.r.‘'.i"S..KUl.'.'.f0.r.  16,  1941 — Vol.  26,  No.  50 

Fireproof  Wood,  Testing  of . Apr.  13,  1937  Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919  Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting  ^  ^  194,_Vo,  2fi>  No  2Q 

Gas  Shut-Off  Rules  . Apr.  7,  } 92 5— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  11-8  \  ol.  13,  . 

Insulating  Fibre  Board  Rules . Mar.  31,  1942  Vo  .  27,  No.  13 

Oil  Burner  Rules  . ....Sept.  1,  1942— Vol.  27,  No.  32 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . July  28,  1942  Vol.  -7,  No.  30 

Paint,  Varnish  and  Lacquer  Spray-  .  .  ,T 

ing  Rules  . Sept.  8,  1942— Vol.  27,  No.  36 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937  Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .  Nov.  25,  1941— V  ol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  ft’  Wit  X0!’  ft'  £j°*  ^ 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 

Smoking  in  Factories,  Rules  for....  Aug.  4,  1942  Vol.  27,  No.  31 

Sprinkler  Rules  . June  29,  1937  Vol.  22,  No.  26 

Standpipe  Fireline  Rules  . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. ..  June  7,  1932— Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vo  .  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to  . 

Rule  505  of  Industrial  Code)...  Apr.  10,  1923 — Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fireline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941 — Vol.  26,  No.  47 A 


A-644-42,  Applic.  829-42  and  Applic.  830-42. 

645- 42-A — F.D. — 212-214  Water  street,  west  side,  87  ft. 
4  in.  south  of  Beekman  street  (Block  No.  95,  Lot  No.  3), 
Borough  of  Manhattan,  15483-L.F. 

646- 42-S— H.B.B.— 1882-1884  86th  street  and  8602-8612 


SEPTEMBER  9,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand-1 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Wednesday  morning,  September  9,; 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 


19th  avenue,  southwest  corner  (2nd  floor)  ;  (Block  No. 
6371,  Lot  No.  53),  Borough  of  Brooklyn,  Alt.  2496-42. 


647-42-BZ — H.B.R. — 394  Henderson  avenue,  south  side, 
350  ft.  east  of  Bard  avenue  (Block  No.  102,  Lot  No.  92), 
West  New  Brighton,  Borough  of  Richmond,  Alt.  161-42. 


89-42-BZ — Application,  January  29,  1942,  under  section 
21  of  the  zoning  resolution,  of  Joseph  Lau,  applicant,  or. 
behalf  of  Tov  Realty  Company,  owner  (David  Morris 
lessee),  to  permit  in  a  business  use  district,  the  maintenance 
of  a  non-flashing  illuminated  sign  not  conforming  with  the 
requirements  of  the  zoning  resolution;  premises  2517-251' 
Seventh  avenue  and  164  West  146th  street,  southeast  cornet 
(Block  No.  2014,  Lot  No.  61),  Borough  of  Manhattan. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
Il.ll.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
E.D.— Fire  Department. 


RULES 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . 

Carbon  Dioxide  Liquefier,  Rules.... 
Certificates  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules . 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of 

Concrete  Rules  (Hydrated  Lime)  . . 
Elevator  Rules  . 


Last  Publication  in  Bulletin 


Feb. 
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1942— Vol. 
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7 

Mar. 
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1942— Vol. 
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9 
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24 
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14 

4, 

1942— Vol. 

27, 

No. 

31 

474-42-BZ — Application,  June  15,  1942,  under  section  21 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behal 
of  Temple  Beth-El,  owner,  to  permit  in  a  residence  use  and 
also,  an  F  area  district,  the  alteration  and  also  the  exten 
sion  of  area  of  a  building  which  will  not  conform  with  th« 
area  requirements  of  the  zoning  resolution;  premises  121-0. 
to  121-16  Rockaway  Beach  boulevard,  north  side,  fron 
Beach  121st  street  to  Beach  122nd  street,  201  Beach  121s 
street  and  202  Beach  122nd  street  (Block  No.  711,  Lot  Nc 
37),  Rockaway  Park,  Borough  of  Queens. 

530-42-BZ — Application,  July  1,  1942,  under  section  71 
of  the  zoning  resolution,  of  Millard  Henlein,  applicant,  o 
behalf  of  Board  of  Transportation,  City  of  New  Yorl 
owner  (Abraham  Goldenblum  and  Samuel  Goldenblurr 
lessees),  to  permit  in  a  business  use  district,  for  a  term  o 
two  (2)  years,  the  parking  and  storage  of  more  than  fiv 
(5)  motor  vehicles;  premises  360-374  Sixth  avenue,  east  sid' 
from  Washington  place  to  Waverly  place,  126-130  Waverl 
place  and  87  Washington  place  (Block  No.  552,  Lot  N< 
37),  Borough  of  Manhattan. 


926 


' 


CALENDAR 


108-42-BZ — Application,  February  5,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Judson  E.  Schnall,  applicant, 
on  behalf  of  Madbeck  Holding  Corporation,  owner,  to  per¬ 
mit  in  a  residence  use  district,  for  a  term  of  t  ivo  (2)  years, 
the  parking  and  storage  of  more  than  five  (31  me  tor 
vehicles;  premises  81-85  Seeley  street,  north  side,  25  ft. 
west  of  19th  street  (Block  No.  5261,  Lot  No.  17,  Borough 
of  Brooklyn. 

457-42-BZ — Application,  June  5,  1942,  under  section  21 
of  the  zoning  resolution,  of  Bernhardt  E.  Muller,  applicant, 
on  behalf  of  Eighth  Church  of  Christ,  Scientist,  owner,  to 
permit  in  a  residence  use  and,  also,  a  B  area  district,  the 
erection  and  maintenance  of  a  building  (a  church)  which 
does  not  comply  with  the  rear  yard  requirements  of  the 
zoning  resolution;  premises  103-107  East  77th  street,  north 
(side,  100  ft.  east  of  Park  avenue  and  230  ft.  west  of  Lex- 

Iington  avenue  (Block  No.  1412,  Lot  Nos.  5  tot  7,  inclu¬ 
sive),  Borough  of  Manhattan. 

l  HARRIS  H.  MURDOCK,  Chairman. 

|  SEPTEMBER  9,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

562-42-A — 72-35  Elizabeth  avenue,  south  side,  320  ft. 
[west  of  Beach  72nd  street  (Block  No.  521,  Lot  No.  1), 
Arverne,  Borough  of  Queens  (under  section  35,  General 
‘City  Law- re  bed  of  mapped  street — Barbados  drive). 

|  _ 

SEPTEMBER  15,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
‘of  the  zoning  resolution,  Tuesday  morning,  September  15, 
4942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

559-37-BZ — Application  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  re 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3996  Tenth  avenue  and  501  West 
|213th  street,  northwest  corner  (Block  No.  2231,  part  of  Lot 
No.  17),  Borough  of  Manhattan. 

542-41-BZ — Application,  June  16,  1941,  under  sections  7a 
and  7e  of  the  zoning  resolution,  of  Dominic  Russo,  applicant 
and  lessee,  for  Dominic  Russo  and  Estate  of  Andrew  Haga- 
man,  owners,  to  permit  upon  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  motor  vehicle  repair  shop ;  premises 
936  Richmond  avenue,  west  side,  143.31  ft.  south  of  Forest 
avenue  (Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich¬ 
mond,  Borough  of  Richmond. 

584-28-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  John  Feitner,  owner,  reopened  May  20, 
4941,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  parking  and  storage 
[of  more  than  five  (5)  motor  vehicles  on  an  existing  gaso- 
'line  service  station;  premises  740-744  5th  avenue  and  322-332 
24th  street,  southwest  corner  (Block  No.  652,  Lot  No.  39), 
Borough  of  Brooklyn. 

192-36-BZ — Application  of  Kaye,  Scholer,  Fierman  and 
Hays,  applicants,  on  behalf  of  The  Marguerite  Corporation, 
owner,  reopened  September  9,  1941,  under  section  7a  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  extension  of  an  existing  factory  building;  premises 
801  Bartholdi  street,  northeast  corner  of  Barnes  avenue 
(Block  No.  4633,  Lot  No.  11),  Borough  of  The  Bronx. 

376-42-BZ — Application,  May  7,  1942,  under  section  7i 
of  the  zoning  resolution,  of  Edward  Handelman,  applicant, 
on  behalf  of  Clinton  Building  Company,  owner  (Clinton 
Garage,  Incorporated,  lessee),  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  con¬ 


version  of  occupancy  of  part  of  an  existing  building;  said 
building  is  used  in  part  as  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  8-16  Clinton  street,  west  side, 
34  ft.  5  in.  south  of  Fulton  street  (Block  No.  238,  Lot 
No.  52),  Borough  of  Brooklyn. 

264-32-BZ — -Application  qf  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  New  York  Bonded  Warehouse,  Incor¬ 
porated,  owner  (David  Levine,  lessee),  reopened  April  7, 
1942,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  extension  of  an  existing  gasoline 
service  station  and  also,  the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  355-365  Kings  Highway  and  1741- 
1753  West  4th  street,  northeast  corner  (Block  No.  6653, 
Lot  No.  33),  Borough  of  Brooklyn. 

160-42-BZ — Application,  February  20,  1942,  under  section 
21  of  the  zoning  resolution,  of  Oscar  I.  Silverstone,  appli¬ 
cant,  on  behalf  of  Susan  McPherson,  owner,  to  permit  in 
a  residence  use  and  F  area  district,  the  erection  and  main¬ 
tenance  of  a  one  (1)  family  dwelling,  not  complying  with 
the  zone  resolution  as  to  required  side  yards  and  also,  as 
to  the  occupied  area  of  the  lot;  premises  3336  Bedford 
avenue,  west  side,  125  ft.  south  of  Avenue  L  (Block  No. 
7642,  Lot  No.  52),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  15,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

529-42-A — 281-287  North  6th  street,  north  side,  111  ft. 
5)4  in.  west  of  Metropolitan  avenue  (Block  No.  2331,  Lot 
Nos.  42,  44  and  45),  Borough  of  Brooklyn. 

360-42-A— 365  Wythe  avenue,  east  side,  77.2  ft  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  of 
Brooklyn. 

359-42-S — -365  Wythe  avenue,  east  side.  77.2  ft.  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  of 
Brooklyn. 

571-42-A — 44-72  11th  street  and  10-57  45th  avenue,  north¬ 
west  corner  (Block  No.  51,  Lot  Nos.  19  and  20),  Long 
Island  City,  Borough  of  Queens. 

493- 42-A — 32-14  Northern  boulevard,  southeast  corner 
of  Honeywell  street  (Block  No.  214,  Lot  No.  210),  Long 
Island  City,  Borough  of  Queens. 

494- 42-S — -32-14  Northern  boulevard,  southeast  corner 
of  Honeywell  street  (Block  No.  214,  Lot  No.  210),  Long 
Island  City,  Borough  of  Queens. 

551-42-A— 4555  Third  avenue,  southwest  corner  of  Loril- 
lard  place  and  539-545  East  184th  street,  north  side,  50  ft. 
west  of  Lorillard  place  (Block  No.  3052,  Lot  No.  37),  Bor¬ 
ough  of  The  Bronx. 

573-42-A — 983  AfcDonald  avenue,  east  side,  22  ft.  south 
of  Webster  avenue  (Block  No.  5419,  part  of  Lot  No.  8), 
Borough  of  Brooklyn. 

377- 42-A — 249-255  Varet  street,  north  side,  175  ft.  east 
of  White  street  (Block  No.  3110,  Lot  No.  28),  Borough 
of  Brooklyn. 

378- 42- A — 257-261  Varet  street,  north  side,  175  ft.  1  in. 
west  of  Bogart  street  (Block  No.  3110,  Lot  No.  25),  Bor¬ 
ough  of  Brooklyn. 


SEPTEMBER  22,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  September  22, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 
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517-39-BZ— Application  of  Thomas  I.  Sheridan,  applicant 
and  owner,  reopened  May  7,  1940,  under  sections  7h  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  33-02  to  33-16 
Astoria  boulevard,  southwest  corner  of  34th  street  and  25-01 
33rd  street  (Block  No.  631,  Lot  Nos.  19  to  26  inclusive 
and  Lot  No.  30),  Astoria,  Borough  of  Queens. 

106-42-BZ — Application,  February  5,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Frank  C.  Keller,  ap¬ 
plicant  on  behalf  of  Louise  Hauman,  owner  (Marie  C. 
Schriber,  executrix),  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5*)  motor  vehicles;  premises  23-16  Sound  street, 
west  side,  100.06  ft.  north  of  Astoria  boulevard  (Block- 
No.  781,  Lot  Nos.  33-37),  Astoria,  Borough  of  Queens. 

363-42-BZ— Application,  May  5,  1942,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appli¬ 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 
in  a  residence  use  district  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles;  premises  650  Thwaites  place,  south  side,  from 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

365-42-BZ — Application,  May  5,  1942,  under  sections  7h 
and  21  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  ap¬ 
plicant  on  behalf  of  Isadore  Cohen,  owner  (Joseph  L.  Hoff¬ 
man,  lessee),  to  permit  partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  2910-2922  Nostrand  avenue,  west  side, 
128  ft.  8  in.  south  of  Kings  Highway  (Block  No.  7690, 
Lot  No.  54),  Borough  of  Brooklyn. 

539-42-BZ — Application,  July  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applicant 
on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 


vehicles;  premises  244-266  Fourth  street,  south  side,  97  ft. 
10J/2  in.  east  of  Fourth  avenue  and  275-299  Fifth  street 
(Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn. 

648-42-BZ— Application,  August  31,  1942,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Frank  Randazzo,  ap¬ 
plicant  on  behalf  of  Charles  Arnoldson,  owner,  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy  of  a 
public  garage  (previously  granted  by  the  Board)  to  the 
manufacture  of  ferrous  and  non-ferrous  metal  products, 
with  occasional  welding  incidental  to  said  manufacture; 
premises  28-30  Quincy  street,  south  side,  125  ft.  4  in.  west 
of  Classon  avenue  (Block  No.  1972,  Lot  No.  17),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  29,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  September  29, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matter  : 

442-42-BZ— Application,  May  28,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Henry  C.  Brockman,  applicant, 
on  behalf  of  Gulf  Oil  Corporation,  owner,  to  permit  in  a 
residence  use  district,  the  reconstruction  and  extension  of 
an  existing  gasoline  service  station;  premises  2001-2011 
Cropsey  avenue  and  8799-8815  20th  avenue,  northeast  corner 
(Block  No.  6442,  Lot  No.  5),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  29,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

439-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
of  Central  Park  West  (1st  floor,  front  room)  ;  (Block  No. 
1198,  Lot  No.  23),  Borough  of  Manhattan. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  bv 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
bearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law .  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF  PAINTS,  VAR¬ 
NISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED,  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937. 


[353-30-SRJ 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand- 
irds  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  CT9-84.0,  09-85.0  and  09-86.0  of  the  Ad- 
' ninistrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  SPRAY,  DIP 
or  IMMERSE  any  article  or  thing  within  the  City 
of  New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying  material  used  in 
a  day  does  not  exceed  two  (2)  quarts,  the  Fire 
Commissioner  may  modify  or  waive  these  rules. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  articles 
shall  be  made  to  the  Fire  Commissioner  on  forms 
prescribed  by  him  and  shall  contain  such  informa¬ 
tion  as  he  may  require.  When  a  spray,  dipping, 
immersing,  storage  or  mixing  room  is  to  be  in¬ 
stalled,  plans  shall  be  filed  with  the  Borough 
Superintendent  of  Buildings  before  a  permit  is 
issued. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  Class  A  or  B  Multiple 
Dwelling  or  a  dwelling  for  one  or  two  fam¬ 
ilies. 

1.3.2  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.3  Which  is  heated  by  other  than  the 'use  of 
steam  or  hot  water  circulating  systems. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE.” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or  sim¬ 
ilar  purposes  in  any  booth  or  room  approved. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  equipped  with  air  exhaust  facili¬ 
ties,  located  within  a  room  or  any  portion  of  any 
premises  where  spraying  with  any  flammable  paints, 
varnishes,  lacquers  or  any  other  flammable  sub¬ 
stances,  mixtures  or  compounds  commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 


2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mix-lures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  1  he  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  purposes 
is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  room  approved 
for  such  use  in  which  any  article  or  thing  is  sprayed 
by  any  flammable  paints,  varnishes,  lacquers  or  any 
other  flammable  substances,  mixtures  or  compounds 
commonly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  approved  for 
such  use  in  which  any  article  or  thing  is  dipped, 
spread  or  immersed  in  any  flammable  paints,  var¬ 
nishes,  lacquers  or  any  other  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishes,  staining  or  similar  purposes  is 
carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
doors. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  used  for 
the  storage  and  mixing  of  any  inflammable  paints, 
varnishes,  lacquers  or  any  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  handle  spraying,  dipping 
and  immersing  materials  and  equipment,  in  accord¬ 
ance  with  the  provisions  of  Section  C19-14.0  of 
the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
C19-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors. 
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3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the  capacity 
of  the  fan  or  fans  and  in  such  a  manner  as  to  avoid 
short-circuiting  the  path  of  air  in  the  working  zone 
of  such  spaces.  Exhaust  fans  shall  be  kept  running 
constantly  while  spraying  or  mixing  and  for  a  suf¬ 
ficient  length  of  time  thereafter  to  exhaust  all 
vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth  or  spray  room. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms  and  Dip  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  admini¬ 
strative  official  having  jurisdiction,  be  adequately 
ventilated  with  mechanical  ventilation;  if  lighted  to 
be  in  conformity  with  these  rules.  The  necessary 
fire  protection  shall  be  maintained  at  all  times. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors,  adequately 
ventilated  by  mechanical  means,  equipped 
with  the  necessary  fire  protection ;  if  lighted 
and  heated  to  be  in  conformity  with  these 
rules.  Floor  drains  leading  to  the  house 
drainage  system  or  the  public  sewer,  shall  not 
be  permitted.  Where  more  than  sixty  (60) 
gallons  of  material  in  open  tanks  are  used,  a 
drain  to  an  approved  tank  located  outside  the 
building  shall  be  provided. 

4.1.2  Panels  of  polished  wired  glass  or  plate  glass 
at  least  one-quarter  of  an  inch  04)  thick,  not 
exceeding  seven  hundred  and  twenty  (720) 
square  inches  in  area  and  not  more  than 
forty-eight  (48")  inches  in  any  linear  dimen¬ 
sion  may  be  used  in  the  sides  of  a  spray 
booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4  1  4  All  openings  in  spray,  dip  or  immersing 
rooms  shall'  be  protected  by  fireproof  doors. 
Only  windows  opening  to  a  street  may  be 
permitted  or  a  window  not  on  a  lot  line  more 
than  20  ft.  distant  from  windows  of  adjacent 
buildings  not  in  same  plane  may  be  used  for 
ventilation. 

4.1.5  Ferrous  metal  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  a  reasonable 
length  longer  is  maintained  than  required  for 
the  article  or  thing  to  be  sprayed,  dipped  or 
immersed.  Ferrous  metal  shall  not  be  used 
for  such  floor  surface. 

4.1.7  At  least  three  (3)  feet  of  clear  working 
space  shall  always  be  maintained  for  each 
operator  spraying,  dipping  or  immersing  any 
article  or  thing. 

4  2  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4  2.1  All  ducts  used  for  ventilating,  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
metal  of  not  less  than  the  following  gauges 
of  metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 


Ducts  over  twenty-four  (24")  inches  and 
not  over  thirty-six  (36")  inches  in 
diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.2.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.2.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protected 
with  a  screen  of  copper  or  bronze  with  a  mesh  . 
not  larger  than  one-quarter  04")  inch. 

4.2.4  Where  a  duct  passes  through  a  non-fireproof 
roof,  the  duct  shall  be  protected  at  such  point 
by  an  outer  pipe  or  sleeve  with  an  air  space 
of  at  least  one  (1")  inch  between  the  sleeve 
and  duct.  The  outer  pipe  shall  be  not  less 
than  two  (2")  inches  from  any  woodwork 
and  such  woodwork  shall  be  covered  with 
metal. 

4.2.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or  of 
any  door  or  window  in  an  adjoining  building. 

4.2.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans. 

4.2.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to  any 
other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose  of 
conveying  gases  of  combustion. 

4.2.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit 
Rheostats  in  fan  bases  not  permitted.  Far 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.3  Storage  rooms  shall  be  constructed  of  fireproof  oi 
fire-resisting  partitions  with  waterproof  floors  anc 
be  adequately  ventilated  by  either  natural  or  me¬ 
chanical  means. 

4.4  No  motors,  switches,  rheostats,  lamps  or  other  elec¬ 
trical  equipment  shall  be  located  in  spray,  dipping 
or  immersing  rooms  or  within  ten  (10)  feet  of  an} 
spray  compartment,  spray  booth,  immersing  or  dip 
ping  space  unless  such  electrical  equipment  be  of  < 
type  approved  for  use  in  explosive  atmosphere: 
and  where  a  conduit  leads  from  a  hazardous  loca 
tion  to  a  non-hazardous  location,  the  conduit  shal 
be  sealed  off  by  an  approved  sealing  compound 
Except  that  alternating  current  induction  motor: 
of  the  totally  enclosed  type,  having  no  brushes 
make  and  break  contacts,  collectors  or  other  arcins 
or  sparking  parts  may  be  located  within  ten  (10 
feet  of  a  spray  booth,  spray  compartment  or  dip 
ping  space  when  approved  by  the  administrate 
official  having  jurisdiction. 

4.4.1  Artificial  lighting  shall  be  only  by  means  o 
electricity. 

4.5  LIGHTING  FIXTURES.  . 

4.5.1  When  lighting  fixtures  are  located  within  1 
feet  of  a  spray  booth,  spraving  compartmen 
or  dipping  space,  they  shall  be  of  the  rigi 
stem  type,  enclosing  all  wiring  and  be  equip 
ped  with  keyless  sockets  having  vaporproo 
globes,  protected  by  wire  guards. 
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4.5.2  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  Administrative 
Code  covering  electrical  equipment  and  per¬ 
manently  connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5.3  No  pin  plug  receptacles  shall  be  used. 

4.5.4  All  electric  light  wiring  shall  be  enclosed  in 
metal  conduits  and  shall  conform  to  Rule  4.4. 

4.5.5  The  use  of  portable  cords  or  trailer  lights  are 
prohibited. 


Rule  5.  Maintenance  and  Operation. 


5.1 


5.2 


5.3 


5.4 


I 


I 

j  5.5 
5.6 

\ 


5.7 

5.8 


5.9 

5.10 

5.11 

5.12 


Every  premises'  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  rules  and  the  terms  of  the 
permit  are  not  violated.  No  other  duties  shall  inter¬ 
fere  with  the  enforcement  of  these  rules. 

Smoking  or  the  carrying  of  lighted  cigars,  cigar¬ 
ettes  or  pipes  in  spray,  dipping  or  immersing  space 
is  prohibited. 

No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

Spraying,  dipping  or  immersing  spaces  and  its  sur¬ 
roundings  shall  be  kept  clean  at  all  times  and  shall 
be  kept  clear  of  all  materials,  equipment  and  uten¬ 
sils  not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  can  be  fastened  before 
any  operation  and  after  said  operation  be  removed 
from  the  premises  in  approved  waste  cans. 

Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  clean¬ 
ing. 

Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

Accumulation  of  flammable  waste,  sweepings  or  de¬ 
posits  from  spray,  dip  or  immersing  space  is  pro¬ 
hibited.  All  such  waste  shall  be  placed  in  approved 
waste  cans  and  be  removed  from  the  premises  at 
the  close  of  work  each  day. 

All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

No  motor  vehicle  shall  be  taken  into  or  out  of  a 
spray  space  under  its  own  power.  Batteries  shall 
be  removed  before  the  process  of  spraying  is  begun. 


Rule  6.  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  materials  and  thin- 
ners  shall  be  kept  in  an  outside  storage  building, 
storage  rooms  or  in  vented  metal  cabinets  in  accord¬ 
ance  with  the  following  amounts : 

6.1,1  Spraying  materials  not  in  excess  of  20  gal¬ 


lons  may  be  stored  in  metal  cabinets  or  wood 
cabinets,  metal  covered  on  both  sides  includ¬ 
ing  the  door.  All  cabinets  to  be  ventilated  at 
top  and  bottom. 

6.1.2  Spraying  materials  in  excess  of  20  gallons 
and  not  exceeding  100  gallons  may  be  stored 
in  double-walled  metal  cabinets  vented  di¬ 
rectly  to  tlie  outer  air. 

6.1.3  Spraying  materials  in  excess  of  100  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  material 
with  ventilated  plain  glass  skylight  or  in  a 
storage  room  constructed  fireproof  in  a  fire¬ 
proof  building  or  fire-resisting  in  a  non-fire- 
proof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be  de¬ 
termined  by  the  administrative  official  having 
jurisdiction.  Storage  rooms  shall  have  a  win¬ 
dow  opening  to  the  outer  air  but  such  window 
shall  not  be  on  a  lot  line,  enclosed  court,  nor 
opposite  within  twenty  feet  of  windows  of 
adjacent  buildings  nor  part  of  the  same  prem¬ 
ises,  such  window  openings  to  be  fireproofed 
and  lower  half  provided  with  open  louvres  or 
ventilated  by  metal  duct  or  fan  at  least  8 
inches  in  diameter.  The  floors  of  all  storage 
rooms  shall  be  waterproofed  up  to  a  height  of 
at  least  6  inches  from  the  floor  and  be  prop¬ 
erly  pitched  for  drainage  purposes  to  a  low 
point  within  the  enclosure.  Any  drain  in  such 
storage  room  shall  not  be  connected  to  the 
house  drainage  system  or  street  sewer.  The 
sill  of  the  door  shall  be  at  least  6  inches 
above  the  finished  floor.  All  doors  to  be  tin- 
clad,  approved,  fireproof  and  self-closing. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  storage 
room,  except  that  containers  of  total  capacity 
not  exceeding  ten  gallons  may  be  opened  and 
their  contents  mixed  in  the  spray  room  or 
room  in  which  booths  are  located  while  the 
air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hundred 
gallons,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  cov¬ 
ers  of  containers  must  be  kept  thereon  when 
such  containers  are  not  actually  in  use.  This 
amount  is  in  addition  to  the  amount  allowed 
in  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons  in 
capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a -factor  of 
safety  of  two  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of  not 
more  than  sixty  gallons,  individual  capacity, 
designed,  constructed  and  approved  for  this 
specific  purpose  by  the  Board  of  Standards 
and  Appeals.  Each  tank  shall  be  provided 
with  a  safety  valve  set  at  a  pressure  not 
exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment 
shall  be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 
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6.2  STORAGE  of  spraying,  dipping  and  immersing 
materials  shall  not  be  in  excess  of  two  hundred 
(200)  gallons  in  a  storage  room,  but  in  a  building 
in  which  nitro  cellulose  products  are  manufactured, 
stored  or  kept  the  amount  shall  be  not  over  twenty- 
five  (25)  gallons  as  per  Section  C19-1 13.0,  subdivi¬ 
sion  h  of  the  Administrative  Code. 

6.3  Sprinkler  heads  shall  be  provided  in  all  spray,  dip 
or  immersing  spaces  and  storage  rooms  and  shall 
be  installed  in  accordance  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals,  except  in 
non-sprinklered  buildings  where  sprinkler  connec¬ 
tion  may  be  made  to  the  house  water  supply. 

6.4  Sprinkler  heads  in  spray,  dip  and  immersing  spaces 
shall  be  cleaned  at  least  once  a  week  under  the 
supervision  of  the  person  holding  the  certificate  of 
fitness  and  a  coating  of  light  grease  or  vaseline 
shall  be  applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the  sprinkler 
useless  in  case  of  fire.  The  use  of  paper  hags  or 
other  materials  about  sprinkler  heads  is  prohibited. 


Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follozvs: 

Section  C  19-152.0  of  the  Administrative  Code,  “ Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  laiv  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by  both 
such  fine  and  imprisonment 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 


Rule  8.  Existing  Spray  Booths  and  Installa¬ 
tions. 

These  rules  shall  be  retroactive  in  the  following  respects: 


Rule  1. 
Rule  3. 

3. 

Rule  4. 

4. 
4. 
4, 
4. 
4. 
4, 

4 

Rule  5 

5 
5 
5 
5 


3  Heating  of  Rooms. 

1  Air  Exhaust  System. 

2  Air  Supply  and  Mixing. 

1  Construction  of  Spray  Booths. 
Booths. 

Booths, 
of  Ducts. 
Lighting, 
of  Induced  Draft. 


1.3  Surfacing  of 

1.5  Surfacing  of 
2.2  Maintenance 

2.5  Electric 

2.6  Method 


4  Separation  of  Booth  from  Flame. 

.4  Location  of  Motors. 

1  Certificate  of  Fitness. 

.2  Smoking.  Matches,  etc. 

.6  Maintenance  of  Equipment. 

.7  Cleaning  Implements. 

.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  mate¬ 
rials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

Rule  6.  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

NOTE:— Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied 
in  fireproof  buildings  equipped  with  an  ap¬ 
proved  existing  automatic  sprinkler  system 
where  the  general  conditions  of  cleanliness  are 
properly  maintained  at  all  times. 


Rule  9.  Approval  Forms  and  Plans. 

There  shall  be  filed  before  installation  with  the  adminis¬ 
trative  official  by  the  purchaser  (or  by  the  seller  thereof) 
an  application  form  on  sheet  8  inches  by  10  inches,  which 
form  shall  give  the  proper  name  and  address  of  booth  user 
and  also  the  floor  on  which  the  booth  or  booths  are  to  be 
installed.  An  ink  drawing  of  the  floor  upon  which  the 
booth  will  be  located  shall  be  submitted  on  the  form  sheet; 
such  drawing  shall  show  by  feet  and  inches  the  location 
of  exits,  chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  administrative  official  for  examination 
and  approval.  Such  plan  shall  show  on  the  floor  plan  the 
location  of  all  booths,  storage  and  mixing  rooms,  exits  and 
all  chimneys  and  exterior  openings  within  15  feet  of  the 
storage  rooms  and  vent  ducts. 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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Smoking  in  Factories,  Rules  for. 


CERTIORARI  ORDERS  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

On  August  24,  1942,  petition  and  order  of  certiorari  was  served  on 
the  Board  by  Joseph  M.  Lonergan,  attorney  for  Anna  Hanni- 
gan,  objector  to  an  application  granted  by  the  Board  under 
Section  7i  of  the  building  zone  resolution,  "for  the  term  of  the 
present  war  emergency  and  for  one  year  thereafter,  to  per¬ 
mit  the  existing  premises  to  he  occupied  in  addition  to  the 
present  permitted  use,  as  granted  by  the  Board  under  Cal. 
No.  318-42-A,  for  the  reconstruction,  readaptation  and  repair 
of  motor  vehicles  other  than  those  dealt  in  by  the  agency; 
Cal.  No.  425-42-BZ;  premises  139-29  Hillside  avenue,  north 
side,  103.40  ft.  west  of  143rd  street,  Jamaica,  Borough  of 
Queens. 

*  *  *  * 

On  September  3,  1942.  order  and  petition  was  served  on  the  Board 
by  Rubinton  &  Coleman,  attorneys  for  Etta  Tarnapal  and 
Fannie  Flax  (Thrift  Auto  Park'ing),  lessees  and  objectors  in 
an  appeal  filed  by  adjoining  owners,  which  appeal  was 
granted  by  the  Board,  revoking  Certificate  of  Occupancy  No. 
104904;  Cal.  No.  311-42-A;  premises  5501-5523  Sixth  ave¬ 
nue,  Borough  of  Brooklyn. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  September  8,  1942. 

Cal.  No.  Dept.  Premises  Affected 

648- 42-BZ — H.B.B. — 28-30  Quincy  street,  south  side,  125 
ft.  4  in.  west  of  Classon  avenue  (Block  No.  1972,  Lot  No. 
17),  Borough  of  Brooklyn,  Alt.  2320-42. 

649- 42-S — F.D. — 698-704  Myrtle  avenue  and  144-156 
Spencer  street,  southwest  corner  (Block  No.  1750,  Lot  Nos. 
24  and  30),  Borough  of  Brooklyn,  Decision. 


(Building  No.  4),  Borough  of  Brooklyn,  8783-L.  F.,  8784- 
L.  F.  and  Decision. 

661-42-S— F.D.— 18-42  and  50-62  Columbia  Heights,  2-14 
Doughty  street  and  15-65  Furman  street,  entire  block 
bounded  by  Columbia  Heights,  Doughty  street,  burman 

street  and  Middagh  street  (Block  No.  203,  Lot  No . , 

Block  No.  208,  all  Lots  except  Lot  Nos.  10  and  12)  ;  (Build¬ 
ings  Nos.  5,  6  and  7),  8802-L.  F„  8803-L.  F.  and  Decision. 


Restored  to  Calendar. 


650- 42- A — F.D. — 170  Livingston  street,  south  side,  100  ft. 
east  of  Smith  street  and  159  Schermerhorn  street  (Block- 
No.  164,  Lot  No.  13),  Borough  of  Brooklyn,  92437-L.  C.  and 
Decision. 

651- 42-BZ— H.B.B— 2458-2470  Cropsey  avenue,  north¬ 
west  corner  of  Bay  38th  street  (Block  No.  6928,  Lot  No. 
50),  Borough  of  Brooklyn,  B.  N.  1573-42. 

652- 42-A— F.D —315-317  West  47th  street,  north  side,  200 
ft.  west  of  Eighth  avenue  and  318-320  West  48th  street 
(Block  No.  1038,  Lot  No.  23),  Borough  of  Manhattan, 
12496-L.  F.,  12497-L.  F.  and  Decision. 

653- 42-S — H.B.Bx. — 840  Barry  street,  east  side,  100  ft. 
north  of  Burnett  place  (Block  No.  2737,  Lot  No.  91),  Bor¬ 
ough  of  The  Bronx,  Decision. 

654- 42-A— H.B.B.— 150-156  50th  street,  south  side,  and 
149-155  51st  street,  north  side,  293  ft.  3  in.  west  of  Second 
avenue  (Block  No.  788,  part  of  Lot  No.  25),  Borough  of 
Brooklyn,  Alt.  2476-42. 


655-42- A — H.B.Q. — 43-10  23rd  street,  northwest  corner  of 
44th  avenue  (Block  No.  440,  Lot  No.  1),  Long  Island  City, 
Borough  of  Queens,  Alt.  1571-42. 


656- 42-S— H.B.Q. — 43-10  23rd  street,  northwest  corner  of 
44th  avenue  (Block  No.  440,  Lot  No.  1),  Long  Island  City, 
Borough  of  Queens,  Alt.  1571-42. 

657- 42-A— F.D.— 109-115  West  26th  street,  north  side,  50 
ft.  west  of  Sixth  avenue  (Block  No.  802,  Lot  No.  31),  Bor¬ 
ough  of  Manhattan,  31837-L.  C. 

658- 42-A — F.D. — 45  Roebling  street,  southeast  corner  of 
North  9th  street  (Block  No.  2314,  Lot  No.  5),  Borough  of 
Brooklyn,  90528-A  and  Decision. 

659- 42-A— F.D. — 40-44  West  24th  street,  south  side,  184 
ft.  east  of  Sixth  avenue  (Block  No.  825,  Lot  No.  71),  Bor¬ 
ough  of  Manhattan,  Decision. 

660- 42-S — F.D. — 2-46  Doughty  street,  1-35  Vine  street 
and  17-29  Columbia  Heights,  entire  block  bounded  by 
Doughty  street,  Vine  street,  Columbia  Heights  and  McKin¬ 
ney  street  (Block  No.  204,  Lot  Nos.  1  to  21,  inclusive); 


602-42-A— F.D— 1121-1125  Bedford  avenue,  northeast 
corner  of  Monroe  street  (Block  No.  1812,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn,  92379-L.  C. 

176-38-BZ— H.B.B.— 26  Utica  avenue  and  686  Herkimer 
street,  southwest  corner  (Block  No.  1707,  Lot  Nos.  46,  47 
and  48),  Borough  of  Brooklyn,  B.  N.  1357-42. 

264-42-A — H.B.Q. — 171-06  Jamaica  avenue,  south  side, 
40.20  ft.  west  of  172nd  street  (Block  No.  10212,  Lot  No. 
17),  Jamaica,  Borough  of  Queens,  Alt.  2726-41. 

584_41-A — H.B.B. — 121  Bay  23rd  street,  east  side,  100)4 
ft.  south  of  Benson  avenue  (Block  No.  6408,  Lot  No.  16), 
Borough  of  Brooklyn,  B.  N.  1654-42. 


546-42-A — H.B.M. — 2431-2439  Broadway,  southwest  cor¬ 
ner  of  West  90th  street  (Block  No.  1237,  Lot  No.  52),  Bor¬ 
ough  of  Manhattan,  B.  N.  2475-42. 


547-42-A _ H.B.M.— 2561-2567  Broadway,  northwest  cor¬ 

ner  of  West  96th  street  (Block  No.  1868,  Lot  No.  6),  Bor¬ 
ough  of  Manhattan,  B.  N.  2474-42. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
11. It. II. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,.  De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx — Department 
Housing  and  Buildings,  Bronx;  II. D — Health  Department, 
E.D.— Fire  Department. 


ol 
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RULES 


Blended  Cements,  Rules  for  Testing 


bast  Publication  in  Bulletin 


Certificates  of  Occupancy,  approved 
form  . 


Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  .... 


Fire-resistive,  Flameproof  Mate- 


Fire  Retarding  Rules  for  Garages, 
etc . •*•••• . 


Fusion  Welding  and  Gas  Cutting 
Rules 


Feb. 

17, 

1942- 

-Vol. 

27, 

No. 

7 

Mar. 

10, 

1942- 

-Vol. 
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No. 

l(i 
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47 
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No. 

28 
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25 
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3, 
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31 
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5 
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24 
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2‘ 
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P 
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1942- 
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3 
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1942- 

-Vol. 
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i; 
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16, 
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-Vol. 
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5( 

.  Apr. 

13, 

1937- 

-Vol. 
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No. 

1! 

.Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

May 

20, 

1941- 

-Vol. 

26, 

No. 

2< 

.Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

1 

5. 
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2. 

.  Mar. 

31, 
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-Vol. 

.  27, 

No. 

1 

1, 

1942- 

-Vol. 

27. 

No. 

3 
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CALENDAR 


I. ast  Publication  in  Ilullctiii 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . July  28,  1942 — Vol.  27,  No.  30 

I’aint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Sept.  8,  1942— Vol.  27,  No.  36 

Platform  trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  2 1 ,  No.  47 

plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .  Nov.  25,  1941 — Vol.  26,  No.  47A 

Procedure,  Kules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C.  Aug.  26,  1941 — Vol.  26,  No.  34 

smoking  in  Factories,  Rules  for _ .Sept.  15,  1942 — Vol.  27,  No.  37 

Sprinkler  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules  . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. ..  (une  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr.  10,  1923 — Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Antt-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

lirehne  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

l-uel  Oil  Burners  for  Domestic  and 

I  .  Commercial  Use  . Nov.  25,  1941— Vol.  26,  No.  47A 

l-uel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

l-uel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No  47A 

l-uel  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No.  47A 

Gas  Heaters  . Njv.  25,  1941— Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

,  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


SEPTEMBER  15,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  September  15, 
1942,  at  10  o’clock  in  Room  10-13,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

559-37-BZ— Application  of  Samuels  and  Samuels,  appb 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  rt 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and- storage  of  more  than  five  (5) 
motor  vehicles;  premises  3996  Tenth  avenue  and  501  West 
213th  street,  northwest  corner  (Block  No.  2231,  part  of  Lot 
No.  17),  Borough  of  Manhattan. 

542-41-BZ — Application,  June  16,  1941,  under  sections  7a 
and  7e  of  the  zoning  resolution,  of  Dominic  Russo,  applicant 
and  lessee,  for  Dominic  Russo  and  Estate  of  Andrew  Haga- 
man,  owners,  to  permit  upon  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  motor  vehicle  repair  shop ;  premises 
936  Richmond  avenue,  west  side,  143.31  ft.  south  of  Forest 
avenue  (Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich¬ 
mond,  Borough  of  Richmond. 

530-42-BZ — Application,  July  1,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Millard  Henlein,  applicant,  on 
behalf  of  Board  of  Transportation,  City  of  New  York, 
owner  (Abraham  Goldenblum  and  Samuel  Goldenblum, 
lessees),  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  360-374  Sixth  avenue,  east  side, 
from  Washington  place  to  Waverly  place,  126-130  Waverly 
place  and  87  Washington  place  (Block  No.  552,  Lot  No. 
37),  Borough  of  Manhattan. 

684-28-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  John  Feitner,  owner,  reopened  May  20, 
1941,  tinder  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  on  an  existing  gaso¬ 
line  service  station ;  premises  740-744  5th  avenue  and  322-332 
24th  street,  southwest  corner  (Block  No.  652,  Lot  No.  39), 
Borough  of  Brooklyn. 


192-36-BZ — Application  of  Kaye,  Scholer,  Fierman  and 
Hays,  applicants,  on  behalf  of  The  Marguerite  Corporation, 
owner,  reopened  September  9,  1941,  under  section  7a  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  extension  of  an  existing  factory  building ;  premises 
801  Bartholdi  street,  northeast  corner  of  Barnes  avenue 
(Block  No.  4633,  Lot  No.  11),  Borough  of  The  Bronx. 

376-42-BZ — Application,  May  7,  1942,  under  section  7i 
of  the  zoning  resolution,  of  Edward  Handelman,  applicant, 
ori  behalf  of  Clinton  Building  Company,  owner  (Clinton 
Garage,  Incorporated,  lessee),  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  part  of  an  existing  building;  said 
building  is  used  in  part  as  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  8-16  Clinton  street,  west  side, 
34  ft.  5  in.  south  of  Fulton  street  (Block  No.  238,  Lot 
No.  52),  Borough  of  Brooklyn. 

264-32-BZ — -Application  of  Lama  and  Proskauer,  appli¬ 
cants,  .on  behalf  of  New  York  Bonded  Warehouse,  Incor¬ 
porated,  owner  (David  Levine,  lessee),  reopened  April  7, 
1942,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  extension  of  an  existing  gasoline 
service  station  and  also,  the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  355-365  Kings  Highway  and  1741- 
1753  West  4th  street,  northeast  corner  (Block  No.  6653, 
Lot  No.  33),  Borough  of  Brooklyn. 

160-42-BZ — -Application,  February  20,  1942,  under  section 
21  of  the  zoning  resolution,  of  Oscar  I.  Silverstone,  appli¬ 
cant,  on  behalf  of  Susan  McPherson,  owner,  to  permit  in 
a  residence  use  and  F  area  district,  the  erection  and  main¬ 
tenance  of  a  one  (1)  family  dwelling,  not  complying  with 
the  zone  resolution  as  to  required  side  yards  and  also,  as 
to  the  occupied  area  of  the  lot;  premises  3336  Bedford 
avenue,  west  side,  125  ft.  south  of  Avenue  L  (Block  No. 
7642,  Lot  No.  52),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  15,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

529-42-A — 281-287  North  6th  street,  north  side,  111  ft. 
SJ/2  in.  west  of  Metropolitan  avenue  (Block  No.  2331,  Lot 
Nos.  42,  44  and  45),  Borough  of  Brooklyn. 

360-42-A— 365  Wythe  avenue,  east  side,  77.2  ft.  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  of 
Brooklyn. 

359-42-S— 365  Wythe  avenue,  east  side,  77.2  ft.  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  of 
Brooklyn. 

571-42-A — 44-72  11th  street  and  10-57  45th  avenue,  north¬ 
west  corner  (Block  No.  51,  Lot  Nos.  19  and  20),  Long 
Island  City,  Borough  of  Queens. 

493- 42-A — 32-14  Northern  boulevard,  southeast  corner 
of  Honeywell  street  (Block  No.  214,  Lot  No.  210),  Long 
Island  City,  Borough  of  Queens. 

494- 42-S — 32-14  Northern  boulevard,  southeast  corner 
of  Honeywell  street  (Block  No.  214,  Lot  No.  210),  Long 
Island  City,  Borough  of  Queens. 

561-42-A— 4555  Third  avenue,  southwest  corner  of  Loril- 
lard  place  and  539-545  East  184th  street,  north  side,  50  ft. 
west  of  Lorillard  place  (Block  No.  3052,  Lot  No.  37),  Bor¬ 
ough  of  The  Bronx. 

573-42-A — 983  McDonald  avenue,  east  side,  22  ft.  south 
of  Webster  avenue  (Block  No.  5419,  part  of  Lot  No.  8), 
Borough  of  Brooklyn. 
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377- 42-A— 249-255  Varet  street,  north  side,  175  ft.  east 
of  White  street  (Block  No.  3110,  Lot  No.  28),  Borough 
of  Brooklyn. 

378- 42-A— 257-261  Varet  street,  north  side  175  ft.  1  in. 
west  of  Bogart  street  (Block  No.  3110,  Lot  No.  2a),  Bor¬ 
ough  of  Brooklyn. 


SEPTEMBER  18,  1942,  10  A.  M. 

Appeals  from  Administrative  Decisions. 

655- 42-A— 43-10  23rd  street,  northwest  corner  of  44th 
avenue  (Block  No.  440,  Lot  No.  1),  Long  Island  City, 
Borough  of  Queens. 

656- 42-S — 43-10  23rd  street,  northwest  corner  of  44th 
avenue  (Block  No.  440,  Lot  No.  1),  Long  Island  City, 
Borough  of  Queens. 


648-42-BZ— Application,  August  31,  1942,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  trank  Randazzo,  ap¬ 
plicant  on  behalf  of  Charles  Arnoldson,  owner,  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy  o!  a 
public  garage  (previously  granted  by  the  Board)  to  the 
manufacture  of  ferrous  and  non-ferrous  metal  products, 
with  occasional  welding  incidental  to  said  manufacture, 
premises  28-30  Quincy  street,  south  side,  125  ft  4  in.  west 
of  Classon  avenue  (Block  No.  1972,  Lot  No.  17),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  22,  1942,  2  P.  M. 

Appliance  and  Materials  for  Approval. 

954-38-SA — National #  Pumps  Corporation’s  Gasoline1 
Pumps,  Models  A-38,  B-38,  C-3S  and  CC-38. 

1367-39-SM — Corkoustic. 


SEPTEMBER  22,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  nwrnmg  September  22, 

1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man 
hattan,  on  the  following  matters : 

517-39-BZ— Application  of  Thomas  I.  Sheridan,  applicant 
and  owner,  reopened  May  7,  1940,  under  sections  7h  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  33-02  to  33-10 
Astoria  boulevard,  southwest  corner  of  34th  street  and  254)1 
33rd  street  (Block  No.  631,  Lot  Nos.  19  to  26  inclusive 
and  Lot  No.  30),  Astoria,  Borough  of  Queens. 

106-42-BZ — Application,  February  5,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Frank  C.  Keller,  ap¬ 
plicant  on  behalf  of  Louise  Hauman,  owner  (Marie  L. 
Schriber,  executrix),  to  permit  in  a  residence  use  district,  tor 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  23-16  bound  street, 
west  side,  100.06  ft.  north  of  Astoria  boulevard  (Block 
No.  781,  Lot  Nos.  33-37),  Astoria,  Borough  of  Queens. 

363-42-BZ — Application,  May  5,  1942,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appli¬ 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 
in  a  residence  use  district  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles ;  premises  650  Thwaites  place,  south  side,  from 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  *-0,  22, 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

365-42-BZ— Application,  May  5,  1942,  under  sections  7h 
and  21  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  ap¬ 
plicant  on  behalf  of  Isadore  Colien,  owner  (Joseph  L.  Hoff¬ 
man,  lessee),  to  permit  partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  for  a  term  of  two  (2) 
years  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  2910-2922  Nostrand  avenue,  west  side, 
128  ft.  8  in.  south  of  Kings  Highway  (Block  No.  7690, 
Lot  No.  54),  Borough  of  Brooklyn. 

539-42-BZ— Application,  July  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applicant 
on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  244-266  Fourth  street,  south  side,  97  ft. 
10^2  in.  east  of  Fourth  avenue  and  275-299  Fifth  street 
(Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn. 


10-40-SM — Forest  Hills  Concrete  Block  Company,  In¬ 
corporated,  Concrete  and  Cinder  Blocks. 

569-40-SM — Blue  Ridge  Corporation’s  Glass. 


SEPTEMBER  29,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 
aids  and  Appeals  of  a  public  hearing  under  the  provision 
of  the  zoning  resolution,  Tuesday  morning,  September  2V 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man 
hattan,  on  the  following  matters : 

442-42-BZ— Application,  May  28,.  1942,  under  section  7. 

of  the  zoning  resolution,  of  Henry  C.  Brockman,  applicant 
on  behalf  of  Gulf  Oil  Corporation,  owner,  to  permit  in 
-residence  use  district,  the  reconstruction  and  extension  o 
an  existing  gasoline  service  station;  premises  2001-201 
Cropsev  avenue  and  8799-8815  20th  avenue,  northeast  come 
(Block  No.  6442,  Lot  No.  5),  Borough  of  Brooklyn. 

477.42-BZ — Application,  June  16,  1942,  under  section  7 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  c 
behalf  of  Rose  Rosenthal,  Mollie  Rosenthal,  Mary  Rosei 
thal  and  Paul  Klindworth,  owners  (Harry  Langbaum,  d/b/ 
Cameo  Motors,  lessee,  to  permit  in  a  business  use  distric 
for  a  term  of  two  (2)  years,  the  parking  and  storage  ( 
more  than  five  (5)  motor  vehicles  upon  a  plot  used  in  pa 
for  the  display  and  sale  of  used  cars;  premises  1287-12(. 
Coney  Island  avenue,  east  side,  320  ft.  south  of  Avenue 
(Block  No.  6704,  Lot  Nos.  69  to  72,  inclusive  and  part  < 
Lot  No.  73),  Borough  of  Brooklyn. 

291-42-BZ— Application,  April  7,  1942,  under  section  < 
of  the  zoning  resolution,  of  Engadine  Holding  Corporatic 
applicant  and  owner,  to  permit  in  a  residence  use  and,  ah 
two  (2)  times  height  district,  the  maintenance  of  a  gla 
enclosure  on  the  31st  story  of  the  existing  (hotel)  buildin; 
this  enclosure  is  contrary  to  section  26  of  the  multif 
dwelling  law  as  the  height  of  the  building  exceeds  178  ft 
and,  also,  contrary  to  the  height  regulations  of  the.  zonii 
resolution;  premises  50-56  West  59th  street,  south  side,  1 
ft.  east  of  Sixth  avenue  and  1430-1436  Sixth  avenue  (Bio 
No.  1274,  Lot  No.  71),  Borough  of  Manhattan. 

498-42-BZ— Application,  June  18,  1942,  under  section 
of  the  zoning  resolution,  of  Sidney  Rossman,  applicant, 
behalf  of  Ella  Morris,  owner,  to  permit  in  a  business  i 
district,  for  a  term  of  two  (2)  years,  the  parking  and  st< 
age  of  more  than  five  (5)  motor  vehicles;  premises  733-/ 
McDonald  avenue,  east  side,  160  ft.  north  of  Ditmas  a 
nue  (Block  No.  5385,  Lot  No.  62),  Borough  of  Brookly 
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504-42-BZ — Application,  June  23,  1942,  under  section  7h 
‘of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
>on  behalf  of  Lenfred  Realty  Corporation,  owner,  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years, 
'the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles;  premises  42-46  (48-50  displayed)  St.  Paul’s  place, 
west  side,  53  ft.  6^4  in.  north  of  Crooke  avenue  (Block 
No.  5059,  Lot  Nos.  40-42),  Borough  of  Brooklyn. 

510-42-BZ— Application,  June  25,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Lewis  S.  Amster,  applicant,  on 
(behalf  of  Elizabeth  Thornton,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
191-195  City  Island  avenue  and  102-110  Winter  street,  south¬ 
west  corner  (Block  No.  5626,  Lot  No.  360),  Borough  of 
The  Bronx. 

408-42-BZ — Application,  May  19,  1942,  under  section  21 
of  the  zoning  resolution,  of  S.  Walter  Katz,  applicant,  on 
!>ehalf  of  The  Gerry  Estates,  Incorporated,  owner  (I.  A. 
Managament  Corporation,  lessee),  to  permit  in  a  building 
located  in  a  restricted  retail  use  district,  a  proposed  occu¬ 
pancy  of  25%  manufacturing  on  the  2nd  to  7th  stories; 
premises  65-67  Madison  avenue,  east  side,  24  ft.  9  in.  north 
of  East  27th  street  and  27-29  East  27th  street  (Block  No. 
’857,  Lot  No.  22),  Borough  of  Manhattan. 

Appeal  From  Administrative  Decision. 

401-42-S — 65-67  Madison  avenue,  east  side,  24  ft.  9  in. 
north  of  East  27th  street  and  27-29  East  27th  street  (Block- 
No.  857,  Lot  No.  22),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  29,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

439-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
of  Central  Park  West  (1st  floor,  front  room)  ;  (Block  No. 
1198,  Lot  No.  23),  Borough  of  Manhattan. 


OCTOBER  6,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  October  6, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matter  : 

474-42-BZ — Application,  June  15,  1942,  under  section  21 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Temple  Beth-El,  owner,  to  permit  in  a  residence  use  and. 
also,  an  F  area  district,  the  alteration  and  also  the  exten¬ 
sion  of  area  of  a  building  which  will  not  conform  with  the 
area  requirements  of  the  zoning  resolution;  premises  121-02 
to  121-16  Rockaway  Beach  boulevard,  north  side,  from 
Beach  121st  street  to  Beach  122nd  street,  201  Beach  121st 
street  and  202  Beach  122nd  street  (Block  No.  711,  Lot  No. 
37),  Rockaway  Park,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

!=■ 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

|  WEDNESDAY  MORNING,  SEPTEMBER  9,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  special  meetings  of  the  Board  held  on 
Thursday  morning,  July  23,  1942  and  Thursday  afternoon, 
July  23,  1942  and  the  minutes  of  the  regular  meetings  of 
the  Board  held  on  Tuesday  morning,  July  28,  1942  and  Tues¬ 
day  afternoon,  July  28,  1942  and  the  recessed  meeting  of 
the  Board  held  on  Friday  morning,  July  31,  1942,  were 
approved  as  printed  in  Bulletin  No.  31,  Vol.  27. 


ZONING  CASES. 

474-42-BZ. 

APPLICANT — Max  Horn,  for  Temple  Beth-El,  owner. 

(SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  and,  also,  an  F  area 
district,  the  alteration  and  also  the  extension  of  area 
of  a  building  which  will  not  conform  with  the  area 
requirements  of  the  zoning  resolution. 

PREMISES  AFFECTED— 121-02  to  121-16  Rockaway 
Beach  boulevard,  north  side,  from  Beach  121st 
street  to  Beach  122nd  street,  201  Beach  121st  street 
and  202  Beach  122nd  street  (Block  No.  711,  Lot 
No.  37),  Rockaway  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn,  Max  Horn,  Arthur 
I.  Buchman  and  others.* 


For  Opposition:  Frederick  Davies,  Melville  Marx, 
Edward  W.  Sullivan  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  6,  1942  at  10 
A.  M.  for  consideration  by  the  Board. 


530-42-BZ. 

APPLICANT — Millard  Henlein,  for  Board  of  Transporta¬ 
tion,  City  of  New  York,  owner  (Abraham  Golden- 
blum  and  Samuel  Goldenblum,  lessees). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of.  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 360-374  Sixth  avenue,  east  side, 
from  Washington  place  to  Waverly  place,  126-130 
Waverly  place  and  87  Washington  place  (Block 
No.  552,  Lot  No.  37),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Millard  Henlein,  Edward  G.  Stein- 
ert,  Air.  Gold  and  Mr.  Podolsky  (Board  of 
Transportation). 

For  Opposition :  Louis  A.  Jackson  and  Albert  A. 
Raphael. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  15,  1942  at 
10  A.  AT.,  for  further  consideration  by  the  Board. 
No  further  argument. 


937 


MINUTES 


89-42-BZ. 

APPLICANT— Joseph  Lau,  for  Tov  Realty  Company, 
owner  (David  Morris,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7 E  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
maintenance  of  a  non-flashing  illuminated  sign  not 
conforming  with  the  requirements  of  the  zoning 
resolution. 

PREMISES  AFFECTED— 2517-2519  Seventh  avenue  and 
164  West  146th  street,  southeast  corner  (Block  No. 
2014,  Lot  No.  61),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lau. 

For  Opposition :  None. 

For  Administration:  Fred  Daldem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


THE  RESOLUTION  (89-42-BZ) 

Whereas,  Joseph  Lau,  for  1  ov  Realty  Company,  owner 
(David  Morris,  lessee),  filed  January  29,  1942,  an  appli¬ 
cation  under  sections  7-e  and  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  maintenance  of  a 
non-flashing  illuminated  sign  not  conforming  with  the  re¬ 
quirements  of  the  zone  resolution;  premises  2517-2519 
Seventh  avenue  and  164  West  146th  street,  southeast  corner 
(Block  No.  2014,  Lot  No.  61),  Borough  of  Manhattan;  and 
W^hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  9,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Seventh  avenue  is  in  a  business  and 
retail  use  district;  West  145th  street  is  in  a  business  and 
unrestricted  use  district;  West  146th  street  is  in  an  un¬ 
restricted  and  retail  use  district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  Tanuary  28,  1942,  reads: 

“In  reply  to  your  letter  of  January  27th,  1942  with 
reference  to  the  above  subject  matter  and  in  which  you 
state  that  time  in  which  to  take  an  appeal  to  the 
Board  of  Standards  and  Appeals  has  expired  and 
requesting  an  extension  of  time  in  which  to  take  said 
appeal,  we  wish  to  advise  you  that  this  depai  tment  has 
no  authority  to  extend  such  time  but  our  denial  of 
November  18,  1941  is  herewith  repeated: 

‘E.  S.  Application  279-1941  applying  to  premises 
2519  7th  avenue  was  approved  by  this  department 
on  March  25th,  1941  for  the  erection  of  a  sign  for 
the  following  dimensions:  2'x5'4",  3'xll',  2  5 '4", 
right  angle  to  building. 

‘As  the  inspector  approved  this  sign  with  the  under¬ 
standing  that  the  building  was  situated  in  an  un¬ 
restricted  district  and  subsequent  study  shows  that 
same  is  located  in  a  business  district  where,  signs 
projecting  more  than  18”  beyond  the  building  line  are 
prohibited,  you  are  hereby  informed  that  this  sign 
permit  is  revoked.’  ” 

Whereas,  the  existing  building  is  of  Class  3  construe- 
tion  having  a  frontage  of  40  ft.  on  Seventh  avenue  and 
87  ft.  on  West  145th  street,  six  stories  in  height.  It  is 
proposed  to  maintain  the  existing  illuminated  non-flashing 
business  sign  on  the  front  -of  the  existing  store  and  apart 
ment  building  on  the  premises  in  question.  The  sign  in 
question  projects  six  (6)  feet  beyond  the  building  line, 
instead  of  the  permissible  18  inches  as  provided  m  the 
zone  resolution;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper. case 
in  which  to  exercise  its  discretion  to  grant  a  variance 
under  Section  7-e  of  the  zoning  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
district  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7-e 
thereof  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  on  condition  that  in  all  other  respects  the  sign 
complies  with  all  laws,  rules  and  regulations  applicable 
thereto. 


108-42-BZ.  .  1 

APPLICANT— Judson  E.  Schnall,  for  Madbeck  Holding 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 81-85  Seeley  street,  north  side, 
25  ft.  west  of  19th  street  (Block  No.  5261,  Lot  No. 
17),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Judson  E.  Schnall. 

For  Opposition :  Catherine  Re,  Mary  Rowan,  Sophia 
Tamalska,  Josephine  De  Angelis,  Martha  Math- 
esen  and  Mildred  Moritz. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . .  ® 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


THE  RESOLUTION  (108-42-BZ) 

Whereas,  Judson  E.  Schnall,  for  Madbeck  Holding  Cor¬ 
poration,  owner,  filed  February  5,  1942,  an  application  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles ,  premises, 
81-85  Seeley  street,  north  side,  25  ft.  west  of  19th  street 
(Block  No.  5261,  Lot  No.  17),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  9,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ,  anc 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Seeley  street  is  in  a  residence  use  dis¬ 
trict;  19th  street,  Terrace  place  and  20th  streets  are  eaci 
in  residence  and  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  20,  1942,  re  B.N.  Applic.  54-42  reads: 

“The  storage  and  parking  of  more  than  five  (5, 
motor  vehicles  in  a  residential  use  district  is  contran 
to  the  Zoning  Res.,  Sect.  3.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav 
ing  a  frontage  of  50  ft.  and  a  depth  of  100  ft.  It  is  pro 
posed  to  use  the  plot  for  a  term  of  two  years  for  th< 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
and 

Whereas,  the  premises  and  surrounding  area  were  m 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  varianc 
under  section  7h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintender 
acting  on  B.  N.  Applic.  54-42,  be  and  it  hereby  is  affirme 
and  that  the  application  be  and  it  hereby  is  denied. 


457-42-BZ. 

APPLICANT — Bernhardt  E.  Muller,  for  Eighth  Giurch  c 
Christ,  Scientist,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  supei 
intendent)  under  section  21  of  the  zoning  resolutioi 
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to  permit  in  a  residence  use  and,  also,  a  B  area 
district,  the  erection  and  maintenance  of  a  building 
(a  church)  which  does  not  comply  with  the  rear 
vard  requirements  of  the  zoning  resolution. 
PREMISES  AFFECTED— 103-107  East  77th  street,  north 
side,  100  ft.  east  of  Park  avenue  and  230  ft.  west 
of  Lexington  avenue  (Block  No.  1412,  Lot  Nos.  5 
to  7,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Bernhardt  E.  Muller,  Martin  Lenher 
and  others. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (457-42-BZ) 

Whereas,  Bernhardt  E.  Muller,  for  Eighth  Church  of 
Christ,  Scientist,  owner,  filed  June  3,  1942,  an  application 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  and  also  a  “B”  area  district,  the  erection  and 
maintenance  of  a  building  (church)  which  does  not  comply 
with  the  rear  yard  requirements  of  the  zoning  resolution ; 
premises,  103-107  East  77th  street,  north  side,  100  ft.  east 
of  Park  avenue  and  230  ft.  west  of  Lexington  avenue 
(Block  No.  1412,  Lot  Nos.  5  to  7  inclusive),  Borough  of 
Manhattan ;  and 

1  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  9,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 

and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  77th  street  and  East  78th  street 
are  each  in  residence  and  business  use  and  “B”  area  dis¬ 
tricts  ;  Lexington  avenue  is  in  a  business  use  and  “B” 
■  area  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  25,  1942,  re  N.  B.  Applic.  251-36,  reads: 

“Repeat  objection  17 — Rear  yard  should  comply  with 
Section  17  Bldg.  Zone  Resolution.  Ten  foot  yard  re 
quired  at  curb  level  and  no  encroachments  on  yard  area 
are  lawful.” 
and 

Whereas,  the  premises  consist  of  a  plot  having  a  front¬ 
age  of  100  ft.  and  a  depth  of  102  ft.  2  in.;  upon  the  east¬ 
erly  25  ft.  frontage  of  plot  there  is  located  a  3-story  build¬ 
ing  having  a  depth  of  96  ft.  2  in.  occupied  for  church 
purposes ;  upon  the  westerly  50  ft.  frontage  of  plot  there  are 
located  two  2-story  buildings  which  are  to  be  demolished ; 
the  central  25  ft.  of  the  plot  is  vacant.  It  is  proposed  to 
extend  the  area  of  the  easterly  3-story  building  by  the 
erection  of  a  fireproof  extension,  having  a  frontage  of  75 
ft.  and  a  depth  of  96  ft.  2  in.,  to  be  occupied  as  a  church 
and  Sunday  school.  In  lieu  of  providing  the  required  10 
ft.  deep  rear  yard,  it  is  proposed  to  provide  a  6  ft.  deep 
rear  yard  for  a  height  of  30  ft.  The  present  easterly 
building  has  been  erected  with  these  rear  yard  conditions, 
the  said  (church)  building  having  been  erected  and  altered 
prior  to  June  28,  1940,  when  section  17B  of  the  Zone 
Resolution  was  amended  in  re  the  required  rear  yards  of 
churches  ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 


thereof,  on  condition  that  there  shall  be  a  rear  yard  unbuilt 
upon  for  a  width  of  not  less  than  6  ft.  for  the  entire  width 
of  the  premises  and  that  the  rear  wall  adjoining  such  rear 
yard  shall  not  exceed  a  height  of  30  ft  above  the  curb; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  two  (2)  years  from  the  date  of  this  reso¬ 
lution. 


Adjourned:  11:50  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  SEPTEMBER  9,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

176-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Regis  Holding 
Corporation,  owner  (Katherine  Sassano,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  (re  decision  of  the  borough 
superintendent)  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  main¬ 
tenance  of  an  auto  wrecking  yard  (previously  dis¬ 
missed  for  lack  of  prosecution  re  maintenance  of 
junk  yard). 

PREMISES  AFFECTED — 486-700  Herkimer  street  and 
22-30  Utica  avenue,  southwest  corner  (Block  No. 
1707,  Lot  Nos.  46,  47  and  48),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


1060-39-BZ. 

APPLICANT — Otto  J.  Sambach,  for  Hart  Place  Realty 
Company,  owner  (Great  Eastern  Oil  Company, 
lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 1724-1728  Hart  place,  south 
side,  124  ft.  lj£  in.  west  of  Cropsey  avenue  (Block 
No.  6994,  Lot  No.  23),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  Q 


654-27-BZ. 

APPLICANT — Wagner,  Quillinan,  Wagner  and  Tennant, 
for  Wilhelmina  Pape,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted, 
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under  sections  7e  and  21  of  the  zoning  resolution, 
permitting  the  amendment  of  a  resolution  granting 
in  a  business  use  district,  the  change  of  occupancy 
of  an  existing  building  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  of  the  pleas¬ 
ure-car  type,  to  include  motor  vehicles  of  the  com¬ 
mercial-car  type. 

PREMISES  AFFECTED— 622-632  Foster  avenue,  south¬ 
west  corner  of  East  7th  street  (Block  No.  6494, 
Lot  No.  8),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Edwin  A.  Tennant,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION*— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (654-27-BZ) 

Whereas,  this  application  affecting  premises  C22-632 
Foster  avenue,  southwest  corner  of  East  7th  street  (Block 
No.  6494,  Lot  No.  8),  Borough  of  Brooklyn,  was  granted 
by  this  Board  November  18,  1927,  on  certain  conditions,  and 
resolution  amended,  April  16,  1929  and  January  7,  1936; 

Whereas,  Warner,  Quillinan  and  Rifkind,  attorneys  for 
Avner  Wilhelmina  Pape,  requested  a  reopening  of  the 
case  and  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals^does 
hereby  amend  its  resolution  of  November  18,  1927,  as 
amended,  April  16,  1929,  by  adding  thereto  the  following,: 
“That  in  the  event  it  is  desired  to  change  the  occu¬ 
pancy  of  the  easterly  portion  of  the  garage  located  at 
the  corner  of  East  7th  street  and  Foster  avenue,  having 
a  frontage  on  Foster  avenue  of  approximately  50  feet, 
from  a  public  garage  to  a  private  garage  for  not  more 
than  twelve  light  delivery  trucks  and  storage  of  mer¬ 
chandise  of  the  Beechnut  Packing  Company,  such 
change  of  use  may  be  permitted,  on  condition  that  no 
signs  advertising  such  use  shall  be  displayed  on  any  of 
the  exterior  walls  or  roof  of  this  building  and  that  no 
gasoline  shall  be  stored  in  this  building  other  than  in 

the  tanks  of  the  cars  and  in  a  storage  system  for  the 

exclusive  use  of  such  trucks;  that  during  the  time  that 
this  section  of  the  garage  is  so  used,  it  shall  be  separ¬ 
ated  from  the  balance  of  the  building  by  unpunctured 
fireproof  walls  and  in  no  way  operated  in  connection 
with  same  except  as  to  general  heating ;  and  that  any 
existing  fireproof  doors  in  such  walls  shall  be  blocked 
so  as  to  be  unopenable.” 

Resolved  further,  that  the  Board  of  Standards  and 

Appeals  does  hereby  amend  the  resolution  adopted  by  the 

Board  on  November  18,  1927,  as  amended  on  April  16,  1929, 
and  January  7,  1936,  by  adding  thereto 

“that  in  the  event  the  oivner  desires  to  occupy  the 
easterly  or  corner  building  for  the  storage  of  food 
products  and  the  westerly  portion  for  the  storage  oj 
delivery  trucks  used  in  connection  with  the  distribution 
of  such  food  products,  such  use  may  be  permitted, 
provided  that  tn  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  lazvs,  rules  and  regu¬ 
lations  applicable  thereto,  other  than  as  modified  by 
the  requirements  of  this  resolution;  that  any  opening 
in  the  zvall  between  the  easterly  and  westerly  section 
shall  not  exceed  the  size  permitted  by  the  Building  Code 
therefor,  and  shall  be  protected  with  the  required  fire 
doors  on  each  side. 


1205-40-BZ. 

APPLICANT— Herman  Rosenblatt,  for  Geno  Arditi,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 


cision  of  the  borough  superintendent)  previously 
granted  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  a  residence  use  district  and 
partly  in  an  unrestricted  use  district,  the  erection 
of  an  additional  story  upon  an  existing  building. 
PREMISES  A FF E CT E D — 42 1 -427  East  93rd  street,  north 
side,  133  ft.  4^4  in.  west  of  East  River  drive  (Block 
No.  1573,  Lot  No.  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Herman  Rosenblatt. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (1205-40-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Geno  Arditi,  owner,  filed 
December  19,  1940,  an  application  under  section  7c  of  the 
building  zone  resolution,  to  permit  partly  in  a  residence  use 
district  and  partly  in  an  unrestricted  use  district,  the  e;ec- 
tion  of  an  additional  story  upon  an  existing  building;  prem¬ 
ises  421-427  East  93rd  street,  north  side,  133  ft.  4^4  in.  west 
of  East  River  drive  (Block  No.  1573,  Lot  No.  14),  Borough 
of  Manhattan ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
April  22,  1941,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  22,  1941,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date 
of  this  amended  resolution.” 


558-41-BZ. 

APPLICANT— Weisman,  Celler,  Quinn,  Allan  and  Spett, 
for  Benvenue  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1431-1439  Beach  18th  street, 
east  side,  190  ft.  north  of  Mott  avenue  and  west 
side  of  Beach  17th  street,  130  ft.  north  of  Mott 
avenue  (Block  No.  47,  part  of  Lot  No.  25),  Far 
Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Leo  J.  Stewart. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (558-41-BZ) 

Whereas,  Edgar  J.  Moeller,  for  Benvenue  Corporation, 
owner,  filed  June  19,  1941,  an  application  under  sections 
7h  of  the  building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1431-1439  Beach  18th  street,  east 
side,  190  ft.  north  of  Mott  avenue  and  west  side  of  Beach 
17th  street,  130  ft.  north  of  Mott  avenue  (Block  No.  47 
part  of  Lot  No.  25),  Far  Rockaway,  Borough  of  Queens: 
and  ] 

Whereas,  this  application  was  granted  by  the  Board  or 
August  6,  1941,  on  certain  conditions  and  applicant  requestec 
an  amendment  of  the  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  August  6,  1941,  by  add¬ 
ing  thereto : 

“that  in  the  event  the  owner  desires  to  reduce  the  area 
of  the  plot  to  dimensions  indicated  on  plans  marked 
“ Received  August  21,  1942”  with  entrance  only  to  Mott 
place  or  Beach  \7th  street,  such  reduction  may  be  per¬ 
mitted,  provided  an  adequate  fence  is  constructed  on 
the  new  rear  lot  line  and  that  in  all  other  respects  the 
terms  of  the  resolution  as  adopted  under  this  calendar 
number  and  under  Cal.  No.  603-41 -A  shall  be  complied 
with,  insofar  as  they  apply  to  the  new  reduced  area.’’ 


664-41-BZ. 

APPLICANT — Milton  M.  Eisenberg,  for  General  Linen 
Supply  and  Laundry  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previouslly 
granted  on  condition,  undei;  section  7 g  of  the  zon¬ 
ing  resolution,  permitting  in  an  unrestricted  use  dis¬ 
trict  and  also  on  the  same  street  and  between  two 
(2)  intersecting  streets,  upon  which  there  is  an  exit 
or  an  entrance  to  a  public  school,  the  conversion  of 
occupancy  of  a  building,  to  a  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  ^AFFECTED — 157-171  Sanford  street,  east 
side,  75  ft.  north  of  Willoughby  avenue  (Block  No. 
1753,  Lot  Nos.  4-10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Bertram  H.  Mock. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (664-41-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning- 
resolution,  to  permit  in  an  unrestricted  use  district,  and 
also  on  the  same  street  and  between  the  same  two  inter¬ 
secting  streets  upon  which  there  is  an  exit  or  an  entrance 
to  a  public  school,  the  conversion  of  occupancy  of  a  build¬ 
ing  to  a  garage  for  more  than  five  (5)  motor  vehicles, 
premises  157-171  Sanford  street,  east  side,  75  ft.  north  of 
Willoughby  avenue  (Block  No.  1753,  Lot  Nos.  4  and  10), 
Borough  of  Brooklyn,  was  granted  by  the  Board  December 
9,  1941,  on  certain  conditions,  resolution  amended  May  26, 
1942  and  applicant  requested  an  extension  of  time  to  com¬ 
plete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  May  26,  1942,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  the  work,  so  that  as  amended  this  portion  shall  read : 
“*  *  *  that  all  permits  required  shall  be  obtained 

and  all  work  completed  within  three  (3)  months  from 
the  date  of  this  amended  resolution.” 


707-41-BZ. 

APPLICANT— Max  Horn,  for  Leo  H.  Rich,  owner 
(Nathan  Zucker,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  granted  under 
section  7h  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 34-21  Sprayview  avenue,  south¬ 
east  corner  of  Beach  35th  street  (Block  No.  306, 
Lot  No.  1),  Edgemere,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
AC  L  ION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  o 


THE  RESOLUTION  (707-41-BZ) 

Whereas,  Max  Horn,  for  Leo  H.  Rich,  owner  (Nathan 
Zucker,  lessee),  filed  on  July  31,  1941,  an  application  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  34-21  Spray- 
view  avenue,  southeast  corner  of  Beach  35th  street  (Block 
No.  306,  Lot  No.  1),  Edgemere,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
June  30,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  30,  1942,  so  that 
as  amended  this  portion  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date 
of  this  amended  resolution.” 


802-41-BZ. 

APPLICANT — Max  Horn,  for  Harry  Wilkus,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  granted  under 
section  7h  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  for  a  term  of  two  (2)  years, 
the  seasonal  transient  parking  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 219  Beach  26th  street,  west 
side,  100  ft.  south  of  Edgemere  avenue  and  220 
Beach  27th  street  (Block  No.  280,  Lot  No.  10), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  Plarold  Klorfein,  Dep’t  of  Parks. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


THE  RESOLUTION  (802-41-BZ) 

Whereas,  Max  Horn,  for  Harry  Wilkus,  owner,  filed 
September  19,  1941,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises :  219  Beach  26th  street,  west  side,  100 

ft.  south  of  Edgemere  avenue  and  220  Beach  27th  street, 
east  side,  140  ft.  south  of  Edgemere  avenue  (Block  No. 
280,  Lot  No.  10),  Edgemere,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
April  21,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  21,  1942,  so  that 
as  amended  this  portion  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  two  (2)  months  from  the  date  of  this 
amended  resolution.” 


941 


MINUTES 


805-41-BZ. 

APPLICANT— Max  Horn,  for  Joseph  Maas,  owner  (Louis 
Friedman,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  granted  under  section  7c 
of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED — 201  Beach  66th  street  and  66-02 
to  66-10  Rockaway  Beach  boulevard,  northwest  cor¬ 
ner  (Block  No.  396,  Lot  No.  107),  Arverne,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (805-41-BZ) 

Whereas,  Max  Horn,  for  Joseph  Maas,  owner,  filed 
September  19,  1941,  an  application  under  section  7-c  of  the 
zoning  resolution  to  permit  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
in  an  existing  gasoline  service  station;  premises  201  Beach 
66th  street  and  66-02  to  66-10  Rockaway  Beach  boulevard, 
northwest  corner  (Block  No.  396,  Lot  No.  107),  Arverne, 
Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
May  26,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  26,  1942,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date 
of  this  amended  resolution.” 


830-41-BZ. 

APPLICANT— Max  Horn,  for  Edgemere-Britain  Com¬ 
pany,  owner  (Samuel  Benerofe,  lessee). 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  granted  under  section  7h 
of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 138  Beach  30th  street,  east  side, 
65  ft.  south  of  Lewmay  road  (Block  No.  301,  part 
of  Lot  No.  22),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (830-41-BZ) 

Whereas,  Max  Horn,  for  Edgemere-Britain  Co.,  Inc. 
(Samuel  Benerofe,  lessee)  filed  September  26,  1941  .an  ap¬ 
plication  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  138  Beach  30th  street,  east  side,  65  ft. 
south  of  Lewmay  road  (Block  No.  301,  part  of  Lot  No. 
22),  Edgemere,  Borough  of  Queens;  and 


Whereas,  this  application  was  granted  by  the  Board  on 
May  26,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doesi 
hereby  amend  its  resolution  adopted  May  26,  1942,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date < 
of  this  amended  resolution  and  that  such  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner 
may  direct” 

Resolved  further,  that  the  resolution  of  May  26,  1942  be 
amended  as  to  location  of  the  entrance,  so  that  as  amended 
it  shall  read : 

“*  *  *  except  for  an  entrance  from  Sprayvicw  ave¬ 

nue  not  over  15  feet  in  width,” 


831-41-BZ. 

APPLICANT— Max  Horn,  for  Ocean-Gold  Realty  Corpo¬ 
ration,  owner  (Ocean  Edge  Baths,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  granted  under 
section  7h  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 34-01  Sprayvicw  avenue,  south¬ 
west  corner  of  Beach  34th  street  (Block  No.  306, 
Lot  No.  7),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (831-41-BZ) 

Whereas,  Max  Horn,  for  Ocean-Gold  Realty  Corpora¬ 
tion,  owner  (Ocean  Baths-Hannah  Peck,  lessee),  filed  on 
September  26,  1941,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles ;  premises  34-01  Sprayview  avenue,  southwest 
corner  of  Beach  34th  street  (Block  No.  306,  Lot  No.  7), 
Edgemere,  Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
June  30,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend,  its  resolution  adopted  June  30,  1942,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  alt 
zuork  completed  within  two  (2)  manths  from  the  date 
of  this  amended  resolution  and  that  such  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner 
may  direct.” 


833-41-BZ. 

APPLICANT — Max  Horn,  for  Jerome  Baths,  Incorpo¬ 
rated,  owner  (Meyer  Friedberg,  lessee). 

SUBJECT — Application  for  consideration— reopening- 

amendment  of  resolution  extension  of  time  to  com¬ 
plete — re  Application  (decision  of  the  borougl 
superintendent)  granted  under  section  7h  of  th< 
zoning  resolution,  permitting  in  a  residence  us< 
district  for  a  term  of  two  (2)  years,  the  seasona 
transient  parking  of  more  than  five  (5)  motoi 
vehicles. 
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’REMISES  AFFECTED — 88  Beach  61st  street,  northeast 
corner  of  Boardwalk  (Block  No.  353,  Lot  No.  1), 
Arverne,  Borough  of  Queens. 

APPEARANCES — 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  Harold  Ivlorfein,  Dept,  of 
Parks. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

['HE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (833-41-BZ) 

Whereas,  Max.  Horn,  for  Jerome  Baths,  Inc.,  owner 
'Meyer  Friedberg,  lessee),  filed  September  26,  1941,  an 
ipplication  under  section  7h  of  the  building  zone  resolution, 
o  permit  in  a  residence  use  district  for  a  temporary  period 
)f  not  more  than  two  (2)  years,  the  parking  of  more  than 
ive  (5)  motor  vehicles;  premises:  88  Beach  61st  street, 
lortheast  corner  of  Boardwalk  (Block  No.  353,  Lot  No. 
.),  Arverne,  Borough  of  Queens;  and 

W  hereas,  this  application  was  granted  by  the  Board  on 
April  21,  1942,  on  certain  conditions  and  applicant  re¬ 
vested  an  amendment  of  the  resolution  and  an  extension  of 
ime  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  its  resolution  adopted  April  21,  1942,  in- rela- 
ion  to  the  requirement  that  cars  shall  be  placed  on  the  lot 
iway  from  the  building  on  the  adjoining  lot,  so  that  as 
intended  this  portion  shall  read : 

" that  no  cars  shall  be  parked  beyond  the  building  line 
nor  within  five  feet  thereof ;  that  the  plot  shall  be 
leveled  but  may  be  maintained  at  the  existing  grade; 
that  all  permits  required  and  all  work  shall  be  com¬ 
pleted  within  turn  (2)  months  from  the  date  of  this 
resolution.” 

136-41-BZ. 

•APPLICANT — Max  Horn,  for  Zimergast  Realty  Company, 
Incorporated,  owner  (Paul  J.  Paul,  lessee). 
SUBJECT — Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  granted  un¬ 
der  section  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 98-01  Rockaway  Beach  boule¬ 
vard  and  185  Beach  98th  street,  southwest  corner 
(Block  No.  637,  Lot  No.  39),  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Administration :  Harold  Klorfein,  Dept,  of 
Parks. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (836-41-BZ) 

Whereas,  Max  Horn,  for  Zimergast  Realty  Co.,  Inc., 
owner  (Paul  J.  Paul,  lessee),  filed  September  26,  1941,  an 
application  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles:  premises  98-01  Rockaway  Beach  boulevard  and  18o 
Beach  98th  street,  southwest  corner  (Block  No.  637,  Lot  No. 
39),  Rockaway  Beach,  Borough  of  Queens;  and 


Whereas,  this  application  was  granted  by  the  Board  on 
May  26,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  26,  1942,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  the  com¬ 
pletion  of  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all 
ivork  completed  within  hvo  (2)  months  from  the  date 
of  this  amended  resolution.” 


841-41-BZ. 

APPLICANT — Max  Horn,  for  Belle  Goldstein,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  granted 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  residence  use  district  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 33-03  Sprayview  avenue,  south¬ 
west  corner  of  Beach  33rd  street  (Block  No.  305, 
Lot  No.  6),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . , .  0 

THE  RESOLUTION  (841-41-BZ) 

Whereas,  Max  Horn,  for  Belle  Goldstein,  owner,  filed  on 
September  30,  1941,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  33-03  Sprayview  ave¬ 
nue,  southwest  corner  of  Beach  33rd  street  (Block  No.  305, 
Lot  No.  6),  Edgemere,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
May  26,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  26,  1942,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  zvithin  two  (2)  months  from  the  date 
of  this  amended  resolution." 


842-41-BZ. 

APPLICANT — Max  Horn,  for  Gussie  Schradnick,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  granted  un¬ 
der  section  7h  of  the  zoning  resolution,  permitting 
in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  on  the  same  premises  with  a  multiple  dwell¬ 
ing,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 167  Beach  41st  street,  west 
side,  271.19  ft.  south  of  Edgemere  avenue  (Block- 
No.  325,  Lot  No.  51),  Edgemere,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  IMum  and  Deputy  Chief  Murphy  4 
Negative:  .  u 

THE  RESOLUTION  (842-41-BZ) 

Whereas,  Max  Horn,  for  Gussie  Schradnick,  owner  filed 
on  September  30,  1941,  an  application  under  section  7h  ot 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  on  the  same  premises  with  a 
multiple  dwelling,  the  parking  of  more  than  five  (5)  motor 
vehicles ;  premises  167  Beach  41st  street,  west  side  271.19 
ft.  south  of  Edgemere  avenue  (Block  No.  324,  Lot  No.  ol), 
Edgemere,  Borough  of  Queens;  and  , 

Whereas,  this  application  was  granted  by  the  Board  on 
June  16,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  16,  942,  so  that 

as  amended  this  portion  of  the  resolution  shall  read: 

“that  all  hermits  required  shall  be  obtained  and  all 
work  completed  within  tzvo  (2)  months  from  the  date 
of  this  amended  resolution;  that  such  fire-fighting  ap- 
liances  shall  be  maintained  as  the  fire  commissioner 
may  direct !’ 

848-41-BZ. 

APPLICANT — Max  Horn,  for  Michael  Cook,  owner. 
SUBTECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  building  to  be  used  for  stores 
and  open  air  movie  theatre.  „ 

PREMISES  AFFECTED— 38-01  to  38-05  Boardwalk, 
northwest  corner  of  Beach  38th  street  (Block  No. 
320,  Lot  No.  1),  Edgemere,  Borough  of  Queens. 

APPEARANCES—  „  „ 

For  Applicant :  Mrs.  Max  Horn. 

ACTION  OF  BOARD— Application  reopened  and  time 

THE  VOTEdTO  REOPEN  AND  EXTEND  TIME 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 

THE  RESOLUTION  (848-41-BZ) 

Whereas,  Max  Horn,  for  Michael  Cook,  owner,  filed  on 
September  30,  1941  an  application  under  section  7e  ot  the 
zoning  resolution,  to  permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  building  to  be  used  for  stores 
and  open  air  movie  theatre  ;  premises  38-01  to  38-05  Board¬ 
walk,  northwest  corner  of  Beach  38th  street  (Block  No. 
320  Lot  No.  1),  Edgemere,  Borough  of  Queens ;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
Tune  9,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  9,  1942,  only 
so  far  as  it  has  reference  to  obtaining  permits  .  and  com¬ 
pleting  the  work,  so  that  as  amended  this  portion  of  the 

resolution  shall  read :  ,  .  .  ,  A  >. 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date 
of  this  amended  resolution.  .  . 


1022-41-BZ. 

APPLICANT— Max  Horn,  for  Dorothy  Jacobs  and  Hor- 
tense  Margolis,  owners  (Dorothy  Jacobs,  lessee). 

SUBJECT _ Application  for  consideration — reopening  and 

extension  of  time  to  complete — re  Application  (de- 
cision  of  the  borough  superintendent)  granted 


under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  a  residence  use  district  for  a  term  of 
two  (2)  years,  on  the  same  premises  with  a  mul¬ 
tiple  dwelling,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 124-128  Beach  63rd  street,  east 
side,  355  ft.  south  of  Larkin  avenue  (Block  No. 
355,  Lot  No.  24  and  part  of  Lot  No.  19),  Arverne, 
Borough  of  Queens. 

APPEARANCES : 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 

ACTION  OF  BOARD — Application  reopened  and  time 


extended.  _  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


THE  RESOLUTION  (1022-41-BZ) 

Whereas,  Max  Horn,  for  Dorothy  Jacobs  and  Hortense 
Margolis,  owners  (Dorothy  Jacobs,  lessee),  filed  on  Novem¬ 
ber  27,  1941  an  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for  a  term 
of  two  (2)  years,  on  the  same  premises  with  a  multiple 
dwelling,  the  parking  of  more  than  five  (5)  motor  vehicles; 
premises  124-128  Beach  63rd  street,  east  side,  355  ft.  south 
of  Larkin  avenue  (Block  No.  355,  Lot  No.  24  and  part  of 
Lot  No.  19),  Arverne,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
June  16,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  16,  1942,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all 
zvork  completed  zvithin  two  (2)  months  from  the  date 
of  this  amended  resolution;  that  such  fire-fighting  ap¬ 
pliances  shall  be  maintained,  as  the  fire  commissioner 
may  direct 


1027-41-BZ. 

APPLICANT— Max  Horn,  for  Evelyn  Syrkin  Cherry, 
owner  (Louis  Schradnick,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de- 
cision  of  the  borough  superintendent)  previousl} 
granted  under  section  7h  of  the  zoning  resolution 
permitting  in  a  residence  use  district  for  a  tern- 
of  two  (2)  years,  the  parking  and  storage  of  morf 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 170  Beach  42nd  street,  easi 
side,  97  ft.  north  of  Boardwalk  (Block  No.  324 
Lot  No.  13),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition  :  Harold..  Klorfein,  Dept,  of  Parks 
ACTION  OF  BOARD— Application  reopened  and  time  ex 
tended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  ' 
Negative:  .  * 

THE  RESOLUTION  (1027-41-BZ) 

Whereas,  Max  Horn,  for  Evelyn  Syrkin  Cherry,  owne 
(Louis  Schradnick,  lessee),  filed  on  November  27,  1941,  a 
application  under  section  7h  of  the  zoning  resolution,  t 
permit  in  a  residence  use  district,  for  a  term  of  two  (2 
years,  the  parking  and  storage  of  more  than  five  (5)  moto 
vehicles;  premises  170  Beach  42nd  street,  east  side,  97  f 
north  of  Boardwalk  (Block  No.  324,  Lot  No.  13),  Edge 
mere,  Borough  of  Queens;  and 
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|  Whereas,  this  application  was  granted  by  the  Board  on 
!une  16,  1942,  on  certain  conditions  and  applicant  requested 
in  extension  of  time  to  complete  the  work. 

|  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
liereby  amend  its  resolution  adopted  June  16,  1942,  so  that 
|  is  amended  this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
I  work  completed  within  two  (2)  months  from  the  date 
of  this  amended  resolution;  that  such  fire-fighting  ap¬ 
pliances  shall  be  maintained  as  the  fire  commissioner 
may  direct.” 


028-41-BZ. 

APPLICANT — Max  Horn,  for  Remuda  Realty  Corpora¬ 
tion  and  Charles  McManamy,  owners  (Sophie  Ad¬ 
ler,  lessee). 

[SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

^REMISES  AFFECTED — 29-07  Seagirt  avenue,  south 
side,  60  ft.  west  of  Beach  29th  street  and  29-14 
to  30-02  Lewmay  road,  north  side,  60  ft.  west  of 
Beach  29th  street  (Block  No.  300,  Lot  Nos.  16 
and  53),  Edgemere,  Borough  of  Queens. 

APPEAR  AN  CES — 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 

ACTION  OF  BOARD — Application  reopened  and  time  ex- 

I  tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1028-41-BZ) 

[l  Whereas,  Max  Horn,  for  Remuda  Realty  Holding  Cor¬ 
poration  and  Charles  McManamy,  owners  (Sophie  Adler, 
essee)  filed  on  November  27,  1941,  an  application  under 
ection  7h  of  the  zoning  resolution,  to  permit  in  a  residence 
isc  district,  for  a  term  of  two  (2)  years,  the  parking  and 
torage  of  more  than  five  (5)  motor  vehicles;  premises  29- 
i7  Seagirt  avenue,  south  side,  60  ft.  west  of  Beach  29th 
itreet  and  29-14  to  30-02  Lewmay  road,  north  side,  60  ft. 
vest  of  Beach  29th  street  (Block  No.  300,  Lot  Nos.  16  and 
3),  Edgemere,  Borough  of  Queens;  and 
I  Whereas,  this  application  was  granted  by  the  Board  on 
May  26,  1942,  on  certain  conditions  and  applicant  requested 
|in  extension  of  time  to  complete  the  work. 

I‘  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  amend  its  resolution  adopted  May  26,  1942,  so  that 
Us  amended  this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
P  work  completed  within  tzvo  (2)  months  from  the  date 
of  this  amended  resolution;  that  such  fire-fighting 
equipment  shall  be  maintained  as  the  fire  commissioner 
I  shall  direct.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

i55-42-A. 

APPLICANT — Alfred  H.  Eccles,  for  I.  Miller  and  Sons, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

’REMISES  AFFECTED — 43-10  23rd  street,  northwest 
comer  of  44th  avenue  (Block  No.  440,  Lot  No. 
1),  Long  Island  City,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— 

Laid  over  to  September  11,  1942  at  10  A.M.  for 
further  consideration  by  the  Board. 


656-42-S. 

APPLICANT — Alfred  H.  Eccles,  for  I.  Miller  and  Sons, 
Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a 
decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 43-10  23rd  street,  northwest 
corner  of  44th  avenue  (Block  No.  440,  Lot  No. 
1),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— 

Laid  over  to  September  11,  1942  at  10  A.M.  for 
further  consideration  by  the  Board. 


27-31-A. 

APPLICANT — Martyn  N.  Weinstein,  for  MacIntyre  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 874  Broadway  and  27-29  East 
18th  street,  northeast  corner  (Block  No.  847,  Lot 
No.  24),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Martyn  N.  Weinstein. 

For  Administration:  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


264-42-A. 

APPLICANT — Frank  C.  Keller,  for  Davro  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  on  a  new  decision — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent 
(previously  withdrawn). 

PREMISES  AFFECTED — 171-06  Jamaica  avenue,  south 
side,  40.20  ft.  west  of  172nd  street  (Block  No. 
10212,  Lot  No.  17),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


584-41-A. 

APPLICANT — Seymour  C.  Simon,  for  Saul  Leeman, 
owner. 

SUBJECT — Application  for  consideration — reopening  on  a 
new  decision  re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  denied). 

PREMISES  AFFECTED — 121  Bay  23rd  street,  east  side, 
lOOpj  ft.  south  of  Benson  avenue  (Block  No.  6408, 
Lot  No.  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Seymour  C.  Simon. 
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ACTION  OF  BOARD— Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


562-42-A. 


APPLICANT— Max  Horn,  for  Marin  Boat  Works,  In¬ 
corporated,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 72-35  Elizabeth  avenue,  south 
side,  320  ft.  west  of  Beach  72nd  street  (Block 
No.  521,  Lot  No.  1),  Arverne,  Borough  of  Queens 
(Under  section  35,  General  City'  Law  re  bed  of 
mapped  street)  (Barbados  Drive). 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy'  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (562-42-A) 

Whereas,  Max  Horn,  for  Marin  Boat  Works,  Inc., 
owner,  filed  July  14,  1942,  an  application  pursuant  to  Sec¬ 
tion  35  of  the  General  City  Law,  for  permission  to  erect 
a  building  in  the  bed  of  a  mapped  street  (Barbados  Drive) 
and  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  72-35  Elizabeth  avenue,  soutli 
side,  320  ft.  west  of  Beach  72nd  street  (Block  No.  521, 
Lot  No.  1),  Arverne,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  29,  1942,  on  Alt.  Applic.  No.  1239-42,  reads: 

“1.  The  erection  of  a  building  in  the  bed  of  a 
mapped  street,  is  contrary  to  Art.  3,  Sec.  35  of  the 
General  City  Laws. 

2.  The  area  of  the  building  is  excessive  for  Class 
III  building  facing  one  street,  Sec.  4.2.1.  of  the  Build¬ 
ing  Code.” 

and  . 

Whereas,  the  applicant  states  the  premises  consist  or 
a  plot  332.40  ft.  by  100  ft.  and  130  ft.  irregular  in  area ; 
located  in  an  unrestricted  use  district,  on  which  there 
exists  frame  buildings  66  ft.  by  100  ft.  and  25  ft.  by  100 
ft.  in  area ;  and  upon  which  it  is  proposed  to  erect  the 
building  in  question,  which  will  be  of  Class  3  construction, 
one  story,  25  ft.  in  height ;  72  ft.  6  in.  by  100  ft.  in  area ; 
to  be  used  as  a  boat  shop  and  occupied  by  25  persons;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
now  being  used  for  the  construction  of  small  boats  for  the 
U.  S.  Navy,  and  the  additional  building  is  urgently  re¬ 
quired,  as  the  owner  is  receiving  additional  orders  from 
the  Navy;  that  this  plant  has  been  building  small  boats 
for  many  years ;  that  Barbados  drive  had  been  mapped  as 
early  as  1920,  and  no  action  has  been  taken  by  the  City 
towards  its  acquisition  for  22  years  or  more ;  that  the 
existing  buildings  are  already  in  the  bed  of  the  mapped 
street;  that  the  proposed  building  will  only  encroach  a 
small  area  within  the  mapped  street ;  that  while  the  area 
of  the  combined  buildings  is  excessive  for  a  building  or 
buildings  facing  one  street,  based  on  the  theory  that  access 
for  fire  fighting  equipment  cannot  reach  it  adequately,  in 
this  case  a  wide  gate  has  been  provided  at  the  bay  end 
and  at  Elizabeth  street,  which  gives  the  Fire  Department 
access  into  the  yard;  and 

Whereas,  the  applicant  has  filed  a  communication  dated 
luly  6,  1942,  addressed  to  the  borough  superintendent  by 
the  Engineer  in  Charge  of  the  Topographical  Bureau  of 
the  Borough  of  Queens,  stating  that  Barbados  drive  be¬ 


tween  Burchell  avenue  and  Morris  avenue  is  shown  as  80 
ft.  in  width  on  the  final  map;  that  there  is  no  proceeding 
contemplated  to  open  the  street  at  the  present  time ;  and 
Whereas,  the  Board  has  been  informed  by  the  City 
Planning  Commission,  under  date  of  August  19,  1942,  that 
Barbados  drive  was  legally  mapped  in  1930  at  a  width  of 
80  ft.  and  was  designed  to  serve  a  prospective  industrial 
development  lying  between  Barbados  drive  and  Vernam 
Basin;  that  the  section  of  Barbados  drive  immediately 
north  of  Burchell  avenue  is  improved  at  a  width  of  50  ft. ; 
that  the  section  between  Burchell  avenue  and  Beach  72nd 
street  is  not  in  use  and  is  encroached  upon  by  about  10 
buildings;  that  no  proceedings  are  pending  for  acquisition 
or  improvement  of  Barbados  drive  in  the  vicinity  of  Eliza¬ 
beth  avenue,  and  that  it  is  impracticable  to  state  when 
such  proceedings  may  be  initiated ;  and 

Whereas,  the  Board  has  been  informed  by  the  President 
of  the  Borough  of  Queens  under  date  of  August  14,  1942, 
that  in  the  opinion  of  the  Borough  President,  the  City’s 
interest  would  not  be  adversely  affected  by  the  construc¬ 
tion  of  the  proposed  building  on  the  understanding  that 
any  permit  for  such  construction  would  be  on  condition 
that  the  owners  would  waive  any  award  for  condemnation 
of  the  portion  of  the  building  erected  within  the  street  bed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  1239-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  under  the  authority  granted  the  Board  under  Sec¬ 
tion  35  of  the  General  City  Law,  on  condition  that  the 
building,  other  than  as  varied  by  this  resolution,  shall  com¬ 
ply  in  all  other  respects  with  all  laws,  rules  and  regulations 
applicable  thereto,  that  in  the  event  the  bed  of  the  proposed 
Barbados  drive  is  acquired  by  the  City  for  street  purposes, 
no  claim  shall  be  made  for  that  portion  of  the  building 
erected  within  the  bed  of  the  proposed  street  or  for  the 
necessary  alterations  to  the  balance  of  the  building;  and 
as  to  Item  No.  2,  that  the  building  shall  not  be  increased 
in  height  or  area  beyond  what  is  now  proposed,  and  that 
such  fire  fighting  equipment  shall  be  installed  as  the  fire 
commissioner  shall  direct. 


659-42-A. 

APPLICANT — Alfred  M.  Ran,  for  Light  and  Power 
Meter  Corporation,  owner  (Wallstein  Industrial 
Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED- — 40-44  West  24th  street,  south 
side,  184  ft.  east  of  Sixth  avenue  (Block  No.  825 
Lot  No.  71),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  E.  Sommer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  L 
Negative  . * .  ( 

THE  RESOLUTION  (659-42-A) 

Whereas,  Alfred  M.  Rau,  for  Light  and  Power  Metei 
Corp.  owner  (Wallstein  Industrial  Corp.,  lessee),  filed  or 
September  3,  1942,  an  appeal  from  a  decision  of  the  fin 
commissioner  affecting  premises  40-44  West  24th  street 
south  side,  184  ft.  east  of  Sixth  avenue  (Block  No.  825 
Lot  No.  71),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  datec 
August  26,  1942  reads : 

“Your  application  to  store  nitro-cellulose,  benzol' 
and  thinners  at  the  above  premises,  is  hereby  deniec 
for  the  following  reason,  in  accordance  with  Sectioi 
09-110. 0.B.1  of  the  Administrative  Code,  namely: 

1 — ‘No  permit  for  the  storage  or  manufacture  o 
nitro-cellulose  products,  except  as  heretofore  provided 
shall  be  issued  for  any  building,  to  wit,  which  is  situ 
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ateil  within  50  feet  of  the  nearest  wall  of  any  building 
occupied  as  a  school,  theatre  or  other  place  of  public 
amusement  or  assembly. 

2 —  No  lacquers,  thinners,  enamels,  cements,  etc.  may 
be  stored  in  excess  of  25  gallons  in  any  nitro-cellulose 
occupancy.  In  accordance  with  Section  09-1 1.5.0. H. 

3 —  Under  Section  09-51. B. 5,  volatile  inflammable 
oils  or  liquids,  is  limited  to  the  storage  of  not  more 
than  five  gallons  in  approved  safety  can.’ 

Therefore,  your  application  is  denied  for  the  storage 
of  one  drum  of  benzole.” 

■and 

Whereas,  the  applicant  states  that  the  building  is  10 
istories  (110  ft.)  in  height  75  ft.  by  94  ft.  in  area  at  first 
floor,  75  ft.  by  90  ft.  in  area  at  typical  floor,  of  Class  1 
i  construction,  equipped  with  a  sprinkler  and  standpipe  sys¬ 
tem,  located  in  a  business  use  district,  erected  in  1905  and 
occupied:  cellar,  storage  of  furniture,  no  persons;  1st  floor, 
manufacturing  and  storage  of  paper  boxes,  6  persons;  2nd 
floor,  manufacturing  of  ski  equipment,  40  persons;  3rd 
floor,  sheet  music  publishers,  8  persons ;  4th  floor  furniture 
(manufacture,  15  persons;  5th  floor,  manufacture  of  optical 
goods,  25  persons;  6th  floor,  clothing  manufacture,  10 
persons;  7th  floor,  lamp  shade  manufacture,  15  persons; 
1 6th  floor,  lamp  shade  manufacture,  5  persons;  9th  floor, 
embroideries,  25  persons;  10th  floor,  vacant;  no  change  in 
use  or  occupancy  is  proposed  except  for  the  10th  floor, 
which  will  be  used  for  the  manufacture  of  celluloid  prod¬ 
ucts  and  occupied  by  15  persons;  and 

W  hereas,  an  examination  of  the  Fire  Dept,  folder  No. 
24W40.12  indicates  that  the  application  was  filed  August 
25,  1942  for  the  storage  and  use  of  600  lbs.  of  sheet  cellu¬ 
lose,  54  gals,  of  benzol,  100  gals,  of  thinners  composed  of 
,  esters,  alcohols,  petroleum  hydro-carbon  and  aromatic 
hydro-carbons,  100  gals,  of  lacquer  and  the  decision  of  the 
fire  commissioner  herein  appealed  was  issued  on  such 
.application;  and 

Whereas,  the  applicant  contends  that  the  building  is 
fireproof  and  fully  sprinklered ;  that  the  use,  storage '  and 
manufacture  of  celluloid  products  will  be  done  under  the 
supervision  and  in  accordance  with  the  rules  and  regulations 
of  the  Fire  Dept,  and  the  Board  of  Fire  Underwriters ;  that 
the  storage  and  manufacture  of  such  products  will  be  done 
at  the  easterly  portion  of  the  loft  at  least  50  ft.  away 
from  the  adjoining  wall  and  done  only  during  daylight 
hours;  that  the  adjoining  building  known  as  the  Masonic 
Temple  is  used  for  meeting  rooms  and  office  purposes  only 
and  all  meetings  are  held  at  night ;  that  the  tenant  has  gov- 
vernment  contracts  and  must  vacate  its  present  premises 
before  October  1,  which  means  it  must  start  installing  its 
machinery  and  equipment  in  the  building  in  question  im¬ 
mediately,  in  order  to  prevent  any  delay  in  fulfilling  gov¬ 
ernment  contracts;  that  all  the  tenants  occup3ung  the  lower 
floors  in  this  building  are  engaged  in  non-hazardous  occu¬ 
pations. 

Rcsohcd,  that  the  decision  of  the  fire  commissioner  dated 
August  26,  1942,  as  to  Item  No.  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
,  condition  that  in  all  other  respects  the  requirements  for  the 
storage  and  manufacture  of  nitro-cellulose  products  shall 
be  complied  with;  that  the  storage  of  such  celluloid  shall  be 
,  located  toward  the  easterly  portion  of  the  building  on  the 
10th  floor,  so  as  to  be  as  remote  as  possible  from  the  place 
of  public  assembly  in  the  adjoining  building  to  the  west; 
that  there  shall  be  no  openings  in  the  wall  adjacent  to  the 
adjoining  building  to  the  west ;  that  in  all  other  respects 
all  the  requirements  shall  be  complied  with,  and  withdrawn 
as  to  Items  Nos.  2  and  3. 
i 


922-41-A. 

APPLICANT — H.  G.  Vogel  Company,  Incorporated,  for 
Smith  and  Scutt  Company,  Incorporated  and 
Fannie  Billig,  owners  (Bond  Stores,  Incorporated, 
lessee). 


SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner  and  a  de¬ 
cision  of  the  borough  superintendent. 

1  REMISES  AhFEC  1  ED — 165-03  to  165-07  Jamaica  ave¬ 
nue,  north  side,  31.87  ft.  east  of  165th  street 
(Block  No.  9794,  Lot  No.  7),  Jamaica,  Borough 
of  Queens. 

APPEARANCES — 

For  Applicant:  Arthur  E.  Breyer. 

ACTION  Oh  1  HE  BOARD — Appeal  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affii  mative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ’  o 


THE  RESOLUTION  (922-41-A) 

W  hereas,  this  appeal  from  an  order  and  decision  of  the 
fire  commissioner  premises  165-03  to  165-07  Jamaica  avenue, 
north  side  31.87  ft.  east  of  165th  street  (Block  No.  9794, 
.°t  No.  7),  Jamaica,  Borough  of  Queens,  was  granted  by 
the  Board  on  December  2,  1941,  on  certain  conditions, 
lesolution  amended  January  13,  1942  and  applicant  requested 
a  iurther  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  13,  1942 
insofar  as  it  relates  to  the  water  flow  alarm,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  a  water  flow  alarm  shall  be  provided  and  main¬ 
tained  on  the  exterior  of  the  building  at  the  street 
front  or  at  the  inside  of  the  parapet  wall  at  the  street 
front. 


226-42-A. 

APPLICANT— Sidney  L.  Strauss,  for  General  Bronze 
t  orporation,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution— re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent;  previously 
granted  on  condition. 

1  REMISES  AFFECTED — 34-19  10th  (Hancock)  street, 
east  side,  146  ft.  south  of  34th  avenue  (Block  No! 
325,  Lot  No.  15  and  part  of  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 


THE  RESOLUTION  (226-42-A) 


Whereas.  Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner,  filed  on  March  19,  1942,  an  appeal  from  a 
decision  of  the  borough  superintendent  and  from  an  order 
of  the  fire  commissioner,  affecting  premises  34-19  10th 
(Hancock)  street,  east  side,  146  ft.  south  of  34th  avenue 
(Block  No.  325,  Lot  No.  15  and  part  of  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens;  and 
Whereas,  this  appeal  was  withdrawn,  after  argument, 
on  March  31,  1942;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
case  and  restoration  to  the  calendar:  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
and  on  July  28,  1942,  granted  on  certain  conditions  and 
appheant  requested  an  amendment  of  the  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  28,  1942,  by 

adding  thereto:  ...  , 

" that  no  open  flame  shall  be  maintained  on  the  same 
floor  where  the  spraying  is  carried  on  except  that  arc 
welding  may  be  permitted,  provided  such  zvork  ts  done 
not  nearer  than  35  ft.  from  the  front  of  the  nearest 

spray  booth.  *  *  *  ’  .  .  . 

Re  wived  further,  that  the  last  preamble  of  the  resolution 
adopted  on  July  28.  1942,  is  hereby  corrected  to  read : 

“Whereas,  the  applicant  contends  as  to  item  2  ot 
the  fire  commissioner’s  order,  that  spraying^is  done  on 
the  ‘first  floor’  instead  of  the  ‘second  floor. 


255-42-S. 

APPLICANT— Oscar  Goldschlag,  for  Silverberg  and 
Trattner,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening^  and 
amendment  of  resolution — re  Variation  of  the  laboi 
law  as  cited  in  a  decision  of  the  acting  borough 


superintendent. 

PREMISES  AFFECTED — 358  East  145th  street  soutn 
side,  91.41  ft.  east  of  Third  avenue  (Block  JNo. 
2306,  Lot  No.  66),  Borough  of  The  Bronx. 

APPEARANCES—  „  , ,  , , 

For  Applicant:  Oscar  Goldschlag.  > 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended.  tt 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 


TION—  ,  ,  _ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


THE  RESOLUTION  (255-42-S) 

Whereas,  Oscar  Goldschlag,  for  Silverberg  and  Tiatt- 
ner,  Inc.,  owner,  filed  on  March  27,  1942  an  application  for 
a  variation  of  the  requirements  of  the  Labor  Law  as  cited 
in  a  decision  of  the  borough  superintendent ;  premises  358 
Fast  145th  street,  south  side,  91.41  ft.  east  of  Third  avenue 
(Block  No.  2306,  Lot  No.  66),  Borough  of  The  Bronx; 

a°W hereas,  this  application  was  granted  by  the  Board  on 
May  12,  1942,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  12,  1942,  so  that 
as  amended  the  resolution  will  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of 
the  Labor  Law,  as  cited  in  a  decision  of  the  borough 
superintendent  on  Alt.  Applic.  No.  904-41,  Objection 
No.  10,  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  the  fire-escape  shall  comply 
in  all  other  respects  with  the  requirements  of  the 
Labor  Law  and  all  other  laws  applicable,  except  that 
the  balconies  may  be  3  ft.  8  in.  in  width;  that  the 
slope  of  the  ladders  may  be  not  more  than  60  ;  that 
the  egress  to  street  from  the  2nd  story  balcony  may 
be  by  means  of  a  counterbalanced  drop  ladder  in 
guides;  that  an  extension  of  the  fire-escape  balcony 
shall  be  constructed  at  the  3rd  floor  to  provide  access 
from  the  3rd  story  roof ;  that  the  proposed  new  interior 
stairs  shall  be  continued  from  the  3rd  story  roof  to 
street  with  enclosure  walls  of  construction  approved 
for  one  hour;  that  the  existing  stairway  in  the  4-story 
building  shall  be  enclosed  from  1st  to  4th  floor  in 
similar  enclosure  with  fireproof  doors;  that  from  such 
supplemental  stairway  in  the  four-storv  building  the 
fireproof  or  fire-retarded  passage  to  street  may  be 
omitted;  that  access  from  the  4th  story  to  the  roof 
of  the  3-storv  building  shall  be  provided  by  means  of 


a  door  leading  to  the  bulkhead  of  the  proposed  stair¬ 
way  ;  and  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  therelo.” 


507-42-A. 

APPLICANT— Frank  J.  Ross,  for  Sigmond  Rosenberg 
owner. 

SUBJECT— Application  for  consideration— reopening  anc 
amendment  of  resolution — re  Appeal  from  a  de¬ 
cision  of  the  acting  borough  superintendent;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED — 449  East  178th  street,  nortl 
side,  66.37  ft.  east  of  Park  avenue  (Block  No 
3035,  Lot  No.  61),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Susan  Rosenbaum. 

ACTION  OF  BOARD — Appeal  reopened  and  resolutioi 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  < 
Negative:  .  1 


THE  RESOLUTION  (507-42-A) 

Whereas,  Frank  J.  Ross,  for  Sigmond  Rosenberg 
owner,  filed  June  25,  1942,  an  appeal  from  a  decision  of  th 
acting  borough  superintendent,  premises,  449  East  I78t 
street,  north  side,  66.47  ft.  east  of  Park  avenue  (Block  N< 
3035,  Lot  No.  61),  Borough  of  The  Bronx;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  Jul 
23,  1942,  on  certain  conditions  and  applicant  requested  a 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dot 
hereby  amend  its  resolution  adopted  on  July  23,  1942,  ' 
that  as  amended  the  resolution  shall  read : 

“granted  on  condition  that  in  all  other  respects  the  built 
ing  and  occupancy  shall  comply  with  all  laws,  rules  ar 
regulations  applicable  to  a  building  when  erected  ou 
side  the  fire  limits;  that  the  building  shall  not  1 
increased  in  height  or  area ;  that  the  scuttle  in  tl 
roof  shall  be  maintained  with  a  ladder  giving  acce> 
thereto  so  as  to  permit  access  across  to  roofs  of  at 
joining  buildings;  that  the  arrangement  of  the  prt 
posed  apartments  may  be  as  indicated  on  plans  markt 
‘Received  August  27,  1942’,  Proz’ided  that  the  owni 
of  the  building  shall  occupy  the  apartment  on  the  fir 
floor.” 


546-42-A. 

APPLICANT — Frank  C.  Keller,  for  Unum  Real  Esta 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  bast 
on  a  new  decision  re — Appeal  from  an  order  of  tl 
fire  commissioner ;  previously  withdrawn. 

PREMISES  AFFECTED— 2431-2439  Broadway,  sout 
west  corner  of  West  90th  street  (Block  No.  123 
Lot  No.  52),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  John  A.  Mason,  Enginet 
Fire  Dept. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  c i 
endar  and  denied. 

THE  VOTE  Tp  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative :  . 

THE  VOTE  TO  GRANT— 

Affirmative :  . 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
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I  minutes 


THE  RESOLUTION  (S46-42-A) 

Whereas,  Ardstodd,  Inc.  for  Unum  Real  Estate  Corpo¬ 
ration,  owner,  filed  on  July  8,  1942  an  appeal  from  a  Fire 
Department  order  affecting  premises  2431-2439  Broadway, 
southwest  corner  West  90th  street  (Block  No.  1237,  Lot 
Mo.  52),  Borough  of  Manhattan;  and 

Whereas,  this  appeal  was  withdrawn  on  July  23,  1942; 
and 

.  Whereas,  the  applicant  requested  a  reopening  of  this 
'rase  and  the  restoration  to  the  calendar;  and 

Whereas,  Order  No.  660,  issued  by  the  fire  commissioner 
tunc  15,  1942,  reads: 

“1.  Remove  all  coal  stored  in  cellar  of  theatre,  under 
stage,  and  discontinue  the  storage  of  coal  and  other 
combustible  material  in  cellar,  under  the  stage. 

Violation  of  Chapter  C26-717.0,c  of  the  Administra¬ 
tive  Code.” 
ind 

Whereas,  the  applicant  states  the  building  is  two  stories 
(approximately  47  ft.)  in  height;  100  ft.  8J4  in.  by  162 
ft.  6  in.  in  area;  of  Class  1  construction;  equipped  with  a 
sprinkler  system  and  a  standpipe  system ;  located  in  a 
business  use  district ;  erected  1914  and  occupied  as  a  the¬ 
atre  ;  and 

Whereas,  Violation  No.  5316-42,  issued  June  15,  1942 
)y  the  Department  of  Housing  and  Buildings,  reads : 

‘‘You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  12.8  of  the  Building  Code  and  C26-728 
of  the  Administrative  Code  at  the  premises  above  de- 
[  scribed,  in  that  of  storing  coal  under  stage  contrary 
to  law.” 
ind 

Whereas,  the  applicant  contends  that  in  acting  upon  an 
appeal  made  by  the  governmental  authorities  that  the  prop¬ 
erty  owners  ordered  and  stored  all  coal  necessary  to  prop¬ 
erly  heat  buildings  during  the  coming  winter  season,  the 
applicant  has  installed  the  amount  of  coal  which  is  in 
question ;  that  the  regular  coal  bins  were  of  insufficient 
rapacity  for  the  storage  of  the  necessary  amount  of  coal 
ordered  and  the  excess  coal  was  stored  and  is  now  stored 
underneath  the  stage  of  the  theatre  in  question;  that  under 
■ordinary  circumstances,  coal  is  ordered  as  needed  and  only 
because  of  the  emergency  which  now  exists,  the  additional 
coal  has  been  stored ;  that  the  theatre  is  equipped  with  a 
standpipe  system  and  a  sprinkler  system,  the  sprinkler  sys¬ 
tem  being  located  in  the  ceiling  of  the  basement  directly 
over  the  coal  bin;  that  the  building  is  constructed  fireproof 
throughout ;  that  the  basement  floor  is  concrete ;  that  the 
roal  stored  is  anthracite  coal  and  adequate  ventilation  can 
be  provided  by  means  of  trap  doors  in  the  ceiling  and  by 
means  of  a  door  at  the  end  of  the  room ;  and  therefore 
the  applicant  requests  in  view  of  the  present  existing  emer¬ 
gency.  that  it  be  permitted  to  continue  the  storing  of  coal 
as  indicated. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  660,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


547-42-A. 

APPLICANT — Frank  C.  Keller,  for  Broadway  and  Ninety- 
Sixth  Street  Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  based 
on  a  new  decision — re  Appeal  from  an  order  of 
the  fire  commissioner;  previously  withdrawn. 

PREMISES  AFFECTED— 2561-2567  Broadway,  northwest 
comer  of  West  96th  street  (Block  No.  1868,  Lot 
No.  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

For  Administration :  John  E.  Mason,  Engineer, 
Fire  Dept. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  denied. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


Negative :  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 


Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (547-42-A) 

Whereas,  Broadway  and  Ninety-Sixth  Street  Realty 
Company,  owner,  filed  on  July  8,  1942,  an  appeal  from  an 
order  of  the  fire  commissioner  affecting  2561-2567  Broad¬ 
way,  northwest  corner  of  West  96th  street  (Block  No. 
1868,  Lot  No.  6),  Borough  of  Manhattan;  and 

Whereas,  this  appeal  was  withdrawn  on  July  23,  1942; 
and 

Whereas,  the  applicant  requested  a  reopening  of  this 
case  and  the  restoration  to  the  calendar;  and 

Whereas,  Order  No.  661  issued  by  the  fire  commissioner 
June  15,  1942,  reads: 

“An  inspection  made  of  your  premises  shows  that 
the  following  item  requires  attention  and  correction, 
within  five  days : 

1.  Remove  all  coal  stored  in  cellar  of  theatre,  under 
stage,  and  discontinue  the  storage  of  coal  and  other 
combustible  material  in  cellar,  under  the  stage. 

Violation  of  Chapter  26,  Section  717.0  of  the  Ad¬ 
ministrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories,  approximately  42  ft.  in  height;  100  ft.  11  in.  by 
150  ft.  in  area;  of  Class  1  construction;  equipped  with  a 
standpipe  and  sprinkler  system;  erected  1911;  located  in  a 
business  use  district  and  occupied  as  theatre,  stores  and 
offices ;  and 

Whereas,  Violation  No.  5317-42,  issued  June  15,  1942, 
by  the  Department  of  Housing  and  Buildings,  reads  : 

“You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  12.8  of  the  Building  Code  and  C26-728 
of  the  Administrative  Code  at  the  premises  above  de¬ 
scribed,  in  that  of  storing  coal  under  stage  is  contrary 
to  law.” 

and 

Whereas,  the  applicant  contends  that  in  acting  upon  an 
appeal  made  by  the  governmental  authorities  that  the  prop¬ 
erty  owners  ordered  and  stored  all  coal  necessary  to  prop- 
erlv  heat  building  during  the  coming  winter  season,  the 
applicant  has  installed  the  amount  of  coal  which  is  in 
question ;  that  the  regular  coal  bins  were  of  insufficient 
capacitv  for  the  storage  of  the  necessary  amount  of  coal 
ordered  and  the  excess  coal  was  stored  and  is  now  stored 
underneath  the  stage  of  the  theatre  in  question ;  that  under 
ordinary  circumstances,  coal  is  ordered  as  needed  and  only 
because  of  the  emergency  which  now  exists,  the  additional 
coal  has  been  stored;  that  the  theatre  is  equipped  with  a 
standpipe  system  and  a  sprinkler  system,  the  sprinkler  sys¬ 
tem  being  located  in  the  ceilimr  of  the  basement  directly 
over  the  coal  bin :  that  the  building  is  constructed  of  fire¬ 
proof  materials  throughout;  that  the  basement  floor  is 
concrete:  that  the  coal  stored  is  anthracite  roal  and  adequate 
ventilation  can  be  provided  by  means  of  trap  doors  in  the 
ceiling  and  by  means  of  a  door  at  the  end  of  the  room ;  and 
therefore  the  applicant  requests  in  view  of  the  nresent 
existing  emergency,  that  it  be  permitted  to  continue  the 
storing  of  coal  as  indicated. 

Resolved,  that  the  order  of  the  fire  commissioner.  Order 
No.  661  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


602-42-A. 

APPLICANT — John  F.  Jackson,  for  Brooklyn  and  Queens 
Y.M.C.A.,,  owner. 
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MINUTES 


SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Appeal  from  an  order 
of  the  fire  commissioner  (previously  dismissed  for 
lack  of  prosecution). 

PREMISES  AFFECTED— 1121-1125  Bedford  avenue, 
northeast  corner  of  Monroe  street  (Block  No.  1812, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES—  T  ,  . 

For  Applicant:  John  F.  Jackson  and  Vincent 

Fleming. 

ACTION  OF  BOARD— Appeal  reopened,  restored  to  cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . ^ 

THE  VOTE  TO  GRANT—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  anil  Deputy  t  hief  Murphy  4 
Negative:  .  ^ 


THE  RESOLUTION  (602-42- A) 


Whereas,  John  F.  Jackson,  for  Brooklyn  and  Queens 
Y.M.C.A.,  owner,  filed  on  July  26,  1942,  an  appeal  from  an 
order  of  the  fire  commissioner  affecting  premises  1121- 
1125  Bedford  avenue,  northeast  corner  of  Monroe  street 
(Block  No.  1812,  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  this  appeal  was  dismissed  for  lack  of  prosecu¬ 
tion  on  July  28,  1942;  and 

Whereas,  the  applicant  requested  a  reopening  ot  this 
case  and  the  restoration  to  the  calendar ;  and 

Whereas,  Order  No.  92379-LC,  issued  by  the  fire  com¬ 
missioner  June  30,  1942,  reads: 

“With  reference  to  application  dated  June  23rd,  1942, 
for  a  permit  to  store  and  use  one  cylinder  of  chlorine 
gas  in  the  bathing  pools,  please  be  advised  that  the 
Fire  Department  is  without  power  to  issue  such  a  per- 


A  recent  inspection  of  the  premises  shows  that 
chlorine  gas  is  being  used  in  the  Boys’  Swimming  Pool 
on  the  3rd  story,  which  is  a  violation  of  C19-95-d-4  of 
the  Administrative  Code. 

The  building  is  occupied  for  social,  athletic,  educa¬ 
tional,  religious  and  lodging  purposes.  This  is  a  viola¬ 
tion  of  C19-95-d-6  of  the  Administrative  Code  which 
reads  as  follows : 

‘No  permit  shall  be  issued  for  the  storage  or  use 
of  liquefied  chlorine  in  any  building  used  for  a  hotel, 
lodging  house,  tenement  house,  or  dwelling,  or  in 
any  building,  lot  or  enclosure  located  within  fifty 
feet  of  the  nearest  wall  of  a  building  occupied  as  a 
hospital,  school,  theatre  or  other  place  of  public 
amusement  or  assembly.’ 

Section  C19-95-d-4  of  the  Administrative  Code  reads 


as  follows: 

‘No  permit  shall  be  issued  for  the  use  of  liquefied 
chlorine  above  the  grade  floor,  except  in  a  building 
occupied  exclusively  by  the  person,  firm  or  corpora¬ 
tion  using  the  liquefied  chlorine  and  which  is  pro¬ 
tected  by  an  approved  automatic  sprinkler  system.’ 
1.  You  are  therefore  ordered  to  remove  all  chlorine 
gas  from  the  premises  and  to  discontinue  the  further 
storage  and  use  of  chlorine  gas  on  the  premises.” 


Whereas,  the  applicant  states  that  the  building  is  5 
stories  (70  ft.),  in  height,  75  ft.  by  178  ft.  in  area,  of 
Class  1  construction,  equipped  with  a  standpipe  system, 
located  in  a  business  use  district,  occupied  :  cellar,  swimming 
pool,  lockers,  restaurant,  boiler  room,  bowling  alleys,  163 
persons;  1st  floor,  lobbies  and  auditorium,  700  persons; 
2nd  floor,  clubs,  auditorium,  gallery,  etc.,  300  persons; 
3rd  floor,  locker  room,  pool,  bedrooms,  125  persons;  4th 
floor,  gymnasium,  bedrooms,  135  persons;  5th  floor,  bed¬ 
rooms,  48  persons ;  and 


Whereas,  the  applicant  states  that  the  work  involved 
consists  of  erection  of  a  5  ft.  by  6  ft.  by  7  ft.  room  and 
the  installation  of  liquefied  chlorine  gas  unit;  that  the  walls 
and  ceilings  are  constructed  of  solid  concrete;  that  the 
doors  will  be  self-closing,  fireproof;  that  lighting  will  be 
by  electricity  exteriorly  controlled ;  that  two  sprinkler  heads 
will  be  installed  in  the  room  controlled  from  the  outside; 
that  the  entire  work  to  be  done  will  be  in  conformity  with 
the  rules  of  the  Fire  Department;  and  ■ 

Whereas,  the  applicant  contends  that .  this  liquefied  < 
chlorine  system  was  installed  in  1923  and  is  used  by  the 
Brooklyn  and  Queens  Y.M.C.A.  which  occupies  the  build¬ 
ing  exclusively;  that  the  system  is  used  for  purifying  the 
water  in  two  swimming  pools  located  in  the  building,  one 
of  which  is  on  the  3rd  floor  and  the  other  in  the  basement; 
that  the  chlorinating  room  is  provided  with  a  vent,  2  in. 
at  base  increased  to  V/2  inches  and  carried  directly  to  an 
adjacent  open  court  and  thence  to  a  point  4  ft.  above  the 
highest  brook ;  that  the  vent  is  capped  with  a  bull  head  T ; 
that  the  room  is  drained  and  connected  to  sewer ;  that 
under  these  circumstances,  the  applicant  requests  permission 
to  continue  the  use  of  the  present  chlorinating  equipment 
including  the  storage  of  100  lb.  cylinder  of  chlorine,  as 
shown  on  plans  filed  with  this  appeal.  I 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  92379-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  not 
more  than  one  100  lb.  cylinder  of  liquid  chlorine  shall  be 
stored  on  the  premises;  that  such  cylinder  shall  be  stored 
within  a  room  in  the  basement  as  indicated  on  plans  filed 
with  this  appeal ;  that  such  room  shall  be  constructed  of 
fireproof  materials  and  vented  to  the  outer  air  as  shown; 
that  an  approved  mixing  valve  shall  be  used  in  connection 
with  the  chlorine;  that  two  shower  heads  shall  be  main¬ 
tained  within  the  room  with  a  remote  sprinkler  control; 
that  a  gas  mask  as  approved  by  the  U.  S.  Bureau  of  Minefc 
shall  be  maintained  near  the  room  in  a  marked  cabinet; 
that  the  equipment  and  installation  shall  be  maintained  to 
the  satisfaction  of  the  fire  commissioner ;  and  that  such 
equipment  shall  be  under  the  control  of  a  person  holding 
a  certificate  of  fitness  issued  by  the  fire  commissioner. 


APPLIANCE  AND  MATERIAL  SUBMITTED 
FOR  APPROVAL. 


609-42-SA. 

APPLICANT— Sanitary  Sand  Box  Company,  Agent  for 
Chicago  Cardboard  Company,  owner. 

SUBJECT— Fire  Warden  Sand  Box  (Quartz  Sand),  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  5 
Negative:  .  ^ 


335-42-SM. 

APPLICANT — Voh’s  Chemical  Works,  owner. 

SUBTECT — “Airaid-Fireblanket”,  approval  of. 
APPEARANCES— 

For  Applicant:  Robt.  L.  Fairchild. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  ' 
Negative:  .  ’ 


Adjourned:  4:10  P.M. 

Joseph  J.  Doyle,  Chief  Clerl 
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MINUTES 


RECESSED  MEETING 

FRIDAY  MORNING,  SEPTEMBER  11,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage 

md  Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

S55-42-A. 

APPLICANT — Alfred  H.  Eccles,  for  I.  Miller  and  Sons, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

'PREMISES  AFFECTED — 43-10  23rd  street,  northwest 
corner  of  44th  avenue  (Block  No.  440,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant :  Alfred  H.  Eccles,  Louis  Ferman 
and  Thomas  M.  Robertson. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1942 
at  10  A.  M.,  for  further  consideration  by  the 
Board. 


156-42-S. 

.APPLICANT — Alfred  H.  Eccles,  for  I.  Miller  and  Sons, 
Incorporated. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 43-10  23rd  street,  northwest 
corner  of  44th  avenue  (Block  No.  440,  Lot  No.  1), 
Long  Island  Citv,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles,  Louis  Ferman 
and  Thomas  M.  Robertson. 

(ACTION  OF  BOARD — Laid  over  to  September  18,  1942 
at  10  A.  M.,  for  further  consideration  by  the 
Board. 


Adjourned:  10:45  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


‘CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
md  Appeals  held  on  March  17,  1942,  as  they  appeared  in 
bulletin  No.  12,  Vol.  27,  are  hereby  corrected  to  read  as 

ollows : 

THE  RESOLUTION— 

(418-41-BZ) 

Whereas,  Jane  Grillo,  owner,  filed  May  6,  1941,  an 
ipplication  under  section  21  of  the  building  zone  resolution, 
o  permit  in  a  business  use  district,  the  parking  and  storage 
if  more  than  five  (5)  motor  vehicles;  premises  1480-1484 
Poney  Island  avenue,  west  side,  440  ft.  north  of  Avenue  L 
(Block  No.  6536,  part  of  Lot  No.  20),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  17,  1942,  after  due  notice  bv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  is  in  a 
business  use  district;  East  10th  street  is  in  a  residence  use 

‘Correction — The  word  “metal”  changed  to  "wood"  in 
line  57  of  resolution. 


district ;  Avenue  K  and  Avenue  L  are  each  in  residence  and 
business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  217-41,  dated  April  29,  1941,  reads: 

“The  storage  or  parking  of  more  than  five  motor 
vehicles  in  a  business  use  district  is  prohibited  by  Art.  2, 
Sect.  4a  (15)  of  the  Building  Zone  Resolution. 

Note :  Garage  and  repair  shop  building  are  the  same 
as  was  before  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  25-36-BZ.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  60  ft.  with  a  depth  of  100  ft.  Upon  the  south 
portion  of  the  plot  there  is  a  one-story  building,  22  ft.  by 
100  ft.  in  area,  occupied  as  a  garage  for  more  than  five  (5) 
motor  vehicles  and  a  motor  vehicle  repair  shop.  It  is  pro¬ 
posed  to  use  the  remainder  of  the  plot,  having  a  frontage  of 
38  ft.  on  Coney  Island  avenue,  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  building  zone  resolution,  and  was 
therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  to  permit  the  plot 
with  a  frontage  of  33  ft.  and  a  depth  of  100  ft.  to  be  occu¬ 
pied  for  the  transient  parking  of  motor  vehicles,  on  condi¬ 
tion  that  only  motor  vehicles  of  the  pleasure  car  type  shall 
be  so  parked  and  only  those  capable  of  operation;  that  the 
plot  shall  be  leveled  substantially  to  the  grade  of  Coney 
Island  avenue  and  shall  be  surfaced  with  concrete  or 
asphalt;  that  no  additional  curb  cuts  shall  be  constructed 
other  than  the  one  now  existing;  that  this  lot  shall  not  be 
used  for  other  than  the  transient  parking  of  motor  vehicles 
as  herein  permitted  and  may  be  operated  by  the  tenant  of 
the  adjoining  building  at  No.  1484  Coney  Island  avenue,  but 
shall  not  be  used  in  conjunction  with  the  use  therein  per¬ 
mitted;  that  the  existing  ivood  fence  shall  be  maintained 
along  the  street  building  line;  that  all  signs  on  this  lot  shall 
be  removed  and  no  signs  shall  be  constructed  or  maintained 
except  there  may  be  a  sign  attached  to  the  fence  advertising 
the  transient  parking  use  and  the  rates  charged,  provided 
such  sign  does  not  exceed  15  sq.  ft.  in  area  and  does  not 
extend  beyond  the  building  line  and  is  not  illuminated ;  that 
adequate  fences  shall  be  maintained  across  the  rear  lot  lines 
and  along  the  side  lot  lines  where  walls  of  adjoining  build¬ 
ings  do  not  occur;  that  proper  bumpers  shall  be  maintained 
against  all  fences  and  building  for  protection  to  same;  that 
proper  aisles  shall  be  maintained  at  all  times  for  easy 
entrance  and  egress ;  that  no  building  shall  be  erected  on  the 
premises ; _  that  such  portable  fire  fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


‘CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  March  31,  1942,  as  they  appeared  in 
Bulletin  No.  14,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 

219-42-A. 

APPLICANT — Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

‘Correction — Address  changed  from  78-17  to  79-17  Al¬ 
bion  avenue. 


MINUTES 


PREMISES  AFFECTED— 79-17  Albion  avenue,  northwest 
corner  of  Queens  Boulevard  (Block  No.  1536,  Lot 
No.  101),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (219-42-A) 

Whereas,  Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner,  filed  on  March  19,  1942,  an  appeal  from 
the  decision  of  the  borough  superintendent;  premises  79-17 
Albion  avenue,  northwest  corner  of  Queens  boulevard  (Block 
No.  1536,  Lot  No.  101),  Elmhurst,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  1292-42,  dated  March  12,  1942,  reads: 

“1.  The  maintenance  of  an  open  (lame  in  connection 
with  welding,  within  floor  area  where  spraying  is  con¬ 
ducted,  is  contrary  to  Rule  6.1.8,  Board  of  Standards 
and  Appeals,  Spray  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (35  ft.)  in  height;  180  ft.  by  97  ft.  in  area;  of  Class  1 


construction;  located  in  business  and  unrestricted  use  dis¬ 
tricts;  erected  about  1910;  used  as  a  marble  factory,  10 
persons.  It  is  proposed  to  be  occupied  as  a  machine  shop, 

60  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  is  con¬ 
structed  entirely  of  incombustible  materials  with  a  monitor 
type  roof,  and  will  be  used  exclusively  for  the  fulfillment  of 
defense  contracts  for  the  U.  S.  Army;  that  the  complete 
open  air  area  affords  an  ideal  assembly  line  and  in  the 
process  to  be  carried  on  it  is  required  that  arc  welding  be 
done  in  the  open  floor  area,  and  it  will  be  also  necessary  to 
do  certain  spraying  in  this  floor  area ;  that  no  welding  will  . 
be  done  within  a  distance  of  30  ft.  from  the  front  of  the 
spray  booths;  that  the  process  of  manufacture  requires  that 
articles  to  be  sprayed  must  be  conducted  into  the  spray 
booths  supported  from  monorails  and  thence  through  the  , 
rear  wall  of  the  booths. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1292-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  spray  booths  shall  be  located 
in  relation  to  the  locations  where  welding  is  to  be  carried  on 
as  indicated  on  plan  filed  with  the  borough  superintendent 
as  acted  on  on  March  12,  1942  and  that  no  open  flame  shall 
be  permitted  within  35  ft.  of  such  spray  booths;  that  the 
spray  booths  shall  comply  with  the  rules  of  the  Board  in 
all  respects ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  other  laws,  rules  and 
regulations  applicable  thereto. 


RULES 

SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire-  , 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler  • 
system,  the  floor  and  ceiling  of  such  room  shall  be  : 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad-  j 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable  1 
waste  materials  are  deposited  in  fireproof  re-  ■ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing;  S, 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ;  ■ , 

Stone  or  monumental  works ; 
provided  that  in  any  case; 

(1)  The  building  is  not  of  wooden  construc¬ 
tion;  .  .  . 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ;  1 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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COURT  DECISION 


In  the  Matter  of  AAA  Properties  Inc.  v.  Murdock  et  al. : — On  April 
21,  1942,  the  Board  denied  an  application,  under  Section  7h 
of  the  building  zone  resolution,  for  parking  and  storage  of 
more  than  five  (S)  motor  vehicles  on  a  plot  located  partly 
in  a  business  district  and  partly  in  an  unrestricted  district; 
Cal.  No.  87-42-BZ;  premises  3856-3872  Ninth  Avenue,  Bor¬ 
ough  of  Manhattan.  Supreme  Court  sustained  the  Board, 
stating  in  part:  “The  question  was  not  ‘whether  some  one 
else’  had  ‘been  favored.’  The  question  was  ‘whether  the 
petitioner’  had  ‘been  illegally  oppressed’.  The  court  may  not 
substitute  its _  judgment  for  that  of  the  Board  of  Standards 
and  Appeals  in  the  absence  of  a  gross  abuse  of  discretion  on 
the  part  of  that  tribunal  and  a  showing  of  illegal  oppression 
of  the  petitioner.  Although  petitioner  has  shown  that  it  will 
suffer  some  hardship  as  the  result  of  the  ruling  of  the  Board, 
it  has  failed  to  make  out  a  case  of  illegal  oppression.”  (New 
York  Law  Journal,  August  15,  1942.) 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 


Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 


At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 


Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 


Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


HARRIS  H.  MURDOCK,  Chairman, 
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662-42-A — H.B.B. — 899  Kent  avenue,  east  side,  287  ft. 
south  of  Myrtle  avenue  (Block  No.  1912,  Lot  No.  10), 
Borough  of  Brooklyn,  Misc.  8619-41. 


663-42-BZ — H.B.Q. — 90-17  71st  avenue  and  70-67  to 
70-69  Walnut  street,  northwest  corner  (Block  No.  3899, 
Lot  No.  1),  Forest  Hills,  Borough  of  Queens,  Alt.  1309-42. 


664-42-A— F.D. — 1155-1205  Manhattan  avenue  and  93-99 
Commercial  street,  northwest  corner  (Building  No.  1,  5th 
floor)  ;  (Block  No.  2472,  Lot  No.  350),  Borough  of  Brook¬ 
lyn,  Decisions  re  90885-C. 


665-42-SA— Siph-O  Universal  Smooth  Faucet  Adapter, 
Appliance. 


666-42-A — H.B.Q. — 89-25  161st  street,  east  side,  180.96 
ft.  south  of  89th  avenue  (Block  No.  9760,  Lot  Nos.  31  and 
32),  Jamaica,  Borough  of  Queens,  M-Applic.  3150-42. 


667-42-BZ — H.B.B. — 417  79th  street,  north  side,  125  ft. 
east  of  Fourth  avenue  (Block  No.  5970,  Lot  No.  79),  Bor¬ 
ough  of  Brooklyn,  B.  N.  1117-42. 


668-42-A— H.B.Q. — 41-06  DeLong  street,  west  side,  142 
ft.  south  of  Port  Washington  Division  of  Long  Island 
Railroad  (Block  No.  5066,  Lot  No.  25),  Flushing,  Bor¬ 
ough  of  Queens,  N.  B.  1084-42. 


669-42-BZ — H.B.Q. — 40-11  Skillman  avenue,  north  side, 
545.51  ft.  west  of  43rd  street  (Block  No.  183,  Lot  No. 
290),  Long  Island  City,  Borough  of  Queens,  M-Applic. 
3858-42. 


DESIGNATIONS:  II. B. — Department  of  Housing  and  Buildings; 
H.B.B. —  Department  of  Housing  and  Buildings,  Brooklyn;  H.B.Nl.— 
Department  of  Housing  and  Buildings,  Manhattan;  ll.B.li.  De 
partment  of ‘Housing  and  Buildings,  Queens;  H.B.B.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.i> — Health  Department,  ami, 
If.ll. —  I'ire  1  lepartment. 


RULES 

I, list 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . . Felt- 

Carbon  Dioxide  Liquefier,  Rules. ..  .Alar. 
Certificates  of  Occupancy,  approved 

form  . Nov. 

Concrete  Flat  Slabs,  Rules . Inly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  I  une 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . . June 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . Aug. 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr. 
Fire  Retarding  Rules  for  Garages, 

etc . . . *Jec- 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for. ......  .Jan. 

Fusion  Welding  and  Gas  Cutting 
Rules 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . iune 

Insulating  Fibre  Board  Rules . Sept. 

Oil,  Burner  Rules  . ....Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . July 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for.  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .  Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for....  Sept. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting. ..  lune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ...  Apr. 


Publication  in  Biilldin 

17,  1942— Vol.  27,  No.  7 

10,  1942— Vol.  27,  No.  Ill 

25,  1941— Vol.  26,  No.  47 

1.1,  19.17— Vol.  22,  No.  28. 


24,  1941— Vol.  26,  No.  25^ 
.1,  19.17— Vol.  22,  No.  .11 
.1,  1936— Vol.  21,  No.  9 

15,  1937— Vol.  22,  No.  24 

16,  1942— Vol.  27,  No.  24 
7,  1942— Vol.  27,  No.  14' 

4,  1942— Vol.  27,  No.  31 

28,  1942— Vol.  27,  No.  17 

16,  1941— Vol.  26,  No.  50 
13,  19.17— Vol.  22,  No.  15, 

21,  1919— Vol.  4,  No.  3: 

20,  1941— Vol.  26,  No.  2( 

7,  1925— Vol.  10,  No.  U 

5,  1928— Vol.  13,  No.  2. 

22,  1942— Vol.  27,  No.  3! 
1,  1942— Vol.  27,  No.  37 

28,  1942— Vol.  27,  No.  3' 

8,  1942— Vol.  27,  No.  3<: 

24,  1936— Vol.  21,  No.  4'/ 
.1,  1937— Vol.  22,  No.  .11 


25,  1941— Vol.  26,  No.  472 

7,  1937— Vol.  22,  No.  3< 
26,  1941— Vol.  26,  No.  3< 
15,  1942— Vol.  27,  No.  3i 
29,  19.17— Vol.  22,  No.  2< 

8,  1937— Vol.  22,  No.  2. 
7,  1932— Vol.  17,  No.  2. 

24,  1936— Vol.  21,  No.  41 
24,  1936— Vol.  21,  No.  45 

10,  1923— Vol.  8,  No.  15 


670-42-A— F.D. — 2797  Third  avenue,  west  side,  200  ft. 
south  of  East  148th  street  (Block  No.  2327,  Lot  No.  28), 
Borough  of  The  Bronx,  31842-L.  C. 


671-42-GR— Emergency  Federal  Specifications  for 

Cement,  General  Resolution. 


672-42-SA— - Hypressure  Jenny  Steam  Cleaner,  Models 
JM  and  JL,  Appliance. 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Nov.  25, 

Fireline  Hose  Valves  . Nov.  25, 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25, 

Fuel  Oil  Pipe  Terminals  . . Nov.  25, 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25, 

Fuel  Oil  Pumps  . Nov.  25, 

Gas  Heaters  . Nov.  25, 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25, 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25, 

Vacuum  Breakers  . Nov.  25, 


1941— Vol.  26.  No.  472 
1941— Vol.  26,  No.  472 

1941— Vol.  26,  No.  472 
1941— Vol.  26,  No.  472 
1941— Vol.  26,  No.  472 
1941— Vol.  26,  No.  472 
1941— Vol.  26,  No.  472 

1941— Vol.  26,  No.  472 

1941— Vol.  26,  No.  472 
1941 — Vol.  26,  No.  472 


SEPTEMBER  22,  1942,  10  A.  M. 


673-42-A — H.B.B. — 204-210  Saratoga  avenue  and  29  Hull 
street,  northwest  corner  (Block  No.  1531,  Lot  No.  38), 
Borough  of  Brooklyn,  Alt.  2132-42. 


674-42-A— F.D. — 51-30  Manila  street,  west  side,  289.90 
ft.  south  of  51st  avenue  (Block  No.  2471,  Lot  No.  18), 
Elmhurst,  Borough  of  Queens,  92768-L.  C. 


Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 
ards  and  Appeals  of  a  public  hearing  under  the  provision 
of  the  zoning  resolution,  Tuesday  morning,  September  22 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man 
hattan,  on  the  following  matters  : 

530-42-BZ — Application,  July  1,  1942,  under  section  71 
of  the  zoning  resolution,  of  Millard  Henlein,  applicant,  oi 
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>ehalf  of  Board  of  Transportation,  City  of  New  York, 
\wner  (Abraham  Goldenblum  and  Samuel  Goldenblum, 
lessees),  to  permit  in  a  business  use  district,  for  a  term  of 
wo  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  360-374  Sixth  avenue,  east  side, 
'rom  Washington  place  to  Waverly  place,  126-130  W  averly 
olace  and  87  Washington  place  (Block  No.  552,  Lot  No. 
37),  Borough  of  Manhattan. 

517-39-BZ — Application  of  Thomas  I.  Sheridan,  applicant 
md  owner,  reopened  May  7,  1940,  under  sections  7h  and  21 
iff  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
tor  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  33-02  to  33-16 
\storia  boulevard,  southwest  corner  of  34th  street  and  25-01 
33rd  street  (Block  No.  631,  Lot  Nos.  19  to  26  inclusive 
'ind  Lot  No.  30),  Astoria,  Borough  of  Queens. 

L06-42-BZ— Application,  February  5,  1942,  under  sections 
7fi  and  21  of  the  zoning  resolution,  of  Frank  C.  Keller,  ap¬ 
plicant  on  behalf  of  Louise  Hauman,  owner  (Marie  C. 
‘Schriber,  executrix),  to  permit  in  a  residence  use  district,  for 
i  term  of  two  (2)  years,  the  parking  and  storage  of  more 
(than  five  (5)  motor  vehicles;  premises  23-16  Sound  street, 
west  side,  100.06  ft.  north  of  Astoria  boulevard  (Block 
No.  781,  Lot  Nos.  33-37),  Astoria,  Borough  of  Queens. 

363-42-BZ— Application,  May  5,  1942,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appli¬ 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 
in  a  residence  use  district  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles ;  premises  650  Thwaites  place,  south  side,  from 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

365-42-BZ — Application,  May  5,  1942,  under  sections  7h 
and  21  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  ap¬ 
plicant  on  behalf  of  Isadore  Cohen,  owner  (Joseph  L.  Hoff¬ 
man,  lessee),  to  permit  partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  2826-2830  Nostrand  avenue,  west  side, 
128  ft.  8  in.  south  of  Kings  Highway  and  2910-2922  Kings 
Highway  (Block  No.  7690,  Lot  No.  54),  Borough  of 
Brooklyn. 

539-42-BZ— Application,  July  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applicant 
on  behalf  of  Polj'technic  Institute  of  Brooklyn,  owner,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  244-266  Fourth  street,  south  side,  97  ft. 
10^2  in.  east  of  Fourth  avenue  and  275-299  Fifth  street 
'  (Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn. 

648-42-BZ — Application,  August  31,  1942,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Frank  Randazzo,  ap¬ 
plicant  on  behalf  of  Charles  Arnoldson,  owner,  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy  of  a 
public  garage  (previously  granted  by  the  Board)  to  the 
manufacture  of  ferrous  and  non-ferrous  metal  products, 
with  occasional  welding  incidental  to  said  manufacture ; 
premises  28-30  Quincy  street,  south  side,  125  ft.  4  in.  west 
of  Classon  avenue  (Block  No.  1972,  Lot  No.  17),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  22,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

529-42-A — 281-287  North  6th  street,  north  side,  111  ft. 
5*4  in.  west  of  Metropolitan  avenue  (Block  No.  2331,  Lot 
Nos.  42,  44  and  45),  Borough  of  Brooklyn. 


360-42- A — 365  Wythe  avenue,  east  side,  77.2  ft  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  of 
Brooklyn. 

353-42-S — 365  Wythe  avenue,  east  side  77.2  ft.  north  of 
South  5th  street  (Block  No.  2442,  Lot  No.  1),  Borough  of 
Brooklyn. 

571-42-A — 44-72  11th  street  and  10-57  45th  avenue,  north¬ 
west  corner  (Block  No.  51,  Lot  Nos.  19  and  20),  Long 
Island  City,  Borough  of  Queens. 

636-42-A — 179-29  153rd  road,  north  side,  265.06  ft.  east 
of  Lombard  street  (Block  No.  4661,  Lot  No.  10),  Jamaica, 
Borough  of  Queens. 

673-42-A — 204-210  Saratoga  avenue  and  29  Hull  street, 
northwest  corner  (Block  No.  1531,  Lot  No.  38),  Borough 
of  Brooklyn. 

Appliance  and  Materials  for  Approval. 

954-38-SA — National  Pumps  Corporation’s  Gasoline 
Pumps,  Models  A-38,  B-38,  C-38  and  CC-38. 

1367-39-SM — Corkoustic. 

10-40-SM — Forest  Hills  Concrete  Block  Company,  In¬ 
corporated,  Concrete  and  Cinder  Blocks. 

569-40-SM — Blue  Ridge  Corporation’s  Glass. 


SEPTEMBER  29,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  September  29, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters  : 

442-42-BZ — Application,  May  28,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Henry  C.  Brockman,  applicant, 
on  behalf  of  Gulf  Oil  Corporation,  owner,  to  permit  in  a 
residence  use  district,  the  reconstruction  and  extension  of 
an  existing  gasoline  service  station;  premises  2001-2011 
Cropsey  avenue  and  8799-8815  20th  avenue,  northeast  corner 
(Block  No.  6442,  Lot  No.  5),  Borough  of  Brooklyn. 

542-41-BZ — Application,  June  16,  1941,  under  sections  7 a 
and  7e  of  the  zoning  resolution,  of  Dominic  Russo,  applicant 
and  lessee,  for  Dominic  Russo  and  Estate  of  Andrew  Haga- 
man,  owners,  to  permit  upon  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  motor  vehicle  repair  shop ;  premises 
936  Richmond  avenue,  west  side,  143.31  ft.  south  of  Forest 
avenue  (Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich¬ 
mond,  Borough  of  Richmond. 

376-42-BZ — Application,  May  7,  1942,  under  section  7i 
of  the  zoning  resolution,  of  Edward  Handelman,  applicant, 
on  behalf  of  Clinton  Building  Company,  owner  (Clinton 
Garage,  Incorporated,  lessee),  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  part  of  an  existing  building;  said 
building  is  used  in  part  as  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  8-16  Clinton  street,  west  side, 
34  ft.  5  in.  south  of  Fulton  street  (Block  No.  238,  Lot 
No.  52),  Borough  of  Brooklyn. 

264-32-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  New  York  Bonded  Warehouse,  Incor¬ 
porated,  owner  (David  Levine,  lessee),  reopened  April  7, 
1942,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  extension  of  an  existing  gasoline 
service  station  and  also,  the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  355-365  Kings  Highway  and  1741- 
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1753  West  4th  street,  northeast  corner  (Block  No.  6653, 
Lot  No.  33),  Borough  of  Brooklyn. 

477-42-BZ — Application,  June  16,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Rose  Rosenthal,  Mollie  Rosenthal,  Mary  Rosen¬ 
thal  and  Paul  Klindworth,  owners  (Harry  Langbaum,  d/b/a 
Cameo  Motors,  lessee,  to  permit  in  a  business  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  upon  a  plot  used  in  part 
for  the  display  and  sale  of  used  cars;  premises  1287-1297 
Coney  Island  avenue,  east  side,  320  ft.  south  of  Avenue  I 
(Block  No.  6704,  Lot  Nos.  69  to  72,  inclusive  and  part  of 
Lot  No.  73),  Borough  of  Brooklyn. 

291-42-BZ — Application,  April  7,  1942,  under  section  21 
of  the  zoning  resolution,  of  Engadine  Holding  Corporation, 
applicant  and  owner,  to  permit  in  a  residence  use  and,  also, 
two  (2)  times  height  district,  the  maintenance  of  a  glass 
enclosure  on  the  31st  story  of  the  existing  (hotel)  building; 
this  enclosure  is  contrary  to  section  26  of  the  multiple 
dwelling  law  as  the  height  of  the  building  exceeds  178  feet 
and,  also,  contrary  to  the  height  regulations  of  the  zoning 
resolution;  premises  50-56  West  59th  street,  south  side,  120 
ft.  east  of  Sixth  avenue  and  1430-1436  Sixth  avenue  (Block 
No.  1274,  Lot  No.  71),  Borough  of  Manhattan. 

498-42-BZ— Application,  June  18,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Sidney  Rossman,  applicant,  on 
behalf  of  Ella  Morris,  owner,  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  733-739 
McDonald  avenue,  east  side,  160  ft.  north  of  Ditmas  ave¬ 
nue  (Block  No.  5385,  Lot  No.  62),  Borough  of  Brooklyn. 

504-42-BZ — Application,  June  23,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Lenfred  Realty  Corporation,  owner,  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles;  premises  42-46  (  48-50  displayed)  St.  Paul’s  place, 
west  side,  53  ft.  &/2  in.  north  of  Crooke  avenue  (Block 
No.  5059,  Lot  Nos.  40-42),  Borough  of  Brooklyn. 

510-42-BZ — Application,  June  25,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Lewis  S.  Amster,  applicant,  on 
behalf  of  Elizabeth  Thornton,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
191-195  City  Island  avenue  and  102-110  Winter  street,  south¬ 
west  corner  (Block  No.  5626,  Lot  No.  360),  Borough  of 
The  Bronx. 

408-42-BZ — Application,  May  19,  1942,  under  section  21 
of  the  zoning  resolution,  of  S.  Walter  Katz,  applicant,  on 
behalf  of  The  Gerry  Estates,  Incorporated,  owner  (I.  A. 
Managament  Corporation,  lessee),  to  permit  in  a  building 
located  in  a  restricted  retail  use  district,  a  proposed  occu¬ 
pancy  of  25%  manufacturing  on  the  2nd  to  7th  stories; 
premises  65-67  Madison  avenue,  east  side,  24  ft.  9  in.  north 
of  East  27th  street  and  27-29  East  27th  street  (Block  No. 
857,  Lot  No.  22),  Borough  of  Manhattan. 

Appeal  From  Administrative  Decision. 

401-42-S — 65-67  Madison  avenue,  east  side,  24  ft.  9  in. 
north  of  East  27th  street  and  27-29  East  27th  street  (Block 
No.  857,  Lot  No.  22),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  29,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

561-42-A— 4555  Third  avenue,  southwest  corner  of  Loril- 
lard  place  and  539-545  East  184th  street,  north  side,  50  ft. 
west  of  Lorillard  place  (Block  No.  3052,  Lot  No.  37),  Bor¬ 
ough  of  The  Bronx. 


439-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
of  Central  Park  West  (1st  floor,  front  room)  ;  (Block  No. 
1198,  Lot  No.  23),  Borough  of  Manhattan. 

Appliance  and  Materials  for  Approval. 

665-42-SA — Siph-O  Universal  Smooth  Faucet  Adapter. 

1077-39-SM — Simplex  Felt  Grease  Treated  W.  S.  Gaskets. 

981-40-SM — Kaustine  275  Gallon  Obround  Fuel  Oil  Tank. 

114-42-SM — Koven  N.  Y.  C.  Oil  Separator. 

417-42-SM — Alpha  550  Gallon  Cylindrical  Gasoline  Stor¬ 
age  Tank. 


OCTOBER  6,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  October  6, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  .the  following  matters : 

474-42-BZ — Application,  June  15,  1942,  under  section  21 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Temple  Beth-El,  owner,  to  permit  in  a  residence  use  and, 
also,  an  F  area  district,  the  alteration  and  also  the  exten¬ 
sion  of  area  of  a  building  which  will  not  conform  with  the 
area  requirements  of  the  zoning  resolution;  premises  121-02 
to  121-16  Rockaway  Beach  boulevard,  north  side,  from 
Beach  121st  street  to  Beach  122nd  street,  201  Beach  121st 
street  and  202  Beach  122nd  street  (Block  No.  711,  Lot  No. 
37),  Rockaway  Park,  Borough  of  Queens. 

160-42-BZ — Application,  February  20,  1942,  under  section 
21  of  the  zoning  resolution,  of  Oscar  I.  Silverstone,  appli¬ 
cant,  on  behalf  of  Susan  McPherson,  owner,  to  permit  in 
a  residence  use  and  F  area  district,  the  erection  and  main¬ 
tenance  of  a  one  (1)  family  dwelling,  not  complying  with 
the  zone  resolution  as  to  required  side  yards  and  also,  as 
to  the  occupied  area  of  the  lot ;  premises  3336  Bedford 
avenue,  west  side,  125  ft.  south  of  Avenue  L  (Block  No. 
7642,  Lot  No.  52),  Borough  of  Brooklyn. 

548-42-BZ — Application,  July  9,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Felix  Vichione,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  492-500  Lorimer  street  and  56-62  Powers  street, 
southeast  corner  (Block  No.  2780,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

1294-39-BZ — -Application,  October  18,  1939,  under  section 
21  of  the  zoning  resolution,  of  Gilbert  Miles  Ramsey,  appli¬ 
cant,  on  behalf  of  Shell  Oil  Company,  Incorporated,  owner, 
to  permit  in  a  business  use  district,  the  alteration  and  re¬ 
construction  of  buildings  now  used  as  a  public  garage  and, 
also,  accessory  building  to  a  gasoline  service  station  and, 
also,  the  extension  of  the  area  of  the  gasoline  service 
station;  premises  112-124  Flatbush  avenue  extension  and 
134-140  Tillary  street,  southwest  corner  (Block  No.  132, 
Lot  No.  14),  Borough  of  Brooklyn. 

557-42-BZ — Application,  July  13,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
applicant  and  owner,  to  permit  partly  in  a  retail  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  95-07  63rd  road,  north  side,  20.43  ft. 
west  of  96th  street  (Block  No.  2084,  Lot  Nos.  153,  155  and 
156),  Rego  Park,  Borough  of  Queens. 
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558-42-BZ — Application,  July  13,  1942,  under  section  7h 
,  of  the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
applicant  and  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  96-05  63rd  road,  northeast  corner  of 
96th  street  (Block  No.  2085,  Lot  Nos.  155,  157,  159  and 
101),  Rego  Park,  Borough  of  Queens. 

217-42-BZ — Application,  March  18,  1942,  under  sections 
,  7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Mollie  Barth,  owner,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  158  East 
205th  street,  south  side,  80  ft.  east  of  Grand  Concourse 
(Block  No.  3311,  Lot  No.  105),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  14,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
:  of  the  zoning  resolution,  Wednesday  morning,  October  14, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

559-37-BZ — Application  of  Samuels  and  Samuels,  appli- 
>  cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  re- 
f  opened  April  28,  1942,  under  section  7h  of  the  zoning  reso- 

■  lution,  to  permit  in  a  business  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage -of  more  than  five  (5) 

■  motor  vehicles;  premises  3996  Tenth  avenue  and  501  West 
213th  street,  northwest  corner  (Block  No.  2231,  part  of  Lot 
No.  17),  Borough  of  Manhattan. 

282-42-BZ — Application,  April  6,  1942,  under  sections  7h 
’  and  21  of  the  zoning  resolution,  of  Irving  Kirshenblit, 
applicant,  on  behalf  of  Pauline  Saltzman,  owner,  to  permit 
in  a  business  use  district,  the  maintenance  of  an  existing 


garage  for  five  (5)  motor  vehicles  and  also,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2181-2187  Pitkin  avenue,  north 
side,  25  ft.  east  of  Bradford  street  (Block  No.  3725,  Lot 
No.  32),  Borough  of  Brooklyn. 

341-42-BZ — Application,  April  24,  1942,  under  section  21 
of  the  zoning  resolution,  of  Ferdinand  Savignano,  appli¬ 
cant,  on  behalf  of  Mae  Feiola,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  an  undertaking  establishment ;  premises  59 
Madison  street,  north  side,  66  ft.  2  in.  east  of  Oliver  street 
(Block  No.  279,  Lot  No.  31),  Borough  of  Manhattan. 

206-42-BZ — Application,  March  16,  1942,  under  section 
7f  of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Henry  Hiller,  owner  (Richfield  Oil  Corpora¬ 
tion  of  New  York,  lessee),  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  upon  an  existing  gaso¬ 
line  service  station;  premises  91-02  63rd  drive,  northeast 
corner  of  Alderton  street  (Block  No.  3104,  Lot  No.  208), 
Rego  Park,  Borough  of  Queens. 

402-42-BZ — 'Application,  May  18,  1942,  under  section  7e 
of  the  zoning  resolution,  of  Frank  Flinker,  applicant,  on 
behalf  of  Morris  Feuigersch,  owner  (Standard  Tex  and 
Kalsomine  Company,  lessee),  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  sale  and  display 
of  paint  with  25%  of  the)  floor  area  used  for  paint  mixing ; 
premises  2542  (2540  displayed)  Atlantic  avenue  and  47  Wil¬ 
liams  avenue,  southeast  corner  (Block  No.  3683,  Lot  No. 
23),  Borough  of  Brooklyn. 

330-42-BZ — Application,  April  22,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Eugene  De  Rosa,  applicant,  on 
behalf  of  Teron  Company,  Incorporated,  owner,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  building  to  be  used 
as  a  theatre  and  stores ;  premises  95-42  to  95-48  Queens 
boulevard,  south  side,  130  ft.  west  of  63rd  drive  and  63-39 
to  63-49  Saunders  street  (Block  No.  3080,  Lot  Nos.  30  and 
31),  Rego  Park,  Borough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman, 

MINUTES 
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BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  15,  1942. 

'  Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
.  on  Wednesday  morning,  September  9,  1942  and  Wednesday 
afternoon,  September  9,  1942  and  the  recessed  meeting  of 
the  Board  held  on  Friday  morning,  September  11,  1942, 
were  approved  as  printed  in  Bulletin  No.  37,  Vol.  27. 


ZONING  CASES. 

264-32-BZ. 

APPLICANT— Lama  and  Proskauer,  for  New  York  559-37-BZ. 

Bonded  Warehouse,  Incorporated,  owner  (David  APPLICANT— Samuels  and  Samuels,  for  Fellman  Realty 

Levine,  lessee).  Corporation,  owner. 

SUBIECT— Application  reopened  April  7,  1942  (re  deci-  SUBJECT— Application  reopened  April  28,  1942  (re  deci¬ 
sion  of  the  borough  superintendent)  under  sections  sion  of  the  borough  superintendent)  under  section 

7c  and  21  of  the  zoning  resolution,  to  permit  partly  7h  of  the  zoning  resolution,  to  permit  in  a  business 

in  a  business  use  district  and  partly  in  a  residence  use  district,  for  a  term  of  two  (2)  years,  the  park- 


use  district,  the  extension  of  an  existing  gasoline 
service  station  and  also,  the  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 355-365  Kings  highway  and 
1741-1753  West  4th  street,  northeast  corner  (Block 
No.  6653,  Lot  No.  33),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  George  Langberg. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  29,  1942 
at  10  A.  M.,  at  request  of  applicant. 
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ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 3996  Tenth  avenue  and  501 
West  213th  street,  northwest  corner  (Block  No. 
2231,  part  of  Lot  No.  17),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1942  at 
10  A.  M.  Applicant  to  be  notified. 


542-41-BZ. 

APPLICANT — Dominic  Russo  (lessee),  for  Dominic 
Russo  and  Estate  of  Andrew  Hagaman,  owners. 
SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent)  under  sections  7a  and  7e  of 
the  zoning  resolution,  to  permit  upon  a  plot, 
located  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  extension  of  an  existing 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 938  Richmond  avenue,  west 
side,  143.41  ft.  south  of  Forest  avenue  (Block  No. 
1706,  Lot  Nos.  39  and  36),  Port  Richmond,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Dominic  Russo  and  Mr.  Nicoli. 
For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  29,  1942 
at  10  A.  M.  for  inspection  by  a  Committee  of  the 
Board  and  decision  by  the  Board.  No  further 
argument. 


160-42-BZ. 

APPLICANT— Oscar  I.  Silverstone,  for  Susan  McPher¬ 
son,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  and  F  area  dis¬ 
trict,  the  erection  and  maintenance  of  a  one  (1) 
family  dwelling,  not  complying  with  the  zone  reso¬ 
lution  as  to  required  side  yards  and,  also,  as  to  the 
occupied  area  of  the  lot. 

PREMISES  AFFECTED— 3336  Bedford  avenue,  west 
side,  125  ft.  south  of  Avenue  L  (Block  No.  7642, 
Lot  No.  52),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Solomon  Millendorf,  Jerome  T. 

Nolon  and  George  McPherson. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  6,  1942  at 
10  A.  M. 


376-42-BZ. 

APPLICANT — Edward  Handelman,  for  Clinton  Building 
Company,  owner  (Clinton  Garage,  Incorporated, 
lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7i  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  conversion  of 
occupancy  of  part  of  an  existing  building ;  said 
building  is  used  in  part  as  a  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 8-16  Clinton  street,  west  side. 
34  ft.  5  in.  south  of  Fulton  street  (Block  No.  238, 
Lot  No.  52),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Edward  Handelman. 

For  Opposition :  Walter  Bruchhausen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  29,  1942 
at  10  A.  M.  at  request  of  objector’s  representative. 


530-42-BZ. 

APPLICANT— Millard  Henlein,  for  Board  of  Transpor¬ 
tation,  City  of  New  York,  owner  (Abraham  Gold- 
enblum  and  Samuel  Goldenblum,  lessees). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  1 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 360-374  Sixth  avenue,  east 
side,  from  Washington  place  to  Waverly  place, 
126-130  Waverly  place  and  87  Washington  place 
(Block  No.  552,  Lot  No.  37),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Millard  Henlein. 

For  Opposition:  Louis  Jackson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  22,  1942 
at  10  A.  M.  for  further  consideration  and  decision 
by  the  Board.  No  further  argument. 


684-28-BZ. 

APPLICANT — Lama  and  Proskauer,  for  John  Feitner, 
owner. 

SUBJECT — Application  reopened  May  20,  1941  (re  deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  on  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 740-744  5th  avenue  and  322- 
332  24th  street,  southwest  corner  (Block  No.  652, 
Lot  No.  39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Paul  Nemser. 
For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (684-28-BZ) 

Whereas,  this  application  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station  affecting  premises  740-744  5th  avenue  and  322-332 
24th  street,  southwest  corner  (Block  No.  652,  Lot  No.  39), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  May 
28,  1929,  on  certain  conditions,  time  extended  and  plans 
approved  on  November  26,  1929 ;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
application  and  an  amendment  of  the  resolution,  to  permit 
on  an  existing  gasoline  service  station,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  in  addition  to 
the  present  use :  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  May  20.  1941,  subject  to  usual  procedure;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  September  15.  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  5th  avenue  is  in  a  business  and  res¬ 
idence  use  district ;  24th  street  is  in  a  business,  unrestricted 
and  residence  use  district;  25th  street  is  in  a  business  use 

district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  24,  1942,  on  B.N.  Applic.  No.  919-41,  reads: 

“Parking  and  storage  of  more  than  5  motor  vehicles 
on  existing  gas  station  in  a  business  zone  is  contrary  to 
Art.  II,  sec.  4,  par.  15  of  Zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  2  in.  on  5th  avenue  and  100  ft.  on 
24th  street;  occupied  as  a  gasoline  service  station.  It  is 
proposed  to  use  part  of  the  plot,  as  shown  upon  plans  filed 
I  with  this  application,  for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
I  subdivision  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  28,  1929,  as 
amended  November  26,  1929,  so  that  as  amended  the  reso¬ 
lution  shall  read : 

“Granted  on  condition  that  the  structure  shall  be 
constructed  as  proposed  as  indicated  on  plans  filed  with 
this  application  and  as  approved  by  the  Board  on  No¬ 
vember  26,  1929,  and  shall  be  restricted  to  one  story  in 
height,  and  shall  be  finished  on  the  exterior  throughout 
with  face  brick  and  shall  be  roofed  with  terra  cotta 
tile  or  variegated  slate;  that  the  service  greasing  pits 
shall  be  enclosed  on  the  front  with  arched  openings; 
that  entrances  to  the  .premises  shall  not  exceed  four, 
two  from  Fifth  avenue,  with  curb  cuts  not  over  20  ft. 
in  width  each,  and  two  from  24th  street,  with  curb 
cuts  one  26  ft.  in  width  and  one  21  ft.  in  width;  that 
no  curb  cuts  shall  be  nearer  than  10  ft.  to  the  southerly 
interior  lot  line  of  the  street  intersection,  and  no  curb 
cut  on  24th  street  shall  be  nearer  than  6  ft.  from  the 
street  intersection ;  that  a  block  of  concrete  shall  be 
erected  at  the  intersection  not  less  than  5  ft.  in  length 
along  either  street  line ;  that  such  block  shall  be  not 
less  than  12  in.  in  height  and  may  be  triangular  or 
segimental  in  shape ;  that  no  pumps  shall  be  erected 
nearer  than  12  ft.  to  the  Fifth  avenue  building  line  and 
not  nearer  than  10  ft.  to  the  24th  street  building  line; 
that  signs  shall  be  restricted  to  permanent  signs  at¬ 
tached  to  the  facade  of  the  accessory  building  and  to 
the  illuminated  globes  of  the  pumps,  except  there  may 
be  erected  at  the  intersection  within  the  building  line, 
a  post  standard  for  supporting  a  sign,  which  may  be 
illuminated,  advertising  only  the  brand  of  gasoline  on 
sale,  provided  such  sign  does  not  extend  beyond  the 
building  line  for  a  distance  of  more  than  5  ft.,  exclud¬ 
ing  all  temporary  signs  and  all  roof  signs ;  that  the 
plot  shall  be  surfaced,  where  not  occupied  by  accessory 
buildings  and  pumps,  with  concrete,  Colprovia  or  other 
suitable  impervious  material ;  that  parking  and  storage 
of  more  than  five  motor  vehicles  may  be  permitted  on 
the  premises  under  section  7,  subdivision  c,  provided 
such  motor  vehicles  are  of  the  pleasure  car  type  only, 
and  only  when  in  condition  for  operation,  provided  such 
parking  and  storage  is  restricted  to  the  spaces  as  indi¬ 
cated  on  revised  plan  marked  “Received  May  7,  1941”; 
that  there  shall  be  erected  on  the  street  building  line 
opposite  such  spaces,  a  concrete  curb  not  less  than  12 
in.  in  height  and  12  in.  in  width  on  an  adequate  founda¬ 
tion,  except  that  such  curb  may  be  omitted  where  direct¬ 
ly  opposite  the  curb  cut  from  24th  street;  that  no 
automobile  repairing  shall  be  carried  on ;  that  no  port¬ 
able  gasoline  tanks  shall  be  used  on  or  from  the  prem¬ 
ises ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  three  (3)  months  from  the  date  of 
this  amended  resolution.” 


192-36-BZ. 

APPLICANT — Kaye,  Scholer,  Fierman  and  Hays,  for  The 
Marguerite  Corporation,  owner. 

SUBJECT — Application  reopened  September  9,  1941  (re 
decision  of  the  acting  borough  superintendent) 
under  section  7 a  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district  the  extension  of  an 
existing  factory  building. 

PREMISES  AFFECTED — 801  Bartholdi  street,  northeast 
corner  of  Barnes  avenue  (Block  No.  4633,  Lot  No. 
11),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Sherwood  Maggin  and  James  H. 
Carver,  Jr. 

For  Opposition :  Anthony  C.  Consentino  and  Gus¬ 
tave  Goldman,  Board  of  Education. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  , 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 

THE  RESOLUTION  (192-36-BZ) 

Whereas,  this  application  permitting  in  a  residence  use 
district,  the  extension  of  an  existing  factory  building  affect¬ 
ing  premises  801  Bartholdi  street,  northeast  corner  of  Barnes 
avenue  (Block  No.  4633,  Lot  No.  11),  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  September  29,  1936, 
on  certain  conditions  and  resolution  amended  on  December 
8,  1936;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
application  and  a  further  amendment  of  the  resolution,  to 
permit  a  further  extension  of  the  existing  factory  building ; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  September  9,  1941,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  September  15,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Barnes  avenue  and  Bronxwood  avenue 
are  each  in  a  residence  and  business  use  district ;  Magenta 
street  and  Bartholdi  street  are  each  in  a  residence  use  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  10,  1941,  on  Alt.  Applic.  No.  94-41,  reads: 

“1.  Proposed  extension  of  a  factory  in  a  residential 
district  is  contrary  to  Article  2,  Section  3  of  Zoning 
Resolution  of  May  29th,  1940.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  240  ft.  on  Barnes  avenue,  120  ft.  on  Bartholdi 
street  and  120  ft.  on  Magenta  street.  Upon  the  plot  there 
is  located  a  one  story,  non-fireproof  lace  factory,  212  ft.  by 
43  ft.  in  area.  It  is  proposed  to  increase  the  area  of  the 
building  by  the  addition — at  the  south  end  of  the  building — 
of  a  one  story,  non-fireproof  extension,  28  ft.  by  43  ft.  in 
area :  and 

Whereas,  the  premises  and  the  surrounding  area  were 
previously  inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  a  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7-a  thereof. 
on  condition  that  the  proposed  extension  shall  not  exceed 
ihe  area  indicated  on  plans  filed  herewith  marked  “Received 
July  30,  1941”:  that  it  shall  be  of  Class  3  construction  and 
occupied  only  in  conjunction  with  the  factory  as  office  therc- 
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for  and  room  for  mending  lace ;  that  the  building  shall  not 
otherwise  be  increased  in  height  or  area;  that  all  existing 
signs  on  the  premises  not  related  to  the  factory  use  shall 
be  removed  and  no  additional  signs  shall  be  maintained , 
that  the  windows  in  the  proposed  extension  facing  Bartholdi 
street  shall  be  glazed  with  translucent  glass;  that  no  new 
entrance  to  premises  on  Barnes  avenue  or  Magenta  street 
shall  be  constructed  or  maintained ;  that  the  entire  building 
shall  be  protected  with  a  sprinkler  system  within  two  years 
from  the  date  of  this  resolution;  that  this  variance  shall 
continue  only  so  long  as  the  premises  are  used  as  at 
present  for  the  manufacture  of  lace  and  similar  material; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  on  the  premises  as  the  fire  commissioner  shall  direct  ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to;  that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


Adjourned:  11:15  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  15,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

662-26-BZ. 

APPLICANT— George  H.  Cohn,  for  Cities  Service  Oil 
Company,  owner.  . 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  under  alleged  new  facts — re  Application 
(decision  of  the  acting  borough  superintendent) 
previously  denied  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for 
a  stated  term  of  years-,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 3504-3510  Boston  road  and  3410 
F.astchester  road,  southeast  corner  (Block  No.  4723, 
Lot  No.  66),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  George  H.  Cohn. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Savage .  1 

Negative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Murphy .  3 

THE  RESOLUTION  (662-26-BZ) 

Whereas,  this  application  under  Section  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
affecting  premises  3504-3510  Boston  road  and  3410  East- 
chester  road,  southwest  corner  (Block  No.  4723,  Lot  No. 
66),  Borough  of  The  Bronx,  was  denied  by  the  Board  on 
December  21,  1926;  and  . 

Whereas,  this  application  was  reopened  under  Section 
7-g  of  the  zoning  resolution  and  granted  by  the  Board 
on  March  15,  1927,  on  certain  conditions,  for  a  temporary 
period  of  two  (2)  years,  subsequently  the  permit  was 
extended  for  another  two  (2)  years  on  April  9,  1929;  and 
Whereas,  on  January  15,  1935,  the  Board  extended  the 
permit  for  another  period  of  two  (2)  years;  and 

Whereas,  the  owner  requested  a  reopening  of  this  case 
under  Section  21  of  the  zoning  resolution,  to  permit  the 
permanent  maintenance  of  this  gasoline  service  station  and 


the  application  was  denied  by  the  Board  on  December  14, 
1937  and  the  Board’s  action  was  subsequently  affirmed  by 
the  Courts ;  and 

Whereas,  the  owner  requested  a  reopening  ot  the  ap¬ 
plication  under  Section  7-f  of  the  zoning  resolution,  to 
permit  the  erection  and  maintenance  of  a  gasoline  service 
station  for  a  stated  term  of  years  and  the  Board  denied 
this  application  on  June  2,  1942;  and  __  _  J 

Whereas,  George  H.  Cohn,  for  t  ities  Service  Oil  Com¬ 
pany,  present  owner,  requested  a  reopening  and  rehearing 
under  alleged  new  facts,  to  permit  under  Section  7-f  of 
the  zoning  resolution,  the  erection  and  maintenance  of  a 
gasoline  service  station  for  a  stated  term  of  years;  and 
Whereas,  the  Board  deemed  that  no  substantial  new 
facts  were  presented  as  would  differentiate  the  application 
from  the  previous  application  and  that  the  application  would 
therefore  not  be  accepted.  H 

Resolved,  that  the  request  for  reopening  be  and  it  hereby 
is  denied. 


262-32-BZ. 

APPLICANT— Mary  Walsh,  for  Edward  J.  Walsh  and 
Mary  Walsh,  owners.  ■ 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7f  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gas- 
gline  service  station  for  a  temporary  period. 
PREMISES  AFFECTED— Southwest  corner  of  Wyona 
avenue  and  Wlllowbrook  road  (Block  No.  2099( 
Lot  Nos.  29,  30  and  31),  Port  Richmond,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Mary  Walsh. 

ACTION  OF  BOARD— Application  reopened  and  per¬ 
mit  extended.  _ 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy'  Chief  Murphy  4 
Negative :  .  * 

THE  RESOLUTION  (262-32-BZ) 

Whereas,  the  application,  affecting  premises  south wes; 
corner  of  Wyona  avenue  and  Willowbrook  road  (Blocl- 
No.  2099,  Lot  Nos.  29,  30  and  31),  Port  Richmond,  Bor 
ough  of  Richmond,  was  granted  by  the  Board  Septembe: 
23!  1932,  for  a  temporary  period  of  two  (2)  years,  tin 
period  extended  October  23,  1934,  October  6,  l(t36,  Sep 
tember  13,  1938  and  September  17,  1940  and  the  owner  re 
cpiested  a  further  extension. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  adopted  on  September  23,  1032 
as  amended  through  September  17,  1940,  only  so  far  a 
it  has  reference  to  the  term  of  the  permit,  so  that  a 
amended  this  portion  of  the  resolution  shall  read: 

.  .  Granted  under  section  7f  for  a  term  of  tw 
(2)  vears  from  the  date  of  this  amended  resolutior 


332-33-BZ. 

APPLICANT— Isidore  Cohen,  for  S.  M.  and  M.  Realt 
Corporation,  owner. 

SUB  TECT— Application  for  consideration— reopening  an 
extenson  of  permit — re  Application  (decision  c 
the  commissioner  of  buildings)  previously  grantc 
on  condition,  under  section  21  of  the  zoning  res< 
lution,  permitting  in  a  business  use  district,  for 
period  of  five  (5)  years,  the  change  of  occnpanc 
of  an  existing  building  to  a  garage  for  more  tha 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 14  West  66th  street,  soul 
side,  225  ft.  west  of  Central  Park  West  (Bloc 
No.’ 1118,  Lot  No.  42),  Borough  of  Manhattan. 
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[APPEARANCES — 

For  Applicant :  Isidore  Cohen. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

(THE  RESOLUTION  (332-33-BZ) 

Whereas,  this  application  affecting  premises  14  West 
(>6th  street,  south  side,  225  ft.  west  of  Central  Park  West 
[(  Block  No.  1118,  Lot  No.  42),  Borough  of  Manhattan,  was 
.granted  by  the  Board  on  February  27,  1934,  on  certain 
‘conditions,  resolution  amended  on  May  1,  1934  and  appli¬ 
cant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  27,  1934, 
as  amended  on  May  1,  1934,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

.  .  Granted  for  a  term  of  five  (5)  years  from 
the  date  of  this  amended  resolution,  on  condition  .  . 


82-36-BZ. 

'APPLICANT — Joseph  B.  Lynch,  for  Holze  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening,  ex¬ 
tension  of  permit  and  amendment  of  resolution — 
re  Application  (decision  of  the  commissioner  of 
buildings)  previously  granted  on  condition,  under 
section  21  of  the  zoning  resolution,  permitting  in 
a  business  use  district,  for  a  term  of  five  (5) 
years,  the  maintenance  of  a  saw  and  planing  mill. 
PREMISES  AFFECTED— 206-24  to  206-26  Northern 
boulevard,  south  side,  117  ft.  6  in.  east  of  206th 
street  (Block  No.  3148,  Lot  Nos.  9J/2,  59  and  60), 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jos.  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  permit  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  PERMIT— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  d 

THE  RESOLUTION  (82-36-BZ) 

Whereas,  this  application  affecting  premises  206-24  to 
206-26  Northern  boulevard,  southside,  117  ft.  6  in.  east 
of  206th  street  (Block  No.  3148,  Lot  Nos.  9 J4,  59  and  60), 
Bayside,  Borough  of  Queens,  to  permit  partly  in  a  business 
'  use  district  and  partly  in  a  residence  use  district  the  main¬ 
tenance  of  a  lumber  storage  shed  and  saw  and  planing 
’  mill,  was  denied  by  the  Board,  November  10,  ^1936,  re¬ 
opened  December  15,  1936  and  on  February  2,  1937,  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  2,  1937, 
so  that  as  amended  the  resolution  shall  read : 

“Granted  under  Section  21,  to  permit  the  existing 
wood  working  factory  to  be  continued  for  a  term  of 
five  (5)  years  from  the  date  of  this  amended  resolu¬ 
tion  in  the  building  located  at  206-24,  206-26  Northern 
boulevard,  as  shown  on  plans  filed  with  this  applica¬ 
tion;  that  the  sawdust  exhaust  to  cyclone  shall  be 
maintained  and  may  be  continued  at  its  present  loca¬ 
tion,  within  the  terms  of  this  permit,  immediately  be¬ 
hind  the  rear  of  the  building  under  appeal :  that  such 
portable  fire  extinguishing  equipment  shall  be  installed 


as  the  commissioner  shall  direct;  that  in  the  event 
the  adjoining  .premises  to  the  west  are  under  the  same 
ownership,  the  enclosing  wall  or  fence  at  the  rear 
separating  such  lot  from  the  lot  on  which  the  building 
in  question  is  erected  may  be  omitted  provided  such 
building  to  the  west  is  occupied  for  residential  pur¬ 
poses  in  connection  with  this  business  occupancy  on  the 
upper  story  and  as  a  conforming  business  occupancy 
on  the  first  story.” 


569-37-BZ. 

APPLICANT — Flatbush  Coal  and  Coke  Corporation,  for 
Sophie  Galumbeck,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  time  to  complete — 
re  Application  (decision  of  the  acting  borough 
superintendent)  previously  granted  under  section 
7c  of  the  zoning  resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding. 
PREMISES  AFFECTED— 2030-2044  McDonald  avenue, 
west  side,  339  ft.  6  in.  north  of  Avenue  S  and 
49-57  Lake  street  (Block  No.  6680,  Lot  Nos.  23, 
124  and  125),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  B.  L.  Galumbeck. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (569-37-BZ) 

Whereas,  Lama  and  Proskauer,  for  Sophie  Galumbeck, 
owner  (Flatbush  Coal  and  Coke  Corporation,  lessee), 
filed  December  2,  1937,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  use  district,  the 
operation  of  coal  pockets,  coal  storage,  truck  driveway  and 
railroad  siding ;  premises :  2030-2044  McDonald  avenue, 
west  side,  339  ft.  6  in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  No.  6680,  Lot  Nos.  23,  124  and  125),  Borough 
of  Brooklyn ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
February  15,  1939,  on  certain  conditions  and  applicant  re¬ 
quested  an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  15,  1939, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completing  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“In  view  of  the  statement  by  the  lessee  that  a  por¬ 
tion  of  the  work  has  been  completed,  that  the  balance 
of  the  work  will  be  completed  as  soon  as  the  mate¬ 
rials  can  be  obtained ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the 
date  of  this  amendment.” 


595-37-BZ. 

APPLICANT — Arthur  W.  Renander,  for  Eleanor  Hed- 
wig  Arnold,  Sicko  Realty  Corporation  and  L.  K. 
F.  Realty  Company,  Incorporated,  owners  (Nun¬ 
ley  Parking  Company,  lessee). 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings),  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 170-15  to  170-21,  171-01  to 
171-19,  172-01  to  172-25  and  173-05  to  173-13  Hill¬ 
side  avenue,  north  side,  56.51  ft.  west  of  Kingston 
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road  (Block  No.  896,  Lot  Nos.  42,  48  and  Block. 
No.  923,  Lot  Nos.  1,  10,  14  and  17),  Jamaica,  Bor- 
.  ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Wm.  A.  Eckert. 

ACTION  OF  BOARD— Application  reopened  and  permit 

extended.  _ _ 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (595-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  premises  170-15  to  170- 
21,  171-01  to  171-19,  172-01  to  172-25  and  173-05  to  173-13 
Hillside  avenue,  north  side,  56.51  ft.  west  of  Kingston  road 
(Block  No.  896,  Lot  Nos.  42  and  48  and  Block  No.  923, 
Lot  Nos.  1,  10,  14  and  17),  Jamaica,  Borough  of  Queens, 
was  granted  by  the  Board  November  9,  1938,  on  certain 
conditions,  permit  extended  September  10,  1940,  and  the 
applicant  requested  an  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  Board  on  Novem¬ 
ber  9*  1938,  only  so  far  as  it  has  reference  to  term  of  the 
permit,  so  that  as  amended  that  portion  of  the  resolution 
shall  read : 

“granted,  under  section  7,  subdivision  h  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion. ” 


100-38-BZ. 

APPLICANT— J.  Jacques  Stone,  for  Gotham  Parking 
Corp.,  lessee. 

SUB TECT— Applicant  for  consideration— reopening  and  ex¬ 
tension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent  of  buildings)  under 
section  7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  retail  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 11-17  West  35th  street,  north 
side,  200  ft.  west  of  Fifth  avenue  and  12-14  West 
36th  street,  south  side,  219  ft.  west  of  Fifth  ave¬ 
nue  (Block  No.  837,  Lot  Nos.  31,  32,  33,  34,  54 
and  55),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Eugene  Tuck. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (100-38-BZ) 

Whereas,  this  application,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  11-17  West  35th  street,  north  side,  200 
ft.  west  of  Fifth  avenue,  and  12-14  West  36th  street,  south 
side,  219  ft.  west  of  Fifth  avenue  (Block  No.  837,  Lot 
Nos.  31,  32,  33,  34,  54  and  55),  Borough  of  Manhattan, 
was  granted  by  the  Board  September  27,  1938  on  certain 
conditions,  permit  extended  September  10,  1940  and  the 
owner  requested  an  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  Board  on  Septem¬ 
ber  27,  1938,  only  so  far  as  it  has  reference  to  term  of  per: 


mit,  so  that  as  amended  that  portion  of  resolution  shall 
read : 

“granted,  under  section  7,  subdivision  h,  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution.” 


127-38-BZ. 

APPLICANT— James  Russell  Ashley,  for  Elmtree  Realty 
Company,  owner.  _  I 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 195-201  West  237th  street, 
northeast  corner  of  Broadway  (Block  No.  3270, 
Lot  No.  40),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  James  Russell  Ashley. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (127-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
parking  and  Storage  of  more  than  five  (5)  motor  vehicles 
for  a  temporary  period  of  not  more  than  two  (2)  years; 
premises  195-201  West  237th  street,  northeast  corner  of 
Broadwav  (Block  No.  3270,  Lot  No.  40),  Borough  of  The 
Bronx,  was  granted  by  the  Board  May  24,  1938,  on  certain 
conditions,  permit  extended  September  10,  1940  and  the 
applicant  requested  an  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  May  24,  1938,  only  so  far  as 
it  refers  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read :  I 

“granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution.” 


523-38-BZ. 

APPLICANT— Sidney  L.  Strauss,  for  George  Ehret  Prop¬ 
erties,  Incorporated,  owner. 

SU B I ECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
•  on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 23-22  to  23-30  31st  street,  north 
side,  100  ft.  east  of  23rd  road  (Block  No.  842, 
Lot  No.  80),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  permit  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  PERMIT— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
N  egative :  .  0 

THE  RESOLUTION  (523-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  use  and 

partly  in  a  residence  use  district,  for  a  temporary  period  of 
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not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  premises  23-22  to  23-30 
31st  street,  nortli  side,  100  ft.  east  of  23rd  road  (Block  No. 
842,  Lot  No.  80),  Long  Island  City,  Borough  of  Queens, 
was  granted  by  the  board  May  31,  1939,  on  certain  condi¬ 
tions,  time  extended  October  17,  1939  and  April  23,  1940  and 
resolution  amended  April  22,  1941  and  the  applicant-  re¬ 
quested  a  further  amendment  of  the  resolution  and  exten¬ 
sion  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  31,  1939,  as 
amended  by  resolutions  of  April  23,  1940  and  April  22, 
1941,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h,  to  permit  the  premises  within  the 
business  use  district  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  on  condition  that  the  existing  repair  shop  towards 
the  rear  of  the  plot  and  the  two  story  brick  building 
and  fence  on  the  street  line  shall  be  completely  re¬ 
moved;  that  the  one  story  brick  building  at  the  building 
line  may  be  retained,  provided  it  is  used  for  a  con¬ 
forming  use  only;  that  this  portion  of  the  plot  within 
the  business  use  district  shall  be  surfaced  with  steam 
cinders,  clean  gravel  or  other  suitable  material,  properly 
rolled  and  bound  to  prevent  dusting ;  that  there  shall  be 
erected  on  the  interior  lot  lines  where  walls  of  existing 
brick  buildings  do  not  occur,  a  substantial  woven  wire 
fence  not  less  than  6  ft.  in  height;  that  a  similar  fence 
shall  be  erected  across  the  property  on  a  line  separating 
the  business  use  from  the  residence  use  district;  that  a 
similar  fence  shall  be  erected  along  the  street  line  of 
31st  street;  that  the  entrance  to  the  premises  shall  be 
solely  from  the  adjoining  lot  under  lease  to  this  appli¬ 
cant  at  a  distance  back  from  31st  street  of  approximately 
50  ft. ;  that  no  additional  curb  cuts  shall  be  installed 
other  than  those  now  existing  in  the  existing  gasoline 
service  station ;  that  only  motor  vehicles  of  the  pleasure 
car  type  shall  be  so  stored  or  parked,  excluding  trailers ; 
that  during  the  term  of  this  variation,  the  premises 
shall  be  used  for  no  other  use ;  that  no  access  shall  be 
had  from  this  plot  for  parking  to  the  rear  of  the  prem¬ 
ises  in  the  residential  district;  that  no  signs  shall  be 
erected  on  the  premises,  except  there  may  be  a  sign  ad¬ 
joining  the  gasoline  station,  advertising  the  parking  and 
storage  use,  provided  such  sign  does  not  extend  beyond 
the  building  line  and  does  not  exceed  15  sq.  ft.  in  area; 
that  proper  aisles  shall  be  maintained  at  all  times  for 
easy  entrance  and  exit;  that  such  portable  fire-fighting 
appliances  shall  be  installed  as  the  fire  commissioner 
shall  direct ;  that  proper  bumper  blocks  shall  be  in¬ 
stalled  along  the  interior  lot  lines,  to  prevent  damage 
to  the  adjacent  buildings;  that  no  lighting  shall  be  in¬ 
stalled,  except  there  may  be-  one  light  at  the  entrance 
to  the  parking  lot  from  the  adjoining  lot,  such  light  to 
have  a  metallic  reflector  so  arranged  as  to  reflect  away 
from  the  adjoining  occupancies  to  the  east  and  north; 
that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
amended  resolution. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  leave  a  portion  of  the  wall  of  the  brick  building  on 
the  lot  line  up  to  a  height  of  6  feet,  such  brick  wall  may 
be  retained  and  be  accepted  in  lieu  of  the  woven  wire 
fence  hereinbefore  required  and  that  the  balance  of  the 
interior  lot  line  to  the  north  and  west  in  lieu  of  the 
woven  wire  fence  shall  have  a  sheet  metal  fence  con¬ 
structed  of  steel  of  the  same  height  as  required  for  the 
woven  wire  fence,  provided  such  sheet  metal  fence  is 
constructed  of  galvanized  iron.” 


705-38-BZ. 

APPLICANT — George  Rubenfeld,  for  Flushing  Commu¬ 
nity  Parking,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  (time  having  ex¬ 
pired  on  July  29,  1942) — re  Application  (decision 
of  the  borough  superintendent)  under  section  7h 
of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 136-23,  136-27  and  136-31  38th 
avenue,  north  side,  208.88  ft.  east  of  Main  street 
and  136-30,  136-34,  136-36  and  136-38  37th  avenue, 
south  side,  276.65  ft.  east  of  Main  street  (Block 
No.  4978,  Lot  Nos.  15,  17,  69,  70  and  72),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Geo.  Rubenfeld. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (705-38-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  premises  136-23,  136-27  and  136-31  38th 
avenue,  north  side,  208.88  ft.  east  of  Main  street  and  136- 
30,  136-34,  136-36  and  136-38  37th  avenue,  south  side,  276.65 
ft.  east  of  Main  street  (Block  No.  4978,  Lot  Nos.  15,  17, 
69,  70  and  72),  Flushing, -Borough  of  Queens,  was  granted 
by  the  Board  May  9,  1939,  on  certain  conditions,  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  the  time  to  obtain 
permits  and  complete  the  work  extended  April  2,  1940, 
January  7,  1941  and  April  29,  1941  and  applicant  requested 
a  further  extension  of  time  to  obtain  permits  and  complete 
the  work  and  an  extension  of  the  temporary  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  9,  1939,  as 
amended  through  April  29,  1941,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit  and  the  completion  of 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“.  .  .  Granted  for  a  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution,  and  on  condition 
that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  months  from  the  date  of  this  amended 
resolution  .  . 


943-38-BZ. 

APPLICANT — Joseph  Bernfeld,  for  Frank  Nardone,  les¬ 
see. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 43-25  43rd  street,  east  side,  150 
ft.  south  of  43rd  avenue  (Block  No.  162,  Lot  Nos. 
9,  11  and  17),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Jos.  Bernfeld. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ^  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative:  .  ® 

THE  RESOLUTION  (943-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises:  43-25  43rd  street,  east  side,  150  ft.  south  of  43rd 
avenue  (Block  No.  162,  Lot  I\os.  9,  11  and  17),  Long 
Island  City,  Borough  of  Queens,  was  granted  by  the  Board 
July  11,  1939,  on  certain  conditions,  permit  extended  Sep¬ 
tember  30,  1941  and  the  applicant  requested  an  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1939,  as 
amended  on  September  30,  1941,  so  that  as  amended,  the 
resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h,  for  a  term  of  two  (2)  years  from 
September  30,  1941,  permitting  the  plot  under  appeal  to 
be  used  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  only  automobiles 
of  the  pleasure  car  type  shall  be  so  stored  and  parked ; 
that  the  premises  shall  be  leveled  substantially  to  the 
grade  of  43rd  street;  that  there  shall  be  erected  on  the 
interior  lot  lines  a  substantial  woven  wire  fence  not 
less  than  6  ft.  in  height  and  that  a  similar  fence  shall 
be  erected  on  the  street  building  line  with  not  over 
two  (2)  openings  therein,  each  not  over  15  ft.  in  width, 
with  curb  cuts  opposite  of  similar  width;  that  during 
the  term  of  this  variance,  the  premises  shall  be  used 
for  no  other  use  than  as  herein  permitted;  that  no 
building  shall  be  erected  thereon,  except  there  may  be 
erected  a  building  to  be  used  as  office  and  shelter  for 
the  attendant,  which  building  shall  not  exceed  one  (1) 
story  in  height,  not  over  150  sq.  ft.  in  area,  and  which 
may  be  of  frame  construction;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress , 
that  such  portable  fire-fighting  appliances  shall  be  in¬ 
stalled  as  the  fire  commissioner  shall  direct ;  that  any 
lights  for  general  illumination  shall  be  on  pipe  stand¬ 
ards,  so  arranged  with  metallic  reflectors  so  as  to  re¬ 
flect  away  from  the  adjoining  residential  occupancies; 
that  signs  shall  be  restricted  to  one  sign  attached  to 
the  fence  at  each  entrance,  advertising  only  the  park¬ 
ing  and  storage  use;  that  such  signs  shall  not  exceed 
15  sq.  ft.  each,  shall  not  extend  beyond  the  building 
line  and  shall  not  be  illuminated;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 

Resolved  further,  that  the  variance  granted  on  July 
11,  J939  applies  only  to  Lot  No.  9  with  a  frontage 
of  50  ft.  and  a  depth  of  95  ft.,  on  condition  that  the 
requirements  of  the  resolution  adopted  by  the  Boaid 
on  July  11,  1939  shall  be  complied  with  in  all  respects 
except' that  there  shall  be  but  one  (1)  opening  in  the 
curb  for  entrance  opposite  the  approximate  center  of 
the  premises  and  not  over  15  ft.  in  width. 

Resolved  further,  that  in  lieu  of  the  open  woven 
wire  fence  hereinbefore  required,  there  may  be  erected 
a  substantial  wood  fence  constructed  in  accordance  with 
the  detailed  drawing  marked  ‘Received  August  31, 
1942’,  and  all  points  "where  fences  arc  hereinbefore 
required.” 


828-41-BZ. 

APPLICANT— Central  James  Corporation,  Incorporated, 
owner.  H 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1906  Cornaga  avenue,  north¬ 
east  corner  of  Beach  19th  street  (Block  No.  4$, 
Lot  No.  1),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mortimer  A.  Harrison. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  C  hief  Murphy  4 
Negative:  .  0  1 

THE  RESOLUTION  (828-41-BZ) 

Whereas,  Max  Horn,  for  Central  James  Corporation, 
owner,  filed  September  26,  1941,  an  application  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1906  Cornaga  avenue, 
northeast  corner  of  Beach  19th  street  (Block  No.  48,  Lot 
No.  1),  Far  Rockaway,  Borough  of  Queens,  and 

Whereas,  this  application  was  granted  by  the  Board  on 
February  24,  1942,  on  certain  conditions  and  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  hebruary  24,  1942, 
so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h  thereof  for  a  term  of  two  (2)  years 
from  February  24,  1942,  to  permit  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  that  the  plot  shall  be  leveled  substantially  to  the 
grade  of  the  surrounding  streets  and  shall  he  properly 
surfaced  with  steam  cinders,  clean  gravel  or  other  suit¬ 
able  material  properly  rolled  and  treated  with  an  as¬ 
phalt  binder;  that  there  shall  be  erected  on  the  street 
building  lines  a  substantial  woven  wire  fence  not  less 
than  6  ft.  in  height  with  no  openings  therein  except  one 
to  Cornaga  avenue  and  one  to  Beach  19th  street  for 
entrance  and  exit ;  that  such  entrances  shall  not  exceed 
25  ft.  in  width  with  curb  cut  opposite  not  to  exceed 
such  width;  that  on  the  interior  building  lines  where 
walls  of  adjoining  buildings  do  not  exist  there  shall 
be  erected  a  similar  fence  or  tight-board  fence;  that 
proper  bumpers  shall  be  installed  against  the  interior 
lot  lines  for  protection  to  adjoining  buildings  and 
against  the  fence  for  protection  to  same  on  the  street 
building  lines ;  that  during  the  term  of  this  permit  the 
premises  shall  be  occupied  for  no  use  other  than  as 
herein  permitted  and  no  buildings  shall  be  erected  ex¬ 
cept  that  there  may  be  a  building  not  over  100  sq.  ft. 
in  area  and  not  over  one  story  in  height  erected  near 
the  entrance  to  be  used  solely  as  an  office  and  shelter 
for  the  attendant;  that  such  building  may  be  of  frame; 
that  no  signs  shall  be  erected  on  the  premises  except 
that  there  may  be  a  sign  attached  to  each  entrance 
advertising  the  parking  and  storage  use  and  the  free 
parking  use  during  the  day  and  the  rates  charged  for 
night  storage  provided  such  signs  do  not  exceed  15  sq. 
ft.  each  in  area  and  do  not  extend  beyond  the  building 
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lines  and  are  not  illuminated ;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress; 
that  such  portable  fire-fighting  appliances  shall  be  fur¬ 
nished  and  maintained  as  the  fire  commissioner  shall 
direct ;  that  only  cars  of  the  pleasure  car  type  shall  be 
so  parked  or  stored  and  only  those  capable  of  opera¬ 
tion  ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this 
resolution ;  that  upon  completion  of  the  work  in  accord¬ 
ance  with  this  resolution,  a  photograph  shall  be  fur¬ 
nished  showing  the  completed  condition. 

Resolved  further,  that  in  lieu  of  the  fence  hereinbe¬ 
fore  required  there  may  be  erected  a  fence  consisting 
of  2  x  4  wood  railing  on  4  x  4  posts,  and  not  less  than 
3  ft.  in  height,  and  that  such  fence  shall  be  kept  painted, 
on-  condition  that  additional  rail  and  pickets  not  less 
than  6  in.  on  centers  shall  be  attached,  provided  that 
such  u'ork  is  completed  within  one  (1)  year  from  the 
date  of  this  amended  resolution 


1070-41-BZ. 

APPLICANT — Paul  Friedman,  for  George  1.  Laird,  own 
er. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  (expired  September 
10,  1942) — re  Application  (decision  of  the  borough 
superintendent)  under  section  7h  of  the  zoning  res¬ 
olution,  permitting  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED  — 3010-3012  Fulton  street  and 
233-241  Linwood  street,  southeast  corner  (Block 
No.  3956,  Lot  No.  43),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1070-41-BZ) 

Whereas,  Paul  Friedman,  for  George  I.  Laird,  owner, 
filed  December  10,  1941,  an  application  under  section  7h  of 
the  building  zone  resolution  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  3010-3012  Fulton  street  and  233-241  Linwood  street, 
southeast  corner  (Block  No.  3956,  Lot  No.  43),  Borough  of 
Brooklyn ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
March  10,  1942  on  certain  conditions  and  applicant  re¬ 
quested  an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  10,  1942, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completing  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

.  .  that  all  permits  required  and  all  work  shall 

be  completed  within  two  (2)  months  from  the  date  of 
this  amended  resolution. 


213-42-BZ. 

APPLICANT— William  S.  Worrall,  Jr.,  for  Cord-Meyer 
Development  Company,  owner  (Forest  Hills  Mate¬ 
rial  Company,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  (expired  September 
7  1942)— re  Application  (decision  of  the  borough 


superintendent)  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 69-02  to  69-40  Austin  street 
and  102-30  to  102-38  69th  (Stafford)  avenue,  south¬ 
east  corner  (Block  No.  3234,  Lot  No.  110  and  part 
of  Lot  No.  150),  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Wrn.  S.  Worrall,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (213-42-BZ) 

Whereas,  William  S.  Worrall,  Jr.,  for  Cord-Meyer  De¬ 
velopment  Company,  owner,  filed  on  March  18,  1942,  an 
application  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  69-02  to  69-40  Austin  street  and  102-30 
to  102-38  69th  (Stafford)  avenue,  southeast  corner  (Block 
No.  3234,  Lot  No.  110  and  part  of  Lot  No.  150),  Forest 
Hills,  Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
July  7,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  7,  1942,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“.  .  .  that  all  permits  shall  be  obtained  and  all 

work  completed  within  two  (2)  months  from  the  date 
of  this  amended  resolution.  .  .  .” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

359-42-S. 

APPLICATION  — William  Welge,  for  Marie  L.  Welge, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 365  Wythe  avenue,  east  side, 
77  ft.  2  in.  north  of  South  5th  street  (Block  No. 
2442,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  22,  1942, 
at  2  P.  M.,  for  inspection  by  a  Committee  of  the 
Board  and  decision  by  the  Board. 


360-42-A. 

APPLICANT — William  Welge,  for  Marie  Welge,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 365  Wythe  avenue,  east  side, 
77  ft.  2  in.  north  of  South  5th  street  (Block  No. 
2442,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  22,  1942, 
at  2  P.  M.,  for  inspection  by  a  Committee  of  the 
Board  and  decision  by  the  Board. 
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529-42-A. 

APPLICANT — Sidney  L.  Strauss,  for  Clarostat  Manu¬ 
facturing  Company,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 281-287  North  6th  street,  north 
side,  111  ft.  Sy2  in.  west  of  Metropolitan  avenue 
(Block  No.  2331,  Lot  Nos.  42-44-45),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

ACTION  OF  BOARD— Laid  over  to  September  22,  1942, 
at  2  P.  M.,  for  inspection  by  a  Committee  of  the 
Board  and  decision  by  the  Board. 


561-42-A. 

APPLICANT — Anthony  J.  Yaconetti,  for  Jennie  Pica,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES— Margaret  Hoffman. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Alt.  Applic.  No.  367-42. 

PREMISES  AFFECTED — 4555  Third  avenue,  southwest 

,  corner  of  Lorillard  place  and  539-545  East  184th 

street,  north  side,  50  ft.  west  of  Lorillard  place 
(Block  No.  3052,  Lot  No.  37),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Anthony  J.  Yaconetti. 

For  Owner:  Edward  J.  Stark,  Meyer  Hoffman, 
Ralph  Bochino  and  Thos.  F.  Duggan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  29,  1942, 
at  2  P.  M.,  for  further  consideration  by  the  Board. 


571-42-A. 

APPLICANT  —  Colonial  Pipe  and  Supply  Corporation, 
lessee,  for  Insular  Lumber  Sales  Corporation, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 44-72  11th  street  and  10-57 
45th  avenue,  northwest  corner  (Block  No.  51,  Lot 
Nos.  192  and  20),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Julius  Holzberg. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — -Laid  over  to  September  22,  1942, 
at  2  P.  M.,  for  inspection  by  a  Committee  of  the 
Board  and  decision  by  the  Board. 


573-42-A. 

APPLICANT — A.  Rothenberg,  lessee,  for  H.  Edgerton, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED  —  983  McDonald  avenue,  east 
side,  22  ft.  south  of  Webster  avenue  (Block  No. 
5419,  part  of  Lot  No.  8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abe  Rothenberg. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar,  pend¬ 
ing  filing  of  application  by  manufacturer  for  gen¬ 
eral  approval. 


668-42-A. 

APPLICANT — F.  Klebold,  for  Queensboro  Lumber  Com¬ 
pany,  owner  (Technical  Appliance  Corporation, 

lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECT  ED-4 1-06  DeLong  street,  west  side, 
142  ft.  south  of  Port  Washington  Division  of  Long 
Island  railroad  (Block  No.  5066,  Lot  No.  25), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ferdinand  Klebold,  Charles  Hen¬ 
dry,  Jr.,  Malcolm  B.  Hendry  and  B.  H.  Woden.  I 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1942,  ■ 
at  10  A.  M.,  pending  an  inspection  by  a  Committee  ■ 
of  the  Board. 


1075-41-A. 

APPLICANT — Roe,  Kramer  and  McKenna,  for  Waldron 
Homes,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 56-04  and  56-08  197th  street, 
southwest  corner  of  Hollis  Court  boulevard  and 
west  side  of  197th  street,  363.13  ft.  north  of  58th 
avenue  (Block  No.  5684,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ointon  T.  Roe. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1075-41-A) 

Whereas,  Roe,  Kramer  and  McKenna  for  Waldron  Es¬ 
tates,  Inc.,  owner,  filed  December  12,  1941,  an  appeal  from 
a  decision  of  the  borough  superintendent ;  premises  56-04 
and  56-08  197th  street,  southwest  corner  of  Hollis  Court 
boulevard  and  west  side  of  197th  street,  363.13  ft.  north 
of  58th  avenue  (Block  No.  5684,  Lot  No.  1),  Flushing, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Applications  5570  and  5571-41,  dated  December  3,  1941, 
reads : 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  section  4.1.2  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  fronting  86.14  ft.  on  197th  street  and  85  ft.  on 
Hollis  Court  boulevard,  located  in  a  residence  and  business 
use  D  area  district,  which  it  is  proposed  to  divide  into  two 
separate  lots  and  to  erect  on  each  lot  a  1)4  story  frame 
1-family  dwelling,  25  ft.  by  38  ft.  in  area,  25  ft.  in  height 
and  a  private  garage;  of  Class  3  construction,  12  ft.  by 
20  ft.  in  area,  except  that  the  front  gable  of  the  garages 
will  be  of  frame  construction ;  that  the  buildings  will  be 
set  back  from  197th  street  a  distance  of  20  ft.  into  which 
setback  front  entrances  and  bay  windows  will  project  ap¬ 
proximately  5  ft.  and  chimney  breasts  approximately  2  ft. ; 
that  the  corner  building  will  be  set  back  from  Hollis  Court 
boulevard  a  distance  of  20  ft.  into  which  front  entrance 
may  project  approximately  5  ft.:  that  a  rear  yard  will  be 
provided  along  the  southwesterly  lot  line  of  the  corner 
building  for  a  width  of  4  ft.  4  in.  and  a  side  yard  will  be 
provided  along  the  northerly  side  of  the  corner  dwelling  17 
ft.  in  width;  that  dwelling  to  be  located  50.31  ft.  southwest 
of  Hollis  Court  boulevard  will  have  a  side  yard  not  less 
than  5  ft.  in  width  on  the  easterly  side  and  not  less  than  10 
ft.  average  in  width  on  the  westerly  side;  that  garages  to 
be  located  not  nearer  than  1  ft.  to  side  or  rear  lot  lines; 
that  dwellings  to  be  surfaced  on  the  exterior  to  the  plate 
line  with  masonry  veneer  with  frame  siding  and  wood  sid¬ 
ing  and  asbestos  shingles  or  stucco  above  and  roofs  shall  be 


966 


MINUTES 


surfaced  with  approved  asphalt  or  natural  slate  shingles ; 
that  garages  will  be  of  masonry  construction,  except  for 
the  front  gable,  which  will  be  surfaced  with  wood  and  roofs 
surtaced  with  approved  asphalt  shingles  or  natural  slate; 

and 

Whereas,  the  applicant  contends  that  the  premises  form 
part  of  a  residential  development,  which  is  subject  to  re¬ 
strictions  on  record  in  the  Queens  County  Register’s  Office, 
which  permit  improvement  solely  with  wholly  detached  one- 
family  dwellings;  that  the  use  of  the  plot  for  business  pur¬ 
poses  is  impractical ;  that  to  be  required  to  comply  with  the 
Building  Code  will  work  a  hardship  on  the  owner  by  reason 
of  the  excessive  cost  of  the  building  materials  required  to 
conform  with  said  provisions  of  the  Code  for  buildings 
located  in  the  fire  limits. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applications  5570  and  5571-41,  Objection  No. 
1,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  oil  condition  that  in  all  other  respects 
the  buildings  and  occupancy  shall  comply  with  the  require¬ 
ments  for  similar  buildings  when  erected  outside  the  fire 
limits ;  that  open  spaces  around  each  building  shall  be  main¬ 
tained  as  indicated  on  plans  filed  herewith  marked  “Received 
i  January  5,  1942”  and  “August  18,  1942”;  that  the  garage 
on  each  lot  may  be  constructed  as  proposed  as  accessory 
'  to  the  dwelling  on  each  lot,  which  shall  be  for  one-family 
occupancy  only. 

377-42-A. 

.  APPLICANT — Sidney  H.  Kitzler,  for  Fetner  and  Gold¬ 
berg,  owners. 

1  SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED  — 249-255  Varet  street,  north 
side,  175  ft.  east  of  White  street  (Block  No.  3110, 
Lot  No.  28),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  H.  Kitzler. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (377-42-A) 

Whereas,  Sidney  H.  Kitzler  for  Fetner  and  Goldberg, 
owners,  filed  on  March  8,  1942,  an  appeal  from  an  order 
and  decision  of  the  fire  commissioner,  affecting  249-255 
Varet  street,  north  side,  175  ft.  east  of  White  street  (Block 
No.  3110,  Lot  No.  28),  Borough  of  Brooklyn;  and 

Whereas,  Order  No.  6475-LF,  issued  by  the  fire  com¬ 
missioner  May  14,  1941,  and  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  April  29,  1942,  reads : 

“1.  Repair  or  replace  the  missing  and  defective  shut¬ 
ters  with  propeV  iron  shutters  at  all  openings  in  the 
exterior  wall  above  1st  story  which  are  distant  in  a 
direct  line  less  than  30  ft.  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said 
openings,  and  which  are  not  more  than  50  ft.  above  a 
neighboring  roof  at  east,  west  and  north  sides  of  build¬ 
ing  or  other  approved  protection.  Section  491A-2-2.0 
Chapter  19,  Administrative  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (48  ft.)  in  height;  63  ft.  by  84  ft.  in  area;  of  Class 
3  construction,  equipped  with  a  sprinkler  system ;  located  in 
an  unrestricted  use  district;  erected  1911,  and  used  through¬ 
out  for  light  manufacturing,  and  occupied  as  follows :  first 
floor,  15  persons;  second  floor,  15  persons;  third  floor,  30 
persons ;  fourth  floor,  24  persons ;  and 

Whereas,  the  applicant  contends  that  there  is  a  side  court 
on  each  side  of  the  building  and  a  yard  in  the  rear ;  that  it 
is  proposed  to  replace  all  existing  wood  window's  through¬ 


out  with  steel  windows  glazed  with  wire  glass,  as  soon  as 
official  permission  can  be  obtained  to  procure  the  required 
materials ;  that  it  is  impossible  to  procure  the  necessary  iron 
shutters ;  that  it  is  requested  that  the  Board  grant  permis¬ 
sion  to  do  the  work  outlined  and  to  grant  the  time  necessary 
to  complete  the  work,  taking  into  consideration  that  the 
materials  required  will  not  be  released  until  after  the  war. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
6475-LF  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Objection  No.  1,  for  a 
term  of  two  years  from  the  date  of  this  resolution,  only  so 
long  as  the  building  in  the  rear  facing  on  Moore  street  has 
windows  in  the  rear  wall  of  steel  sash  and  wire  glass  and 
such  building  is  sprinklered ;  that  no  additional  buildings 
are  constructed  nearer  than  those  now  existing  to  the  west, 
on  condition  that  the  building  shall  not  be  increased  in 
height  and  area;  that  within  two  (2)  years,  fireproof  win¬ 
dows  shall  be  installed  to  comply  with  the  lawful  require¬ 
ments  proposed  under  Alteration  Application  1079-42 ;  that 
the  sprinkler  system  and  fire  alarm  system  in  the  building 
shall  be  maintained  and  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


378-42-A. 

APPLICANT — Sidney  H.  Kitzler,  for  Fetner  and  Gold¬ 
berg,  owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED  — 257-261  Varet  street,  north 
side,  175  ft.  1  in.  west  of  Bogart  street  (Block  No. 
3110,  Lot  No.  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sidney  H.  Kitzler. 

For  Administration :  Thos.  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (378-42-A) 

Whereas,  Sidney  H.  Kitzler  for  Fetner  and  Goldberg, 
owners,  filed  on  May  8,  1942,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner  affecting  premises  257-261 
Varet  street,  north  side,  175  ft.  1  in.  west  of  Bogart  street 
(Block  No.  3110,  Lot  No.  25),  Borough  of  Brooklyn;  and 
Whereas,  Order  No.  6931-LF,  issued  by  the  fire  com¬ 
missioner  July  28,  1941,  and  referred  to  in  a  decision  of  the 
fire  commissioner  dated  April  29,  1942,  reads : 

“2.  Repair  or  replace  the  (missing-defective)  shut¬ 
ters  with  proper  iron  shutters  at  all  openings  in  the 
exterior  wall  above  1st  story  which  are  distant  in  a 
direct  line  less  than  30  ft.  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50  ft.  above  a 
neighboring  roof  at  West,  North  and  East  sides  of 
building,  or  other  approved  protection.  Sec.  491-A- 
2-2.0  Ch.  19,  Adm.  Code.” 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (48  ft.)  in  height;  60  ft.  by  84  ft.  in  area;  of  Class 
3  construction ;  located  in  an  unrestricted  use  district ; 
erected  1912,  and  used  throughout  for  light  manufacturing 
and  occupied  by  20  persons  on  the  first  floor ;  30  persons  on 
the  second  floor;  30  persons  on  the  third  floor;  30  persons 
on  the  fourth  floor;  and 

Whereas,  the  applicant  contends  that  there  is  a  side 
court  on  each  side  of  the  building  and  a  yard  in  the  rear; 
that  it  is  proposed  to  replace  all  existing  wood  windows 
throughout  with  steel  windows  glazed  with  wire  glass,  as 
soon  as  official  permission  can  be  obtained  to  procure  the 
required  materials ;  that  it  is  impossible  to  procure  the 
necessary  iron  shutters ;  that  it  is  requested  that  the  Board 
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grant  permission  to  do  the  work  outlined  and  to  giant  the 
time  necessary  to  complete  the  work,  taking  into  considera¬ 
tion  that  the  materials  required  will  not  be  released  until 

after  the  war.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
6931-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Objection  No.  2,  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution, 
only  so  long  as  the  building  in  the  rear  facing  on  Moore 
street  has  windows  in  the  rear  wall  of  steel  sash  and  wire 
glass;  that  no  addtional  buildings  are  constructed  nearer 
than  those  now  existing  to  the  east;  that  such  buildings 
shall  remain  sprinklered,  as  indicated  on  plans  filed  with  this 
appeal ;  and,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  and  area  and  that  within  two  (2)  years, 
fireproof  windows  shall  be  installed  as  proposed  under  Al¬ 
teration  Application  No.  1132-42;  that  the  fire  alarm  system 
shall  be  maintained  and  that  in  all  other  respects  the  build- 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


483-42-A. 

APPLICANT  — Frank  C.  Keller,  for  Ford  Instrument 
Company,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 31-10  Thompson  avenue,  south 
side,  from  31st  street  to  31st  place  (Block  No.  278, 
Lot  No.  9),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES—  „  _ 

For  Applicant :  Frank  C.  Keller  and  R.  A.  Caug- 
hey. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  1  homas  A.  Larkin,  Fire 

Dep’t.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (483-42-A) 

Whereas,  Frank  C.  Keller,  for  Ford  Instrument  Com¬ 
pany,  owner,  filed  on  June  17,  1942.  an  appeal  from  an  order 
and  decision  of  the  fire  commissioner,  affecting  premises 
31-10  Thompson  avenue,  south  side,  between  31st  street  and 
31st  place  (Block  No.  278,  Lot  No.  9),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  Order  No.  8354-LF,  issued  by  the  fire  com¬ 
missioner  March  25,  1942,  and  referred  to  in  a  decision  of 
the  fire  commissioner  dated  June  15,  1942,  reads: 

“5.  Provide  100  approved  rvater  buckets  in  basement 
and  100  approved  wrater  buckets  on  the  first  floor,  33 
approved  water  buckets  on  the  2nd  floor,  15  approved 
water  buckets  on  the  third  floor  and  15  approved  water 
buckets  on  the  4th  floor. 

Note:  Buckets  to  be  marked  ‘fire’  with  letters  not 
less  than  2l/2"  in  height,  kept  full  of  clean  water  and 
not  to  be  used  for  any  other  purpose.  Buckets  to  be 
placed  on  permanent  shelves,  hooks  and  racks  same  to 
be  not  less  than  two  feet  nor  more  than  four  and  one- 
half  feet  above  the  floor.  Section  09-161.0  Adm. 
Code.” 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (52  ft.  6  in.)  in  height;  199  ft.  11 V4  in.  by  440  ft. 
9  in.  in  area ;  of  Class  1  construction ;  equipped  with  a 
sprinkler  system,  standpipe  system,  and  erected  in  1919  and 
located  in  an  unrestricted  use  district,  and  occupied:  cellar, 
factory  457  persons;  first  floor,  assembly,  510  persons;  sec¬ 
ond  floor,  office  and  paint  shop,  171  persons;  third  floor, 
office  and  spare  parts,  65  persons;  fourth  floor,  office,  150 
persons,  that  it  is  proposed  to  be  occupied — cellar,  same, 


500  persons;  first  floor,  same,  650  persons;  second  floor, 
same,  220  persons;  third  floor,  same,  160  persons;  fourth 
floor,  same,  160  persons ;  and  •  1 

Whereas,  the  applicant  contends  that  the  Army  and  Navy 
Departments,  for  whom  the  owner  has  devoted  their  entire 
production  facilities,  have  ordered  that  all  sand  or  water 
buckets  be  eliminated,  as  both  the  machinery  and  highly 
delicate  instruments  can  easily  be  sabotaged  with  sand  and 
water;  that  it  is  proposed  to  install  15  lb.  COs  containers 
throughout  the  building  and  soda  and  acid  in  the  carpenter 
shop  in  such  quantities  as  are  required  by  the  fire  commis¬ 
sioner  or  based  on  recommendations  of  the  National  Board 
of  Fire  Underwriters;  and  .  : 

Whereas,  the  applicant  has  filed  a  copy  of  a  communi¬ 
cation  from  the  War  Department,  recommending  that  the 
sand  or  water  buckets  be  eliminated  and  one  15  lb.  carbon 
dioxide  extinguisher  be  provided  for  each  2500  sq.  ft.  of 
floor  area  on  each  floor  of  the  plant,  in  addition  to  the 
extinguishers  already  provided  or  specifically  recommended 
to  be  located  at  other  points. 

Resolved,  that  Order  No.  8354-LF  of  the  hire  Commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  pails  of  sand 
required  by  the  fire  commissioner  may  be  eliminated,  pro¬ 
vided  CO-.  extinguishers  of  approved  type  substituted  in 
such  areas  as  the  fire  commissioner  shall  direct;  that  in 
such  portion  of  the  factory  where  water  pails  may  be  main¬ 
tained  with  the  approval  of  the  War  Department,  such  pails 
shall  be  furnished  and  maintained  as  the  fire  commissioner 
shall  direct;  that  this  variation  shall  continue  only  during 
the  present  war  emergency,  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  the  occupancy  as 
approved  by  the  Department  of  Housing  and  Buildings  un¬ 
der  Alteration  Application  2931-41. 


493-42-A. 

APPLICANT — Brewster  Aeronautical  Corporation,  les¬ 
see,  for  Ford  Motor  Company,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 32-14  Northern  boulevard, 
southwest  corner  of  Honeywell  street  (Block  No. 
214,  Lot  No.  210),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Merwin  Lewis,  Robert  Welch, 
William  Landrey  and  Frank  Majer. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Giairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (493-42-A) 

Whereas,  Brewster  Aeronautical  Corp.,  lessee,  for  Ford 
Motor  Company,  owner,  filed  June  17,  1942,  an  appeal 
from  an  order  of  the  fire  commissioner  affecting  premises 
32-14  Northern  boulevard,  southeast  corner  of  Honeywell 
street  (Block  No.  214,  Lot  No.  210),  Long  Island  City, 
Borough  of  Queens;  and 

Whereas,  Order  No.  8590-LF,  issued  by  the  fire  com¬ 
missioner  April  28,  1942,  reads :  I 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  Article  17  or  Chapter  26  of  the  Ad¬ 
ministrative  Code  of  the  City  of  New  York  by  com¬ 
plying  with  the  following  orders : 

(a)  Provide  a  reserve  of  2500  gallons  of  water 
for  standpipe  system. 

Note: — File  plans  for  standpipe  system.  Said 
plans  must  be  filed  and  approved  by  the  Department 
of  Housing  and  Buildings.  Chapter  26,  Art.  16,  Ad¬ 
ministrative  Code. 
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(b)  Disconnect  standpipe  system  from  10"  mani¬ 
fold  in  cellar  which  is  a  by-pass  to  sprinkler  system. 

Note : — File  plans  for  standpipe  system.  Said 
plans  must  be  filed  and  approved  by  the  Department 
of  Housing  and  Buildings.  Chapter  26,  Art.  16,  Ad¬ 
ministrative  Code. 

(c)  Provide  pressure  reducing  valves  at  all  stand¬ 
pipe  risers  outlet  on  2nd,  1st  and  cellar  fioor  where 
static  pressure  is  over  55  lbs. 

(d)  Provide  separate  Siamese  connection  for 
standpipe  and  sprinkler  systems. 

2.  Remove  all  hose  connections  from  sprinkler  sys¬ 
tem  on  all  stories.  Section  16  &  17  Ch.  26,  Adm. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  8 
stories  (125  ft.)  in  height,  312  ft.  by  187  ft.,  irregular,  in 
area,  of  Class  1  construction,  equipped  with  sprinkler  sys¬ 
tem  and  a  standpipe  system,  erected  in  1914,  located  in  an 
unrestricted  use  district  and  occupied :  sub  cellar,  boiler 
room,  3  persons;  cellar,  storage  of  sheet  metal  and  paint, 
50  persons;  1st  floor,  factory,  200  persons;  2nd  floor,  fac¬ 
tory  and  offices,  440  persons;  3rd  floor,  factory.  470  per¬ 
sons;  4th  floor,  factory,  420  persons;  5th  floor,  factory,  490 
persons;  6th  floor,  factory,  430  persons;  7th  floor,  factory 
and  offices,  485  persons;  8th  floor,  factory  and  offices,  330 
persons ;  and 

Whereas,  the  applicant  contends  that  the  present  sprin¬ 
kler  and  standpipe  system  was  approved  many  years  ago 
and  at  that  time  conformed  with  all  existing  laws;  that  the 
order  would  require  the  present  system  to  be  radically 
changed  in  order  to  comply  with  the  existing  laws ;  that  the 
present  system  affords  protection,  which  is  substantially 
equivalent  to  that  which  would  be  afforded  if  a  new  system 
were  installed  to  comply  with  the  order. 

Resolved,  that  Order  No.  8590-LF  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  existing  com¬ 
bination  standpipe  and  sprinkler  system  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner  and  in  comnb- 
ance  with  the  requirements  of  the  Factory  Mutual  Insur¬ 
ance  Association ;  that  a  new  certificate  of  occupancy  giv¬ 
ing  the  correct  structural  classification  of  the  building  and 
the  permitted  occupancy  shall  be  obtained  to  supersede  Cer¬ 
tificate  of  Occupancy  No.  Q-2022,  issued  July  11,  1921  ;  that 
pressure  reducing  valves  at  all  standpipe  risers  shall  be  in¬ 
stalled  where  static  pressure  exceeds  55  lbs. ;  that  where 
temporary  partitions  extend  to  the  ceiling  or  within  18  in. 
thereof,  the  sprinkler  heads  shall  be  rearranged  or  new 
sprinkler  heads  added  so  as  to  comply  with  the  require¬ 
ments;  that  the  building  in  all  other  respects  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  by  the  Board  under  Cal.  No.  494-42-S 
and  1084-41 -A. 


494-42-S. 

APPLICANT— Brewster  Aeronautical  Corporation,  lessee, 
for  Ford  Motor  Company,  owner. 

SUBTECT — Variation  of  the  Labor  Law  as  cited  in  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 32-14  Northern  boulevard, 
southeast  corner  of  Honeywell  street  (Block  No. 
214,  Lot  No.  21),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES—  .  ,  „r 

For  Applicant:  Mervin  Lewis,  Robert  Welch,  V  m. 

Landrey  and  Frank  Majer. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  (  hie f  Murphy  4 
Negative  :  . . . .  •  ^ 


THE  RESOLUTION  (494-42-S) 

Whereas,  Brewster  Aeronautical  Corporation,  lessee,  for 
Ford  Motor  Company,  owner,  filed  June  17,  1942,  an  ap¬ 
plication  for  the  variation  of  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
affecting  premises  32-14  Northern  boulevard,  southeast  cor¬ 
ner  of  Honeywell  street  (Block  No.  214,  Lot  No.  210), 
Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
Misc.  Applic.  No.  1980-42,  dated  May  15,  1942,  reads: 

“1.  The  erection  of  stud  partitions  in  a  fireproof 
factory  building  is  contrary  to  Section  264,  paragraph 
6  of  the  Labor  Law.” 

and 

VVhereas,  the  applicant  stales  that  the  building  is  8 
stories  (125  ft.)  in  height,  312  ft.  by  187  ft.  irregular  in 
area,  of  class  one  construction  erected  1914,  located  in  a 
non-restricted  use  district,  and  occupied  as  follows:  Sub¬ 
cellar  boiler  room — 3  persons,  sheet  metal  shop  paint  shop — 
50  persons,  First  floor — factory — 200  persons,  second  floor — 
factory  and  offices — 440  persons,  third  floor — factory — 470 
persons,  fourth  floor — factory — 420  persons,  fifth  floor — 
factory — 490  persons,  sixth  floor — factory — 430  persons,  sev¬ 
enth  floor — factory  and  offices — 480  persons,  8th  floor — fac¬ 
tory  and  offices — 330  persons ;  that  the  building  is  equipped 
with  a  sprinkler  system,  standpipe  system,  and  interior  fire 
alarm  system;  that  there  are  eight  44  in.  interior  fireproof 
stairs  and  two  fire  escapes  which  extend  to  roof  by  stairs 
on  two  grade  by  counter  balanced  stairs  and  that  t lie  win¬ 
dows  on  the  course  are  kalamein  frames  glazed  with  wire 
glass ;  and 

Whereas,  the  applicant  contends  that  the  major  portion 
of  the  partitions  affect  the  enclosed  tool  cribs  and  stock¬ 
rooms  and  consist  of  wire  mesh  on  2  in.  by  4  in.  wood 
studs  and  due  to  the  fact  that  it  is  essential  that  persons 
in  these  enclosures  be  seen  from  the  outside,  it  is  neces¬ 
sary  that  these  partitions  be  of  this  type;  that  the  re¬ 
mainder  of  the  partitions  in  quesdon  are  ro^ti-neto'' 
of  “sheet  rock”,  “Celotex”,  “Beaver  board”,  or  “plywood” 
and  are  used  to  enclose  temporary  offices;  that  these  parti¬ 
tions  are  necessary  to  separate  the  production  from  the 
offices  and  to  minimize  the  noise  which,  would  seriously 
interfere  with  office  work,  and  that  all  of  the  partitions 
involved  were  erected  with  the  intention  that  they  would 
be  maintained  solely  for  the  duration  of  the  emergency; 
that  the  occupant  has  contracts  with  the  United  States  Navy 
and  the  Navy  requires  that  parts  manufactured  for  it  be 
segregated  and  securely  locked  and  it  is  for  this  reason 
that  many  of  the  temporary  partitions  are  required ;  that 
the  building  is  fireproof,  sprinklered,  and  equipped  with  a 
standpipe  system  and  adequate  fire  extinguishers  are  main¬ 
tained  .throughout  the  premises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1980-42,  Obi.  No.  1,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
no  additional  partitions  not  in  compliance  with  the  require¬ 
ments  shall  be  installed;  that  the  existing  partitions  as  in¬ 
dicated  on  plans  filed  with  this  application,  marked  “Re¬ 
ceived  Tune  17,  1942”  shall  conform  in  construction  with 
the  description  thereon;  that  all  such  partitions  not  in 
lawful  compliance  with  the  requirements,  shall  be  removed 
within  two  (2)  years  from  the  date  of  this  resolution: 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  other 
than  as  modified  by  the  Board  under  Cal.  No.  493-42-A  and 
1084-41-A. 


537-42-A. 

APPLICANT — Carl  Ankenbrand.  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent 

PREMISES  AFFECTED — 137-07  New  York  boulevard, 
west  side,  40  ft.  south  of  137th  avenue  (Block  No. 
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3076,  Lot  No.  8),  South  Jamaica,  Borough  of 

Queens. 

APPEARANCES — 

For  Applicant:  Carl  Ankenbrand,  Joseph  B.  Jer- 
mann. 

For  Administration:  Fred  Dahlem,  Depl’s  ol 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative:  .  ^ 

THE  RESOLUTION  (537-42-A) 

Whereas,  Carl  Ankenbrand,  owner,  filed  July  3,  1942,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
premises  137-07  New  York  boulevard,  west  side,  40  ft. 
south  of  137th  avenue  (Block  No.  3076,  Lot  No.  8),  South 
Jamaica,  Borough  of  Queens:  and 

Whereas,  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1115-42,  dated  June  10,  1942,  reads: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2-Building  Code.” 
an<l 

Whereas,  the  rmpbeant  states  that  the  building  is  one 
story  in  height,  32  ft.  by  32  ft.  4  in.  in  area,  of  Class  4 
construction;  to  be  erected  on  a  plot  40  ft.  by  100  ft.  in 
area ;  in  a  business  use  district ;  and 

Whereas,  applicant  contends  that  he  is  the  owner  ol 
a  one-story  frame  dwelling  located  at  114  Damson  street, 
South  Jamaica,  which  lot  was  taken  by  the  city  for  the  Idle- 
wild  Airport  site;  that  it  is  proposed  to  move  said  build¬ 
ing  to  premises  in  question  and  occupy  same  as  a  one- family 
dwelling;  that  the  roof  is  covered  with  asphalt  shingle 
roofing  and  the  exterior  walls  are  surfaced  with  insulated 
brick  siding;  that  it  is  proposed  to  alter  the  building,  bv 
adding  a  hall  in  the  center  at  a  point  where  the  building 
was  severed  in  moving;  that  the  majority  of  the  buildings 
along  New  York  boulevard  in  this  locality  are  of  wood 
construction ;  that  the  property  in  the  rear  of  the  premises 
in  question  is  not  in  the  fire  limits ;  that  for  these  reasons 
the  granting  of  this  appeal  is  requested,  so  as  to  permit  the 
construction  and  alteration  of  the  building  as  proposed  and 
as  shown  on  plans  filed  with  the  borough  superintendent. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  Alteration  Application  1115-42,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
comply  in  all  other  respects  with  the  requirements  for  a 
similar  building  when  erected  outside  the  fire  limits ;  that 
the  Jniilding  shall  be  restricted  to  the  use  of  one-family 
only ;  that  no  other  building  except  a  private  garage  ac¬ 
cessory  to  the  dwelling  shall  be  erected  on  the  plot. 


608-42-A. 

APPLICANT — Albert  San  Fanandre,  for  Edward  D. 
Lynch,  Tnc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 198  Beach  114th  street,  south¬ 
east  corner  of  Rockaway  Beach  boulevard  (Block- 
No.  658,  Lot  No.  1),  Rockaway  Beach,  Borough 
of  Oueens. 

APPEARANCES— 

For  Applicant:  Albert  San  Fanandre  and  Edward 
D.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (608-42-A) 

Whereas,  Albert  San  Fanandre,  for  Edward  D.  Lynch, 
Inc.,  owner,  filed  August  5,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent,  premises  198  Beach  114th 
street,  southeast  corner  of  Rockaway  Beach  boulevard 
(Block  No.  658,  Lot  No.  1),  Rockaway  Beach,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  re 
Alt.  Applic.  No.  1341-42,  dated  September  11,  1942,  reads: 

“1.  Proposed  change  of  occupancy  of  frame  dwell¬ 
ing  within  fire  limits  to  a  business  use  is  contrary  to 
sect.  4.1.5  and  4.2.1  of  N.  Y.  C.  Building  Code. 

3.  75  lb.  live  load  not  acceptable  for  commercial 

occupancy.  j 

4.  Wood  floors  and  girders,  first  floor,  weak  for 
live  load  of  100  lbs.” 

and 

Whereas,  the  applicant  states  that  the  building  is  base¬ 
ment,  2y2  stories  (32  ft.)  in  height,  31  ft.  by  37  ft.  in  area; 
of  Class  4  construction;  erected  in  1911  ;  located  on  a  lot  55 
ft.  by  60  ft.  in  area,  in  a  business  use  district  and  used  as 
follows:  Basement— unfinished — storage;  1st  floor,  doctors’ 
offices ;  2nd  floor,  and  attic  combine,  1  family  dwelling ;  that 
it  is  proposed  to  be  used:  Basement  same;  1st  floor,  funeral 
parlor,  25  persons;  2nd  floor  and  attic,  one  family  dwell¬ 
ing  ;  and 

Whereas,  the  applicant  contends  that  it  is  requested 
the  Board  permit  change  of  occupancy  from  doctor’s  resi¬ 
dence  to  funeral  parlor  and  residence  to  be  occupied  solely 
by  the  applicant;  that  the  structure  will  be  used  in  conjunc¬ 
tion  with  present  undertaker’s  establishment  in  L.  I.  City, 
where  all  embalming  will  be  done;  that  surrounding  busi¬ 
ness  structures  are  of  frame  construction  and  therefore  it 
is  requested  permission  be  granted  to  proceed  with  proposed 
alterations  as  shown  on  plans  filed  with  borough  superin¬ 
tendent;  that  the  vacant  plot  adjoining  on  the  west  is 
owned  by  the  same  owner  and  it  is  intended  at  a  later 
date  to  erect  a  new  funeral  home  thereon ;  that  the  present 
building  shall  be  converted  to  residence  use  on  the  com¬ 
pletion  of  the  new  building;  that  due  to  the  size  of  the 
rooms  and  the  area  of  the  building  and  the  light  occu¬ 
pancy,  it  is  requested  that  objections  3  and  4  be  granted 
by  the  Board  so  as  to  permit  the  acceptance  of  the  present 
75  lb.  liveload ;  and 

Whereas,  examination  of  Building  Dept.’s  records  indi¬ 
cates  that  the  building  is  located  4  ft.  north  of  the  south¬ 
erly  lot  line  and  is  set  back  from  Beach  114th  street  a 
distance  of  16  ft.  and  from  Rockaway  Beach  boulevard 
a  distance  of  15  ft.  into  which  setback  attached  private 
garage  will  project. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alteration  Application  No.  1341-42,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that'  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area  and  shall  be  occupied 
only  as  proposed  with  the  number  of  persons  in  the  funeral 
parlor  at  no  time  exceeding  twenty  (20)  ;  as  to  objections 
3  and  4,  on  condition  that  the  main  first  floor  shall  be 
reinforced  to  the  satisfaction  of  the  borough  superintendent 
so  as  to  provide  for  a  liveload  per  superficial  foot  of  not 
less  than  100  lbs.;  that  an  additional  exit  as  proposed,  shall 
be  provided  and  all  existing  exits  shall  be  maintained ;  that 
the  use  of  these  premises  for  a  funeral  home,  as  proposed, 
shall  terminate  upon  the  erection  of  the  proposed  funeral 
home  building  on  the  adjoining  lot  under  the  same  owner¬ 
ship;  that  the  garage  shall  be  used  solely  as  accessory  to 
the  proposed'  residential  occupancy  of  the  second  story ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 


1030-41-A. 

APPLICANT — Brooklyn  Trust  Company,  owner. 
SUBJECT — Application  for  consideration— reopening  on  a 
new  proposal — re  Appeal  from  an  order  and  a  de¬ 
cision  of  the  fire  commissioner;  previously  denied. 
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PREMISES  AFFECTED — 168-50  Jamaica  avenue,  south 
side,  178.86  ft.  east  of  168tli  place  (Block  No. 
10210,  Lot.  No.  26),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  H.  T.  Jeffrey,  Jr.,  Edwin  T.  See, 
E.  L.  Pruden. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative:  .  0 

THE.  VOTE  TO  GRANT — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
•  |  Negative:  .  0 


THE  RESOLUTION  (1030-41- A) 

Whereas,  Henry  T.  Jeffrey,  Jr.,  for  Brooklyn  Trust  Com¬ 
pany,  as  certificate  trustee,  owner,  filed  November  27,  1941, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner;  premises  168-50  Jamaica  avenue,  south  side,  178.86 
ft.  east  of  168th  place  (Block  No.  10210,  Lot  No.  26), 
Jamaica,  Borough  of  Queens ;  and 
Whereas,  this  appeal  was  denied  by  the  Board  on  De¬ 
cember  16,  1941  and  the  applicant  requested  a  reopening 
of  the  appeal  on  a  new  proposal ;  and 
Whereas,  Order  No.  6334-LF  issued  by  the  fire  commis¬ 
sioner  April  21,  1941,  and  referred  to  in  a  decision  of  the 
fire  commissioner  dated  November  12,  1941,  reads: 

“1.  Provide  throughout  building  a  fixed  fire  extin¬ 
guishing  system  or  other  means  for  the  extinguishment 
of  fire  satisfactory  to  the  Fire  Commissioner.  09-161. 0 
Administrative  Code.” 
and 

Whereas,  the  building  is  3  stories  (35  ft.)  in  height; 
29.61  ft.  by  100  ft.  in  area;  of  Class  3  construction;  located 
in  a  business  use  C  area  district;  erected  in  1927;  and  oc¬ 
cupied:  cellar,  boiler-room;  1st  floor,  store  3  persons;  2nd 
floor,  showroom,  2  persons ;  3rd  floor,  light  manufacturing, 
3  persons ;  no  change  in  use  or  occupancy  is  proposed ;  and 
Whereas,  the  applicant  contends  that  the  building  is  oc¬ 
cupied  by  one  tenant  who  uses  part  of  the  top  floor  for 
manufacturing  and  alteration  of  mattresses;  that  in  view  of 
the  fact  that  the  building  is  not  excessive  in  area  or  height, 
and  only  3  people  are  generally  employed  on  the  top  floor, 
reconsideration  is  requested  to  permit  a  sprinkler  installation 
on  the  top  floor. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  6334-LF,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  oil  condition  that  the 
order  shall  be  complied  with  within  two  years  from  the  date 
of  this  resolution ;  that  meanwhile  a  non-automatic  sprin¬ 
kler  system  shall  be  installed  throughout  the  cellar  comply¬ 
ing  with  the  requirements  therefor,  except  that  there  may 
be  a  single  hose  inlet  installed  at  the  street  building  line : 
that  the  water  flow  alarm  may  be  omitted,  provided  there 
is  a  thermostatic  alarm  maintained  throughout  the  building 
connected  to  fire  headquarters  through  approved  Central 
Station;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


1109-41-A. 

APPLICANT — John  Rannells,  for  Matthew  Ury  and  Anna 
C.  Ury,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  acting  borough  superintendent. 

PREMISES  AFFECTED — 6005  Independence  avenue,  sit¬ 
uated  on  a  right-of-way  located  189.17  ft.  south 
of  West  261st  street  and  100  ft.  west  of  Inde¬ 
pendence  avenue  (Block  No.  3426,  part  of  Lot 
No.  608),  Borough  of  the  Bronx  (under  section 


36,  General  City  Law — re  proposed  erection  of  a 
building  not  fronting  on  a  legally  mapped  street). 

APPEARANCES— 

For  Applicant :  Sol  L.  Firstenberg. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1109-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  for  an  application  for  permission  to  erect  a 
building  on  a  lot  which  does  not  front  on  a  legally  mapped 
street  pursuant  to  power  vested  in  the  Board  under  section 
36  of  the  General  City  Law  as  cited  in  a  decision  of  the 
borough  superintendent  affecting  premises  6005  Independence 
avenue  situated  on  a  right-of-way  located  189.17  ft.  south  of 
West  261st  street  and  100  ft.  west  of  Independence  avenue 
(Block  No.  3426,  part  of  Lot  No.  608),  Borough  of  The 
Bronx,  was  granted  by  the  Board  February  17,  1942,  on 
certain  conditions,  resolution  amended  May  12,  1942  and 
applicant  requested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  17,  1942, 
as  amended  on  May  12,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  Preamble  Clause  setting  forth  the  dimensions 
of  the  plot,  so  that  as  amended  this  portion  of  the  whereas 
clause  shall  read : 

“.  .  .  located  on  a  lot  with  front  line  and  rear 

line  50  ft.  in  width,  and  with  the  easterly  lot  line 
105.08  ft.  and  the  westerly  lot  line  104.76  ft.  .  . 


423-42-A. 

APPLICANT — Mr.  George  W.  Swiller,  for  Hebrew  Home 
for  Invalids,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  acting  borough  superintendent ;  pre¬ 
viously  granted. 

PREMISES  AFFECTED— 1776-1786  Clay  avenue,  north¬ 
east  corner  of  Prospect  place  (Block  No.  2891,  Lot 
Nos.  37,  42,  43,  49),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  W.  Swiller. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Blum  .  1 


THE  RESOLUTION  (423-42-A) 

Whereas,  George  W.  Swiller,  for  Hebrew  Home  for 
Invalids,  owner,  filed  on  May  22,  1942  an  appeal  from  a 
decision  of  the  borough  superintendent;  premises  1776-1786 
Clay  avenue,  northeast  corner  of  Prospect  place  (Block  No. 
2891,  Lot  Nos.  37,  42,  43,  and  49),  Borough  of  The  Bronx: 
and 

Whereas,  this  appeal  was  granted  by  tbe  Board  on  June 
30,  1942,  on  certain  conditions  and  applicant  requested  an 
amendment  of  tbe  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe1; 
hereby  amend  the  resolution  adopted  on  June  30,  1942,  so 
that  as  amended,  the  resolution  shall  read : 

."Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  on  Alt.  Applic.  No.  248-42,  Objection  No.  4. 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and- 
it  hereby  is  granted  on  condition  that  the  building  shall 
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be  maintained  substantially  as  proposed;  that  an  addi¬ 
tional  doorwav  from  the  first  floor  to  grade  toward 
the  southerly  side  shall  be  constructed  and  maintained ; 
that  windows  on  the  northerly  side  adjacent  to  the  lot 
line  shall  be  either  bricked  up  or  filled  in  with  approved 
glass  block ;  that  the  building  shall  otherwise  me  main¬ 
tained  substantially  as  proposed,  and  in  all  other  re¬ 
spects  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  and  granted  only  so  long  as  this 
building  is  used  in  conjunction  with  the  other  buildings 
on  the  plot  as  indicated  on  plans  filed  with  the  Board 
under  Cal.  No.  990-41-A  and  185-38-A. 

Resolved  further,  that  the  occupancy  of  the  reading 
room  'shall  not  exceed  the  occupancy  as  proposed, 
namely  50  persons,  consisting  of  members  of  the  in¬ 
stitution.” 


GENERAL  RESOLUTION. 

671-42-GR. 

SUBJECT— Adoption  of  General  Resolution  relative  to 
the  Emergency  Federal  Specification  for  Cement. 
ACTION  OF  BOARD— General  Resolution  adopted. 
THE  VOTE  TO  ADOPT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (671-42-GR) 

Whereas,  under  War  Production  Board  Order  L-179, 
paragraph  3033.1,  cement  manufacturers  are  restricted  to 
the  manufacture  of  cement  complying  with  Emergency  Al¬ 
ternate  Federal  Specification  for  cement,  namely,  Portland 
E-SS-C-191b,  Portland  E-SS-C-201a,  Portland  E-SS-C- 
206a,  or  equivalent  A.S.T.M.  Emergency  Alternate  Speci¬ 
fications,  issued  August  3,  1942. 

Resolved,  that  all  approvals  issued  by  the  Board  for  ce¬ 
ments  coming  within  the  purview  of  the  above  listed  Fed¬ 
eral  or  equivalent  A.S.T.M.  Alternate  Emergency  Specifi¬ 
cations  shall  be  accepted  if  in  compliance  therewith  for  the 
duration  of  the  war  emergency  in  lieu  of  compliance  with 
the  Board’s  approval,  and  that  certified  monthly  mill  re¬ 
ports,  as  required  under  the  approval  of  the  Board,  shall 
be  continued  and  shall  indicate  compliance  with  the  afore¬ 
said  Specifications  as  same  may  be  applicable. 


Adjourned:  5:00  P.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


SPECIAL  MEETING 

FRIDAY  MORNING,  SEPTEMBER  18,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

655-42-A. 

APPLICANT— Alfred  H.  Eccles,  for  I.  Miller  and  Sons, 
Inc. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 43-10  23rd  street,  northwest 
corner  of  44th  avenue  (Block  No.  440,  Lot  No.  1), 
Long  Island  Citv,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  PI.  Eccles. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners  j 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 

THE  RESOLUTION  (655-42-A) 

Whereas,  Alfred  H.  Eccles,  for  I.  Miller  and  Sons,  Inc., 
owner,  filed  September  2,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent  affecting  premises  43-10  23rd 
street,  northwest  corner  of  44th  avenue  (Block  No.  440, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  August  31,  1942,  on  Alt.  Applic.  No.  1571-42, _  reads :  ' 
“1.  Proposed  frame  construction  on  the  roof  of  an 
existing  six-story  factory  is  contrary  to  Sec.  4.1.2, 
10.12.1,  B.  C.  1  ] 

2.  Live  loads  of  40  and  100  lbs.  per  sq.  ft.  for  fac¬ 
tory  work  is  contrary  to  Sec.  7. 3.2.3.  B.  C.  The  mini-  j 
mum  permissible  live  load  is  120  lbs.  per  sq.  ft. 

4.  The  following  must  extend  to  new  construction:  ; 
a.  Standpipe  system.” 

and  ? 

Whereas,  the  applicant  states  that  the  building  is  7 
stories  (80  and  94  ft.  6  in.)  in  height;  220  ft.  by  140  ft.  in 
area ;  of  Class  1  construction ;  equipped  with  a  sprinkler 
system,  and  standpipe  system;  erected  in  1924;  located  in 
an  unrestricted  use  district  and  occupied  throughout  as  a 
factory  with  employees’  restaurant  on  the  7th  floor;  occu¬ 
pied:  40  persons  in  the  cellar,  150  persons  on  the  first  floor;  • 
200  persons  on  the  second  floor,  200  persons  on  the  third  ! 
floor,  200  persons  on  the  fourth  floor ;  225  persons  on  the 
fifth  floor;  160  persons  on  the  sixth  floor;  and  400  persons' 
in  the  employees’  restaurant  on  the  7th  floor;  that  it  is  pro¬ 
posed  to  erect  two  structures  on  the  roof  of  the  present 
building  of  non-fireproof  materials  and  occupy  the  proposed 
extensions  and  existing  employees’  restaurant  portion  for 
the  manufacture  of  parachute  envelopes;  and 
Whereas,  the  applicant  contends  that  the  additional  floor 
space  is  required  to  comply  with  the  terms  of  the  Govern¬ 
ment  contract;  that  the  new  spaces  will  be  used  for  the1 
manufacture  of  parachute  envelopes  for  the  duration  of  the 
war  and  the  roof  structure  will  be  removed  at  the  end  of 
the  war;  that  the  building  is  7  stories,  of  fireproof  flat  slab 
construction,  designed  for  a  live  load  of  150  lbs.  and  a  roof 
load  of  40  lbs. ;  that  the  floors  are  loaded  below  the  150 
lbs.  design  load  and  it  is  proposed  to-  reduce  the  loading 
on  the  5th  and  6th  floors  to  120  lbs.  per  sq.  ft.  so  as  not 
to  overload  the  columns ;  that  the  floors  of  the  new  roof 
structures  are  designed  for  a  40  lb.  live  load,  which  is  less 
than  the  required  load  for  factory  purposes,  but  because 
of  the  extreme  light  weight  of  the  product  and  the  equip¬ 
ment,  there  will  never  be  more  than  40  lbs.  live  load  on  the 
roof  extensions;  that  the  existing  portion  of  the  7th  floor 
is  good  for  100  lbs.  live  load;  that  the  building  is  sprin- 
klered,  equipped  with  a  standpipe  system,  interior  alarm 
system  and  fire  drills  are  maintained ;  that  the  exits  are 
in  excess  of  the  requirements  for  the  proposed  occupancy 
and  the  areas  in  question  will  be  served  by  stairways;  that 
the  new  roof  structure  will  be  carried  on  wood  or  steel 
girders,  supported  on  present  columns ;  that  the  floor  will 
be  constructed  of  wood  floor  beams  as  well  as  the  roof; 
that  side  walls  will  be  constructed  of  2  x  4  studs  16  in 
on  center  with  the  spaces  between  studs  filled  with  rock  woo 
packed  to  a  density  of  6  lbs.  per  cu.  ft. ;  that  inside  surface 
of  the  walls  and  roofs  will  be  covered  with  sheet  rock  ane' 
roofing  will  be  either  corrugated  or  asbestos  sheet ;  tha 
outside  surface  of  walls  will  be  either  corrugated  iron  oi 
transite ;  that  sides  and  bottom  of  the  lower  chord  of  the 
truss  will  be  covered  with  one-half  in.  asbestos  board;  tha 
the  new  roof  structures  will  have  two  exits  and  a  sprinkle’ 
system  will  be  provided  and  the  interior  alarm  will  be  ex 
tended  in  the  structures;  that  the  materials  and  methods  o 
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constructions  as  proposed  will  provide  for  sufficient  safe¬ 
guards  against  fire,  so  as  to  be  in  practical  compliance  with 
the  requirements  of  the  Building  Code  for  buildings  of  this 
height  and  area;  that  the  existing  100  lbs.  live  load  in  the 
restaurant  portion  shown  on  plans  filed  with  the  borough 
superintendent  as  Unit  A  and  the  proposed  live  load  of  40 
lbs.  in  the  new  portions  shown  as  Units  B  and  C  on 
plans,  will  be  more  than  adequate  by  reason  of  the  nature 
of  the  work  involved  and  the  spacing  of  the  machinery  will 
be  as  shown  on  plans  filed  with  the  borough  superintendent ; 
that  the  nature  of  the  work  requires  the  use  of  large 
tables  and  light  sewing  machines  by  reason  of  their  area, 
force  the  reduction  of  the  portion  of  the  floor  devoted  to 
human  occupancy  to  a  practical  minimum ;  that  it  is  re¬ 
quested  that  the  existing  standpipe  outlets  as  shown  on 
plans,  be  accepted  as  it  is  believed  that  they  are  in  prac¬ 
tical  compliance  with  the  requirements  of  the  Administra¬ 
tive  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  No.  1571-42,  Objection  Nos.  1,  2  and 
4,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  proposed  new 
structure  shall  be  substantially  as  indicated  on  revised  plans 
marked  “Received  September  18,  1942”,  designated  “Column 
Location  Plan  and  Plan  of  Two  Roof  Structures,  2  Sheets”, 
and  in  accordance  with  scheme  thereon  identified  as  “B”, 
except  that  the  roof  enclosure  may  be  of  one-inch  concrete 
plank  and  the  floor  shall  be  of  2-inch  concrete  plank  instead 
of  gypsum ;  that  the  column  loadings,  stresses  and  floor 
loadings  of  the  building  may  be  computed  in  accordance 
with  the  permissive  requirements  of  the  present  Adminis¬ 
trative  Building  Code;  that  no  combustible  wood  shall  be 
used  in  construction,  except  the  furring  strips  on  the  in¬ 
terior  and  exterior  walls  and  on  the  interior  of  the  ceiling 
for  use  as  nailing  strips,  not  over  %  inches  in  thickness 
for  the  proposed  surfacing  and  for  wood  floors ;  that 
the  roof  girders  shall  be  constructed  of  steel  or  fire¬ 
proofed  wood  or  a  combination  of  both ;  that  the  sprin¬ 
kler  system  in  the  building  shall  be  extended  to  cover 
the  entire  proposed  roof  structures ;  that  the  standpipe 
outlets  now  existing  at  three  points  on  the  roof  may 
be  continued  in  their  present  location ;  that  the  new 
floor  construction  shall  be  such  as  to  provide  for  a 
liveload  of  not  less  than  40  lbs.  per  superficial  foot,  and 
that  at  no  time  shall  any  portion  of  the  floor  be  loaded  to 
exceed  such  load;  that  the  existing  structural  conditions 
of  the  existing  building  shall  be  maintained  to  the  satis¬ 
faction  of  the  borough  superintendent,  including  additional 
structural  loading  and  the  floors  shall  be  so  posted  in 
accordance  therewith ;  that  all  storage  of  baled  material 
shall  be  maintained  within  the  existing  portion  of  the  roof 
structure,  having  a  loading  capacity  of  100  lbs.  per  super¬ 
ficial  foot ;  that  the  walk-ways  shown  to  be  provided  around 
all  sides  of  the  roof  structure  for  access  to  existing  exits 
may  be  constructed  of  one-inch  concrete  plank  in  lieu  of 
iron  slats  or  may  be  of  iron  slats  provided  they  are  spaced 
not  more  than  three-quarters  of  an  inch  apart;  that  in  the 
event  the  surfacing  of  such  walk-ways  is  of  the  one-inch 
concrete  plank,  a  non-slip  wearing  surface  of  asphalt  or 
cement  or  other  equivalent  material  shall  be  applied ;  that 
the  exterior  windows  throughout  shall  be  of  steel  sash, 
glazed  with  wire  glass;  that  the  interior  fire  alarm  system 
shall  be  extended  to  include  the  proposed  additional  story ; 
that  such  portable  fire  fighting  equipment  shall  be  main¬ 
tained  as  the  Fire  Commissioner  shall  prescribe ;  that  the 
drying  well  indicated  to  be  carried  above  the  proposed 
roof  shall  be  of  similar  construction  as  above  provided ; 
that  all  doors  installed  shall  be  fireproof,  self-closing;  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto ; 
that  this  variance  is  granted  on  condition  that  within  one 
year  after  the  end  of  the  present  war  emergency  the  roof 
structures  herein  proposed  shall  be  demolished  and  re- 
mo\ed  from  the  present  building  and  the  original  condition 


of  the  building  restored  and  meanwhile,  shall  be  occupied 
for  no  other  use  than  as  herein  proposed. 


656-42-S. 

APPLICANT — Alfred  H.  Eccles,  for  I  Miller  and  Sons, 
Inc. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED  —  43-10  23rd  street,  northwest 
corner  of  44th  avenue  (Block  No.  440,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  o 

THE  RESOLUTION  (656-42-S) 

Whereas,  Alfred  H.  Eccles,  for  I.  Miller  and  Sons,  Inc., 
owner,  filed  September  2,  1942,  an  application  for  variation 
of  the  requirements  of  the  Labor  Law,  affecting  premises 
43-10  23rd  street,  northwest  corner  of  44th  avenue  (Biock 
No.  440,  Lot  No.  1),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  31,  1942,  on  Alt.  Applic.  No.  1571-42,  reads: 

“3.  Proposed  frame  construction  on  the  roof  of  an 
existing  6  story  factory  is  contrary  to  Sec.  270  Labor 
Law  since  all  buildings  more  than  four  stories  in  height 
are  required  to  be  fireproof  throughout. 

5.  Passageways  on  the  roof  leading  to  stairways 
must  be  enclosed  in  fireproof  construction  (270  L.L.). 

6.  Entrance  doors  to  water  closets  are  not  remote 
and  are  within  10  ft.  of  each  other,  therefore  is  con¬ 
trary  to  Rule  107  and  106,  Industrial  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  equipped 
with  a  sprinkler  system,  standpipe  system,  interior  fire  alarm 
system  and  fire  drills  are  maintained;  three  44  in.  fireproof 
stairs  extending  from  roof  bulkhead  direct  to  street  and  one 
exterior  stairs  in  court  extending  to  roof  bv  stairs  and  to 
grade  by  stairs  with  access  to  street  through  open  drive¬ 
way;  and  that  windows  and  doors  on  the  course  are  fire¬ 
proof  and  self-closing;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
construct  two  structures  on  the  roof  of  the  building  in 
question,  as  shown  on  plans  filed  with  the  borough  super¬ 
intendent  and  as  fully  described  in  Cal.  No.  655-42-A ;  and 

Whereas,  the  applicant  contends  as  to  Objection  No.  3. 
that  the  construction  as  proposed,  will  be  in  compliance  with 
the  legislative  intent  although  not  in  strict  compliance  with 
the  Labor  Law;  that  the  applicant  has  carefully  studied  the 
priorities  situation  and  has  designed  the  proposed  extension 
so  as  to  use  materials  and  metals  of  construction  which  will 
provide  adequate  safety  and  prevent  the  spread  of  fire  to 
adjoining  premises;  as  to  Objection  No.  5,  that  passageways 
will  be  provided,  but  will  not  be  enclosed  as  required  by  the 
Labor  Law;  that  it  is  felt  that  the  proposed  open  passage¬ 
ways  will  provide  adequate  means  of  egress;  as  to  Objec¬ 
tion  No  6,  that  the  condition  referred  to  in  this  Objection 
as  to  toilets,  is  as  near  practical  compliance  with  the  Indus¬ 
trial  Code  as  is  possible  to  make  under  the  circumstances 
and  it  is  requested  that  the  Board  accept  such  condition  for 
the  temporary  period  of  the  duration  of  the  emergency 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  boroueh  superintendent, 
re  Alt.  Apphc.  No.  1571-42,  Objections  Nos.  3  and  5  and 
that  the  application  be  and  it  hereby  is  Granted  on  condi¬ 
tion  that  the  requirements  of  this  resolution  adopted  under 
this  date  in  Cal.  No.  6o5-42-A  shall  be  complied  with  and 
that  the  proposed  passageways  on  the  roof  shall  be  pro- 
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vided  with  proper  guardrails  and  kept  clean  and  clear  of 
snow  and  ice  at  all  times;  that  proper  drainage  shall  be 
provided  tor  such  passageways,  which  shall  be  so  surfaced 
as  to  provide  a  non-slipping  surface;  that  the  existing  roo 
drainage  shall  be  maintained  and  adjusted  so  as  to  provide 
adequate  roof  drainage  from  all  parts  of  the  existing  main 
rool  ;  and  zvithdrcrwn  as  to  Objection  No.  6. 


668-42-A. 

APPLICANT— F.  Klebold,  for  Queensboro  Lumber  Com¬ 
pany,  owner  (technical  Appliance  Corporation, 

lessee ) . 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  . 

PREMISES  AFFECTED — 11-06  DeLong  street,  west  side, 
142  ft.  south  of  Port  Washington  Division  of  Long 
Island  Railroad  (Block  No.  5066,  Lot  No.  25), 
Flushing,  Borough  of  Queens. 


APPEARANCES—  „  TT  , 

For  Applicant :  Ferdinand  Klebold,  M.  B.  Hendry, 
Chas.  Hendry,  Jr.,  and  B.  H.  Noden. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (663-42-A) 

Whereas,  F.  Klebold,  for  Queensborough  Lumber  Com¬ 
pany,  owner  (Technical  Appliance  Corporation,  lessee), 
filed  September  11,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  41-06  DeLong 
street,  west  side,  142  ft.  south  of  Port  V  aslungton  Division 
of  Long  Island  Railroad  (Block  No.  5066,  Lot  No.  25), 
Flushing,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  September  1,  1942,  on  N.  B.  Applic.  No.  1084-42, 
reads  * 

“1.  The  erection  of  a  frame  building  in  the  fire  lim¬ 
its,  is  contrary  to  Sec  4.1.2  of  the  Building  Code. 

2.  The  erection  of  a  frame  building,  for  commercial 
use,  is  contrary  to  Sec.  4.2.1  of  the  Building  Code. 

and 

Whereas,  the  applicant  states  that  the  premises  consists 
of  a  plot  fronting  312  ft.  4J4  in.  on  DeLong  street,  with  a 
depth  of  100  ft.  therefrom,  upon,  which  it  is  proposed  to 
erect  the  building  in  question,  177  ft.  8  in.  by  90  ft.  in 
area;  one  story  30  ft.  in  height;  of  Class  4  construction, 
to  be  equipped  with  a  standpipe  system ;  located  in  an  un¬ 
restricted  use  district,  and  to  be  used  for  the  assembly  of 
military  equipment  made  of  wood  for  the  Army  and  Navy, 
including  aviation  towers  and  antennas,  and  to  be  occupied 
by  55  persons;  and 

Whereas,  the  applicant  contends  that  inasmuch  as  steel 
cannot  be  procured,  the  proposed  building  will  be  con¬ 
structed  of  heavy  timbers  and  sheathed  inside  and  out  with 
y2  in.  gypsum  plank  with  floor  of  crushed  stone,  surfaced 
with  2  in.  of  rolled  asphalt;  that  the  loading  platform  will 
have  a  live  load  of  40  lbs. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  1084-42,  Objections  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  constructed 
substantially  as  indicated  on  plans  filed  with  the  boiough 
superintendent,  as  amended  through  September  9,  1942,  ex¬ 
cept  that  in  lieu  of  the  modified  standpipe  system  proposed, 
there  shall  be  installed  throughout  the  building  a  modified 
sprinkler  system  as  indicated  on  revised  plans  marked  Re¬ 
ceived  September  18,  1942”,  equipped  with  1 J4  in.  heads 
except  where  otherwise  shown  as  'J4  in.  or  1  inch  in  small 
enclosed  areas;  that  a  Siamese  shall  be  installed  at  the  ex¬ 
terior  near  DeLong  street  near  the  point  of  water  main 
entry7 ;  that  such  portable  fire-fighting  extinguishers  shall 


also  be  maintained  as  the  fire  commissioner  shall  direct, 
that  the  roof  weather  surfacing  shall  consist  of  two  plies 
of  15-lb.  saturated  felt  and  one  ply  of  90  lb.  mineral  felt 
surfacing;  that  the  use  and  occupancy  of  this  building 
shall  be  solely  for  the  purpose  outlined  and  only'  during  the 
term  of  the  present  war  emergency  and  that  the  building 
shall  be  completely  removed  within  one  year  after  the  ex¬ 
piration  of  such  war  emergency,  and  that  in  all  othei  ie- 
spccts  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


Adjourned:  11:15  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  January  28,  1941,  as  they  appeared  in  ■ 
Bulletin  No.  5,  Vol.  26,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION  (188-39-BZ) 

Whereas,  H.  B.  Pickering,  for  The  Nicholls  Holding 
Company,  Inc.,  owner,  filed  on  February  17,  1939,  an  applica¬ 
tion  under  section  7h  of  the  building  zone  resolution,  to  pei- 
mit  partly  in  a  business  use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not  more  than  two  (2)  j 
years,  the  parking  of  more  than  five  (5),  motor  vehicles; 
premises:  204-208  East  45th  street,  north  side,  80  ft.  east  of 
Third  avenue,  and  209-211  East  44th  street,  also  rear  yards 
of  203-207  East  44th  street  (Block  No.  1318,  Lot  Nos.  5-8. 
inclusive,  and  45-47,  inclusive),  Borough  of  Manhattan,  and 
Whereas,  this  application  was  granted  on  certain  condi¬ 
tions  on  February  20,  1940,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  by  the  board  on  beb- 
ruary  20,  1940,  with  reference  to  bumpers,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals  , 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7c  thereof,  to  permit  the  extension  of  the 
parking  and  storage  use  in  the  unrestricted  area  to  that 
portion  of  the  plot  within  the  business  area,  on  condi¬ 
tion  that  the  entire  plot,  as  reapportioned  as  indicated 
on  plans  filed  herewith,  known  as  Lots  45  and  8,  shall 
be  levelled  substantially  to  the  grade  of  East  44th  and 
East  45th  streets  and  shall  be  surfaced  with  steam  cin¬ 
ders,  clean  gravel  or  other  suitable  material ;  that  there 
shall  be  erected  on  the  street  building  lines  of  East  45th 
street  and  East  44th  street  a  substantial  woven  wire 
fence  not  less  than  6  ft.  in  height,  with  not  over  one 
opening  therein  to  each  street,  within  the  unrestricted 
district  and  not  over  25  ft.  in  width  with  curb  cut  op¬ 
posite  of  similar  width;  that  a  similar  fence  shall  be 
located  along  the  interior  lot  lines  where  walls  of  exist¬ 
ing  buildings  do  not  occur;  that  where  walls  of  exist¬ 
ing  buildings  occur,  there  shall  be  installed  a  concrete 
bumper  curbing  not  less  than  2  ft.  in  width,  as  a  pro¬ 
tection  to  adjoining  properties;  that  a  proper  bumper 
shall  also  be  installed  along  other  interior  lot  lines  to 
protect  the  enclosing  fence  except  that  such  bumpers 
may  be  omitted  where  the  cars  are  parked  parallel  there¬ 
to;  that  any  gasoline  equipment  on  the  premises  shall 

*  Correction — The  words  “within  the  unrestricted  district 
and"  inserted  in  line  33  of  resolution  and  the  measurement 
of  “15  ft.”  changed  to  “25  ft.”  in  the  following  line. 
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be  completely  removed;  that  no  signs  advertising  the 
parking  use  shall  be  exhibited  on  the  premises,  except 
that  there  may  be  a  sign  at  the  entrance  to  each  street, 
advertising  the  storage  and  parking  use,  provided  such 
sign  does  not  exceed  15  sq.  ft.  in  area,  and  does  not 
extend  beyond  the  building  line;  that  no  signs  adver¬ 


tising  parking  shall  be  attached  to  adjoining  buildings; 
that  during  the  term  of  this  permit,  the  premises  shall 
be  used  for  no  other  use  than  as  herein  permitted;  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  four  months  from  the  date  of  this  reso¬ 
lution.” 


RULES 


RULES  ON  USES  OF  INSULATING  FIBRE  BOARD 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5,  1939.  EFFECTIVE, 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 
CHARTER,  MAY  29,  1939  AND  RULES  AMENDED  JUNE  16,  1942,  EFFECTIVE  JULY  6,  1942. 


[170-39- SR] 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  Nezv  York,  and  C26-189.0  Administrative  Code 
(2.2.1. 1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C-26-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C- 26- 
538.0,  sub.  b,  Administrative  Code  (87.2.3),  C-26-541.0, 
sub.  a,  Administrative  Code  (8.7.2.6.1),  C-26-667.0,  para¬ 
graphs,  4  and  8,  Administrative  Code  (10.9.2.4),  sub.  c,  and 
(10.9.2.4),  Building  Code,  C-26-680,  sub.  21,  Administrative 
Code  (10.12.11.1).  C-26-541.0,  Administrative  Code  (87.2.6. 
1),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C- 26- 
721.0,  Administrative  Code  (12.2). 

Note:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 

Rule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

1.1  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water  resistant,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

1.2  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

1.3  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  homo¬ 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 


Table  1 


Building 
Board 
(Note  5) 

Plaster 
Base 
(Note  6) 

Miscel¬ 

laneous 

uses 

(Note  7) 

Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 
(note  1)  . 

0.36 

0.36 

0.36 

Minimum  transverse  strength, 

Lengthwise  (note  2) . 

14 

14 

7 

Pounds  Crosswise  (note  2) . 

12 

12 

7 

Minimum  deflection  at  ultimate 
load,  inches  . 

0.25 

0.25 

0.25 

Maximum  deflection  at  ultimate 
load,  inches  (note  3) . 

.85 

.85 

1.25 

Minimum  tensile  strength,  pounds 
per  square  inch  (note  4) . 

175 

175 

100 

Water  absorption  per  cent . 

5 

5 

10 

Maximum  linear  expansion,  per  cent 

Vi 

Vi 

Nail  holding  strength  lb . 

100 

70 

60 

Bond  strength  per  square  foot  of 
bonded  surface  . 

— 

700 

— 

Note  1.  No  board  of  any  class  having  a  conductance  greater  than 
0.72  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 

Note  2.  This  requirement  is  based  upon  specimens  inch  thick. 

For  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  l-inch,  it  shall  be  double,  etc. 

Note  3.  Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 

Note  4.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Note  5.  Edges  shall  be  square  for  building  board. 

Note  6.  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  “V” 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
of  a  rough  fibrous  texture  to  insure  good  mechanical  and 
suction  bond. 

Note  7.  Edges  shall  be  square  unless  ship  lapped  or  offset. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458,  Ad- 
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ministrative  Code  (8.4.10.2)  and  C-26-462.0,  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  1  y&"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  34"  heads  for  J4" 
board  and  1.34"  nails  with  34"  heads  for  34”  or  1* 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  comers  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2. 1.2.1  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more  than 
2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  \y2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  W  thick. 

2. 1.2. 2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
.34  by  weight  of  sand  and  the  remaining  % 

'  shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other  mate¬ 
rials,  including  fibring.  The  setting  time  shall 
be  not  more  than  five  hours  nor  less  than  two. 
This  brown  coat  shall  have  a  tensile  strength 
of  not  less  than  50  pounds  per  sq.  in.  and 
shall  be  not  less  than  3/16"  in  thickness. 

2. 1.2. 3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2. 4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with  each 
thickness  of  fibre  board  so  as  to  insure  a 
minimum  thickness  of  y2"  plaster.  Fibre  board 
shall  extend  from  floor  to  ceiling  with  grounds 
secured  to  the  framing  members  through  the 
fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half  of 
an  inch  in  thickness  and  four  feet  in  width  and  in 
full  lengths  where  possible  may  be  used  instead  of 
wood  sheathing  when  bearing  on  4  studs  and  fast¬ 
ened  to  each  bearing  with  1  y2"  wire  nails,  6"  or  less 
c-c,  with  34"  head,  and  for  >34”  or  1”  board,  the 
nails  shall  be  2"  long.  See  C-26-538.0,  sub.  b.  When 
using  fibre  board  in  widths  of  2  ft.  in  addition  to 
the  requirement  for  using  full  lengths,  supplemental 


bracing  of  the  framework  of  the  wood  frame  struc¬ 
ture  shall  be  provided  by  means  of  let-in  diagonal 
braces  of  1"  x  4"’s  sound  and  free  from  knots  at 
all  external  corners  in  the  outside  face  of  the  studs  j 
at  approximately  45°  and  crossing  at  least  three  1 
studs,  or  supplemental  bracing  may  be  by  a  series  1 
of  2"  by  4"  struts  diagonally  cut  and  placed  between 
the  studs  at  an  angle  of  45°  with  the'  horizontal  and 
extending  from  sill  to  plate  wherever  possible.  All 
braces  shall  be  securely  nailed  to  each  stud  and  to  sill 
and  plate.  Where  openings  occur  near  the  corners,  I 
1"  x  4"’s  let-in  knee  braces  in  the  face  of  the  studs  1 
shall  be  installed  above  and  below  the  openings  at 
approximately  45°,  extending  across  not  less  than 
3  studs.  When  used  over  doorways  and  under  win¬ 
dows,  vertical  and  horizontal  2"  x  4"’s  shall  be  pro¬ 
vided  to  afford  nailing  bases  along  all  edges.  Equiv¬ 
alent  bracing  of  steel  may  be  substituted  for  the 
required  wood  bracing.  The  use  of  fibre  board  as 
roof  sheathing  is  not  permitted  except  as  insulation 
over  permitted  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where  open 
on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8. 7.2.6. 1). 

2  4  USE  OF  FIBRE  BOARD  WHEN  COVERED 
'BY  AN  INCOMBUSTIBLE.  WEARING  SUR¬ 
FACE.  Untreated  combustible  insulation  board  of  a 
single  layer  or  thickness  not  to  exceed  }4"  when 
cemented  or  attached  directly  to  the  surface  of  an 
approved  type  of  fire-resistive  floor  construction  may  1 
be  used  elsewhere  than  in  stair  enclosure  and  corri- 
dors  when  covered  by  an  incombustible  wearing  sur¬ 
face,  in  accordance  with  these  rules.  C26-667.0,  sub.  , 
4c  (10.9.2.4). 

2.5  ROOF  AND  FLOOR  INSTALLATION  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0, 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screeded  con-  5 
Crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar  > 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet  ; 
surfaces  of  any  kind.  , 

2.6  ROOF  INSULATION  OTHER  THAN  IN  . 
CLASS  1  AND  CLASS  2  STRUCTURES.  j 
The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap-  J 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 
(Formerly  Rule  2.8) 

Fibre  board  may  be  used  as  insulation  in  fire  walls 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 
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linutes  of  Regular  Meeting  September  22,  1942,  at  10 
A.  M.,  Affecting  Calendar  Numbers  363-42-BZ,  365-42- 
BZ,  539-42-BZ,  517-39-BZ,  106-42-BZ,  530-42-BZ  and 
648-42-BZ. 

linutes  of  Regular  Meeting  September  22,  1942,  at  2 
P.  M.,  Affecting  Calendar  Numbers  1076-22-BZ,  353-42- 
BZ,  448-37-BZ,  602-37-BZ,  29-38-BZ,  658-41-BZ,  654- 
42-A,  673-42-A,  685-42-A,  430-42-A,  359-42-S,  360-42-A, 
529-42-A,  571-42-A,  636-42-A,  314-34-A,  470-42-SA,  954- 
38-SA,  1367-39-SM,  10-40-SM  and  569-40-SM. 

Correction  Affecting  Calendar  Number  662-26-BZ. 

vocations  at  Which  Zoning  Variances  for  a  Temporary 
Term  have  Been  Granted  for  Transient  Parking  or 
Storage  for  More  than  Five  Motor  Vehicles  Affecting 
the  Boroughs  of  Queens  and  The  Bronx. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman , 
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DOCKET. 

New  Cases  Filed  up  to  September  22,  1942. 

Cal.  No.  Department  Premises  Affected 

675- 42-S— H.B.M.— 460-476  West  34th  street,  457  West 
33rd  street  and  east  side  of  Tenth  avenue,  from  West  33rd 
to  West  34th  streets  (6th  floor)  ;  (Block  No.  731,  Lot  No. 
1),  Borough  of  Manhattan,  Decision. 

676- 42-BZ — H.B.M. — 357  West  17th  street,  north  side, 
100  ft.  east  of  Ninth  avenue  (Block  No.  741,  Lot  No.  5), 
Borough  of  Manhattan,  Alt.  633-42. 

677- 42-A — H.B.M. — 1576-1578  Broadway,  201  West  47th 
street,  northeast  corner  and  702-708  Seventh  avenue  (Block 
No.  1019,  Lot  No.  29),  Borough  of  Manhattan,  Alt.  1146-42. 


688- 42-A— H.B.M.— 311-315  West  34th  street,  north  side, 
200  ft.  west  of  Eighth  avenue  (Block  No.  758,  Lot  No.  28), ' 
Borough  of  Manhattan,  Decision  re  Violation  5370-40. 

689- 42- A — H.B.Q. — 21-03  44th  avenue,  northeast  cornet 
of  21st  street  (Block  No.  441,  Lot  No.  9),  Long  Island 
City,  Borough  of  Queens,  Alt.  1505-42. 

690- 42- A — H.B.Q. — 80-06  47th  (Fitch)  avenue,  soutl 
side,  433  ft.  west  of  82nd  street  (Block  No.  1536,  Lot  Nos 
53,  55  and  58),  Elmhurst,  Borough  of  Queens,  M-Appli 
cation  3966-42. 

691- 42-S— F.D.— 524-540  West  52nd  street,  south  side 
1200  ft.  southwest  of  Tenth  avenue  (Block  No.  1080,  Lo 
Nos.  45,  51,  53,  54  and  55),  Borough  of  Manhattan,  De 
cision. 


678- 42-A— H.B.Q.— 129-92  Willets  Point  boulevard, 
southeast  corner  of  Northern  boulevard  (Block  No.  1833, 
Lot  Nos.  215,  221,  410  and  425),  Corona,  Borough  of 
Queens,  N.B.  1099-42. 

679- 42-A — F.D. — 405  East  4th  street,  north  side,  200  ft. 
west  of  East  River  drive  (Block  No.  359,  part  of  Lot  No. 
36),  Borough  of  Manhattan,  32160-L.  C. 

680- 42-S— F.D.— 176-190  Harrison  avenue,  west  side,  be¬ 
tween  Gerry  and  Wallabout  streets,  344-356  Wallabout 
street  and  39-57  Gerry  street  (Buildings  21  and  21b,  1st  and 
7th  floors)  ;  (Block  No.  2265,  Lot  Nos.  14,  32,  37,  38  and 
39),  Borough  of  Brooklyn,  9030-L.  F.  and  Decision. 

681- 42-SM— Bird  Insulated  Siding,  Brie  Design,  manu¬ 
factured  by  Bird  and  Son,  Material. 

682- 42-A— H.B.M.— 35-45  Beaver  street,  northeast  corner 
of  Broad  street  (Block  No.  25,  Lot  No.  1),  Borough  of 
Manhattan,  B.  N.  2700-42. 


683-42-S— H.B.M.— 436-440  Lafayette  street,  west  side, 
121  ft.  south  of  Astor  place  (5th  and  6th  floors)  ;  (Block 
No.  545,  Lot  No.  34),  Borough  of  Manhattan,  Decisions. 


684-42-S— F.D.— 5102-5124  Second  avenue,  west  side, 
from  51st  to  52nd  streets,  5101-5123  First  avenue,  102-184 
51st  street  and  101-183  52nd  street  (Block  No.  796,  Lot  Nos. 
1  and  6),  Borough  of  Brooklyn,  8131-L.  F.  and  Decision. 


685-42-A— H.B.B. — 206-224  Stewart  avenue,  east  side, 
entire  block  bounded  by  Ten  Eyck  street,  Gardner  avenue 
and  Meadow  street  (Block  No.  2952,  Lot  No.  1),  Borough 
of  Brooklyn,  N.  B.  375-42. 


686- 42-S — F.D. — 155-159  East  23rd  street,  north  side,  84 
ft.  west  of  Third  avenue  (Block  No.  879,  Lot  No.  3),  Bor¬ 
ough  of  Manhattan,  14349-L.  F.  and  Decision. 

687- 42-A — F.D. — 155-159  East  23rd  street,  north  side,  84 
ft.  west  of  Third  avenue  (Block  No.  879,  Lot  No.  3),  Bor¬ 
ough  of  Manhattan,  14349-L.  F.  and  Decision. 


Restored  to  Calendar. 

1076-22-BZ— H.B.B.— 204-210  Saratoga  avenue  and  2 
Hull  street,  northwest  comer  (Block  No.  1531,  Lot  No.  38; 
Borough  of  Brooklyn,  Alt.  2132-42. 

353-42-BZ— H.B.Q. — 40-05  61st  street,  40-06  62nd  stree 
the  south  side  of  Woodside  avenue,  from  61st  to  62nd  stree  ^ 
(Block  No.  1336,  Lot  Nos.  38,  41,  44  and  47),  Woodsid 
Borough  of  Queens,  N.  B.  579-42. 

470-42-SA — CEN-D-OUT  (for  extinguishing  incendiar 
bombs),  Appliance. 


DESIGNATIONS;  II. H _ Department  of  Housing  and  Building 

ll.B.U. _ Department  of  Housing  and  Buildings,  Brooklyn;  H.ll.M.-] 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,.  D,| 

nartment  of  Housing  anti  Buildings,  (Jueens;  ll.ll.lt. — Departing, 
of  Housing  and  Buildings,  Richmond;  ll.U.IJx — Department  t 
Housing  and  Buildings,  Bronx;  H.D — Health  Department,  an 
|f.D.  hire  Department. 


RULES 

Last  Publication  in  Bullet 

Blended  Cements  Rules  for  Testing 

and  Use  of  . Feb.  1942 — Y°l.  27,  No. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Alar.  10,  1942  Yol.  27,  No.  \ 

Certificates  of  Occupancy,  approved  „  .  .. 

form  . Nov.  2a,  1941 — Vol.  26,  No. 

Concrete  Flat  Slabs,  Rules . ....Inly  13,  1937— Vol.  22,  N’o. 

C  oncrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  Use  ,  --  „  I 

of  I une  24,  1941 — Vol.  26,  No. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug.  3,  1937— Vol.  22,  No. 

Flevator  Rules  . )IdI-  •}>  |936  Vo  .  -1,  No.  | 

Lxit  Rules  (Revolving  Doors) . lime  a,  193/— Vol  22,  No., 

Factory  Exit  Rules  . J.»ne  16,  942— Vo.  27,  No. 

Fire  Alarm  Rules  (Interior) . Apr.  7,  1942— Vo  .  27,  No. 

Fire  Drill  Rules  .  ...Aug.  4,  1942— Vol.  27,  No., 

PW7,t""i,  S™l'o'°°L£Tl  Am.  28.  ««-Vol.  27,  No. 

^ 2c"“r.'U"“ 16,  1941 — Vol.  26,  No.  j 

Fireproof  Wood,  Testing  of . Apr.  13,  ] 937— Vol.  22,  No. 

Frame  Garages,  Ruling  for . Jun.  21,  1919  Vol.  4,  No. 

Fusion  Wehling  »nd  Gas  Cut.tng  ^  ](m_Vol  2fi>  NJ 

Gas  Shut-Off  Rules  . Apr.  7  1925-Vol.  10.  No. 

Hatchway  Protection  . . J,un*  A’  \°Q2A  L"V  11’ 

Insulating  Fibre  Board  Rules . Sept.  22  1942  Vol  27,  No. 

Oil  Burner  Rules  . ....Sept.  1,  1942 — Vol.  27,  No 

Onening  Protective  Assemblies,  „  ; 

Rules  for  Inspection  of . July  28,  1942 — Vol.  27,  No 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . Sept.  8,  1942 — Vol.  27,  No 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No. 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No. 

Plumbing  Rules  (Submerged  Tnlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .  Nov.  25.  1941 — Vol.  26,  No. 
Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No. 
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LiiMt  Publication  in  Itullctin 

frigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 

loking  in  Factories,  Rules  for.... Sept.  15,  1942 — Vol.  27,  No.  37 

rinkler  Rules  . )unc  29,  1937 — Vol.  22,  No.  26 

lmlpipe  Fireline  Rules  . june  8,  1937 — Vol.  22,  No.  23 

-uctural  Alterations,  Reporting. .. |une  7,  1932 — Vol.  17,  No.  23 

nk  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

nk  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

ire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code) ...  Apr.  10,  1923 — Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

ti-Siplion  Valves  .  ..Nov.  25,  1941 — Vol.  26,  No.  47A 

|-eline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

lei  Oil  Burners  for  Domestic  and 


Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

el  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

el  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

el  Oil  Pumps  . Nov.  25,  1941 — Vol.  26,  No.  47A 

s  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

int,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941 — Vol.  26,  No.  47A 

nge  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

cmim  Breakers  . Nov.  25,  1941 — Vol.  26,  No.  47A 


SEPTEMBER  29,  1942,  10  A.  M. 

Zoning  Applications. 

•NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ids  and  Appeals  of  a  public  hearing  under  the  provisions 
1  the  zoning  resolution,  Tuesday  morning,  September  29, 

'42,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man- 
fttan,  on  the  following  matters  : 

:2-42-BZ — Application,  May  28,  1942,  under  section  7c 

i  the  zoning  resolution,  of  Henry  C.  Brockman,  applicant, 
i  behalf  of  Gulf  Oil  Corporation,  owner,  to  permit  in  a 
isidence  use  district,  the  reconstruction  and  extension  of 

i  existing  gasoline  service  station;  premises  2001-2011 
hopsey  avenue  and  8799-8815  20th  avenue,  northeast  corner 
ilock  No.  6442,  Lot  No.  5),  Borough  of  Brooklyn. 

2-41-BZ — Application,  June  16,  1941,  under  sections  7a 
d  7e  of  the  zoning  resolution,  of  Dominic  Russo,  applicant 
id  lessee,  for  Dominic  Russo  and  Estate  of  Andrew  Haga- 
3n,  owners,  to  permit  upon  a  plot,  located  partly  in  a 
siness  use  and  partly  in  a  residence  use  district,  the  exten- 
)n  of  an  existing  motor  vehicle  repair  shop;  premises 
'6  Richmond  avenue,  west  side,  143.31  ft.  south  of  Forest 
enue  (Block  No.  1706,  Lot  Nos.  39  and  36),  Port  Rich- 
Dnd,  Borough  of  Richmond. 

6-42-BZ — Application,  May  7,  1942,  under  section  7i 
•  the  zoning  resolution,  of  Edward  Handelman,  applicant, 

ii  behalf  of  Clinton  Building  Company,  owner  (Clinton 
irage,  Incorporated,  lessee),  to  permit  partly  in  a  business 
e  district  and  partly  in  a  residence  use  district,  the  con- 
rsion  of  occupancy  of  part  of  an  existing  building;  said 
lilding  is  used  in  part  as  a  garage  for  more  than  five  (5) 
otor  vehicles;  premises  8-16  Clinton  street,  west  side, 
f-  ft.  5  in.  south  of  Fulton  street  (Block  No.  238,  Lot 
o.  52),  Borough  of  Brooklyn. 

;i4-32-BZ — Application  of  Lama  and  Proskauer,  appli- 
nts,  on  behalf  of  New  York  Bonded  Warehouse,  Incor- 
>rated,  owner  (David  Levine,  lessee),  reopened  April  7, 

42,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
:rmit  partly  in  a  business  use  district  and  partly  in  a 
sidence  use  district,  the  extension  of  an  existing  gasoline 
rvice  station  and  also,  the  parking  of  more  than  five  (5) 
otor  vehicles;  premises  355-365  Kings  Highway  and  1741- 
'53  West  4th  street,  northeast  corner  (Block  No.  6653, 
ot  No.  33),  Borough  of  Brooklyn. 

i5-42-BZ — Application,  May  5,  1942,  under  sections  7h 
id  21  of  the  zoning  resolution,  of  Arnold  W.  Lederer.  ap- 
icant  on  behalf  of  Tsadore  Cohen,  owner  (Joseph  L.  Hoff- 
an,  lessee),  to  permit  partly  in  a  residence  use  district  and 
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partly  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  2826-2830  Nostrand  avenue,  west  side, 
128  ft.  8  in.  south  of  Kings  Highway  and  2910-2922  Kings 
Highway  (Block  No.  7690,  Lot  No.  54),  Borough  of 
Brooklyn. 

477-42-BZ — -Application,  June  16,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Rose  Rosenthal,  Mollie  Rosenthal,  Mary  Rosen¬ 
thal  and  Paul  Klindworth,  owners  (Harry  Langbaum,  d/b/a 
Cameo  Motors,  lessee,  to  permit  in  a  business  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  upon  a  plot  used  in  part 
for  the  display  and  sale  of  used  cars;  premises  1287-1297 
Coney  Island  avenue,  east  side,  320  ft.  south  of  Avenue  I 
(Block  No.  6704,  Lot  Nos.  69  to  72,  inclusive  and  part  of 
Lot  No.  73),  Borough  of  Brooklyn. 

291-42-BZ— Application,  April  7,  1942,  under  section  21 
of  the  zoning  resolution,  of  Engadine  Holding  Corporation, 
applicant  and  owner,  to  permit  in  a  residence  use  and,  also, 
two  (2)  times  height  district,  the  maintenance  of  a  glass 
enclosure  on  the  31st  story  of  the  existing  (hotel)  building; 
this  enclosure  is  contrary  to  section  26  of  the  multiple 
dwelling  law  as  the  height  of  the  building  exceeds  178  feet 
and,  also,  contrary  to  the  height  regulations  of  the  zoning 
resolution;  premises  50-56  West  59th  street,  south  side,  120 
ft.  east  of  Sixth  avenue  and  1430-1436  Sixth  avenue  (Block 
No.  1274,  Lot  No.  71),  Borough  of  Manhattan. 

498-42-BZ — Application,  June  18,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Sidney  Rossman,  applicant,  on 
behalf  of  Ella  Morris,  owner,  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  733-739 
McDonald  avenue,  east  side,-  160  ft.  north  of  Ditmas  ave¬ 
nue  (Block  No.  5385,  Lot  No.  62),  Borough  of  Brooklyn. 

504-42-BZ — Application,  June  23,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Lenfred  Realty  Corporation,  owner,  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles;  premises  42-46  (48-50  displayed)  St.  Paul’s  place, 
west  side,  53  ft.  6)4  in.  north  of  Crooke  avenue  (Block 
No.  5059,  Lot  Nos.  40-42),  Borough  of  Brooklyn. 

510-42-BZ — Application,  June  25,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Lewis  S.  Amster,  applicant,  on 
behalf  of  Elizabeth  Thornton,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
191-195  City  Island  avenue  and  102-110  Winter  street,  south¬ 
west  corner  (Block  No.  5626,  Lot  No.  360),  Borough  of 
The  Bronx. 

408-42-BZ — Application,  May  19,  1942,  under  section  21 
of  the  zoning  resolution,  of  S.  Walter  Katz,  applicant,  on 
behalf  of  The  Gerry  Estates,  Incorporated,  owner  (I.  A. 
Managament  Corporation,  lessee),  to  permit  in  a  building 
located  in  a  restricted  retail  use  district,  a  proposed  occu¬ 
pancy  of  25%  manufacturing  on  the  2nd  to  7th  stories; 
premises  65-67  Madison  avenue,  east  side,  24  ft.  9  in.  north 
of  East  27th  street  and  27-29  East  27th  street  (Block  No. 
857,  Lot  No.  22),  Borough  of  Manhattan. 

Appeal  From  Administrative  Decision. 

401-42-S— 65-67  Madison  avenue,  east  side,  24  ft.  9  in. 
north  of  East  27th  street  and  27-29  East  27th  street  (Block 
No.  857,  Lot  No.  22),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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SEPTEMBER  29,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

561-42-A— 4555  Third  avenue,  southwest  corner  of  Loril- 
lard  place  and  539-545  East  184th  street,  north  side  50  ft. 
west  of  Lorillard  place  (Block  No.  3052,  Lot  No.  37),  Bor- 
ough  of  The  Bronx. 

654-42-A — 150-156  50th  street,  south  side,  and  149-155 
51st  street,  north  side,  293  ft.  3  in.  west  of  Second  avenue 
(Block  No.  788,  part  of  Lot  No.  25),  Borough  of  Brooklyn. 

439-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
of  Central  Park  West  (1st  floor,  front  room)  ;  (Block  No. 
1198,  Lot  No.  23),  Borough  of  Manhattan. 

Appliance  and  Materials  for  Approval. 

665-42-SA — Siph-O  Universal  Smooth  Faucet  Adapter. 

1077-39-SM— Simplex  Felt  Grease  Treated  W.  S.  Gaskets. 

981-41-SM — Kaustine  275  Gallon  Obround  Fuel  Oil  Tank. 

1 14-42-SM — Koven  N.  Y.  C.  Oil  Separator. 

417-42-SM — Alpha  550  Gallon  Cylindrical  Gasoline  Stor¬ 
age  Tank. 


OCTOBER  6,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  October  6, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters: 

474-42-BZ— Application,  June  15,  1942,  under  section  21 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Temple  Beth-El,  owner,  to  permit  in  a  residence  use  and, 
also,  an  F  area  district,  the  alteration  and  also  the  exten¬ 
sion  of  area  of  a  building  which  will  not  conform  with  the 
area  requirements  of  the  zoning  resolution;  premises  121-02 
to  121-16  Rockaway  Beach  boulevard,  north  side,  from 
Beach  121st  street  to  Beach  122nd  street,  201  Beach  121st 
street  and  202  Beach  122nd  street  (Block  No.  711,  Lot  No. 
37),  Rockaway  Park,  Borough  of  Queens. 

160-42-BZ — Application,  February  20,  1942,  under  section 
21  of  the  zoning  resolution,  of  Oscar  I.  Silverstone,  appli¬ 
cant,  on  behalf  of  Susan  McPherson,  owner,  to  permit  in 
a  residence  use  and  F  area  district,  the  erection  and  main¬ 
tenance  of  a  one  (1)  family  dwelling,  not  complying  with 
the  zone  resolution  as  to  required  side  yards  and  also,  as 
to  the  occupied  area  of  the  lot ;  premises  3336  Bedford 
avenue,  west  side,  125  ft.  south  of  Avenue  L  (Block  No. 
7642,  Lot  No.  52),  Borough  of  Brooklyn. 

539-42-BZ— Application,  July  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applicant 
on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  244-266  Fourth  street,  south  side,  97  ft. 
10j4  in.  east  of  Fourth  avenue  and  275-299  Fifth  street 
(Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn. 

548-42-BZ— Application,  July  9,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Felix  Vichione,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  492-500  Lorimer  street  and  56-62  Powers  street, 
southeast  corner  (Block  No.  2780,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 


1294-39-BZ— Application,  October  18,  1939,  under  section 
21  of  the  zoning  resolution,  of  Gilbert  Miles  Ramsey,  appli¬ 
cant,  on  behalf  of  Shell  Oil  Company,  Incorporated,  owner, 
to  permit  in  a  business  use  district,  the  alteration  and  re¬ 
construction  of  buildings  now  used  as  a  public  garage  and, 
also,  accessory  building  to  a  gasoline  service  station  and, 
also,  the  extension  of  the  area  of  the  gasoline  service 
station;  premises  112-124  Flatbush  avenue  extension  and 
134-140  Tillary  street,  southwest  corner  (Block  No.  132, 
Lot  No.  14),  Borough  of  Brooklyn. 

557- 42-BZ— Application,  July  13,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
applicant  and  owner,  to  permit  partly  in  a  retail  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motoi 
vehicles;  premises  95-07  63rd  road,  north  side,  20.43  ft 
west  of  96th  street  (Block  No.  2084,  Lot  Nos.  153,  155  anc 
156),  Rego  Park.  Borough  of  Queens. 

558- 42-BZ— Application,  July  13,  1942,  under  section  71 
of  the  zoning  resolution,  of  Fairgate  Holding  Corporation! 
applicant  and  owner,  to  permit  partly  in  a  business  use  am 
partly  in  a  residence  use  district,  for  a  term  of  two  (2 
years,  the  parking  and  storage  of  more  than  five  (5)  moto 
vehicles;  premises  96-05  63rd  road,  northeast  corner  o 
96th  street  (Block  No.  2085,  Lot  Nos.  155,  157,  159  am 
101),  Rego  Park,  Borough  of  Queens. 

217-42-BZ— Application,  March  18,  1942,  under  section 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheiir 
applicant,  on  behalf  of  Mollie  Barth,  owner,  to  perm;' 
partly  in  a  business  use  and  partly  in  a  residence  use  disj 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  storag 
of  more  than  five  (5)  motor  vehicles;  premises  158  Eas 
205th  street,  south  side,  80  ft.  east  of  Grand  Concours 
(Block  No.  3311,  Lot  No.  105),  Borough  of  The  Bromj 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  6,  1942,  2  P.  M. 

Materials  for  Approval. 

863-41-SM — Dereka  Damp-proof  Black  Paint  and  Derek 
Metal  Paint,  Red  No.  500. 

979-41-SM — Koven  275  Gallon  Obround  Fuel  Oil  I  an] 


OCTOBER  14,  1942,  10  A.  M. 

Zoning  Applications.  ,  J 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stano 
ards  and  Appeals  of  a  public  hearing  under  the  provisioi; 
of  the  zoning  resolution,  Wednesday  morning,  October  1 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Mai 
hattan,  on  the  following  matters:  ^ 

559-37-BZ — Application  of  Samuels  and  Samuels,  app 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  r 
opened  April  28,  1942,  under  section  7h  of  the  zoning  res 
lution,  to  permit  in  a  business  use  district,  for  a  term  of  tvi 
(2)  years,  the  parking  and  storage  of  more  than  five  (! 
motor  vehicles;  premises  3996  Tenth  avenue  and  501  \V< 
213th  street,  northwest  corner  (Block  No.  2231,  part  of  I- 
No.  17),  Borough  of  Manhattan. 

282-42-BZ— Application,  April  6,  1942,  under  sections  ^ 
and  21  of  the  zoning  resolution,  of  Irving  Kirshenb 
applicant,  on  behalf  of  Pauline  Saltzman,  owner,  to  perr 
in  a  business  use  district,  the  maintenance  of  an  existi 
garage  for  five  (5)  motor  vehicles  and  also,  for  a  term  1 
two  (2)  years,  the  parking  and  storage  of  more  than  fi 
(5)  motor  vehicles;  premises  2181-2187  Pitkin  avenue,  no; 
side,  25  ft.  east  of  Bradford  street  (Block  No.  3725,  I| 
No.’ 32),  Borough  of  Brooklyn. 

341-42-BZ — Application,  April  24,  1942,  under  section 
of  the  zoning  resolution,  of  Ferdinand  Savignano,  api 
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jilt,  on  behalf  of  Mae  Feiola,  owner,  to  permit  in  a  resi¬ 
de  use  district,  the  conversion  of  occupancy  of  an  exist- 
g  building  to  an  undertaking  establishment ;  premises  59 
jadison  street,  north  side,  66  ft.  2  in.  east  of  Oliver  street 
i31ock  No.  279,  Lot  No.  31),  Borough  of  Manhattan. 

6-42-BZ — Application,  March  16,  1942,  under  section 
1  of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 

;  behalf  of  Henry  Hiller,  owner  (Richfield  Oil  Corpora- 
i>n  of  New  York,  lessee),  to  permit  in  a  retail  use  dis- 
ct,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
[  more  than  five  (5)  motor  vehicles  upon  an  existing  gaso- 
ie  service  station ;  premises  91-02  63rd  drive,  northeast 
irner  of  Alderton  street  (Block  No.  3104,  Lot  No.  208), 
\igo  Park,  Borough  of  Queens. 

2-42-BZ — Application,  May  18,  1942,  under  section  7e 
the  zoning  resolution,  of  Frank  Flinker,  applicant,  on 
[half  of  Morris  Feuigersch,  owner  (Standard  Tex  and 
alsomine  Company,  lessee),  to  permit  in  a  business  use 
strict,  for  a  term  of  two  (2)  years,  the  sale  and  display 
paint  with  25%  of  the  floor  area  used  for  paint  mixing; 
emises  2542  (2540  displayed)  Atlantic  avenue  and  47  Wil- 
ims  avenue,  southeast  corner  (Block  No.  3683,  Lot  No. 
),  Borough  of  Brooklyn. 

0-42-BZ — Application,  April  22,  1942,  under  section  7c 
•  the  zoning  resolution,  of  Eugene  De  Rosa,  applicant,  on 
half  of  Jeron  Company,  Incorporated,  owner,  to  permit 
irtly  in  a  business  use  and  partly  in  a  residence  use  dis- 
rict,  the  erection  and  maintenance  of  a  building  to  be  used 
a  theatre  and  stores ;  premises  95-42  to  95-48  Queens 
.mlevard,  south  side,  130  ft.  west  of  63rd  drive  and  63-39 
|  63-49  Saunders  street  (Block  No.  3080,  Lot  Nos.  30  and 
, ),  Rego  Park,  Borough  of  Queens. 

13-42-BZ — Application  of  Charles  M.  Lobejager,  appli- 
nt,  on  behalf  of  Bulova  Watch  Company,  owner,  reopened 
;ptember  22,  1942,  under  section  7c  of  the  zoning  resolu- 
5n,  to  permit  in  a  business  use  district,  the  erection  of  a 
hiding,  three  (3)  stories  and  basement  in  height,  to  be 
ed  for  manufacturing  in  excess  of  the  area  permitted  to 
I;  used  for  manufacturing  in  a  business  use  district  (pre- 
ously  permitted  by  the  Board  to  be  erected  two  (2)  stories 
id  basement  in  height)  ;  premises  40-05  61st  street,  40-06 
nd  street,  the  south  side  of  Woodside  avenue,  from  61st 
reet  to  62nd  street  (Block  No.  1336,  Lot  Nos.  38,  41,  44 
id  47),  Woodside,  Borough  of  Queens. 

176-22-BZ — Application  of  Tobias  Goldstone,  applicant, 
i  behalf  of  Rubar  Realty  Corporation,  owner,  reopened 
eptember  22,  1942,  under  section  21  of  the  zoning  resolu- 
3n,  to  permit  in  a  business  use  district,  the  alteration  and 
iange  of  use  of  a  building  from  public  garage  for  more 
tan  five  (5)  motor  vehicles  to  public  garage  for  more 


than  five  (5)  motor  vehicles  and  a  newspaper  distributing 
station,  which  will  include  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  204-210  (Saratoga  avenue  and 
29  Hull  street,  northwest  corner  (Block  No.  1531,  Lot  No. 
38),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

673-42-A — 204-210  Saratoga  avenue  and  29  Hull  street, 
northwest  corner  (Block  No.  1531,  Lot  No.  38),  Borough 
of  Brooklyn. 

HARRIS  PI.  MURDOCK,  Chairman. 


OCTOBER  20,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning ,  October  20, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters  : 

159-36-BZ — Application  of  Alurion  Realty  Corporation, 
owner,  and  Public  Service  Interstate  Transportation  Co., 
lessee,  reopened  February  18,  1941,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  one  (1)  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245-259  West  41st  street, 
north  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

363-42-BZ — Application,  May  5,  1942,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appli¬ 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 
in  a  residence  use  district  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles ;  premises  650  Thwaites  place,  south  side,  from 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

596-42-BZ — Application,  July  27,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
on  behalf  of  The  Roberts  Numbering  Machine  Company, 
owner,  to  permit  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  garage  for  five  (5)  motor  vehicles  (of 
the  pleasure  car  type)  for  storage  of  cars  owned  by  the 
officers  of  the  owners  of  factory  buildings  located  on  the 
same  plot;  premises  30  Richmond  street,  west  side,  194  ft. 
6  in.  south  of  Jamaica  avenue  and  692-710  Jamaica  avenue 
(Block  No.  4102,  Lot  Nos.  19  and  35),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  22,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
■urn  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
i  Tuesday  morning,  September  15,  1942  and  Tuesday  after¬ 
ion,  September  15,  1942  and  the  special  meeting  of  the 
oard  held  on  Friday  morning,  September  18,  1942,  were 
■proved  as  printed  in  Bulletin  No.  38,  Vol.  27. 


ZONING  CASES. 

363-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Estate  of  Jennie 
Adee,  owner. 

SUBJECT — Application  re  (decision  of  the  acting  borough 
superintendent)  under  sections  7e  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  three  (3)  motor  vehicles. 


MINUTES 


PREMISES  AFFECTED— 650  Thwaites  place,  south  side 
from  Olinville  avenue  to  Barker  avenue  2224 
Barker  avenue  and  2211  Olinville  avenue  (Block 
No.  4338,  Lot  Nos.  12,  20,  22,  24,  27,  29,  31  and 
33),  Borough  of  The  Bronx. 

APPEARANCES — 

For  Applicant :  Henry  Nordheim,  Clifford  Adee  and 
George  B.  Fargis. 

For  Opposition :  Samuel  M.  Birnbaum  and  Gustave 
Goldman,  Board  of  Education. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  20,  1942  at 
10  A.  M.  for  further  consideration  by  tbe  Board. 
No  further  argument. 


365-42-BZ. 

APPLICANT— Arnold  W.  Lederer,  for  Isadore  Cohen, 
owner  (Joseph  L.  Hoffman,  lessee). 

SUBJECT— Application  re  (decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2826-2830  Nostrand  avenue, 
west  side,  128  ft.  6  in.  south  of*  Kings  Highway 
and  2910-2922  Kings  Highway  (Block  No.  7690, 
Lot  No.  54),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Opposition:  Abram  Shlefstein  and  Harold 
Klorfein,  Dep’t  of  Parks. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  29,  1942  at 
10  A.  M.  for  further  consideration  by  tbe  Board. 
No  further  argument. 


539-42-BZ. 

APPLICANT— Edwin  H.  Thatcher,  for  Polytechnic  Insti¬ 
tute  of  Brooklyn,  owner. 

SUBJECT— Application  re  (decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 244-266  Fourth  street,  south 
side,  97  ft.  10J4  in.  east  of  Fourth  avenue  and  275- 
299  Fifth  street  (Block  No.  984,  Lot  Nos.  11  and 
22),  Borough  of  Brooklyn. 


APPEARANCES—  *  ,  ^ 

For  Applicant:  Edwin  H.  Thatcher  and  E.  D. 


Thatcher. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  6,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


No  further  argument. 


517-39-BZ. 

APPLICANT — Thomas  I.  Sheridan,  owner. 

SUBJECT— Application  re  (decision  of  the  borough  super¬ 
intendent),  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  reopened  May 
7,  1940. 

PREMISES  AFFECTED — 33-02  to  33-16  Astoria  boule¬ 
vard,  southwest  comer  of  34th  street  and  25-01  33rd 
street  (Block  No.  631,  Lot  Nos.  19-26  inclusive,  and 
Lot  No.  30),  Astoria.  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Thomas  I.  Sheridan. 

For  Opposition:  Joseph  H.  Gellman,  Josephine 
Piliero,  Mr.  Labbate,  Catherine  Allaire,  Mrs. 
Dalaimo  and  others,  and  Harold  Klorfein,  Dep’t 
of  Parks. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied;  application  re¬ 
opened  and  resolution  of  b  ebruary  6,  1940,  amended 
THE  VOTE  TO  GRANT— 

Affirmative  :  . .  1 

Negative :  Chairman  Murdock,  Commissioners 
'  Savage  and  Blum  and  Deputy  Chief  Murphy  * 
THE  VOTE  TO  REOPEN  AND  AMEND  RESOLD 
TION  OF  FEBRUARY  6,  1940- 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  < 
Negative :  .  * 

THE  RESOLUTION  (517-39-BZ) 

Whereas,  this  application,  permitting  in  a  business  us 
district,  the  use  of  a  plot  of  ground  for  parking  and  storag 
of  more  than  five  (5)  motor  vehicles  for  a  temporary  perio 
of  not  more  than  two  (2)  years,  affecting  premises  33-02  t. 
33-16  Astoria  boulevard,  south  side,  from  33rd  street  t« 
34th  street,  and  southwest  corner  of  34th  street  and  Astori 
boulevard,  and  25-01  to  25-25  33rd  street  (Block  I\o.  631 
Lot  Nos.  19  to  26,  inclusive,  and  30),  Astoria,  Borough  o 
Queens,  was  granted  by  tbe  Board  February  6,  1940,  on  cer 
tain  conditions,  permit  extended  February  10,  1942,  an 
applicant  recpiested  an  amendment  of  the  resolution,  to  per' 
mit  in  the  residence  use  portion  of  the  plot,  the  parking  an 
storage  of  more  than  five  (5)  motor  vehicles  for  term  o 

two  (2)  years;  and  ,  4  .  ' 

Whereas,  this  application  was  reopened  by  vote  ot  tn 
Board,  on  May  7,  1940,  subject  to  usual  procedure;  and  i 
Whereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meei 
ing,  September  22,  1942,  after  due  notice  by  publication  i 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  land. 

Whereas,  the  use  district  maps  accompanying  the  zonin 
resolution  show  that  Astoria  boulevard  is  in  a  business  us 
district;  33rd  street  and  34th  street  are  each  in  a  resident^ 
and  business  use  district ;  and  .  ' 

Whereas,  the  decision  of  the  borough  supermtenden 
dated  July  23,  1942,  on  Misc.  Applic.  No.  3742-42,  reads:  i 
“1.  The  use  of  these  premises  for  the  parking  c 
more  than  five  motor  vehicles'  in  a  residence  use  distri> 
is  contrary  to  Art.  2,  Sec.  3  of  the  Zoning  Resolution 

and  . 

Whereas,  the  premises  under  the  present  application,  coi 
sist  of  an  irregular  shaped  plot  of  ground  having  a  frontal 
of  165  ft.  on  33rd  street ;  97  ft.  along  the  southerly  lot  hi 
and  200  ft.  along  the  easterly  lot  line  and  lying  within  tl 
residence  use  district.  It  is  proposed  to  use  this  portion  c 
the  plot,  for  a  term  of  two  years,  for  parking  and  storaj 
of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  on  February  6,  1940,  the  Board  granted  permi 
sion  for  the  parking  and  storage  of  more  than  five  (! 
motor  vehicles  for  a  temporary  period  of  two  (2)  year 
restricting  this  use  to  the  business  portion  of  the  plot  ai. 
prohibiting  the  extension  of  this  use  into  the  residence  po 
tion  of  the  plot ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifip 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoniij 
variance  under  section  7-h  of  the  zoning  resolution.  j 
Resolved,  that  the  decision  of  the  borough  superintendei 
on  Misc.  Applic.  No.  3742,  42,  be  and  it  hereby  is  denied. 

Resolved  further,  that  the  Board  of  Standards  and  A 
peals  does  hereby  amend  its  resolution  adopted  February 
1940,  only  so  far  as  it  has  reference  to  the  requiremc 
relative  to  the  woven  wire  fences,  by  adding  thereto: 

“that  the  requirement  of  the  resolution  as  to  the  wov 
wire  fence  may  be  waived  during  the  term  of  the  pr( 
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ent  war  emergency,  provided  substantial  picket  fences 
shall  be  maintained  where  fences  are  required  under  the 
|  resolution ;  that  such  fences  shall  be  kept  painted  and  in 
good  condition ;  that  no  signs  shall  be  attached  thereto 
other  than  the  sign  advertising  the  parking  use  as  herein 
above  provided.” 

. 


J6-42-BZ. 

PPL1CANT — Frank  C.  Keller,  for  Estate  of  Louise 
Hauman,  owner  (Marie  C.  Schriber,  Executrix). 
UBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  live  (5)  motor  vehicles. 

REMISES  AFFECTED — 23-16  Sound  street,  west  side, 
100.08  ft.  north  of  Astoria  boulevard  (Block  No. 
781,  Lot  Nos.  33-37),  Astoria,  Borough  of  Queens. 
PPEARAN  CES — 

For  Application :  Frank  C.  Keller. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

‘.CTION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Murphy .  3 


"HE  RESOLUTION  (106-42-BZ) 

I 

Whereas,  Frank  C.  Keller,  for  Estate  of  Louise  Hau- 
aan,  owner  (Marie  C.  Schriber,  Executrix),  filed  Febru- 
,ry  5,  1942,  an  application  under  sections  7h  and  21  of  the 
oning  resolution,  to  permit  in  a  residence  use  district,  for 
:  term  of  two  (2)  years,  the  parking  and  storage  of  more 
lan  five  (5)  motor  vehicles;  premises:  23-16  Sound  street, 
rest  side,  100.08  ft.  north  of  Astoria  boulevard  (Block 
[lo.  781,  Lot  Nos.  33-37),  Astoria,  Borough  of  Queens; 
nd 

Whereas,  a  public  hearing  was  held  on  this  application 
iy  the  Board  of  Standards  and  Appeals,  at  its  regular 
neeting  September  22,  1942,  after  due  notice  by  publication 
a  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
esolution  show  that  42nd  street  and  23rd  road  are  each 
i  residence,  unrestricted  and  business  use  districts ;  Sound 
treet  is  in  a  residence  and  business  use  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
ated  February  5,  1942,  on  Misc.  Applic.  No.  208-42,  reads : 

“1.  The  use  of  these  premises  for  the  parking  of 
motor  vehicles  in  a  residence  district  is  contrary  to 
Art.  2,  sec.  3  of  the  Zone  Resolution.” 
nd 

Whereas,  the  premises  consist  of  an  irregular  shaped 
'lot  of  ground  having  a  frontage  of  83  ft.  on  42nd  street, 
00  ft.  on  Sound  street  and  82  ft.  on  23rd  road.  Upon  the 
>lot  there  are  two  frame  dwellings;  a  metal  3  car  garage 
ind  2  frame  sheds.  It  is  proposed  to  use  the  vacant  part  of 
lie  plot,  for  a  term  of  two  (2)  years  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
nspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica- 
ion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7-h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
in  Misc.  Applic.  Nos.  208-421,  be  and  it  hereby  is  affirmed 
ind  that  the  application  be  and  it  hereby  is  denied. 


530-42-BZ. 

^PLICANT — Millard  Henlein,  for  Board  of  Transporta¬ 
tion,  City  of  New  York,  owner  (Abraham  Golden- 
blum  and  Samuel  Goldenblum,  lessees). 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 360-374  Sixth  avenue,  east  side, 
from  Washington  place  to  Waverly  place,  126-130 
Waverly  place  and  87  Washington  place  (Block 
No.  552,  Lot  No.  37),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Millard  Henlein. 

For  Opposition:  Louis  Jackson  and  Albert  A. 
Raphael. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (530-42-BZ) 

Whereas,  Millard  Henlein,  for  Board  of  Transportation, 
City  of  New  York,  owner  (Abraham  and  Samuel  Golden¬ 
blum,  lessees),  filed  July  1,  1942,  an  application  under  section 
7-h  of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  360-374 
Sixth  avenue,  east  side,  from  Washington  place  to  Waverly 
place  and  126-130  Waverly  place  and  87  Washington  place 
(Block  No.  552,  Lot  No.  37),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  22,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Sixth  avenue  is  in  a  business  use  dis¬ 
trict;  Washington  place  and  Waverly  place  are  each  in  both 
residence  and  business  use  districts ;  McDougal  street  is  in  a 
residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  24,  1942,  reads: 

“Your  application  dated  June  19,  1942,  for  a  certificate 
of  occupancy  for  the  use  of  the  above  premises  for  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  has  been  denied  for  the  reason  that  the  premises 
are  located  in  a  business  district  where  this  occupancy 
is  prohibited  by  Section  4,  Subdivision  15  of  the  Build¬ 
ing  Zonfe  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  195  ft.  on  Sixth  avenue, 
80  ft.  on  Washington  place  and  93  ft.  on  Waverly  place.  It 
is  proposed  to  use  the  plot,  for  a  term  of  two  (2)  years,  for 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  which  recommended 
the  denial  of  the  application  in  view  of  the  fact  there  is  no 
real  need  shown  for  this  additional  parking  lot ;  and 

Whereas,  the  Board  deemed  that,  therefore,  there  was  no 
justification  for  the  exercise  of  its  discretion  to  grant  a 
zoning  variance  under  section  7-h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  June  24,  1942,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


648-42-BZ. 

APPLICANT — Frank  Randazzo,  for  Charles  Amoldson, 
owner. 

SUBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  public  garage  (pre- 
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viously  granted  by  the  Board)  to  the  manufacture 
of  ferrous  and  non-ferrous  metal  products,  with 
occasional  welding  incidental  to  said  manufacture. 
PREMISES  AFFECTED— 28-30  Quincy  street,  south  side, 
125  ft.  4  in.  west  of  Classon  avenue  (Block  No. 
1972,  Lot  No.  17),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  Randazzo,  Charles  Arnold- 
son,  Hubert  J.  Thelen  and  others. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (648-42-BZ) 

Whereas,  Frank  Randazzo,  for  Charles  Arnoldson,  owner, 
filed  on  August  31,  1942,  an  application  under  sections  7c 
and  21  of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of  a  public  garage 
(previously  granted  by  the  Board)  to  the  manufacture  of 
ferrous  and  non-ferrous  metal  products  with  occasional  weld¬ 
ing  incidental  to  said  manufacture;  premises:  28-30  Quincy 
street,  south  side,  125  ft.  4  in.  west  of  Classon  avenue  (Block 
No.  1972,  Lot  No.  17),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  September  22,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Quincy  street  is  in  a  business  and  resi¬ 
dence  use  district ;  Gates  avenue  is  in  a  residence  and  busi¬ 
ness  use  district ;  Classon  avenue  is  in  a  business  and  un¬ 
restricted  use  district;  and  Downing  street  is  in  a  residence 
and  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  No.  2320-42,  dated  August  12,  1942,  reads: 

“Existing  occupancy  as  a  public  garage  in  a  business 
use  was  granted  conditionally  by  the  Board  of  Standards 
and  Appeals*  under  Cal.  No.  55-16-BZ. 

Proposed  manufacture  of  ferrous  and  non-ferrous 
metal  products  with  occasional  welding  incidental  to  said 
manufacture  is  contrary  to  Art.  II,  Sec.  4(a)  4  and 
Art.  II,  Sec.  4(a)  19  of  the  Zoning  Resolution.” 

and 

Whereas,  the  existing  building  one  story  (18  ft.)  in 
height;  having  a  frontage  of  48  ft.  8  in.  and  100  ft.  in  depth; 
of  Class  3  construction.  It  is  proposed  to  convert  the  oc¬ 
cupancy  of  the  existing  public  garage  (which  was  previously 
granted  by  the  Board)  to  the  manufacture  of  ferrous  and 
non-ferrous  metal  products — with  occasional  welding  inci¬ 
dental  to  said  manufacture;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  cas  * 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  per¬ 
mit  the  manufacturing  occupancy  as  proposed  in  lieu  of  the 
garage  to  be  discontinued  and  which  was  permitted  under 
Cal.  No.  55-16-BZ  on  condition  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained. 


Adjourned:  12:25  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  22,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

1076-22-BZ. 

APPLICANT— Tobias  Goldstone,  for  Rubar  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and- 
amendment  of  resolution  (re  decision  of  the  bor¬ 
ough  superintendent)  under  section  21  of  the  zoning1 
resolution,  to  permit  in  a  business  use  district,  the 
alteration  and  change  of  use  of  a  building  iron: 
public  garage  for  more  than  five  (5)  motor  vehicle; 
to  public  garage  for  more  than  five  (5)  motoi 
vehicles  and  a  newspaper  distributing  station,  wliicl 
will  include  the  storage  of  more  than  five  (5) 
motor  vehicles.  1 

PREMISES  AFFECTED— 204-210  Saratoga  avenue  am 
29  Hull  street,  northwest  corner  (Block  No.  1531 
Lot  No.  38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

ACTION  OF  BOARD — Application  reopened  and  set  foi 
hearing  October  14,  1942  at  10  A.  M. 

THE  VOTE  TO  REOPEN—  |  ' 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  l- 
Negative:  .  ( 


353-42-BZ. 

APPLICANT — Charles  M.  Lobejager,  for  Bulova  Watd 
Company,  owner. 

SUBJECT — Application  for  consideration — -reopening  am 
amendment  of  resolution  (re  decision  of  the  bor 
ough  superintendent)  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  tin 
erection  of  a  building,  three  (3)  stories  and  base 
ment  in  height,  to  be  used  for  manufacturing  ii 
excess  of  the  area  permitted  to  be  used  for  manu 
facturing  in  a  business  use  district  (previously  per 
mitted  by  the  Board  to  be  erected  two  (2)  storic 
and  basement  in  height). 

PREMISES  AFFECTED— 40-05  61st  street,  40-06  62m 
street,  the  south  side  of  Woodside  avenue,  fron 
61st  to  62nd  streets  (Block  No.  1336,  Lot  Nos.  3f 
41,  44  and  47),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Lobejager. 

ACTION  OF  BOARD — Application  reopened  and  set  fo 
hearing  October  14,  1942  at  10  A.  M.  Applican 
to  send  out  notices  to  affected  property  owners  b 
October  1,  1942. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative :  .  , 


448-37-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  460  Eighth  Avt 
nue  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  an 
extension  of  permit — re  Application  (decision  c 
the  borough  superintendent)  previously  granted  o 
condition,  under  section  7h  of  the  zoning  resolutioi 
permitting  in  a  retail  use  district,  for  a  term  c 
two  (2)  years,  the  transient  parking  of  more  tha 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 255  West  33rd  street,  nort 
side,  200  ft.  east  of  Eighth  avenue  (Block  No.  78. 
Lot  No.  11),  Borough  of  Manhattan. 


984 


MINUTES 


PPEARANCES — 

For  Applicant :  Samuel  Kuperschmid. 

CTION  OF  BOARD — Application  reopened  and  permit 
extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

HE  RESOLUTION  (448-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  building 
>ne  resolution,  to  permit  for  a  temporary  period  of  two 
:ars  in  a  retail  use  district,  the  parking  and  storage  of  more 
lan  live  (5)  motor  vehicles;  premises  255  West  33rd  street, 
orth  side,  200  ft.  east  of  Eighth  avenue  (Block  No.  783, 
ot  No.  11),  Borough  of  Manhattan,  was  granted  by  the 
oard  June  1,  1938,  on  certain  conditions  permit  extended 
Li  September  10,  1940  and  applicant  requested  a  further 
[<tension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  its  resolution  adopted  on  June  1,  1938  as 
nended  September  10,  1940,  only  so  far  as  it  has  reference 
i)  the  term  of  the  permit,  so  that  as  amended,  that  portion 
t  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  years  from 
the  date  of  this  amended  resolution  ” 


32-37-BZ. 

.PPLICANT — Katharine  Hentschel,  owner. 

UBJECT  —  Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

’REMISES  AFFECTED — 25-33  Irving  avenue  and  343- 
347  Jefferson  street,  northeast  corner  (Block  No. 
3167,  Lot  Nos.  1  and  3),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Lillian  Hentschel. 
lCTION  OF  BOARD — Application  reopened  and  permit 
extended. 

'HE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

'HE  RESOLUTION  (602-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build- 
lg  zone  resolution,  to  permit  in  a  business  use  district,  for 
temporary  period  of  not  more  than  two  (2)  years,  the 
arking  and  storage  of  more  than  five  (5)  motor  vehicles, 
remises  25-33  Irving  avenue  and  343-347  Jefferson  street, 
ortheast  corner  (Block  No.  3167,  Lot  Nos.  1  and  3),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  October  25, 
438.  on  certain  conditions,  permit  extended  on  September 
7,  1940  and  the  owner  requested  a  further  extension  of  the 
iiermit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  resolution  of  October  25,  1938  as 
•mended  September  17,  1940,  only  in  so  far  as  it  has  refer- 
:nce  to  the  term  of  the  permit,  so  that  as  amended  this 
>ortion  of  the  resolution  shall  read : 

.  “Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution.” 


!9-38-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Hotels  Staffer 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 


borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
•  permitting  in  a  retail  use  district,  for  a  term  of  two 
(2)  years,  the  transient  parking  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 251-253  West  33rd  street,  north 
side,  225  ft.  east  of  Eighth  avenue  and  250  West 
34th  street  (Block  No.  783,  Lot  Nos.  12,  13  and 
72),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Kuperschmid. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  PERMIT  EX¬ 
TENDED— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (29-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  retail  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  for  a  tem¬ 
porary  period  of  two  (2)  years;  premises  251-253  West  33rd 
street,  north  side,  225  ft.  east  of  Eighth  avenue,  and  250 
West  34th  street  (Block  No.  783,  Lot  Nos.  12,  13  and  72), 
Borough  of  Manhattan,  was  granted  by  the  Board  June  1, 

1938,  on  certain  conditions,  the  resolution  amended  March  7, 

1939,  and  permit  extended  on  September  10,  1940  and  appli¬ 
cant  requested  a  further  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  June  1,  1938,  as 
amended  March  7,  1939,  and  September  10,  1940,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  that  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


658-41-BZ. 

APPLICANT — Thomas  H.  Celano  (lessee),  for  City  of 
New  York  and  Giovanina  Celano,  owners. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  premises  to  be  occupied  at 
the  front  for  the  sale  of  used  cars  and  toward  the 
rear  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 627-637  86th  street,  north  side, 
214  ft.  7  in.  east  of  Fort  Hamilton  parkway  (Block 
No.  6037,  Lot  Nos.  96,  99,  100  and  101),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Thomas  H.  Celano. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (658-41-BZ) 

Whereas,  Putney,  Twombly  and  Hall,  for  Thomas  H. 
Celano  (lessee),  for  the  City  of  New  York  and  Giovanna 
Celano,  owners,  filed  July  11,  1941,  an  application  under 
sections  7f  and  7h  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a  residence  use 
district,  for  a  term  of  years,  the  use  of  a  plot  for  the  dis¬ 
play  and  sale  of  used  cars  and  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  627-637 
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8bth  street,  north  side,  214  ft.  7  in.  east  of  l't.  Hamilton 
parkway  (Block  No.  6037,  Lot  Nos.  96,  99,  100  and  101), 
Borough  of  Brooklyn ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
November  25,  1941,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution  and  time  to  com¬ 
plete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  25,  1941  by 
adding  thereto : 

“that  the  fences  herein  required  may  be  constructed  of 
wood  to  a  height  of  not  less  than  5  ft.  with  substantial 
rails  and  pickets  substantially  as  indicated  on  drawing- 
marked  ‘Received  September  14,  1942’  in  lieu  of  the 
woven  wire  fence  hereinbefore  required ;  that  such  fence 
shall  be  kept  in  good  repair  and  kept  painted.” 

Resolved  further,  that  the  resolution  of  November  25, 
1941  is  further  amended  relative  to  the  obtaining  of  permits 
and  completion  of  the  work,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“all  permits  shall  be  obtained  and  all  work  completed 
within  two  (2)  months  from  the  date  of  this  amended 
resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

654-42-A. 

APPLICANT— John  C.  Wandell,  for  Jamco  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 150-156  50th  street,  south  side, 
and  149-155  51st  street,  north  side,  293  ft.  3  in. 
west  of  Second  avenue  (Block  No.  788,  part  of  Lot 
No.  25),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  29,  1942,  at 
2  P.  M.,  to  obtain  plans  from  Bld’g  Dep’t  and 
records  from  Fire  Dep’t. 


673-42-A. 

APPLICANT — Tobias  Goldslone,  for  Rubar  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  tbe  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 204-210  Saratoga  avenue  and  2  > 
Hull  street,  northwest  corner  (Block  No.  1351,  Lot 
No.  38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1942,  at 
10  A.  M.,  to  be  heard  in  conjunction  with  Cal.  No. 
1076-22-BZ. 


685-42-A. 

APPLICANT — Air  Reduction  Sales  Co.,  owners. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 206-224  Stewart  avenue,  south 
side  of  Ten  Eyck  street,  west  side  of  Gardner  ave¬ 
nue  and  north  side  of  Meadow  street  (Block  No. 
2952,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  B.  Thomson,  W.  Y.  Scofield 
and  M.  Harrison. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  25,  1942 
at  10  a.  m.  for  further  consideration  by  the  Board. 


430-42-A. 

APPLICANT — Long  Island  Railroad  Company,  owner.  ' 

SUBJECT — Appeal  irom  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 183rd  street  and  Liberty  ave¬ 
nue  (Holban  Freight  Yard)  ;  (Block  No.  10329, 
Lot  No.  1  and  Block  No.  10353,  Lot  No.  201), 
Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Elmer  S.  Lane. 

ACTION  OF  BOARD — Appeal  withdrawn  upon  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


359-42-S. 

APPLICANT— William  Welge,  for  Marie  L.  Welge,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 365  Wythe  avenue,  east  side, 
77  ft.  2  in.  north  of  South  5th  street  (Block  No. 
2442,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  Welge. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners  • 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  C 

THE  RESOLUTION  (359-42-S) 

Whereas,  William  Welge,  for  Marie  L.  Welge,  owner, 
filed  on  April  30,  1942,  an  application  for  variation  of  the 
requirements  of  the  Labor  Law  affecting  premises  365 
Wythe  avenue,  east  side,  //  it.  2  in.  north  of  South  5tli 
street  (Block  No.  2442,  Lot  No.  1),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  23,  1942,  on  B.  N.  Applic.  No.  47-42  reads: 

“4.  Provide  exits  from  all  floors  complying  with 
the  requirements  of  Section  ^7 1  Labor  Haw  and  Hit 
factory  exist  Rules  of  the  Board  of  Standards  and 
Appeals.” 

and  '. 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (28  ft.)  in  height,  22  ft.  by  61  ft.  at  first  floor,  3( 
ft.  by  25  ft.  at  typical  floor,  of  Class  4  construction,  erected 
about  1865,  located  in  an  unrestricted  use  district  and  oc¬ 
cupied:  basement,  washing  of  films,  5  persons;  1st  floor 
storage  of  films,  2  persons;  2nd  floor,  storage  of  films,  lit 
persons;  proposed  to  be  used:  washing  of  films  and  photo¬ 
graphic  plates,  5  persons;  1st  floor,  storage  of  films,  2 
persons;  2nd  floor,  storage  of  films,  no  persons;  that  tli< 
building  is  equipped  with  one  interior  3  ft.  wide  wood  stair: 
leading  direct  to  street,  unenclosed,  and  one  outside  fin 
escape  leading  to  roof  by  ladder  and  to  street  grade  b) 
drop  ladder  to  yard  and  through  8  ft.  wide  alleyway  tc 
street ;  add 

Whereas,  the  applicant  contends  that  the  proposed  use  o 
the  building  will  be  for  washing  of  photographic  films  am 
plates ;  that  this  use  is  not  different  from  what  has  beei 
made  of  the  building  for  the  past  40  years;  that  the  bin 
Department  made  an  inspection  of  the  premises  and  on  De 
cember  8,  1941  certified  that  the  building  complied  with  al 
laws,  rules  and  regulations  under  the  jurisdiction  of  th< 
Department ;  that  the  film  involved  is  noninflammable  an< 
the  use  is  not  a  fire  hazard ;  that  there  are  only  7  person 
in  the  entire  building,  5  of  whom  work  in  the  basement  am 
that  there  are  ample  exits  with  direct  access  to  the  street 
and 
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Whereas,  the  premises  were  inspected  by  a  Committee  oL 
the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  47-42,  Obj.  No.  4,  and  the  application 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  no  factory  occupancy  above  the  grade  floor,  except  that 
one  person  may  be  engaged  on  the  second  floor  on  part  time 
in  connection  with  the  storage  work  therein. 


360-42-A. 

APPLICANT — William  Welge,  for  Marie  Welge,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 365  Wythe  avenue,  east  side,  77 
ft.  2  in.  north  of  South  5th  street  (Block  No.  2442, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  Welge. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (360-42-A) 

Whereas,  William  Welge,  for  Marie  L.  Welge,  owner, 
filed  on  April  30,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  365  Wythe  ave¬ 
nue,  east  side,  77.2  ft.  north  of  South  5th  street  (Block 
No.  2442,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  23,  1942,  on  B.N.  47-42  reads : 

“2.  Alteration  388-06  shows  the  use  of  the  two-story 
and  basement  building  to  be  shop  (light  manufacturing) 
change  of  occupancy  to  storage  use  require  that  the 
floors  be  re-inforced  to  carry  live  load  of  120  pounds 
per  square  foot  ( 7.32.3  code. 

3.  Department  records — NB  1210/08  shows  that  the 
one  story  portion  was  erected  as  a  wagon  shed.  Change 
of  this  portion  to  factory  use  is  contrary  to  Sections 
2.1. 3. 5  and  4.6.1  of  code  as  it  is  of  frame  construction.” 
and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (28  ft.)  in  height,  22  ft.  by  61  ft.  at  first  floor,  30 
ft.  by  25  ft.  at  typical  floor,  of  Class  4  construction,  erected 
about  1865,  located  in  an  unrestricted  use  district  and 
occupied:  basement,  factory,  washing  of  films,  5  persons; 
1st  floor,  storage  of  films,  2  persons;  2nd  floor,  storage  of 
films,  no  persons ;  proposed  to  be  occupied :  basement,  wash¬ 
ing  of  films,  and  photographic  plates,  5  persons;  1st  floor, 
storage  of  films,  2  persons ;  2nd  floor,  storage  of  films,  no 
persons;  and 

Whereas,  the  applicant  contends  that  when  the  one  story 
portion  of  the  building  was  erected  in  1908  as  an  enclosed 
wagon  shed,  it  was  used  as  such  only  a  few  months  and 
after  that  time  until  the  present  day,  it  has  been  used  as 
factory  for  various  businesses;  that  the  building  referred  to 
in  Obj.  No.  3  was  used  in  1906  as  a  shop  and  light  manu¬ 
facturing  under  Permit  No.  388  of  1906  and  for  30  years 
has  been  used  as  a  factory  for  light  manufacturing;  that 
the  present  business  has  used  the  building  for  the  past  five 
years  and  prior  thereto  it  was  used  for  a  nickel  plating 
factory  for  over  20  years;  that  it  would  be  a  hardship  to 
be  deprived  of  the  issuance  of  a  certificate  of  occupancy ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  47-42,  Objs.  2  and  3,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  not  be  increased  in  height  or  area; 


that  the  factory  work  shall  be  restricted  to  the  ground  floor, 
except  for  part  time  work  on  the  second  floor  as  permitted 
under  Cal.  No.  359-42-S ;  that  the  floor  and  column  con¬ 
struction  shall  be  adequate  for  the  existing  loading  with  a 
reasonable  factor  of  safety;  that  the  third  floor  shall  remain 
vacant  and  all  rubbish  removed  therefrom;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


529-42-A. 

APPLICANT — Sidney  L.  Strauss,  for  Clarostat  Manufac¬ 
turing  Company,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 281-287  North  6th  street,  north 
side,  111  ft.  5 Yt.  in.  west  of  Metropolitan  avenue 
(Block  No.  2331,  Lot  Nos.  42-44-45),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 

THE  RESOLUTION  (529-42-A). 

Whereas,  Sidney  L.  Strauss,  for  Clarostat  Manufacturing 
Company,  Inc.,  owner,  filed  on  July  1,  1942,  an  appeal  from 
a  decision  of  the  borough  superintendent  affecting  premises 
281-287  North  6th  street,  north  side,  111  ft.  5y2  in.  west  of 
Metropolitan  avenue  (Block  No.  2331,  Lot  Nos.  42,  44  and 
45),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  30,  1942,  on  Alt.  Applic.  No.  387-42,  reads: 

“1.  Erection  of  frame  structure  in  fire  limit  is  con¬ 
trary  to  4-1-2  of  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  100  ft.  by  100 
ft.  in  area ;  located  in  an  unrestricted  use  district  on  the 
easterly  half  of  which  there  exists  a  five  story  building 
(55  ft.  in  height);  50  ft.  by  94  ft.  in  area;  of  Class  3 
construction;  erected  approximately  1900  and  used  through¬ 
out  for  manufacture  of  metal  goods ;  that  the  building  in 
question  is  one  story,  12  ft.  in  height,  approximately  20  ft. 
by  100  ft.  in  area,  having  an  L  at  the  rear  running  the  full 
width  of  50  ft;  of  class  4  construction;  erected  1935  and 
used  for  the  striping  of  metal  of  electrolytic  potentiality; 
and 

Whereas,  Violation  No.  3250  was  issued  June  24,  1941 
for  having  erected  brick  rear  walls,  wood  roof,  frame  front 
walls  of  building  without  a  permit ;  and 

Whereas,  the  applicant  contends  that  the  one  story  build¬ 
ing  in  question  is  constructed  of  brick  and  frame  walls  and 
wood  roof ;  that  the  frame  walls  of  the  rear  portion  are 
surfaced  on  the  interior  with  26  gauge  metal,  as  shown  on 
plan  filed  lune  17,  1942  with  the  borough  superintendent, 
as  amended  to  Alteration  387-42 ;  and 
Whereas,  the  applicant  contends  that  the  building  in 
question  has  existed  for  7  or  8  years,  as  an  open  frame  shed 
utilizing  certain  brick  walls  which  remained  after  adjoining 
buildings  were  demolished ;  that  the  occupants  of  the  prem¬ 
ises  are  now  engaged  in  defense  work  and  it  became  neces¬ 
sary  to  utilize  the  space  in  the  open  frame  shed  and  a 
frame  wall  was  erected  at  the  front  of  the  open  shed, 
thereby  creating  the  building  which  is  the  subject  of  this 
appeal ;  that  never  more  than  four  persons  occupy  this 
portion  of  the  premises;  and  that  it  is  requested  that  the 
Board  permit  the  structure  to  remain  for  the  duration  of 
the  emergency  after  which  time  it  will  be  entirely  de¬ 
molished  ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board. 
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Resolved  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  387-42,  Obj.  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  structure  shall  not  be  increased  in  height 
or  area  and  shall  be  removed  within  six  (6)  months,  that 
meanwhile,  this  building  except  for  the  open  shed  portions 
shall  he  protected  with  a  sprinkler  system  as  an  extension  ot 
the  sprinkler  system  in  the  adjoining  factory  building  under 
the  same  control ;  that  an  additional  exit  door  shall  be  con¬ 
structed  opening  into  the  open  yard  from  the  poition  ot 
the  building  used  for  factory  purposes;  that  the  ceiling  ot 
those  portions  occupied  for  the  baking  oven,  spraying  and 
laboratorv  shall  be  fire-retarded;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


571-42-A. 

APPLICANT  — Colonial  Pipe  and  Supply  Corporation, 
lessee,  for  Insular  Lumber  Sales  Corporation,  own- 


SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 44-72  11th  street  and  10-57  4oth 
avenue,  northwest  corner  (Block  No.  51,  Lot  IN  os. 
IQ  and  20).  Long  Island  City,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Julius  Holzberg.  , 

For  Administration:  Insp.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  . . .  u 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


THE  RESOLUTION  (571-42-A) 


Whereas,  Colonial  Pipe  and  Supply  Corporation,  lessee, 
for  Insular  Lumber  Sales  Corporation,  owner,  filed  on  July 
15  1942  an  appeal  from  an  order  of  fire  commissioner, 

affecting’  premises  44-72  11th  street  and  10-57  45th  avenue, 
northwest  corner  (Block  No.  51,  Lot  Nos.  19  and  20), 
Long  Island  City,  Borough  of  Queens;  and 
Whereas,  Order  No.  92242-LC,  issued  by  the  fire  com¬ 
missioner,  June  17,  1942,  reads:  .  . 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  as  a  private  filling  station,  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued.  . 

1.  Remove  all  portable  tanks  containing  gasoline  from 
the  premises,  and  discontinue  the  practice  of  storing 
gasoline  in  portable  tanks,  pending  the  installation  of  an 
approved  storage  system.  Plans  and  specifications  to  be 
filed  with  and  approved  by  the  Department  of  Housing 
and  Buildings  before  the  work  of  installing  storage  tank 
is  commenced.  Tank  to  be  tested  and  installation  super¬ 
vised  by  a  representative  of  Division  of  Combustibles, 
Fire  Department,  C-19-11,  Administrative  Code. 


Whereas,  the  applicant  states  that  the  building  is  two 
stories  (15  ft.)  in  height;  45  ft.  by  22  ft.  in  area;  of  Class 
3  construction;  erected  1919;  located  on  a  lot  125  ft.  by  99 
ft.  9  in.  area;  in  an  unrestricted  use  district  and  occupied  as 
an  office  and  yard  for  the  storage  of  pipe  and  iron;  and 
Whereas,  the  applicant  contends  that  the  applicant  has 
occupied  the  premises  for  4  years  as  a  dealei  in  iron  and 
pipes  and  operates  two  motor  trucks  ]  that  two  portable  gas- 
oline  tanks  of  55  gallons  each  are  maintaitned  for  fueling 
the  applicant’s  trucks;  that  the  applicant  requests  the  Board 
to  modify  the  order  of  the  fire  commissioner,  so  as  to  permit 
the  use  of  the  two  portable  gasoline  tanks  until  such  time 
as  conditions  permit  the  installation  of  a  buried  storage 
system ;  that  the  applicant  is  engaged  in  delivering  to  defense 
projects  and  it  is  absolutely  essential  that  gasoline  be  kept 
on  hand  to  supply  the  trucks ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  ol 

the  Board. 


Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  92242-LC,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


636-42-A. 

APPLICANT— Emma  Grace  Borst,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 179-29  153rd  road,  north  side, 
265.06  ft.  east  of  Lombard  street  (Block  No.  4661, 
Lot  No.  10),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  Poellman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0  ■] 

THE  RESOLUTION  (636-42-A) 

Whereas,  Emma  Grace  Borst,  owner,  filed  on  August  , 
27,  1942,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  ’ affecting  premises:  179-29  153rd  road,  north  side, 
265.06  ft.  east  of  Lombard  street  (Block  No.  4661,  Lot  No.  ■ 
10),  (amaica,  Borough  of  Queens;  and  j 

Whereas,  the  decision  of  the  borough  superintendent  : 
dated  August  25,  1942  on  Alt.  Applic.  No.  1172-42  reads: 

“1.  The  moving  of  a  frame  building  from  a  location 
within  the  fire  limits  to  another  location  within  the 
fire  limits  is  not  permissible.” 

and  . 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  40  ft.  by  100  ft.  in  area,  located  in  an  undetermined 
use,  “D”  area  district,  upon  which  it  is  proposed  to  erect 
the  building  in  question  22  ft.  by  35  ft.  in  area,  2  stories  t 
(26  ft.) ,  in  height,  of  class  4  construction,  to  be  occupied:  , 
cellar — storage  and  boiler  1st  floor — dwelling,  one  family ; 
2nd  floor — dwelling,  one  family ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
moved  from  154-57  Lombard  street,  a  distance  of  approxi¬ 
mately  700  ft.  and  which  site  is  located  in  the  fire  limits ;  4 
that  title  to  the  site  upon  which  the  building  previously 
existed,  was  vested  in  the  city  for  the  Idlewild  airport ;  that  , 
the  proposed  site  has  been  owned  by  the  applicant  for  up¬ 
wards  of  5  years;  that  the  building  has  been  completely 
renovated  and  reconstructed,  provided  with  new  plumbing, 
new  fixtures,  new  foundation,  new  heating  plant  and  some 
new  plaster  and  partitions  resulting  in  a  total  expenditure 
of  $4,000;  that  the  location  of  the  building  on  the  lot,  leaves 
an  unoccupied  area  of  13  ft.  on  one  side  and  5  ft.  on  the 
other  side  and  the  nearest  adjoining  building  is  located  10 
ft,  from  the  building  in  question  on  one  side  and  20  ft.', 
on  the  other  side;  and  .  j 

Whereas,  the  applicant  further  contends  that  the  building 
is  surfaced  on  the  exterior  with  frame  siding  and  wood 
shingles  and  the  roof  is  surfaced  with  asphalt  shingles,  as 
shown  on  photograph  filed  with  this  appeal  marked  “Re¬ 
ceived  September  11,  1942”;  and  that  the  entire  block  is 
developed  with  buildings  of  similar  construction. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1172-42,  Obj.  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  comply  in  all  respects 
with  the  requirements  for  a  similar  building  when  erected 
outside  the  fire  limits;  that  the  open  spaces  on  the  lot  as 
shown  shall  not  be  decreased. 


314-34-A. 

APPLICANT — C.  C.  Handy,  for  New  York  Central  Sys¬ 
tem,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  an  order  of 
the  commissioner  of  buildings. 

PREMISES  AFFECTED — South  side  of  Broadway,  90  ft. 
southeast  of  West  225th  street  (Block  No.  2215, 
Lot  No.  675),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sami.  H.  Hellenbrand. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (314-34-A) 

Whereas,  this  appeal,  affecting  premises  south  side  of 
Broadway,  90  ft.  southeast  of  West  225th  street  (Block 
No.  2215,  Lot  No.  675),  Borough  of  Manhattan,  was  granted 
by  the  Board  December  18,  1934  for  a  temporary  period  of 
two  years,  on  certain  conditions,  the  period  extended  Janu¬ 
ary  5,  1937,  October  11,  1938  and  September  10,  1940  and 
applicant  requests  a  further  extension  of  the  temporary 
period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  by  the  Board  on  De¬ 
cember  18,  1934,  only  so  far  as  it  has  reference  to  term  of 
permit,  so  that  as  amended  that  portion  of  resolution  shall 

read: 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution.” 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

470-42-SA. 

APPLICANT — Staten  Island  Chemical  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  CEN-D-OU  i  (tor  ex¬ 
tinguishing  incendiary  bombs),  approval  of  (previ¬ 
ously  withdrawn). 

APPEARANCES— 

For  Applicant:  Cyril  B.  Jaynes. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  referred  to  the  Committee  on  Tests 
of  the  Board  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


954-38-SA. 

APPLICANT — National  Pumps  Corporation,  owner. 
SUBJECT — National  Pumps  Corporation’s  Gasoline  Pumps, 
Models  A-38,  B-38,  C-38  and  CC-38,  approval  of. 
APPEARANCES— 

For  Applicant:  Mitchell  Golbert. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (954-38-SA) 

Whereas,  the  National  Pumps  Corporation,  owner,  filed 
on  October  31,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
the  National  Pumps  Corporation’s  Gasoline  Pumps,  Models 
A-38.  B-38,  C-38  and  CC-38 ;  and 


Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  12,  1942. 

Re:  Cal.  No.  954-38-SA. 

Subject:  Approval  of  National  Pumps  Corporation’s 
Gasoline  Pumps,  Models  A-38,  B-38,  C-38  and 
CC-38. 

The  National  Pumps  Corporation  of  Cincinnati,  Ohio, 
filed  on  October  31,  1938,  with  the  Board  of  Standards 
and  Appeals  an  application  under  the  requirements  of 
Section  09-69. 0,c  of  the  Administrative  Code  for  ap¬ 
proval  of  their  power-operated  discharge  devices  known 
as  National  Comput.  Apex  Gasoline  Pumps,  Models 
A-38,  C-38,  CC-38  and  National  Apex  Gasoline  Pump, 
Model  B-38. 

Model  A-38  computing  type  gasoline  dispensing  pump 
has  a  rotary  type  pumping  unit,  which  is  driven  by  an 
electric  motor  with  a  “V”  belt  drive.  The  pumping  unit 
draws  the  gasoline  from  the  suction  line  or  supply  tank 
through  a  large  fine  mesh  strainer  which  is  located  in 
the  suction  compartment  of  the  air  eliminator  on  which 
the  motor  and  pumping  unit  is  mounted.  1  he  gasoline 
is  then  pumped  through  the  air  eliminator,  which  is 
vented  to  the  atmosphere  at  the  top  and  outsme  ihe 
pump  housing  through  the  closed  type  hose  nozzle  boot, 
to  the  meter.  The  meter  is  a  positive  displacement 
piston  type  with  leather  cup  washer,  which  drives  a 
“Veeder  Root”  computer.  The  measured  gasoline  then 
passes  through  a  discharge  pipe  to  the  bullseye  type 
Visiflow  indicator  to  the  hose,  and  through  a  wet  nose 
nozzle  which  is  provided  with  an  outlet  check  valve. 
The  pump  is  provided  with  a  combination  check  and 
relief  valve  just  below  the  meter  which  relieves  exces¬ 
sive  pressures  due  to  thermal  expansion  and  also  main¬ 
tains  a  full  Visiflow  at  all  times.  A  special  motor 
switch  operating  mechanism  is  located  inside  the  hous¬ 
ing  and  connected  to  the  motor  switch  rod  and  the  hose 
by  means  of  a  lever  extending  through  the  housing  and 
a  swivel  coupling  which  is  clamped  on  the  hose.  Assum¬ 
ing  that  the  nozzle  is  in  position  on  the  hose  hook,  it  is 
necessary  to  reset  the  computer  to  zero  before  deliver}' 
can  be  made  to  the  next  customer  due  to  an  interlock 
mechanism,  which  is  provided  to  prevent  turning  on  the 
motor  switch  after  the  nozzle  has  been  hung  in  place 
on  the  hook.  The  motor  cannot  be  turned  on  until  the 
nozzle  has  been  removed  from  the  hook  and  then,  by 
pulling  on  the  hose  which  is  connected  to  this  special 
mechanism,  the  motor  switch  is  turned  on  and  delivery 
of  gasoline  can  be  made.  By  a  slight  release  of  pull  on 
the  hose,  this  mechanism  will  -automatically  turn  off  the 
motor  switch. 

Model  C-38  is  the  same  as  Model  A-38  except  that 
it  is  placed  in  a  housing  having  a  different  exterior 
housing. 

Model  CC-38  is  the  same  as  Model  C-38  except  that 
it  is  made  up  of  two  Model  C-38  single  chassis  which 
are  placed  in  a  twin  housing  of  the  same  design. 

Model  B-38  (clock  type  gasoline  dispensing  pump) 
is  the  same  as  Model  A-38  except  that  it  has  a  dial  clock 
instead  of  a  computer  mechanism  and  is  not  provided 
with  an  interlock  mechanism. 

The  applicant  has  submitted  detailed  drawings  of  the 
devices  and  copies  of  test  report  and  approvals  issued 
by  the  Underwriters’,  Inc.  (Laboratory  File  No. 
MH2145). 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  National  Pumps  Corpora¬ 
tion’s  Gasoline  Pumps,  Models  A-38,  B-38,  C-38  and 
CC-38  be  approved  for  use  in  New  York  City  under  the 
provisions  of .  Sec.  C19-69.0,c  of  the  Administrative 
Code,  provided  that  each  pump  unit  bear  a  label  per¬ 
manently  affixed  thereto  reading  “Approved  by  the 
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Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  954-38- SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 

appliance.  ,  _  ,  ,  .  ,  , 

Resolved,  that  the  Board  ot  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  National  Pumps 
Corporation’s  Gasoline  Pumps,  Models  A-38,  B-38,  C-38 
and  CC-38,  on  condition  that  the  appliance  be  manufactured, 
installed,  and  labelled,  stamped  or  tagged  m  accordance  with 
the  above  report. 


1367-39-SM. 

APPLICANT— Armstrong  Cork  Company,  owner. 
SUBJECT — Corkoustic,  approval  of. 

APPEARANCES— 

For  Applicant :  Emanuel  M.  Click. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
N  egative :  .  ^ 

THE  RESOLUTION  (1367-39-SM) 

Whereas,  the  Armstrong  Cork  Company,  owner,  filed  on 
November  8,  1939,  an  application  with  the  Board  of 

Standards  and  Appeals  for  approval  of  the  material  known 
as  Corkoustic ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


inch  thickness.  The  applicant  has  furnished  test  data 
of  the  Acoustical  Materials  Association,  which  indicate 
that  this  material  has  sound  absorption  coefficients  of 
.45  for  1  p4"  thickness,  .50  for  1)4"  and  .55  for  1-Jq". 
A  ceiling  panel  consisting  of  nine  12  x  12  x  lJ/2 
Corkoustic  tiles  was  subjected  to  a  forty  minute  flame  1 
test  at  Columbia  University  (Report  No.  2453)  on  May 
26  1937  to  determine  the  fire-resistive  qualities  of  the 
material.  These  samples  of  tile,  selected  from  stock 
at  the  warehouse,  were  attached  by  means  of  Armstrong 
No.  306  Waterproof  Cement  and  with  four  sixpenny 
nails  toed-in  on  each  side  of  the  tile  to  a  panel  made  up 
of  wood  furring  strips,  metal  lath  and  plaster,  similar 
to  the  construction  of  ordinary  ceilings.  For  the  test, 
the  panel  was  suspended  over  an  air-gas  burner  in  a 
horizontal  position  with  the  tile  surface  down.  The 
temperature  at  the  tile  surface  was  increased  in  ac¬ 
cordance  with  the  Standard  time-temperature  table,  but 
with  the  time  intervals  halved  so  as  to  reach  1700 
degrees  F.  in  30  minutes.  The  temperature  was^  then 
maintained  practically  constant  at  1700  degrees  F.  for 
an  additional  10  minutes.  On  the  removal  of  the  gas 
burner,  there  was  no  flame  and  the  glow  lasted  one 
minute  and  ten  seconds.  There  was  no  tendency  for 
the  fire  to  spread  beyond  the  area  touched  by  the  flame 
of  the  burner. 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval,  under  Section  C26- 
19.0, b  of  the  Administrative  Code,  of  Corkoustic  as  an 
incombustible  material  for  use  in  New  York  City  as 
sound  and  heat  insulation  under  the  pertinent  provisions 
of  the  Administrative  Code.  When  applied,  the  tile 
shall  be  secured  by  approved  cement  and  with  a  six 
penny  nail  or  equivalent  clips  on  each  side.  In  Class  I 
construction,  the  tile  shall  be  applied  directly  to  the  ceil¬ 
ing  or  partition,  with  all  intervening  spaces  filled  with 
incombustible  material.  When  applied  on  hung  ceilings, 
the  base  shall  be  plaster  over  metal  lath.  All  con¬ 
tainers  in  which  this  material  is  marketed  for  use  in 
New  York  City  shall  be  marked  or  labelled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  1367-39-SM.” 


REPORT  OF  COMMITTEE  ON  TESTS. 

September  12,  1942. 

Re:  Cal.  No.  1367-39-SM. 

Subject:  Approval  of  Corkoustic. 

The  Armstrong  Cork  Company  of  Lancaster,  Penn¬ 
sylvania,  filed  on  November  8,  1939  with  the  Board  of 
Standards  and  Appeals  an  apnlication  for  approval, 
under  the  requirements  of  Sec.  C26-178.0  of  the  Ad¬ 
ministrative  Code,  of  its  material  known  as  Corkoustic 
for  use  in  New  York  City  under  the  pertinent  provisions 
of  the  Administrative  Code. 

Corkoustic  is  an  all-cork  product  in  which  particles 
of  cork  are  bonded  together  into  a  block  by  use  of 
heat  to  a  temperature  of  500°  F„  and  pressure  without 
the  addition  of  any  external  binder  other  than  the 
natural  gums.  Because  of  the  heating  of  the  particles 
to  such  high  temperature,  most  of  the  combustible 
gases  are  distilled  off,  thus  rendering  the  material  prac¬ 
tically  fire-resistant.  The  block,  after  cooling,  is  cut 
into  smaller  units  which  are  then  sanded,  sized,  beveled 
and  painted  with  a  flat  oleo-resinous  base  paint.  Cork¬ 
oustic  is  manufactured  in  three  thicknesses  and  in  vari¬ 
ous  sizes  as  follows: 

Thicknesses  (B4),  U/2"  (B5),  WaT  (B6) 

Sizes  (common)  12"  x  12",  12"  x  18',  18  x  18  , 
24"  x  24",  12"  x  36". 

Sizes  (other)  6"  x  12",  9"  x  9",  9"  x  18",  9"  x  24". 

Sizes  (Border  units)  5?/8"  x  36",  7"  x  36",  9"  x  36". 

Corkoustic  has  a  thermal  conductivity  of  .27  b.t.u. 
sq.  ft.  per  degree  temperature  difference,  per  hour,  per 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests 

and 

Whereas,  this  report  recommended  the  approval  of  tin 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  approve  the  material  known  as  Corkoustic,  on  con 
dition  that  the  material  be  manufactured,  installed  an< 
labelled,  stamped  or  tagged  in  accordance  with  above  repor 


10-40-SM. 

APPLICANT  —  Forest  Hills  Concrete  Block  Co.,  Inc 
owner. 

SUBJECT— Forest  Hills  Concrete  Block  Co.,  Inc.,  Concrel 
and  Cinder  Blocks,  approval  of. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

ACTION  OF  BOARD— Material  approved  in  accordant 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative :  . 
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THE  RESOLUTION  (10-40-SM) 

Whereas,  the  Forest  Hills  Concrete  Block  Co.,  Inc., 
owner,  filed  on  January  5,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  mate¬ 
rial  known  as  the  Forest  Hills  Concrete  Block  Co.,  Inc.,  Con¬ 
crete  and  Cinder  Blocks ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
W hereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  14,  1942. 

Re:  Cal.  No.  10-40-SM. 

Subject :  Forest  Hills  Concrete  Block  Co.,  Inc.,  Con¬ 
crete  and  Cinder  Blocks,  approval  of. 

The  Forest  Hills  Concrete  Block  Co.,  Inc.,  of  Forest 
Hills,  N.  Y.,  filed  on  January  5,  1940,  with  the  Board 
of  Standards  and  Appeals  an  application  for  approval, 
under  the  requirements  of  Sec.  C26- 178.0b  of  the  Ad¬ 
ministrative  Code  and  the  Rules  of  the  Board  for  the 
Manufacture,  Testing  and  Use  of  Concrete  Masonry 
Units,  of  their  concrete  and  cinder  blocks  for  use  in 
New  York  City  under  Sections  C26-305.0  and  C26-309.0 
of  the  Administrative  Code  and  under  the  Concrete 
Masonry  Rules  of  the  Board. 

These  concrete  masonry  units  (Fig.  1)  are  manu¬ 
factured  by  the  applicants  at  their  plant  at  Austin  and 
Roxton  streets  in  Forest  Hills,  N.  Y.,  in  the  following 
nominal  sizes : 


1. 

4 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Solid  Non-load-bearing  (NLB) 

2. 

4 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Hollow  Non-load-bearing  (NLB) 

3. 

4 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Hollow  Load-bearing  (LB) 

4. 

4 

in. 

X 

8 

in. 

X 

18 

in. 

Concrete  Solid  LB 

5. 

6 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Solid  NLB 

6. 

6 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Hollow  NLB 

7. 

6 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Solid  LB 

8. 

6 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Hollow  LB 

9. 

6 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Hollow  LB  Header 

10. 

6 

in. 

X 

9 

in. 

X 

18 

in. 

Cinder  Hollow  NLB  Header 

11. 

8 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Solid  (25%  Voids)  LB 

12. 

8 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Hollow  LB 

13. 

8 

in. 

X 

8 

in. 

X 

18 

in. 

Cinder  Hollow  LB  Header 

14. 

8 

in. 

X 

8 

in. 

X 

18 

in. 

Concrete  Solid  (25%  Voids)  LB 

IS. 

8 

in. 

X 

8 

in. 

X 

18 

in. 

Concrete  Solid  LB 

16. 

8 

in. 

X 

8 

in. 

X 

16 

in. 

Concrete  Hollow  LB,  Rock  Face 

17. 

8 

in. 

X 

8 

in. 

X 

16 

in. 

Cinder  Hollow  LB 

18. 

8 

in. 

X 

12 

in. 

X 

16 

in. 

Concrete  Solid  LB 

19. 

8 

in. 

X 

12 

in. 

X 

16 

in. 

Concrete  Hollow  LB 

The  method  of  manufacture  is  as  follows:  For  the 
cinder  concrete  units,  steam  cinders  are  purchased  from 
Colonial  Sand  and  Gravel  Co.,  Triboro  Carting  Co.; 
they  are  run  through  a  Mack  roller  crusher  and  screened 
for  size,  all  metal  parts  and  foreign  matter  being  re¬ 
moved  by  a  Binge  Magnetic  Roller.  (The  procedure 
from  here  on  applies  also  to  the  manufacture  of  con¬ 
crete  units.)  The  materials  are  carried  on  conveyor 
belt  to  the  weigh  larrv  where  the  fine  and  coarse  aggre¬ 
gates  are  proportioned  by  weight  and  then  dumped  into 
the  mixer  along  with  the  cement;  the  materials  are 
mixed  dry  for  two  minutes  before  the  addition  of  water 
and  thereafter  for  four  minutes;  after  the  wet  mixing, 
the  materials  are  fed  into  the  block  machine  (the  appli¬ 
cant  uses  both  a  Besser  Vibra  Pac  and  a  Besser  Super 
Tamper)  where  the  block  is  formed  and  compressed  by 
vibrating  or  tamping;  the  blocks  are  then  removed  from 
the  machine  on  pallets  conveyed  on  cars  to  the  steam 
room  and  cured  by  low  pressure  steam  generated  by  a 
Titusville  boiler  for  from  12  to  18  hours;  all  units  are 
stored  in  the  yards  for  at  least  28  days  before  shipment.’ 

The  cement  has  been  approved  by  the  Board  of 
Standards  and  Appeals;  New  York  City  water  is  used; 
the  surface  moisture  content  of  the  aggregates  is  de¬ 
termined  with  the  aid  of  a  hot  plate,  a  fixed  volume 
container  and  a  scale  and  the  proper  allowance  made  in 
adding  the  water,  the  flow  of  which  is  controlled  by 
the  use  of  a  Hersey  Meter  with  a  large  visible  dial 
directly  over  the  mixer;  records  (as  required  by  rule 
2.3.)  will  be  kept;  a  clock  (with  a  12  in.  face  and  sweep 


second  hand)  for  timing  the  mix  has  been  provided  in 
compliance  with  Rule  4.3.2. 

The  materials  are  batched  by  weight  in  the  following 
proportions : 


Cinder  Blocks 


NLB  Hollow  &  Solid 

LB  Hollow 

Solid  25%  LB 


1400  lbs.  Fine  Cinders 
700  lbs.  Coarse  Cinders 
376  lbs.  Cement 

12  gal.  Water 

1400  lbs.  Fine  Cinders 
700  lbs.  Coarse  Cinders 
470  lbs.  Cement 

13  gal.  Water 

1400  lbs.  Fine  Cinders 
700  lbs.  Coarse  Cinders 
564  lbs.  Cement 

14  gal.  Water 


Concrete  Blocks 


NLB  Hollow 

LB  Hollow 

Solid  25%  LB 


1700  lbs.  Sand 
1400  lbs.  Grit 
376  lbs.  Cement 
10  gal.  Water 
1700  lbs.  Sand 
1400  lbs.  Grit 
470  lbs.  Cement 
12  gal.  Water 
1700  lbs.  Sand 
1400  lbs.  Grit 
564  lbs.  Cement 
14  Gal.  Water 


Analysis  of  aggregates : 

Sand:  98.5%  passes  #4  sieve:  Loam  and  silt  0.6% 
by  decantation  method 
Grits :  89.5%  passes  Y  in.  sieve 
Cinders  :  Unconsumed  carbon  33.9% 

Sulphur  0.83% 


Yield  in  Blocks  per  Bag  of  Cement 


Cinder  Solid 

4  x  8  x  18 

NLB 

38 

per 

bag 

cement 

6  x  8  x  18 

NLB 

27 

per 

bag 

cement 

6  x  8  x  18 

LB 

18 

per 

bag 

cement 

6  x  8  x  18  25% 

LB 

13 

per 

bag 

cement 

Cinder  Hollow 

4  x  8  x  18 

NLB 

45 

per 

bag 

cement 

4  x  8  x  18 

LB 

36 

per 

bag 

cement 

6  x  8  x  18 

NLB 

33 

per 

bag 

cement 

6  x  8  x  18 

LB 

27 

per 

bag 

cement 

8  x  8  x  16 

LB 

21 

per 

bag 

cement 

8  x  8  x  18 

LB 

19 

per 

bag 

cement 

6  x  8  x  18  Header 

LB 

30 

per 

bag 

cement 

8  x  8  x  18  Header 

NLB 

25 

per 

bag 

cement 

6  x  9  x  18  Header 

NLB 

32 

per 

bag 

cement 

Concrete  Solid 

8  x  8  x  18  25% 

LB 

13 

per 

bag 

cement 

4  x  8  x  18 

LB 

24 

per 

bag 

cement 

8  x  12  x  16 

LB 

11 

per 

bag 

cement 

Hollow  Concrete 

8  x  8  x  18 

LB 

18 

per 

bag 

cement 

8  x  8x16  Rock  Face  LB 

18 

per 

bag 

cement 

8  x  12  x  16 

LB 

16 

per 

bag 

cement 

Samples  of  concrete  blocks  were 

selected 

from  slock 

bv  representatives  of  the  Board  and  forwarded  to  the 
Pittsburgh  Testing  Laboratory  for  test  in  conformity 
with  the  requirements  of  the  Administrative  Code  and 
the  Rules  of  the  Board.  All  samples  were  at  least  28 
days  old  and  were  capped  with  a  mixture  of  three  parts 
of  Portland  cement  to  one  part  of  gypsum  plaster.  The 
results  of  the  compression  tests  are  as  follows,  measure¬ 
ments  being  in  inches,  weights  in  lbs.,  and  strengths  in 
lbs.  p/s/i:  Average  of  six  units:  (Numbers  refer 
back  to  the  above  described  units) 
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4*8*1 8  CINDER  SOLID 
NIB  LB 


6*8*18  CINDER  SOLID 
NLB  6,  LB 


8*8*  18  CINDER  SOLID 
(25%  Air  Space) 


4*6*18  CINDER  NOLLOW 
NLB  d  LB  ^ 


6*8*18  CINDER  HOU-OW  8*8*  18  CINDER  HOLLOW  6*8*18  CINDER  HEADER 


NLB  &  LB 

,  ti 


HOLLOW 
LB 


8*8*18  CINDER  HEADER 
HOLLOW 
LB 


^  6*9*18  CINDER 
XJ  HEADER  HOLLOW 
NLB  ^ 


8*  12*  IS  CINDER  HOLLOW 


8*8*18  CONCRETE  SOLID 
(25%  A \r  Space) 

LB 


4*8*18  CONCRETE  SOLID 


8*  12-  IS  CONCRETE  SOLID 

LB 


8*8*18  CONCRETE  SOLID  3*8*18  CONDROCK  FACE  HOl’W  3*  12*  IS  CONCRETE  HOLLO'A 


lb 


Figure  1 
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Compressive  Strength 


Width 

Height 

Length 

Weight 

Aver. 

Max. 

Alin.  Required 

1. 

4.0 

7.80 

17.75 

27.16 

777 

1014 

648 

300 

3. 

4.0 

7.76 

17.75 

20.38 

892 

1042 

732 

700 

4. 

4.0 

7.85 

17.75 

41.89 

2104 

2761 

1437 

1500 

6. 

5.75 

7.58 

17.50 

24.13 

869 

1053 

651 

300 

8. 

5.75 

7.50 

17.75 

25.36 

727 

833 

617 

700 

11. 

7.85 

7.82 

17.75 

50.65 

1536 

1931 

1342 

1500 

12. 

7.75 

7.96 

17.75 

35.83 

1068 

1315 

843 

700 

13. 

5.75 

5.00 

17.50 

26.11 

1499 

1968 

1371 

700 

14. 

7.80 

7.80 

17.75 

65.46 

2337 

2469 

2152 

1500 

16.* 

8.00 

7.61 

15.75 

43.14 

771 

603 

952 

700 

19. 

12.00 

7.78 

15.75 

59.88 

1418 

1815 

1307 

700 

*  Eight  units  tested. 

Absorption  tests  were  made  on  the  following  units 
and  the  results  and  requirements  are  set  forth  herewith 
(Average  of  five  units)  : 

Absorption 
p/e/f 

11.  8  x  8  x  18  Cinder  Solid  (25% 

voids)  LB  .  11.5'% 

14.  8  x  8  x  18  Concrete  Solid 

(25%  voids)  LB  .  9.6% 

16.  8  x  8  x  16  Concrete  Hollow 

LB  (Rock  Face)  . .  17.6% 

19.  8  x  12  x  16  Concrete  Hollow 

LB  .  11.2% 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Forest  Hills 
Concrete  Block  Products  (as  manufactured  as  herein 
set  forth  at  the  applicant’s  plant  in  Forest  Hills)  pur¬ 
suant  to  Sections  C26-191.0,  C26-309.0  and  the  Rules 
of  the  Board,  for  use  in  New  York  City  as  follows : 

Solid  units  with  a  compressive  strength  of  1500  pounds 
or  more  for  use  under  Section  C26-309.0,b  and  d. 

Hollow  units  with  a  compressive  strength  of  700 
pounds  or  more  for  use  under  Section  C26-309.0,a  and  d. 

All  other  units  for  use  under  Section  C26-309.0d. 

However  only  these  units  may  be  used  where  exposed 
to  the  elements  or  soil : 

(11)  8"  x  8"  x  18"  Cinder  Solid  (25%  Voids)  LB. 

(14)  8"  x  8"  x  18"  Concrete  Solid  (25%  Voids)  LB. 
(19)  8"  x  12"  x  16"  Concrete  Hollow  LB. 

This  approval  is  recommended  on  the  following  con¬ 
ditions  : 

1.  That  these  units  be  manufactured  according  to  the 
same  specifications  as  herein  set  forth. 

2.  That  these  units  be  manufactured,  cured,  stored  and 
used  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Code  and  the  Rules  of  the  Board  for  the 
manufacturing,  testing  and  use  of  Concrete  Masonry 
units. 

3.  That  these  units  be  marked  as  required  bv  Rules 
8  1,  8.2,  and  8  4. 

4.  That  Ride  8.5  be  complied  with. 

5.  That  9  copies  of  drawings  showing  the  manufacturer’s 
distinguishing  mark  and  its  method  of  application 
with  the  additional  marks  required  by  Rules  8.1  and 
8.2  shall  be  filed  with  the  Board  and  accepted  before 
this  approval  becomes  effective. 

6.  That  quarterly  test  reports  of  compression  for  not 
less  than  three  representative  samples  of  each  size  of 
block  described  herein,  manufactured  during  the  quar¬ 
ter.  be  filed  with  the  Board.  Unless  these  tests  are 
performed  at  a  Laboratorv  approved  bv  the  Board, 
such  reports  shall  be  verified  before  a  notarv  public 
or  commissioner  of  deeds  by  the  person  performing 
the  same. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 


Max. 

15% 

15% 

15% 

15% 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Forest  Hills 
Concrete  Block  Co.,  Inc.,  Concrete  and  Cinder  Blocks,  on 
condition  that  the-  material  be  manufactured,  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 


569-40-SM. 

APPLICANT — Blue  Ridge  Glass  Corporation,  owner. 
SUBJECT — Blue  Ridge  Corporation’s  Glass,  approval  of. 
APPEARANCES— 

For  Applicant :  Robert  Ingouf. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 

THE  RESOLUTION  (569-40-SM) 

Whereas,  the  Blue  Ridge  Glass  Corporation  owner, 
filed  on  May  27,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Blue  Ridge  Corporation’s  Glass ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  14,  1942. 

Re:  Cal.  No.  569-40-SM. 

Subject:  Approval  of  Blue  Ridge  Corporation’s  Glass. 

The  Blue  Ridge  Glass  Corporation  of  Kingsport,  Ten¬ 
nessee,  filed  on  May  27,  1940,  with  the  Board  of  Stand¬ 
ards  and  Appeals  an  application  for  approval  of  its 
various  glasses  under  the  requirements  of  Section  C26- 
I78.0,b  of  the  Administrative  Code. 

Blue  Ridge  Figured  Glass  (soda-lime-silica  glass)  is 
made  by  a  process  in  which  engraved  rolls  imprint  the 
desired  pattern  on  a  continuous  ribbon  of  glass  as  it  is 
drawn  from  the  melting  tank.  The  figured  wire  glasses 
are  similarly  produced,  chromium  plate  wire  mesh  being- 
introduced  into  the  molten  glass  immediately  before  the 
sheet  is  formed.  Polished  wire  glass  blanks  are  made  by 
a  sandwich  process  in  which  two  sheets  of  glass  are 
rolled  and  progressively  sealed  with  wire  mesh  between. 
Aklo  figured  and  Wire  and  Aklo  Polished  Wire  glasses 
are  each  manufactured  similarly  to  the  soda-lime-silica 
products  but  the  glass  composition  is  entirely  different 
to  give  it  high  opacity  to  the  invisible  radiations  (infra¬ 
red)  and  low  expansion  to  withstand  the  resulting  shock 
to  which  it  is  subjected  in  service.  Regular  sampling 
and  checking  by  physical  laboratory  tests  assures  control 
of  heat  and  light  transmission  and  color  of  glass.  Sat- 
inol  finish  is  applied  to  any  of  the  soda-lime-silica  glasses 
subsequent  to  the  original  rolling  to  provide  greater 
obscurity,  increased  diffusion  of  light  and  gives  a  soft 
matte  finish.  Frosted  glass  is  available  in  both  Regular 
and  Aklo  and  is  intended  primarily  for  glare  reduction 
by  diffusion.  It  is  a  chemical  etching  process  similar  to 
the  treatment  given  the  inside  frosted  light  bulb,  and  is 
ordinarily  applied  to  both  sides  of  the  sheet. 


Blue  Ridge  Glass  is  made  in  the  following  types, 


thicknesses  and  maximum  sizes : 

Thickness 

Max. 

(in.) 

Sizes 

Foiled  Figured  Glass — Unwired 
(many  patterns)  . 

y&  to  y2 

60  x  136 

Rolled  Figured  Glass — wired 
(many  patterns)  . 

34  to 

60  x  144 

Polished  Plate  wire  glass . 

% 

60  x  144 

Aklo  Heat-Absorbing  Figured 
Glass  . 

Vs  to  % 

60  x  136 

Aklo  Heat-Absorbing  Wired 
Glass  . 

lA 

60  x  144 
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Tests  to  determine  the  fire-resistive  qualities  of  the 
various  wire  glasses  were  made  by  the  Underwriter  s 
Laboratories,  Inc.,  as  follows:  0)  Plate  glass  in. 
thick  with  a  woven  hexagonal  wire  mesh  of  No.  24AWG 
steel  (test  May  15,  1928,  Underwriter’s  Report  2129), 
(2)  Plate  glass  %  in.  thick  with  welded  wire  mesh  of 
24  AWG  steel  in  quadrangular  and  diamond  patterns 
(Test  April  26,  1940,  Underwriter’s  Application  39C  3159, 
Retardant  2129)  and  (3)  Aklo  glass  )4  in.  thick  with 
woven  and  with  welded  wire  mesh  of  No.  24  AW  G 
steel,  embedded  therein  (Test  March  19,  1942,  Under¬ 
writer’s  Application  42C10,  Retardant  2129.  Tests  1  and 
2  were  conducted  for  60  minutes  and  test  3  was  con¬ 
ducted  for  45  minutes  in  accordance  with  the  Standard 
Time-Temperature  curve.  On  the  basis  of  those  tests 
the  Underwriter’s  Laboratories,  Inc.,  approved  the  Blue 
Ridge  Wire  Glass  as  Retardants  No.  2129,  the  tests 
indicating  also  that  the  glasses  successfully  met  the 
fire-resistive  requirements  of  the  Administrative  Build¬ 
ing  Code. 


662-26-BZ. 

APPLICANT  — George  H.  Cohn,  for  Cities  Service  Oil 
Company,  owner.  Ut  j 

SUBJECT— Application  for  consideration— reopening  and 
rehearing  under  alleged  new  facts — re  Application 
(decision  of  the  acting  borough  superintendent) 
previously  denied  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for 
a  stated  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 3504-3510  Boston  road  and  3410 
Eastchester  road,  southeast  corner  (Block  No.  4723, 
Lot  No.  66),  Borough  of  The  Bronx. 

APPEARANCES—  . 

For  Applicant :  George  H.  Cohn. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN—  I 

Affirmative  :  Commissioner  Savage^ - .......  1 

Negative:  Chairman  Murdock,  Commissioner 
"  Blum  and  Deputy  Chief  Murphy .  3 


Recommendation. 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  the  Blue  Ridge 
Glass  Corporation’s  Wire  Glass  of  the  welded  and  ot 
the  woven  mesh  types,  under  the  provisions  of  Sec. 
C26-178.0.1)  and  Sec.  C26-191.0  for  use  under  the  per¬ 
tinent  provisions  of  the  Administrative  Building  Code 
and  of  the  Labor  Law,  subject  to  the  limitations  therein 
contained ;  the  Committee  also  recommends  the  approval 
of  the  other  types  of  Blue  Ridge  Glasses  listed  herein, 
for  permissive  use  under  Sec.  C26-178.0.1)  of  the  Ad¬ 
ministrative  Code.  When  glass,  as  tested  by  I  he  Under¬ 
writers,  for  openings  required  to  have  a  fire-resistive 
ratine,  the  window  sa«h  shall  be  approved  bv  the 
Board,  for  such  use.  Each  sheet  of  glass  marketed 
under  this  approval  shall  be  marked  or  labelled  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  569-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  knowm  as  the  Blue  Ridge  Cor¬ 
poration’s  Glass,  on  condition  that  the  material  be  manu¬ 
factured.  installed  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


Adjourned:  3:10  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  September  15,  1942,  as  they  appeared  in 
Bulletin  No.  38,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 


THE  RESOLUTION  (662-26-BZ) 

Whereas,  this  application  under  Section  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
affecting  prerrtises  3504-3510  Boston  road  and  3410  East¬ 
chester  road,  southeast  corner  (Block  No.  4723,  Lot  No. 
66),  Borough  of  The  Bronx,  was  denied  by  the  Board  on 
December  21,  1926;  and  . 

Whereas,  this  application  was  reopened  under  Section 
7-g  of  the  zoning  resolution  and  granted  by  the  Board  : 
on  March  15,  1927,  on  certain  conditions,  for  a  temporary  : 
period  of  two  (2)  years,  subsequently  the  permit  was 
extended  for  another  two  (2)  years  on  April  9,  1929;  and 
Whereas,  on  January  15,  1935,  the  Board  extended  the  , 
permit  for  another  period  of  two  (2)  years;  and 

Whereas,  the  owner  requested  a  reopening  of  this  case  , 
under  Section  21  of  the  zoning  resolution,  to  permit  the 
permanent  maintenance  of  this  gasoline  service  station  and 
the  application  was  denied  by  the  Board  on  December  14, 
1937  and  the  Board’s  action  was  subsequently  affirmed  by  ; 
the  Courts ;  and 

Whereas,  the  owner  requested  a  reopening  of  the  ap¬ 
plication  under  Section  7-f  of  the  zoning  resolution,  to 
permit  the  erection  and  maintenance  of  a  gasoline  service  < 
station  for  a  stated  term  of  years  and  the  Board  denied  , 
this  application  on  June  2,  1942;  and 
Whereas,  George  H.  Cohn,  for  Cities  Service  Oil  Com- 
panv,  present  owner,  requested  a  reopening  and  rehearing  < 
under  alleged  new  facts,  to  permit  under  Sections  7-e,  7-f  , 
and  21  of  the  zoning  resolution,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station  for  a  stated  term  of 
years ;  and 

Whereas,  the  Board  deemed  that  subdivision  e  of  Sec¬ 
tion  7  of  the  zoning  resolution  is  not  applicable;  and 

Whereas,  the  Board  deemed  that  no  substantial  new 
facts  were  presented  as  would  differentiate  the  application 
from  the  previous  application  and  that  the  application  would 
therefore  not  be  accepted  for  consideration  under  either 
Section  7,  subdivision  f  or  Section  21. 

Resolved ,  that  the  request  for  reopening  be  and  it  hereby 
is  denied. 


*  Correction — The  wording  of  the  6th  preamble  clause 
corrected  to  read  as  printed  above,  the  insertion  of  the  7th 
preamble  clause  and  the  correction  of  the  8th  preamble 
clause. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals,. 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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.OCATIONS  AT  WHICH  ZONING  VARIANCES  FOR  A  TEMPORARY  TERM  HAVE 
BEEN  GRANTED  FOR  TRANSIENT  PARKING  OR  STORAGE  FOR 
MORE  THAN  FIVE  MOTOR  VEHICLES 


Borough  of  Queens 


Calendar  Expiration 

dumber  Location  Date 

737-28- BZ  28-09  31st  street  .  10-18-43 

46-33-BZ  Edgemere  avenue,  S.  S.  B.  52nd  to 

B.  53rd  street  .  6-  9-44 

1 74-33- BZ  307  St.  Nicholas  avenue  .  7-  8-43 

351-35-BZ  35-40  Junction  boulevard  .  1-13-44 

158-36-BZ  83-26  Austin  street  .  9-10-42 

364-36-BZ  31-64  31st  street  .  10-28-43 

1-37-BZ  67-02  62nd  street .  2-  3-44 

54-37-BZ  160-13  Archer  avenue  .  2-  3-44 

103- 37-BZ  25-14  Catalpa  avenue  .  1-  4-40 

104- 37-BZ  89-37  161st  street  .  3-11-43 

105- 37-BZ  89-47  162nd  street  .  4-15-43 

106- 37-BZ  89-17  165th  street  .  2-  1-40 

[l 07-37- BZ  89-13  164th  street  .  6-  2-44 

108-37-BZ  90-05  160th  street  .  3-11-43 

119- 37-BZ  89-17  162nd  street  .  4-15-43 

120- 37-BZ  89-28  161st  street  .  11-  9-39 

147-37-BZ  25-68  Steinway  avenue  .  11-18-43 

208-37-BZ  22-65  31st  street  .  4-28-44 

,247-37-BZ  40-23  69th  street  .  10-15-42 

262- 37-BZ  21-11  Menahan  street  .  12-  3-42 

263- 37-BZ  28-11  41st  street  .  2-  8-40 

279-37-BZ  41-10  28th  avenue  .  2-17-44 

348-37-BZ  77-03  Roosevelt  avenue  .  2-18-43 

361-37-BZ  91-01  Roosevelt  avenue  .  11-12-43 

366-37-BZ  75-10  37th  avenue  . .. .  4-  7-44 

382-37-BZ  43-26  48th  street  .  4-23-44 

,389-37-BZ  31-08  45th  street  .  4-12-44 

411-37-BZ  366  Seneca  avenue  .  5-20-43 

413-37-BZ  50-10  Roosevelt  avenue  .  2-10-44 

418-37-BZ  115  Myrtle  avenue  .  1-28-43 

420-37-BZ  136-30  Roosevelt  avenue  .  6-11-42 

438-37-BZ  41-15  Kissena  boulevard  .  4-  7-44 

444-37-BZ  136-20  39th  avenue  .  1-  3-42 

479-37-BZ  89-58  163rd  street  .  3-10-44 

489-37-BZ  38-15  Union  street  .  1-28-43 

531- 37-BZ  23-28  30th  street  .  2-18-43 

532- 37-BZ  136-56  39th  avenue  .  7-  6-40 

537-37-BZ  72-01  Roosevelt  avenue  .  10-  8-42 

594- 37-BZ  39-34  60th  street  .  3-  3-44 

595- 37-BZ  170-15,  171-01,  172-01,  173-05  Hill¬ 

side  avenue  .  9-15-44 

608- 37-BZ  142-17  Roosevelt  avenue  .  12-  3-42 

609- 37-BZ  91-02  168th  street  .  3-18-43 

10-38-BZ  136-20  37th  avenue  .  10-22-42 

23-38-BZ  136-43  37th  avenue  .  1-  7-43 

44-38-BZ  89-22  165th  street  .  6-  2-44 

89-38-BZ  16-82  Palmetto  street  .  1-20-44 

94- 38-BZ  89-04  166th  street  .  12-17-42 

95- 38-BZ  136-28  39th  avenue  .  10-21-43 

199-38-BZ  137th  street  and  85th  ave.,  S.  E. 

corner  .  7-14-44 

485-38-BZ  168-29  88th  avenue  .  6-24-43 

523-38-BZ  23-22  31st  street  .  9-15-44 

705-38-BZ  136-23  38th  avenue  .  9-15-44 

819-38-BZ  75-01  Broadway  .  9-23-41 

866-38-BZ  21-23  31st  street  .  4-15-43 

879-38-BZ  31-53  31st  street  .  6-  2-44 

904-38-BZ  89-11  168th  street  .  9-23-43 

913-38-BZ  80-02  Kew  Gardens  road  .  4-  9-42 

932-38-BZ  Hillside  avenue  bet.  Bessemer  and 

Babbage  streets  .  6-10-43 

943-38-BZ  43-25  43rd  street  . .  9-30-43 

023-38-BZ  168-30  89th  avenue  .  10-28-43 

092-38-BZ  36-27  167th  street  .  10-28-43 

1148-38-BZ  49-01  48th  avenue  .  2-21-41 

153-39-BZ  40-16  28th  avenue  .  5-23-41 

224-39-BZ  85-37  Van  Wyck  boulevard  .  4-15-43 

418-39-BZ  43-06  43rd  street  .  7-11-41 

432-39-BZ  96-50  Queens  boulevard  .  Fall  1940 


Calendar  Expiration 

Number  Location  Date 

517-39-BZ  33-02  Astoria  boulevard  .  2-10-44 

822-39-BZ  49-11  Lawrence  street  .  3-19-42 

1160-39-BZ  376  Seneca  avenue  .  12-  9-43 

1285- 39-BZ  21-29  44th  drive  .  3-31-44 

1286- 39-BZ  105-09  64th  road  .  2-13-42 

1287- 39-BZ  105-02  64th  avenue  .  2-13-42 

1308-39-BZ  32-14  31st  street  .  11-  2-43 

1321-39-BZ  142-23  Roosevelt  avenue  .  12-16-4 2 

1421-39-BZ  90-02  Northern  boulevard  .  6-18-41 

1460-39-BZ  142-33  Roosevelt  avenue .  1-13-44 

1478-39-BZ  175-01  Hillside  avenue  .  10-15-43 

1493-39-BZ  88-05  168th  street  .  11-13-42 

2-40-BZ  45th  avenue,  S.  S.  180  feet  E.  of 

80th  street  .  9-24-42 

38-40-BZ  87-68  170th  street  . • .  10-15-42 

162-40-BZ  31-06  31st  avenue .  6-17-43 

377-40-BZ  10-25  49th  avenue  .  1-  7-43 

500-40-BZ  147-19  90th  avenue  .  6-24-43 

607-40-BZ  89-16  Sutphin  boulevard  .  1-14-43 

638-40-BZ  41-48  80th  street  .  6-16-44 

690-40-BZ  91-06  Northern  boulevard  .  11-26-42 

968-40-BZ  168-33  Jamaica  avenue  .  1-14-43 

1070-40-BZ  89-39  162nd  street  .  4-15-43 

1075-40-BZ  89-11  166th  street  .  10-  7-43 

1119-40-BZ  137-35  Queens  boulevard  .  11-25-43 

1211-40-BZ  88-17  168th  street  .  5-  6-43 

1222-40-BZ  72-02  Roosevelt  avenue  .  5-20-43 

262- 41-BZ  86-18  Whitney  avenue  .  7-  8-43 

263- 41-BZ  88-02  43rd  avenue  .  7-  8-43 

375-41-BZ  44-02  Queens  boulevard  .  2-17-44 

558-41-BZ  14-31  Beach  18th  street  .  8-  6-43 

571-41-BZ  26-02  Seagirt  avenue  .  7-17-43 

574-41-BZ  31-17  46th  street  .  1-20-44 

585- 41-BZ  109-02  Rockaway  Beach  boulevard..  7-17-43 

586- 41-BZ  311  Beach  44th  street  .  7-17-43 

587- 41-BZ  32-11  Sprayview  avenue  .  7-17-42 

588- 41-BZ  201  Beach  29th  street  .  7-17-42 

589- 41-BZ  29-01  Lewmay  road  . 7-17-43 

592- 41-BZ  133  Beach  5th  street  .  7-17-43 

593- 41-BZ  1011  Beach  19th  street  .  7-17-43 

595-41-BZ  308  Beach  44th  street  .  7-17-43 

626-41-BZ  165-10  Baisley  boulevard  .  3-  3-44 

654-41-BZ  106  Beach  87th  street  .  8-  6-43 

656-41-BZ  100-02  Rockaway  Beach  boulevard  8-  6-43 

677- 41-BZ  11-25  Foam  place  .  3-31-44 

678- 41-BZ  102  Beach  35th  street  .  8-  6-43 

679- 41 -BZ  35-01  Sprayview  avenue  .  8-  6-43 

680- 41-BZ  167  Beach  61st  street' .  8-  6-43 

681- 41-BZ  91  Beach  87th  street  .  8-  6-43 

695- 41-BZ  96-02  Rockaway  Beach  boulevard. .  4-14-44 

696- 41-BZ  101-15  Rockaway  Beach  boulevard..  7-28-44 

698-41-BZ  157  Beach  61st  street  .  4-28-44 

704- 41-BZ  127  Beach  67th  street  .  7-  7-44 

705- 41-BZ  170  Beach  105th  street  .  7-21-44 

706- 41-BZ  115  Beach  96th  street  .  7-14-44 

707- 41-BZ  34-21  Sprayview  avenue  .  6-30-4-1 

729-41-BZ  91-01  Northern  boulevard  .  3-31-44 

741- 41-BZ  165  Beach  102nd  street  .  4-14-44 

742- 41-BZ  115  Beach  29th  street  .  6-30-44 

743- 41-BZ  138  Beach  101st  street  .  4-14-44 

744- 41-BZ  161  Beach  101st  street  .  4-14-44 

775-41-BZ  80-01  41st  avenue  .  11-18-43 

801- 41-BZ  132  Beach  31st  street  .  4-21-44 

802- 41-BZ  219  Beach  26th  street  .  4-21-44 

803- 41-BZ  26-15  Edgemere  avenue  .  4-21-44 

804- 41-BZ  149  Beach  71st  street  .  4-21-44 

828- 41 -BZ  19-06  Cornaga  avenue  .  2-24-44 

829- 41 -BZ  223  Beach  102nd  street .  5-26-44 

830- 41-BZ  138  Beach  30th  street  .  5-26-44 

831- 41-BZ  34-01  Sprayview  avenue  .  6-30-44 


LOCATIONS  AT  WHICH  ZONING  VARIANCES  FOR  A  TEMPORARY  TERM  HAVE 
BEEN  GRANTED  FOR  TRANSIENT  PARKING  OR  STORAGE  FOR 
MORE  THAN  FIVE  MOTOR  VEHICLES 


Borough  of  Queens 


Calendar  .  Expiration 

Number  Location  Date 

832- 41 -BZ  111-20  Rockaway  Beach  boulevard..  4-21-44 

833- 41-BZ  88  Beach  61st  street  .  4-21-44 

834- 41-BZ  101  Beach  61st  street  .  4-28-44 

835- 41-BZ  102  Beach  61st  street  .  4-28-44 

836- 41-BZ  98-01  Rockaway  Beach  boulevard...  5-26-44 

837- 41-BZ  156  Beach  68th  street . '  4-28-44 

841- 41-BZ  33-03  Sprayview  avenue  .  5-26-44 

842- 41-BZ  167  Beach  41st  street  .  6-16-44 

844- 41-BZ  9-09  Seagirt  avenue  .  5-26-44 

845- 41 -BZ  14-07  Seagirt  avenue  .  7-14-44 

864-41-BZ  88-27  Rockaway  Beach  boulevard..  4-28-44 
910-41-BZ  90-11  161st  street  .  2-24-44 

1022- 41-BZ  124  Beach  63rd  street  .  6-16-44 

1023- 41 -BZ  162  Beach  110th  street  .  7-28-44 


Borough  of 


Calendar  Expiration 

Number  Location  Date 

101-32-BZ  2871  Bailey  avenue  .  5-19-44 

207-33-BZ  401  E.  203rd  street .  5-18-39 

337-33- BZ  River  avenue,  E.  S.  100  Ft.  N.  161st 

street  .  10-22-42 

309-35-BZ  Wilson  avenue  and  214th  street, 

N.  W.  corner  .  9-  5-40 

328-35-BZ  922  Westchester  avenue  .  2-10-44 

70-36-BZ  2692  Jerome  avenue .  7-  7-38 

1 48-36- BZ  856  E.  167th  street  .  12-13-40 

261-36-BZ  2891  Bailey  avenue  .  10-15-42 

314-36-BZ  619  E.  163rd  street  .  2-17-44 

3-37-BZ  2825  Bailey  avenue  .  3-18-43 

11-37-BZ  6007  Broadway  .  4-22-43 

216-37-BZ  461  Grand  Concourse  .  11-  3-42 

235-37-BZ  3311  Eastchester  road  .  3-17-44 

388-37-BZ  2159  White  Plains  avenue  .  6-  2-44 

414-37-BZ  796  E.  166th  street  .  5-24-43 

619-37-BZ  3664  Terome  avenue  .  5-26-44 

127-38-BZ  195  W.  237th  street .  9-15-44 

503-38-BZ  2327  Bathgate  avenue  .  9-16-43 

624-38-BZ  3335  Hull  avenue .  2-  6-42 

703-38-BZ  449  Westchester  avenue  .  11-  8-41 

762-38-BZ  1670  Southern  boulevard  .  5-13-43 

803-38-BZ  3901  White  Plains  avenue  .  2-  4-43 

931-38-BZ  252  E.  203rd  street .  5-  6-43 

1180-38-BZ  1157  Prospect  avenue  .  4-15-43 


Calendar  '  Expiration 

Number  Location  Date 

1024-41-BZ  121  Beach  30th  street  .  4-14-44 

1027- 41-BZ  170  Beach  42nd  street  .  6-16-44 

1028- 41-BZ  29-07  Seagirt  avenue  .  5-26-44 

1032- 41-BZ  175  Beach  72nd  street  .  6-16-44 

1033- 41-BZ  268  Beach  116th  street  .  5-26-44  1 

1105-41-BZ  91-12  Roosevelt  avenue  .  4-  7-44 

1-42-BZ  62-28  Junction  boulevard  .  3-  3-44 

10-42-BZ  220-20  Jamaica  avenue  .  7-21-44 

110-42-BZ  110-120  Beach  30th  street  .  6-30-44 

213-42-BZ  69-02  Austin  street  .  7-  7-44 

260-42-BZ  36-02  Sprayview  avenue  .  7-14-44 

262-42- BZ  159-173  Onderdonk  avenue  ........  6-30-44 

265-42-BZ  21-10  New  Haven  avenue  .  7-14-44 

315-42-BZ  219  Beach  88th  street  .  7-14-44 


The  Bronx 


Calendar  Expiration 

Number  Location  Date 

377-39-BZ  280  E.  167th  street  .  3-  4-43 

510-39-BZ  5821  Broadway  .  7-  1-43 

846-39-BZ  162nd  street  S.  S.  100  Ft.  W.  of 

Sheridan  avenue  .  10-31-41 

950-39-BZ  3450  Eastchester  road  .  10-15-42 

1017-39-BZ  448  E.  189th  street  .  12-16-43 

1181- 39-BZ  Sedgwick  avenue  and  167th  street, 

N.  W.  corner  .  1  -28-43 1 

1182- 39-BZ  1231  Boscobel  avenue  .  11-26-42 

1183- 39-BZ  3057  Webster  avenue  .  10-  2-42* 

513-40-BZ  2958  Webster  avenue  .  10-21-43 

532-40-BZ  988  Forest  avenue  .  6-1743 

583-40- BZ  3096  Webster  avenue  .  1-20-44 

1022-40-BZ  309  E.  149th  street  .  4-29-43 

1040-40-BZ  590  Crotona  Park  S .  4-22-43 

1080-40-BZ  3490  Jerome  avenue  .  9-30-43 

1129-40-BZ  2750  Webster  avenue  .  10-21-43 

1206-40-BZ  5550  Broadway  .  1 0-2843 1 

22-41-BZ  3128  Webster  avenue  .  10-21-43. 

37-41-BZ  3349  Webster  avenue  .  10-  743 

55-41-BZ  3551  Bainbridge  avenue  .  5-2043 

92-41-BZ  3375  Boston  road  .  6-10-43 

216-41-BZ  55  W.  169th  street  .  10-21-43 

464-41-BZ  3929  Third  avenue  .  11-1243 

90-42-BZ  1253  Boscobel  avenue  .  5-19-44 


THE  BUILDING  LAWS 


Now  on  Sale 

— 

THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  N’OW  published  in  FOUR  SEP¬ 
ARATE  VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demolitior 
or  removal  of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW 
the  PLUMBING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING 
CODE  OF  THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW 
various  local  laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL^ 
BUILDING,  MANHATTAN,  NEW  YORK  CITY.  The  price  for  the  complete  set  of  four  volumes  is  $4  ($4.10  b> 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  legislation,  $1  (by  mail  $1.10). 
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COURT  DECISION. 

Matter  of  Alexander’s  Department  Store,  Inc.,  lessee, 
T.evel  Realty  Corp.,  owner,  vs.  Murdock,  et  al: — - 

On  April  21,  1942,  the  Board  denied  application,  under  Sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  maintenance  of  a  non¬ 
flashing,  illuminated  business  sign  on  the  roof  of  an  existing 
business  building;  Cal.  No.  46-42-BZ;  premises  2501  Grand 
Concourse,  Borough  of  The  Bronx.  Mr.  Justice  Cohalan  at 
Special  Term,  Supreme  Court,  reversed  the  Board  (N.  Y. 
L.  J.  September  19,  1942). 


Joseph  J.  Doyle,  Chief  Clerk 


fice — Municipal  Building,  Rooms  1000  to  1018. 
lephone — WOrth  2-0184. 

fice  Hours  for  Public — 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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705-42-S— F.D.— 100-02  Rockaway  boulevard,  northwest 
corner  of  101st  street  (Block  No.  9539,  Lot  No.  1),  Ozone 
Park,  Borough  of  Queens,  Decision. 


DOCKET. 

Neze  Cases  l-'ilcd  up  to  September  29,  1942. 


Cal  No.  Department  Premises  Affected 

692-42-A — F.D. — 32-23  42nd  street,  east  side,  225  ft.  south 
of  Broadway  (Block  No.  690,  Lot  No.  29),  Astoria, 
Borough  of  Queens,  92659-L.  C.  and  Decision. 


693-42- A — H.B.Q.— 30-36  48th  street,  west  side,  325.23  ft. 
south  of  30th  avenue  (Block  No.  729,  Lot  No.  60),  Astoria, 
Borough  of  Queens,  Alt.  707-42. 


694-42-S— H.B.B.— -566-572  Johnson  avenue  and  72-80 
Stewart  avenue,  southeast  corner  (Block  No.  299a,  Lot 
No.  6),  Borough  of  Brooklyn,  Decision. 


695-42-S — F.D. — 5-17  46th  road,  northeast  side,  50  ft. 
cast  of  5th  street  (Block  No.  27,  Lot  Nos.  15,  16  and  21), 
Long  Island  City,  Borough  of  Queens,  Decision. 


696-42- A — H.B.Q. — 48-01  to  50-21  Metropolitan  avenue, 
northwest  corner  of  Flushing  avenue  (Block  No.  2611,  Lot 
No.  165,  Block  No.  2623,  Lot  No.  49,  Block  No.  2624,  Lot 
No.  54  and  Block  No.  2625,  Lot  No.  25),  Maspeth,  Borough 
of  Queens,  M-Application  4629-42. 


697-42-S — F.D. — 2-10  Franklin  avenue  and  92-104  Walla- 
bout  street,  southwest  corner  (Block  No.  2261,  Lot  No.  9), 
Borough  of  Brooklyn,  8420-L.  F.  and  Decision. 


706- 42- A — H.B.M. — 653  West  42nd  street,  northwest  cor¬ 
ner  of  12th  avenue  (Block  No.  1090,  Lot  No.  1),  Borough  ^ 
of  Manhattan,  Amendment  to  Misc.  1312-42. 

707- 42- A — F.D. — 233  West  151st  street  and  220-234  West 
152nd  street,  south  side,  100  ft.  east  of  Macotnbs  place ' 
(Block  No.  2037,  Lot  No.  11),  Borough  of  Manhattan, . 
Decision. 

708- 42- A — FI.B.B. — 2001-2011  Cropsey  avenue  and  8799- 
8815  20th  avenue,  northeast  corner  (Block  No.  6442,  Lot 
No.  5),  Borough  of  Brooklyn,  Misc.  3145-42. 

709- 42-A — F.D. — 199  Broadway,  north  side,  145  ft.  4  in., 
east  of  Driggs  avenue  (Block  No.  2444,  Lot  No.  92), 1 
Borough  of  Brooklyn,  92912-L.  C. 

710- 42-S— F.D.— 57-02  48th  street  (Block  No.  24552,  Lot 
No.  24),  Maspeth,  Borough  of  Queens,  7167-L.  F.  and 
Decision. 

711- 42-S— F.D. — 62  Delevan  street,  north  side,  175  ft. 
west  of  Richards  street  (Block  No.  518,  Lot  No.  35), 
Borough  of  Brooklyn,  9506-L.  F. 


Restored  to  Calendar. 


698- 42-A— F.D. — 69-01  Metropolitan  avenue  and  66-79 
69th  street,  northeast  corner  (Block  No.  3050,  Lot  No.  49), 
Middle  Village,  Borough  of  Queens,  Decision  re  90326-C. 

699- 42-S— FT. B.Q.— 91-30  Van  Wyck  boulevard,  v^st  side, 
150  ft.  south  of  91st  avenue  (Block  No.  9375,  Lot  No.  176), 
Richmond  Hill,  Borough  of  Queens,  Misc.  3531-42. 


700-42-A — F.D. — 591  Broadway,  west  side,  200  ft.  south 
of  Houston  street  (6th  floor)  ;  (Block  No.  512,  Lot  No.  16), 
Borough  of  Manhattan,  31482-L.  C.  and  Decision. 


203-28-BZ — H.B.Bx. — 1801  University  avenue  and  165 
West  Tremont  avenue,  northwest  corner  (Block  No.  2879, 
Lot  No.  100),  Borough  of  The  Bronx,  E.  S.  Applic.  531-41^ 


142-38- S  A — Red  Comet  Automatic  and  Manual  Fin 
Fighting  Equipment,  Appliance. 


DESIGN ATIONSi  H.B. — Department  of  Housing  and  Buddings 
II.H.B. — Department  of  Housing  and  Buildings,  Brooklyn;  n-B.M.-' 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.l*.  Be 
partment  of  Housing  and  Buildings,  Queens;  H.B.It. — Departmen 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.  Department  o 
Housing  and  Buildings,  Bronx;  H.D — Health  Department, 
E.D.— Fire  Department. 


701  -42- A —  H . B .  B . — 5 10  East  101st  street,  southwest  cor¬ 
ner  of  Foster  avenue  (Block  No.  8150,  Lot  No.  45), 
Borough  of  Brooklyn,  N.  B.  322-42. 


702-42- A — F.D. — 1300  York  avenue,  east  side,  from  East 
68th  to  East  70th  streets  (Block  No.  1480,  Lot  No.  1), 
Borough  of  Manhattan,  31798-L.  C.  and  Decision. 


703-42-A— H.B.M.— 565-567  West  185th  street,  north  side, 
100  ft.  east  of  St.  Nicholas  avenue  (Block  No.  2157,  Lot 
Nos.  65  and  66),  Borough  of  Manhattan,  Alt.  596-42. 


704-42-A — E.D. — 79  Mercer  street,  west  side,  201  ft.  3  in. 
north  of  Broome  street  (Block  No.  485,  Lot  No.  29), 
Borough  of  Manhattan,  15927-L.  F.  and  Decision. 


RULES 

Last  Publication  In  Bulled 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . . 

Carbon  Dioxide  Liquefier,  Rules.  ...Mar. 

Certificates  of  Occupancy,  approved 

form  . . 

Concrete  Flat  Slabs,  Rules . Inly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . Mine 

Factory  Exit  Rules  . . .  . . June 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  .  ...Aug. 

Fire-resistive,  Flameproof  Mate- 

rials,  etc..  Rules  for  Testing  of  Apr. 

Fire  Retarding  Rules  for  Garages, 

etc . •••••• . . 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.. . 

Fusion  Welding  :md  Gas  Cutting 
Rules 


.Feb. 

17, 

1942— Vol. 

.  Mar. 

10, 

1942— Vol. 

.Nov. 

25, 

1941— Vol. 

.  lulv 

13, 

1937— Vol. 

lune 

24, 

1941— Vol. 

•  Aug. 

3, 

1937— Vol. 

.  Mar. 

3, 

1936 — Vol. 

.  1  une 

15, 

1937— Vol. 

.June 

16. 

1942— Vol. 

.  Apr. 

7, 

1942— Vol. 

.  Aug. 

4, 

1942— Vol. 

Apr. 

28, 

1942— Vol. 

16, 

1941— Vol. 

.  Apr. 

13, 

1937— Vol. 

21, 

1919 — Vol. 

May 

20, 

1941— Vol. 
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Lint  l'ublicittiiMi  in  liiillctiii 

;;aa  Shut-Off  Rules  . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . lune  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  lloaril  Rules . Sept.  22,  1942 — Vol.  27,  No.  38 

Jil  Burner  Rules  . Sept.  1,  1942 — Vol.  27,  No.  32 

J|iening  Protective  Assemblies, 

Rules  for  Inspection  of . July  28,  1942 — Vol.  27,  No.  30 

Paint,  Varnish  anil  Lacquer  Spray¬ 
ing  Rules  . Sept.  8,  1942— Vol.  27,  No.  36 

Mat  form  1  rucks,  S|»ecifications  for.  Nov.  24,  1936 — Vol.  21,  No.  47 

•tombing  Rules  . Aug.  3,  1937— Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .  Nov.  25,  1941 — Vol.  26,  No.  47A 

Procedure,  Rules  ot . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 

Smoking  in  Factories,  Rules  for.  ...Oct.  6,  1942— Vol.  27,  No.  40 

Sprinkler  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules  . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. . . lune  7,  1932 — Vol.  17,  No.  23 

lank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

lank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ...  Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Amt-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

t  irelme  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

I'uel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941— Vol.  26,  No.  47A 

I'uel  Oil  Pipe  Terminals  . Nov.  25,  1941— Vol.  26,  No.  47A 

l  uel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

l  uel  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No.  47A 

pas  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Pacmnn  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 

_ 


OCTOBER  6,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
)f  the  zoning  resolution,  Tuesday  morning,  October  6, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man- 
lattan,  on  the  following  matters : 

174-42-BZ — Application,  June  15,  1942,  under  section  21 
)f  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
)f  Temple  Beth-El,  owner,  to  permit  in  a  residence  use  and, 
ilso,  an  F  area  district,  the  alteration  and  also  the  exten¬ 
sion  of  area  of  a  building  which  will  not  conform  with  the 
irea  requirements  of  the  zoning  resolution;  premises  121-02 
o  121-16  Rockaway  Beach  boulevard,  north  side,  from 
Beach  121st  street  to  Beach  122nd  street,  201  Beach  121st 
street  and  202  Beach  122nd  street  (Block  No.  711,  Lot  No. 
17),  Rockaway  Park,  Borough  of  Queens. 

60-42-BZ — Application,  February  20,  1942,  under  section 
11  of  the  zoning  resolution,  of  Oscar  I.  Silverstone,  appli- 
:ant,  on  behalf  of  Susan  McPherson,  owner,  to  permit  in 
i  residence  use  and  F  area  district,  the  erection  and  main- 
enance  of  a  one  (1)  family  dwelling,  not  complying  with 
lie  zone  resolution  as  to  required  side  yards  and  also,  as 
o  the  occupied  area  of  the  lot ;  premises  3336  Bedford 
tvenue,  west  side,  125  ft.  south  of  Avenue  L  (Block  No. 
’642,  Lot  No.  52),  Borough  of  Brooklyn. 

>39-42-BZ— Application,  July  6,  1942,  under  section  7h 
if  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applicant 
in  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner,  to 
lermit  in  a  business  use  district,  for  a  term  of  two  (2) 
'ears,  the  parking  and  storage  of  more  than  five  (5)  motor 
chicles;  premises  244-266  Fourth  street,  south  side,  97  ft. 
0J/2  in.  east  of  Fourth  avenue  and  275-299  Fifth  street 
'Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn. 

i48-42-BZ — Application,  July  9,  1942,  under  section  7h 
if  the  zoning  resolution,  of  Lama  and  Proskauer,  appli- 
’ants,  on  behalf  of  Felix  Vichione,  owner,  to  permit  in  a 
lusiness  use  district,  for  a  term  of  two  (2)  years,  the 


parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  492-500  Lorimer  street  and  56-62  Powers  street, 
southeast  corner  (Block  No.  2780,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

1294-39-BZ — Application,  October  18,  1939,  under  section 
21  of  the  zoning  resolution,  of  Gilbert  Miles  Ramsey,  appli¬ 
cant,  on  behalf  of  Shell  Oil  Company,  Incorporated,  owner, 
to  permit  in  a  business  use  district,  the  alteration  and  re¬ 
construction  of  buildings  now  used  as  a  public  garage  and, 
also,  accessory  building  to  a  gasoline  service  station  and, 
also,  the  extension  of  the  area  of  the  gasoline  service 
station;  premises  112-124  Flatbush  avenue  extension  and 
134-140  Tillary  street,  southwest  corner  (Block  No.  132, 
Lot  No.  14),  Borough  of  Brooklyn. 

557- 42-BZ — Application,  July  13,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
applicant  and  owner,  to  permit  partly  in  a  retail  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  95-07  63rd  road,  north  side,  20.43  ft. 
west  of  96th  street  (Block  No.  2084,  Lot  Nos.  153,  155  and 
156),  Rego  Park.  Borough  of  Queens. 

558- 42-BZ — Application,  July  13,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
applicant  and  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  96-05  63rd  road,  northeast  corner  of 
96th  street  (Block  No.  2085,  Lot  Nos.  155,  157,  159  and 
101),  Rego  Park,  Borough  of  Queens. 

217-42-BZ — Application,  March  18,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Mollie  Barth,  owner,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  158  East 
205th  street,  south  side,  80  ft.  east  of  Grand  Concourse 
(Block  No.  3311,  Lot  No.  105),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  6,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

439-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
of  Central  Park  West  (1st  floor,  front  room)  ;  (Block  No. 
1198,  Lot  No.  23),  Borough  of  Manhattan. 

679-42-A — 405  East  4th  street,  north  side,  200  ft.  west  of 
East  River  drive  (Block  No.  359,  part  of  Lot  No.  36),  Bor¬ 
ough  of  Manhattan. 

689-42-A — 21-03  44th  avenue,  northeast  corner  of  21st 
street  (Block  No.  441,  Lot  No.  9),  Long  Island  City,  Bor¬ 
ough  of  Queens. 


Materials  for  Approval. 

863-41-SM — Dereka  Damp-proof  Black  Paint  and  Dereka 
Metal  Paint,  Red  No.  500. 

979-41-SM — Koven  275  Gallon  Obround  Fuel  Oil  Tank. 


OCTOBER  14,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Wednesday  morning,  October  14, 
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1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters: 

559-37-BZ — Application  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  re¬ 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3996  Tenth  avenue  and  501  West 
213th  street,  northwest  corner  (Block  No.  2231,  part  of  Lot 
No.  17),  Borough  of  Manhattan. 

291-42-BZ— Application,  April  7,  1942,  under  section  21 
of  the  zoning  resolution,' of  Engadine  Holding  Corporation, 
applicant  and  owner,  to  permit  in  a  residence  use  and,  also, 
two  (2)  times  height  district,  the  maintenance  of  a  glass 
enclosure  on  the  31st  story  of  the  existing  (hotel)  building; 
this  enclosure  is  contrary  to  section  26  of  the  multiple 
dwelling  law  as  the  height  of  the  building  exceeds  178  feet 
and,  also,  contrary  to  the  height  regulations  of  the  zoning 
resolution;  premises  50-56  West  59th  street,  south  side,  120 
ft.  east  of  Sixth  avenue  and  1430-1436  Sixth  avenue  (Block 
No.  1274,  Lot  No.  71),  Borough  of  Manhattan. 

282-42-BZ— Application,  April  6,  1942,  under  sections  7h 
and  21  of  the  zoning  resolution,  of  Irving  Kirshenbht, 
applicant,  on  behalf  of  Pauline  Saltzman,  owner,  to  permit 
in  a  business  use  district,  the  maintenance  of  an  existing 
garage  for  five  (5)  motor  vehicles  and  also,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2181-2187  Pitkin  avenue,  north 
side,  25  ft.  east  of  Bradford  street  (Block  No.  3725,  Lot 
No.  32),  Borough  of  Brooklyn. 

341-42-BZ— Application,  April  24,  1942,  under  section  21 
of  the  zoning  resolution,  of  Ferdinand  Savignano,  appli¬ 
cant,  on  behalf  of  Mae  Feiola,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  conversion  of  occupancy  of  an  exis*' 
ing  building  to  an  undertaking  establishment;  premises  59 
Madison  street,  north  side,  66  ft.  2  in.  east  of  Oliver  street 
(Block  No.  279,  Lot  No.  31),  Borough  of  Manhattan. 

206-42-BZ— Application,  March  16,  1942,  under  section 
7f  of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Henry  Hiller,  owner  (Richfield  Oil  Corpora¬ 
tion  of  New  York,  lessee),  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  upon  an  existing  gaso¬ 
line  service  station;  premises  91-02  63rd  drive,  northeast 
corner  of  Alderton  street  (Block  No.  3104,  Lot  No.  208), 
Rego  Park,  Borough  of  Queens. 

402-42-BZ— Application,  May  18,  1942,  under  section  7e 
of  the  zoning  resolution,  of  Frank  Flinker,  applicant,  on 
behalf  of  Morris  Feuigersch,  owner  (Standard  Tex  and 
Kalsomine  Company,  lessee),  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  sale  and  display 
of  paint  with  25%  of  thej  floor  area  used  for  paint  mixing , 
premises  2542  (2540  displayed)  Atlantic  avenue  and  47  Wil¬ 
liams  avenue,  southeast  comer  (Block  No.  3683,  Lot  No. 
23),  Borough  of  Brooklyn. 

330-42-BZ— Application,  April  22,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Eugene  De  Rosa,  applicant,  on 
behalf  of  Jeron  Company,  Incorporated,  owner,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  building  to  be  used 
as  a  theatre  and  stores;  premises  95-42  to  95-48  Queens 
boulevard,  south  side,  130  ft.  west  of  63rd  drive  and  63-39 
to  63-49  Saunders  street  (Block  No.  3080,  Lot  Nos.  30  and 
31),  Rego  Park,  Borough  of  Queens. 

353-42-BZ — Application  of  Charles  M.  Lobejager,  appli¬ 
cant,  on  behalf  of  Bulova  Watch  Company,  owner,  reopened 
September  22,  1942,  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erection  of  a 
building,  three  (3)  stories  and  basement  in  height,  to  be 
used  for  manufacturing  in  excess  of  the  area  permitted  to 
be  used  for  manufacturing  in  a  business  use  district  (pre¬ 
viously  permitted  by  the  Board  to  be  erected  two  (2)  stories 


and  basement  in  height)  ;  premises  40-05  61st  street,  4O-0f 
62nd  street,  the  south  side  of  Woodside  avenue,  from  61si 
street  to  62nd  street  (Block  No.  1336,  Lot  Nos.  38,  41,  4^ 
and  47),  Woodside,  Borough  of  Queens. 

408-42-BZ— Application,  May  19,  1942,  under  section  21 
of  the  zoning  resolution,  of  S.  \V alter  Katz,  applicant,  oi 
behalf  of  The  Gerry  Estates,  Incorporated,  owner  (I.  A 
Managament  Corporation,  lessee),  to  permit  in  a  building1 
located  in  a  restricted  retail  use  district,  a  proposed  occu 
pancy  of  25%  manufacturing  on  the  2nd  to  7th  stories 
premises  65-67  Madison  avenue,  east  side,  24  ft.  9  in.  nortl 
of  East  27th  street  and  27-29  East  27th  street  (Block  Nc 
857,  Lot  No.  22),  Borough  of  Manhattan. 

1076-22-BZ — Application  of  Tobias  Goldstone,  applicant 
on  behalf  of  Rubar  Realty  Corporation,  owner,  reopenet 
September  22,  1942,  under  section  al  of  the  zoning  resolu 
tion,  to  permit  in  a  business  use  district,  the  alteration  an 
change  of  use  of  a  building  from  public  garage  for  mor 
than  five  (5)  motor  vehicles  to  public  garage  for  mor 
than  five  (5)  motor  vehicles  and  a  newspaper  distribute 
station,  which  will  include  the  storage  of  more  than  fiv 
(5)  motor  vehicles;  premises  204-210  (Saratoga  avenue  an 
29  Hull  street,  northwest  corner  (Block  No.  1531,  Lot  N( 
38),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

673-42-A — 204-210  Saratoga  avenue  and  29  Hull  stree' 
northwest  corner  (Block  No.  1531,  Lot  No.  38),  Boroug: 
of  Brooklyn. 

401-42-S— 65-67  Madison  avenue,  east  side,  24  ft.  9  it 
north  of  East  27th  street  and  27-29  East  27th  street  (Bloc‘ 
No.  857,  Lot  No.  22),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairmat 


OCTOBER  14,  1942,  2  P.  M. 

Appliances  and  Materials  for  Approval. 

21-36-SA— Herco  Oil  Burner  (reopened  June  4,  194' 
re  amendment  of  resolution  to  include  approval  of  addition; 
Model  P-5). 

1133-39-SA — Bettendorf  Oil  Burner  (reopened  Februar 
25,  1941,  re  amendment  of  resolution  to  include  approval  ( 
additional  Models  B  and  Bl). 

193-42-SA— ES  Emergency  Release  Switch. 

295-41-SM — Kencoustic. 

415-38-SM — Flintkote  Built-Up  Roofing  (for  reopenir 
and  amendment  of  resolution). 


OCTOBER  20,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan- 
ards  and  Appeals  of  a  public  hearing  under  the  provisiok 
of  the  zoning  resolution,  Tuesday  morning,  October  t- 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Ma 
hattan,  on  the  following  matters:  - 

159-36-BZ — Application  of  Alurion  Realty  Corporatio 
owner,  and  Public  Service  Interstate  Transportation  C 
lessee,  reopened  February  18,  1941,  under  section  7h  of  t. 
building  zone  resolution,  to  permit  in  a  retail  one  (1)  u 
district,  for  a  temporary  period  of  not  more  than  two  0 
years,  the  parking  and  storage  of  more  than  five  (5)  mot 
vehicles  (Bus  Terminal)  ;  premises  245-259  West  41st  stre 
north  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  101 
Lot  No.  3),  Borough  of  Manhattan. 

363-42-BZ— Application,  May  5,  1942,  under  sections 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  app 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  pern 
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in  a  residence  use  district  for  a  term  of  two  (2)  years, 
•  the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles;  premises  650  Thwaites  place,  south  side,  from 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

596-42-BZ — Application,  July  27,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
on  behalf  of  The  Roberts  Numbering  Machine  Company, 


owner,  to  permit  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  garage  for  five  (5)  motor  vehicles  (of 
the  pleasure  car  type)  for  storage  of  cars  owned  by  the 
officers  of  the  owners  of  factory  buildings  located  on  the 
same  plot ;  premises  30  Richmond  street,  west  side,  194  ft. 
6  in.  south  of  Jamaica  avenue  and  692-710  Jamaica  avenue 
(Block  No.  4102,  Lot  Nos.  19  and  35),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


RECESSED  MEETING 

FRIDAY  MORNING,  SEPTEMBER  25,  1942. 

i  Present :  Chairman  Murdock,  Commissioners  Savage  and 
!  Blum  and  Deputy  Chief  Murphy. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

685-42-A. 

APPLICANT — Air  Reduction  Sales  Company  (lessee),  for 
Defense  Plant  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 206-224  Stewart  avenue,  east 
side,  entire  block,  bounded  by  Ten  Eyck  street, 
Gardner  avenue  and  Meadow  street  (Block  No. 
2952,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  B.  Thomson  and  W.  Y.  Sco¬ 
field. 

ACTION  OF  BOARD — Recessed  to  September  28,  1942  at 
3  :30  P.  M.,  for  further  consideration  by  the  Board. 


Recessed:  10:20  A.  M.  to  Monday,  September  28,  1942,  3:30 

P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


RECESSED  MEETING 

MONDAY  AFTERNOON,  SEPTEMBER  28,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

685-42-A. 

APPLICANT — Air  Reduction  Sales  Company  (lessee),  for 
Defense  Plant  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 206-224  Stewart  avenue,  east 
side,  entire  block,  bounded  by  Ten  Eyck  street, 
Gardner  avenue  and  Meadow  street  (Block  No. 
2952,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  W.  Y.  Scofield. 

ACTION  OF  BOARD — Recessed,  subject  to  the  call  of 
the  Chair. 


Recessed:  3:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  29,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  September  22,  1942  and  Tuesday 
afternoon,  September  22,  1942,  were  approved,  as  printed  in 
Bulletin  No.  39,  Vol.  27. 


ZONING  CASES. 

291-42-BZ. 

APPLICANT — Engadine  Holding  Corporation,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  and,  also,  two 
(2)  times  height  district,  the  maintenance  of  a  glass 
enclosure  on  the  31st  story  of  the  existing  (hotel) 
building;  this  enclosure  is  contrary  to  section  26  of 
the  multiple  dwelling  law  as  the  height  of  the 
building  exceeds  178  feet  and,  also,  contrary  to  the 
height  regulations  of  the  zoning  resolution. 
PREMISES  AFFECTED— 50-56  West  59th  street,  south 
side,  120  ft.  east  of  Sixth  avenue  and  1430-1436 
Sixth  avenue  (Block  No.  1274,  Lot  No.  71), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Zareh  Sourian,  S.  Gregory  Taylor 
and  John  Stephanidis. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1942  at 
10  A.  M.  for  applicant  to  obtain  new  decisions  from 
borough  superintendent. 


408-42-BZ. 

APPLICANT — S.  Walter  Katz,  for  The  Gerry  Estates, 
Incorporated,  owner  (I.  A.  Management  Corpora¬ 
tion,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  building  located  in  a  restricted  retail 
use  district,  a  proposed  occupancy  of  25%  manu¬ 
facturing  on  the  2nd  to  7th  stories. 

PREMISES  AFFECTED — 65-67  Madison  avenue,  east  side, 
24  ft.  9  in.  north  of  East  27th  street  and  27-29  East 
27th  street  (Block  No.  857,  Lot  No.  22),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  Walter  Katz  and  John  Leonard. 
For  Opposition :  M.  Roth  and  A.  C.  Crane. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board, 
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264-32-BZ. 

APPLICANT— Lama  and  Proskauer,  for  New  York 
Bonded  Warehouse,  Incorporated,  Owner  (David 

Levine,  lessee).  _  .  ,  .  . 

SUBJECT— Application  reopened  April  7,  1942  (re  decision 
of  the  borough  superintendent)  under  section  7c  ot 
the  zoning  resolution,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district, 
the  extension  of  an  existing  gasoline  service  station 
and  also,  the  parking  of  more  than  five  (5)  motor 

vehicles.  . 

PREMISES  AFFECTED— 355-36a  Kings  Highway  and 
1741-1753  West  4th  street,  northeast  corner  (Block 
No.  6653,  Lot  No.  33),  Borough  of  Brooklyn. 

APPEARANCES—  ,  _  .,  _ 

For  Applicant :  Alfred  A.  Lama  and  David  Levine. 
For  Opposition :  George  Langberg  and  Earl  M. 

Carpenter.  , 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF' BOARD— Application  granted  on  condition. 

THE  VOTE —  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  C  hief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (264-32-BZ) 

Whereas,  this  application,  under  Section  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  garage  for  more  than  five  (5)  motor  vehicles, 
affecting  premises  355-365  Kings  highway  and  1741-1753 
West  4th  street,  northeast  comer  (Block  No.  6653,  Lot  No. 
33),  Borough  of  Brooklyn,  was  denied  by  the  Board  on 
November  22,  1932;  and 

Whereas,  Lama  and  Proskauer,  for  the  N.  Y.  Bonded 
Warehouse  Incorporated,  present  owner,  requested  a  reopen¬ 
ing  of  the  application,  to  permit  under  Section  7-c  of  the 
zoning  resolution,  the  extension  of  an  existing  gasoline 
service  station  and  also  the  inclusion  of  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  April  7,  1942,  subject  to  usual  procedure  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  29,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Kings  highway  is  in  a  business  use 
district;  West  4th  street  and  West  3rd  street  are  each  in  a 
residence  and  business  use  district ;  Quentin  road  is  in  a 
residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  25,  1942  re  B.  N.  Applic.  No.  395-42  reads: 
“The  proposed  change  of  occupancy  of  an  existing 
gasoline  service  station  located  in  a  business  use  district 
to  include  the  storage  and  parking  of  more  than  five 
motor  vehicles,  and  the  extension  of  the  gasoline  service 
station  and  motor  vehicle  storage  and  parking  use  into 
the  portion  of  the  plot  located  in  a  residence  use  district 
is  prohibited  by  Art.  II  Sec.  4a  (15)  and  Art  II  Sec.  3, 
respectively,  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
an  irregular  shaped  plot  of  ground  having  a  frontage  of 
106  ft.  on  Kings  highway,  112  ft.  on  West  4th-  street  and  a 
distance  of  100  ft.  along  the  northerly  lot  line.  An  irregular 
shaped  area  at  the  north  end  of  the  plot  ,  (having  a  frontage 
of  approximately  12  ft.  on  West  4th  street)  is  in  a  residence 
use  district — the  remainder  of  the  plot  is  in  a  business  use 
district;  that  upon  the  plot,  there  is  located  a  one  story 
building  80  ft.  by  25  ft.  in  area  occupied  as  office,  auto 
laundry  and  lubritorium ;  that  upon  the  Kings  highway 
front  of  the  plot,  there  are  the  necessary  tanks  and  pumps 
for  a  gasoline  service  station;  that  according  to  Fire  Depart¬ 


ment  records,  the  approved  gasoline  station  has  a  frontage 
of  105  ft.  on  Kings  highway,  80  ft.  on  \\  est  4th  street, 
84  ft.  along  the  easterly  lot  line  and  100  ft.  along  the 
northerly  lot  line;  that  it  is  proposed  to  use  the  entire  plot 
as  a  gasoline  service  station,  including  the  parking  ol  more  j 

than  5  motor  vehicles;  and  .  *1 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district  U 
regulations  of  the  zoning  resolution,  and  that  the  application  u 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  parking  and  storage  of  motor  vehicles  on  condi-  I 
tion  that  such  parking  and  storage  shall  be  permitted  only 
between  the  accessory  building  and  Kings  highway  and  at  no 
time  between  the  accessory  building  and  the  northerly  prop¬ 
erty  line;  that  there  shall  be  constructed  along  the  westerly 
building  line  along  West  4th  street  from  a  point  in  line 
with  the  front  of  the  accessory  building  to  the  property  line 
of  Lot  No.  74,  a  masonry  wall  not  less  than  5  ft.  in  height 
and  properly  coped ;  that  the  portion  of  the  premises  under  j 
the  same  ownership  to  the  rear  of  the  accessory  building 
shall  not  be  occupied  except  for  the  purpose  of  a  driveway 
only  from  the  present  laundry  and  greasing  pit ;  that  no 
motor  vehicle  repairing  shall  be  permitted  on  the  premises ; 
that  the  accessory  building  shall  not  be  extended  in  height 
or  area ;  that  in  all  other  respects,  the  occupancy  of  the 
premises  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


542-41-BZ. 

APPLICANT— Dominic  Russo  (lessee),  for  Dominic  Russo 
and  Estate  of  Andrew  Hagaman,  owners. 
SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  f  of  the  zoning  reso¬ 
lution,  to  permit  upon  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
the  extension  of  an  existing  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 936  Richmond  avenue,  west 
side,  143.41  ft.  south  of  Forest  avenue  (Block  No. 
1706,  Lot  Nos.  39  and  36),  Port  Richmond,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant :  Italo  Nicolai. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  .  < 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  L 
Negative :  .  * 

THE  RESOLUTION  (542-41-BZ) 

Whereas,  Dominic  Russo,  for  Dominic  Russo  and  Estat 
of  Andrew  Hagaman,  owners,  filed  June  16,  1941,  an  appli 
cation  under  section  7-f  of  the  zoning  resolution,  to  permi 
upon  a  plot  located  partly  in  a  business  use  and  partly  ii 
a  residence  use  district,  the  extension  of  an  existing  nioto 
vehicle  repair  shop;  premises,  936  Richmond  avenue,  wes 
side,  143.41  ft.  south  of  Forest  avenue  (Block  No.  1706,  Lc 
Nos.  39  and  36),  Port  Richmond,  Borough  of  Richmond 
and 

Whereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  Board  of  Standards  and  Appeals,  at  its  regula 
meeting,  September  29,  1942,  after  due  notice  by  publicatio 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  an 
Whereas,  the  use  district  maps  accompanying  the  zonin 
resolution  show  that  Richmond  avenue  is  in  business  an 
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ctail  use  districts;  Forest  avenue  is  in  a  business  use  dis- 
rict  and  Monsey  place  is  in  residence  and  business  use 

listricts;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
lated  May  22,  1941  and  as  amended  April  21,  1942,  re  Alt. 
\pplic.  No.  677-42,  reads: 

“This  application  for  a  permit  to  extend  an  existing 
motor  vehicle  repair  shop,  is  hereby  denied  as  being 
contrary  to  Art.  2,  sec.  4,  Para,  a-29  as  the  premises 
are  located  in  a  residential  and  business  use  district.” 

nd 

Whereas,  the  applicant  states  that  the  premises  consist 
if  a  plot  of  ground  having  a  frontage  of  88  ft.  and  a  depth 
>f  124  ft. ;  that  part  of  the  rear  portion  of  the  plot  extends 
nto  the  residence  use  district  for  a  distance  of  approxi- 
nately  24  ft. ;  that  the  remainder  of  the  property  is  in  a 
.msiness  use  district;  that  upon  the  northerly  part  of  plot  is 
ocated  a  Class  3  building,  48  ft.  by  50  ft.  in  area,  occupied 
,s  a  motor  vehicle  repair  shop;  that  abutting  this  building 
here  is  a  one-story  frame  office,  which  is  to  be  removed ; 
hat  it  is  proposed  to  erect  upon  the  plot  a  one-story,  Class  3 
wilding,  35  ft.  4  in.  by  75  ft.  in  area  and  to  interconnect 
his  building  with  the  existing  motor  vehicle  repair  shop 
ind  use  both  buildings  as  presently  occupied ;  and 
Whereas,  the  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board ;  and 
Whereas,  this  application  was  the  subject  of  a  report  of 
i  committee  of  the  Board,  which  report  reads : 

REPORT  OF  COMMITTEE. 

September  18,  1942. 

Re:  Cal.  No.  542-41-BZ. 

Premises  936  Richmond  Avenue,  Graniteville,  Port 
Richmond,  Staten  Island,  Richmond. 

This  application  is  for  a  zoning  variance  to  permit 
the  erection  of  a  one-story,  Class  III  building,  35  ft. 
frontage  by  75  ft.  in  depth,  to  be  occupied  as  a  storage 
garage  in  connection  with  the  adjoining  building  under 
the  same  control  by  lease  expiring  in  1944. 

The  existing  building  on  the  adjoining  lot,  #36,  is 
t  subject  to  a  Certificate  of  Occupancy  #3449,  recently 
issued  after  a  report  from  the  Fire  Commissioner  as 
;  to  the  occupancy  of  the  building.  The  plot  is  zoned 
for  business  use  along  the  Richmond  Avenue  frontage 
and  for  residence  use  in  the  rear.  The  building  itself 
is  proposed  to  be  located  entirely  within  the  business 
use  zone.  Occupancy  as  a  garage  and  motor  vehicle 
repair  shop  is  clearly  indicated  as  established  from 
1914  or  even  prior  thereto.  The  former  gasoline  dis¬ 
pensing  equipment  has  been  removed  and  that  use 
abandoned.  The  occupancy  is  now  as  a  motor  vehicle 
repair  shop  only  and  should  not  longer  be  classified 
as  a  garage.  The  proposed  extension  is  for  the  storage 
of  motor  vehicles  in  connection  with  the  existing  repair 
shop,  but  the  owner  states  there  will  be  no  gasoline 
storage  system  or  motor  vehicle  repairing  in  the  new 
building. 

On  this  basis  the  Committee  recommends  that  the 
application  be  granted  under  Section  7f  for  a  term  of 
ten  years  with  the  condition  that  the  building  is  to  be 
occupied  as  a  non-storage  garage  only  in  conjunction 
with  the  adjoining  motor  vehicle  repair  shop  under  the 
same  control,  either  by  ownership  or  by  lease.  The 
building  is  proposed  to  be  located  14  ft.  from  the 
building  line  of  widened  Richmond  Avenue  and  to  be 
with  its  rear  yard  within  the  business  use  district. 
The  lot,  however,  extends  for  23  ft.  in  the  residence 
use  district  at  the  rear,  but  the  residential  area  should 
not  be  permitted  to  be  occupied  as  an  open  space  in 
conjunction  with  the  proposed  non-conforming  use. 

It  should  also  be  a  condition  that  the  existing  repair 
shop  on  Lot  #36,  in  conjunction  with  which  this  pro¬ 
posed  garage  is  to  be  operated,  should  not  be  extended 
in  height  or  area;  that  the  portion  of  the  lot  within  the 
residence  use  area  should  not  be  occupied  in  conjunc¬ 
tion  therewith  for  open  storage  of  motor  vehicles  or 
other  necessary  use  and  that  the  gasoline  dispensing 


system,  now  entirely  removed  by  the  street  widening, 
should  not  be  restored.  The  owner  should  be  permitted 
to  construct  a  new  brick  facade,  harmonizing  with 
that  proposed  for  the  proposed  garage  building. 

The  premises  have  been  inspected  by  the  Committee. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

FRANK  MURPHY, 

Deputy  Fire  Chief, 

Committee. 

and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7f 
thereof,  for  a  term  of  ten  (10)  years,  on  condition  that  the 
building  shall  be  maintained  in  accordance  with  the  Report 
of  Committee  published  herewith ;  that  there  shall  be  no 
door  openings  in  the  rear  wall  over  3  ft.  in  width  and  not 
over  one  (1)  such  door;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  action. 


365-42-BZ. 

APPLICANT — Arnold  W.  Lederer,  for  Isadore  Cohen, 
owner  (Joseph  L.  Hoffman,  lessee). 

SUBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2826-2830  Nostrand  avenue, 
west  side,  128  ft.  6  in.  south  of  Kings  highway 
and  2910-2922  Kings  highway  (Block  No.  7690, 
Lot  No.  54),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Opposition:  Leon  S.  Milmed  and  Harold  Klor- 
fein,  Dep’t  of  Parks. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (365-42-BZ) 

Whereas,  Arnold  W.  Lederer,  for  Isadore  Cohen,  owner 
(Joseph  L.  Hoffman,  lessee),  filed  May  5,  1942,  an  applica¬ 
tion  under  sections  7 h  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
2826-2830  Nostrand  avenue,  west  side,  128  ft.  8  in.  south  of 
Kings  highway  and  2902-2910  Kings  highway  (Block  No. 
7690,  Lot  No.  54),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  September  29,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Nostrand  avenue  is  in  a  business  usq 
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district ;  East  29th  street  is  in  a  residence  use  district ;  Kings 
highway  and  Marine  parkway  are  each  in  a  residence  and 

business  use  district ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Applic.  No.  467-42,  dated  September  17,  1942,  reads: 

“Parking  and  storage  of  more  than  five  motor 
vehicles,  on  a  plot  which  is  partly  in  a  business  use  dis- 
trict  and  partly  in  a  residential  use  district,  is  contrary 
to  Art.  IT,  §4 (a),  subd.  15  and  Art.  II,  §3  of  the  zoning 
resolution.’’ 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage  of 
118  ft.  on  Kings  highway,  57  ft.  on  Nostrand  avenue  and  a 
distance  of  180  ft.  along  the  westerly  lot  line;  that  an  ir¬ 
regular  shaped  area  at  the  northwest  corner  of  the  plot  is 
in  a  residence  use  district;  that  the  remainder  is  in  a  busi¬ 
ness  use  district;  that  it  is  proposed  to  use  the  plot,  for  a 
term  of  two  years,  for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7-h  of  the  zoning  resolution ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  failed 
to  substantiate  his  basis  of  appeal  under  section  21  of  the 
zoning  resolution ;  . 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  B.  N.  Applic.  No.  467-42,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


376-42-BZ. 

APPLICANT— Edward  Handelman,  for  Clinton  Building 
Company,  owner  (Clinton  Garage,  Incorporated, 
lessee) . 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7-i  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  conversion  of 
occupancy  of  part  of  an  existing  building ;  said 
building  is  used  in  part  as  a  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 8-16  Clinton  street,  west  side, 
34  ft.  5  in.  south  of  Fulton  street  (Block  No.  238, 
Lot  No.  52),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edward  Handelman. 

For  Opposition  :  Sidney  Naishtet. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (376-42-BZ) 

Whereas,  Edward  Handelman,  for  Clinton  Building 
f'o:npany,  owner  (Clinton  Garage,  Inc.,  lessee),  filed  May 
,  1942,  an  application  under  section  7i  of  the  zoning  resolu¬ 

tion,  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  conversion  of  occupancy  of  part 
of  an  existing  building;  said  building  is  used  in  part  as  a 
garage  for  more  than  five  (5)  motor  vehicles;  premises: 
8-16  Clinton  street,  west  side,  34  ft.  5  in.  south  of  Fulton 
street  (Block  No.  238,  Lot  No.  52),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  29,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Clinton  street  is  in  a  business  use 
district;  Fulton  street  and  Pierrepont  street  are  each  in  a 
business  and  residence  use  district ;  Monroe  place  is  in  a 
residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 


B.  N.  533-42,  dated  April  17,  1942  and  as  amended  July  29, 

1942,  reads:  .  .  .  . 

“1.  Proposed  repair  shop  in  conjunction  with  exist¬ 
ing  public  garage  on  premises  located  partly  in  a  busi¬ 
ness  zone  and  partlv  in  a  residential  zone  is  contrary  to 
Article  II  Sections  3  and  4  a  (29)  of  the  Zoning 
Resolutions.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  125  ft.  and  a  depth  , 
of  121  ft.  3  in;  that  upon  the  northerly  part  of  the  plot 
there  is  a  5  story  fireproof  public  garage,  100  ft.  by  116  ft. 

2  in.  in  area;  that  upon  the  southerly  part  of  the  plot  there 
is  a  one  and  three  story,  non-fireproof  building,  25  ft.  by 
121  ft.  2  in.  in  area— occupied  as  stores  and  offices;  that,, 
it  is  proposed  to  convert  the  occupancy  of  the  54  ft.  deep 
rear  (one  story')  portion  of  this  building  to  a  moto^  vehicle 
repair  shop  to  be  used  in  conjunction  with  the  existing 
public  garage;  that  the  rear  part  of  the  public  garage  for  a 
distance  of  approximately  5  ft.  and  also  the  rear  portion  of 
the  3  story  building  for 'a  distance  of  approximately  10  ft., 
extends  into  a  residence  use  district — the  remainder  of  the i 
buildings  is  in  a  business  use  district ;  and 

Whereas,  the  premises  and  surrounding  area  were  in- 1 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district i 
regulations  of  the  zoning  resolution,  and  that  the  application1 
be  and  it  hereby  is  granted  under  section  7i  thereof,  for  a 
term  of  ten  (10)  years,  to  permit  the  portion  of  the, 
premises  at  the  rear  of  16  Clinton  street  to  be  occupied  for , 
a  repair  shop  substantially  as  proposed  in  conjunction  with 
the  adjoining  garage  to  which  it  is  connected,  on  condition 
that  the  garage  shall  not  be  further  increased  in  height  oi 
area  and  shall  comply  in  all  other  respects  with  the  resolu 
tion  adopted  by  the  Board  under  Cal.  No.  878-17-BZ;  that 
the  building  at  16  Clinton  street  shall  not  be  increased  ir 
height  or  area;  that  the  doors  from  such  proposed  repaii 
shop  space  to  the  main  garage  shall  be  approved  fireproo:; 
doors,  self-closing  with  fusible  links ;  that  the  repairing  t( 
be  carried  on  shall  be  only  for  such  cars  as  are  stored  in  th«' 
adjoining  garage  building  and  shall  be  done  with  hand  tool:: 
only;  that  no  open  flames  shall  be  maintained  within  thk 
area ;  that  the  ceiling  throughout  shall  be  fire-retarded  ii 
accordance  with  the  rules  of  the  Board;  that  the  skyliglr 
shall  be  glazed  with  thin  glass  with  screens  over  and  under 
that  there  shall  be  no  opening  from  the  rear  portion  to  this 
front  portion  and  same  shall  be  separated  by  a  fireproo 
wall  as  existing;  that  no  signs  shall  be  placed  on  the  fron 
of  the  building  advertising  the  motor  vehicle  repair  shop 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  that  during  the  tern 
of  this  permit,  the  space  proposed  to  be  occupied  for 
repair  shop  shall  be  occupied  for  no  other  use  other  than  a 
herein  permitted;  that  all  permits  shall  be  obtained  and  a 
work  completed  within  three  (3)  months  from  the  date  c 
this  resolution. 


442-42-BZ. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpora 
tion,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  supei 
intendent)  under  section  7c  of  the  zoning  resoli 
tion,  to  permit  in  a  residence  use  district  the  recor 
struction  and  extension  of  an  existing  gasolir 
service  station. 

PREMISES  AFFECTED — 2001-2011  Cropsey  avenue  er 
8799-8815  20th  avenue,  northeast  corner  (Block  N 
6442,  Lot  No.  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  George  E.  Strehan. 

For  Opposition:  Ernest  A.  Migliaccio. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hou 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
.  THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (442-42-BZ) 

Whereas,  Henry  C.  Brockman,  for  Gulf  Oil  Corporation, 
i  owner,  filed  May  28,  1942,  an  application  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  reconstruction  and  extension  of  an  existing  gasoline 
service  station;  premises:  2001-2011  Cropsey  avenue,  and 
8799-8815  20th  avenue,  northeast  corner  (Block  No.  6442, 
Lot  No.  5),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
'  by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  September  29,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Cropsey  avenue,  20th  avenue,  Bay  25th 
I  street  are  each  in  a  residence  use  district ;  Bath  avenue  is  in 
a  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  29,  1942,  on  N.  B.  49-42,  reads  : 

“1.  Proposed  reconstruction  of  existing  gasoline  sta¬ 
tion  and  the  extension  in  area  on  premises  located  in  a 
residential  zone  is  contrary  to  Article  II,  Section  3  of 
the  zoning  resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  96.9  ft.  on  Cropsey 
avenue  and  160  ft.  on  20th  avenue,  occupied,  in  part  and 
having  a  frontage  of  50  ft.  on  Cropsey  avenue  and  50  ft.  on 
20th  avenue,  as  a  gasoline  service  station ;  that  it  is  proposed 
to  demolish  the  buildings  now  on  the  site  and  to  erect 
thereon,  a  one  story  accessory  building  58  ft.  2  in.  by  28  ft. 
'8  in.  in  area  to  be  used  as  sales  office,  lubritorium  and  auto 
laundry;  that  it  is  proposed  also  to  extend  the  area  of  the 
gasoline  station  to  an  area  having  a  frontage  of  96  ft.  10  in. 
on  Cropsey  avenue  and  105  ft.  on  20th  avenue;  that  the 
balance  of  the  plot  having  a  frontage  of  55  ft.  on  20th 
avenue  will  be  landscaped  and  left  vacant;  and 
:  Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  wras  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
i  subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  extension  and  reconstruction  of  the 
•  existing  gasoline  service  station  substantially  as  shown  on 
revised  plans  marked  “Received  September  18,  1942”  includ¬ 
ing  plot  plan,  floor  plan  and  elevation,  on  condition  that  all 
existing  buildings  and  structures  shall  be  removed  from  the 
site  and  the  accessory  building  shall  be  constructed  and 
located  substantially  as  shown;  that  such  building  shall 
be  constructed  of  incombustible  materials,  except  that  the 
roof  beams,  roof  boarding,  window  frames  and  sash,  door 
frames  and  doors  may  be  of  wood  provided  the  ceiling 
.throughout  is  fire-retarded  in  accordance  with  the  rules  of 
the  Board  and  the  roof  is  surfaced  with  approved  weather- 
surfacing  material ;  that  the  plot  shall  not  exceed  a  total 
width  of  96  ft.  10  in.  along  Cropsey  avenue  and  a  total 
depth  along  20th  avenue  of  105  ft.;  that  on  the  rear  and 
side  lot  lines,  a  brick  masonry  wall  shall  be  constructed 
to  a  height  of  6  ft.;  that  such  wall  may  be  reduced  to  a 
height  of  4  ft.  within  10  ft.  of  the  street  building  lines; 
that  the  planting  area  shall  be  maintained  with  suitable 
planting  where  indicated  and  protected  with  a  6  in.  concrete 
curb  on  a  suitable  foundation ;  that  the  balance  of  the  plot 
where  not  covered  by  the  accessory  building,  pumps  and 
planting  shall  be  paved  with  cement,  colprovia  or  other 
suitable  impervious  paving;  that  the  gasoline  pumps  shall 
be  not  nearer  than  15  ft.  to  the  street  building  lines  at  both 
streets;  that  the  curb  cuts  shall  not  exceed  two  from  Crop¬ 


sey  avenue,  each  not  over  33  ft.  in  width  and  two  from 
20th  avenue,  each  not  over  35  ft.  in  width ;  that  the  surfac¬ 
ing  of  the  sidewalk  outside  the  building  line  shall  be  re¬ 
placed  with  new  materials  and  curb  repaired;  that  the  signs 
shall  be  restricted  to  a  permanent  sign  attached  to  the  facade 
of  the  accessory  building  and  to  the  illuminated  globes  of 
the  pumps  excluding  all  roof  signs  and  all  temporary  signs, 
but  permitting  the  erection  within  the  building  line  near 
the  intersection  of  a  post  standard  for  supporting  a  sign 
which  may  be  illuminated  advertising  only  the  brand  of 
gasoline  on  sale,  provided  such  sign  does  not  extend  beyond 
the  building  line  for  a  distance  of  more  than  4  ft. ;  that  the 
premises  shall  be  occupied  for  no  other  use  than  the 
proposed  use  as  an  automobile  service  station  including  the 
sale  of  gasoline,  greasing  and  washing  of  motor  vehicles; 
that  no  parking  of  cars  shall  be  carried  on  other  than  those 
being  serviced  and  no  motor  vehicle  repairing  shall  be  per¬ 
mitted;  that  no  portable  gasoline  pumps  shall  be  used  on  or 
in  front  of  the  premises;  that  the  premises  to  the  east,  not  in¬ 
cluded  in  the  gasoline  station  as  herein  permitted  but  under 
the  same  ownership  and  control  and  with  a  frontage  of  55  ft. 
on  20th  avenue,  shall  be  kept  in  a  neat  condition  and  shall  be 
occupied  in  no  way  in  connection  with  the  gasoline  service 
station  until  devoted  to  a  conforming  use  and  may  be  occu¬ 
pied  as  at  present  as  a  garden ;  that  the  accessory  building 
shall  be  faced  on  the  exterior  with  face  brick  unpainted ; 
that  the  cornices  and  exterior  trimming  may  be  of  wood ; 
that  the  lot  line  wall  shall  harmonize  in  construction  and 
material  with  the  accessory  building;  that  the  heating  room 
shall  be  separated  from  the  balance  of  the  building  by  fire¬ 
proof  material  and  shall  be  enterable  only  from  the  ex¬ 
terior;  that  the  greasing  lift  shall  be  of  the  hydraulic  lift 
type;  that  the  gasoline  storage  tanks  shall  not  exceed  four 
1,000  gallon  tanks  as  permitted  by  the  Board  under  Cal. 
No.  708-42-A;  that  the  pumps  shall  be  of  the  parkway 
design  and  with  masonry  pedestals  harmonizing  with  the 
masonry  of  the  accessory  building;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  resolution. 


477-42-BZ. 

APPLICANT — Paul  Friedman,  for  Rose  Rosenthal,  Mollie 
Rosenthal,  Mary  Rosenthal  and  Paul  Klindworth, 
owners  (Harry  Langbaum,  d/b/a  Cameo  Motor's, 
lessee) . 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  upon  a  plot  used 
in  part  for  the  display  and  sale  of  used  cars. 
PREMISES  AFFECTED — 1287-1297  Coney  Island  avenue, 
east  side,  320  ft.  south  of  Avenue  I  (Block  No. 
6704,  Lot  Nos.  69  to  72,  inclusive  and  part  of  Lot 
No.  73),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Paul  Friedman  and  Harry  Lang¬ 
baum. 

For  Opposition :  Gaston  Koch  and  Isidore  Livinson. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Savage  and  Deputy 


Chief  Murphy- .  2 

Negative  :  Chairman  Murdock  and  Commissioner 

Blum  .  2 

THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative :  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  and  Deputy 

Chief  Murphy  .  2 

Negative:  Chairman  Murdock  and  Commissioner 
Blum  .  2 


MINUTES 


THE  RESOLUTION  (477-42-BZ) 


Whereas  Paul  Friedman,  for  Rose  Rosenthal,  Mollie 
Rosenthal,  Mary  Rosenthal  and  Paul  Khiffi  worth  owners 
(Harry  Langbaum,  d/b/a  Cameo  Motors)  lessee,  filed  June 
16  1942,  an  application  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  tor  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  live  (b) 
motor  vehicles,  upon  a  plot  used  in  part  tor  the  display  anc 
sale  of  used  cars;  premises  1287-1297  Coney  Llancavenue 
east  side,  320  ft.  south  of  Avenue  I  (B1?Sk  No.  6704,  Lot 
Nos.  67  to  72,  inclusive  and  part  of  Lot  No.  73),  Borough 

of  Brooklyn;  and  ..  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  September  29,  1942,  after  due  notice  by  pub hcation 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B  N.  Applic.  No.  1261-42,  dated  June  4,  1942,  reads: 

“Proposed  parking  and  storage  of  more  than  five  (b) 
cars  in  conjunction  with  an  existing  outdoor  and  displax 
of  used  cars,  within  a  business  use  district  is^contrary 
to  Art.  2,  Sect.  4a- 15  of  the  zoning  resolution. 


Whereas,  the  applicant  states  that  the  premises  consist  of 
an  irregular  shaped  plot  of  ground  having  a  frontage  oi  of 
ft.  on  Coney  Island  avenue  and  a  depth  of  100  ft. ;  that  it 
is  proposed  to  use  the  plot  for  the  display  and  sale  of  used 
cars  and  also,  for  a  term  of  two  years,  for  parking  and 
storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7-h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  1261-42,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


498-42-BZ. 

APPLICANT— Sidney  Rossman,  for  Ella  Morris,  owner. 
SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 733-739  McDonald  avenue,  east 
side,  160  ft.  north  of  Ditmas  avenue  (Block  No. 
5385,  Lot  No.  62),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  Rossman,  Sam  Tommaso 
and  Larry  Meltzer. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  1  )eputy  Chief  Murphy  4 
Negative:  .  0 


- 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  McDonald  avenue  is  in  a  business  use 
district;  East  Second  street  is  in  a  residence  and  business 
use  district;  and  Ditmas  avenue  is  in  a  business  and  resi¬ 
dence  use  district ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent,  on 
B.  N.  Applic.  No.  975-42,  dated  June  2,  1942,  reads : 

“1  Proposed  use  of  premises  in  a  business  use  dis¬ 
trict  for  storage  and  parking  of  more  than  five  motor, 
vehicles  is  contrary  to  Art.  II,  Sec.  4a(15)  zoning  reso¬ 
lution.” 

and  . 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  80  ft.  and  a  depth 
of  125  ft.;  that  it  is  proposed  to  use  the  plot,  for  a  term 
of  two  (2)  years,  for  parking  and  storage  of  more  thar. 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  the  surrounding  area  wen 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  cast 
in  which  to  exercise  its  discretion  to  grant  a  zoning  variance 
under  section  7-h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli 
cation  be  and  it  hereby  is  granted  under  section  7-h  thereo 
for  a  term  expiring  April  7,  1944,  coincident  with  the  ter 
mination  of  the  use  on  the  lot  adjoining  with  which  thi 
lot  is  to  be  used,  on  condition  that  similar  conditions  snal 
be  complied  with  as  were  required  for  the  said  adjoininj 
lot  under  Cal.  No.  1341-39-BZ  in  resolution  adopted  Apr; 
9,  1940,  as  extended  to  April  7,  1942,  except  that  no  addi 
tional  buildings  shall  be  erected  on  the  site  herein  and  n 
additional  curb  cut  constructed;  that  all  permits  require 
shall  be  obtained  and  all  work  completed  within  three  (3 
months  from  the  date  of  this  resolution. 


504-42-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Lenfred  Realt 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  supei 
intendent)  under  section  7h  of  the  zoning  resoh 
tion,  to  permit  in  a  residence  use  district,  for  a  ten 
of  two  (2)  years,  the  parking  and  storage  of  moi 
than  three  (3)  motor  vehicles. 

PREMISES  AFFECTED— 42-46  (48-50  displayed)  S 
Pauls  place,  west  side,  53  ft.  6)4  in.  north  c 
Crooke  avenue  (Block  No.  5058,  Lot  Nos.  40-42 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama.  ■ 

For  Opposition:  Harold  O’Dougherty,  Haro 
•  Abrams  and  others.  ■ 

For  Administration :  Fred  Dahlem,  Dep’t  of  I  Iou 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative  :  . •  •  •, . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 


THE  RESOLUTION  (498-42-BZ) 

Whereas,  Sidney  Rossman,  for  Ella  Morris,  owner,  filed 
June  18,  1942,  an  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  733-739  McDonald  ave¬ 
nue,  east  side,  160  ft.  north  of  Ditmas  avenue  (Block  No. 
5385,  Lot  No.  62),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  September  29,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 


THE  RESOLUTION  (504-42-BZ) 

Whereas,  Lama  and  Proskauer,  for  Lenfred  Realty  Co 
poration,  owner,  filed  June  23,  1942,  an  application  und 
section  7h  of  the  zoning  resolution,  to  permit  in  a  residen 
use  district,  for  a  term  of  two  (2)  years,  the  parking  a: 
storage  of  more  than  three  (3)  motor  vehicles;  premis 
42-46  (48-50  displayed)  St.  Pauls  place,  west  side,  53 
6)4  in.  north  of  Crooke  avenue  (Block  No.  5058,  Lot  K 
40-42),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  Board  of  Standards  and  Appeals,  at  its  regul 
meeting  September  29,  1942,  after  due  notice  by  publicati 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  a 
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Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  St.  Pauls  place,  Crooke  avenue  and 
,  Woodruff  avenue  are  all  in  a  residence  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Applic.  No.  1399-42,  dated  June  18,  1942,  reads: 

“1.  The  parking  and  storage  of  more  than  five  motor 
vehicles  in  a  residence  use  district  is  contrary  to  the 
zoning  resolution,  Section  3.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  72  ft.  9  in.  and  a 
maximum  depth  of  123  ft. ;  that  it  is  proposed  to  use  the 
plot,  for  a  term  of  two  (2)  years,  for  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 
I  ’  Whereas,  the  premises  and  surrounding  area  were  in- 
f  spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  of  the  zoning  resolu- 
1  tion. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  1399-42,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


510-42-BZ. 

APPLICANT — Lewis  E.  Amster,  for  Elizabeth  Thornton, 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7f  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 191-195  City  Island  avenue  and 
102-110  Winter  street,  southwest  corner  (Block  No. 
5626,  Lot  No.  360),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Lewis  E.  Amster  and  Elizabeth 
Thornton. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (510-42-BZ) 

Whereas,  Lewis  E.  Amster,  for  Elizabeth  Thornton, 
owner,  filed  on  June  25,  1942,  an  application  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  191-195 
City  Island  avenue  and  102-110  Winter  street,  southwest 
corner  (Block  No.  5626,  Lot  No.  360),  City  Island,  Borough 
of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  September  29,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  City  Island  avenue  is  in  a  business  use 
district;  and  Winter  and  Early  streets  are  in  a  residence 
and  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  8,  1942,  reads: 

“Please  be  advised  that  your  application  for  a  cer¬ 
tificate  of  occupancy  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  at  the  above  premises, 
is  denied,  as  the  premises  are  located  in  a  business  dis¬ 
trict,  being  contrary  to  Art.  2,  Sec.  4  of  the  zoning 
resolution  of  the  City  of  New  York.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  65  ft.  on  City 


Island  avenue  and  100  ft.  on  Winter  street ;  that  it  is  pro¬ 
posed  to  use  the  plot,  for  a  term  of  two  (2)  years  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years  to  permit  the  premises 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  on  condition  that  the  lot  shall  be 
leveled  and  surfaced  with  clean  gravel,  steam  cinders  or 
other  suitable  material  properly  rolled  and  bound;  that  the 
existing  fences  shall  be  maintained  surrounding  the  plot, 
except  for  one  entrance  as  shown  to  Winter  street,  with 
curb  cut  not  over  15  ft.  in  width;  that  no  signs  shall  be 
displayed  on  the  premises  other  than  the  sign  at  the  entrance 
advertising  the  parking  and  storage  use  and  rates  charged ; 
that  during  the  term  of  the  permit,  the  premises  shall  be 
occupied  for  no  other  use  than  the  parking  and  storage 
herein  permitted  and  no  building  shall  be  erected  thereon; 
that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  two 
(2)  months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

401-42-S. 

APPLICANT — S.  Walter  Katz,  for  The  Gerry  Estates, 
Incorporated,  owner  (I.  A.  Management  Corpora¬ 
tion,  lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 65-67  Madison  avenue,  east 
side,  24  ft.  9  in.  north  of  East  27th  street  and  27-29 
East  27th  street  (Block  No.  857,  Lot  No.  22), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  Walter  Katz  and  John  Leonard. 
For  Opposition :  M.  Roth  and  A.  C.  Crane. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


708-42-A. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2001-2011  Cropsey  avenue  and 
8799-8815  20th  avenue,  northeast  corner  (Block  No. 
6442,  Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  George  E.  Strehan. 

For  Opposition:  Ernest  A.  Migliaccio. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative : .  0 

THE  RESOLUTION  (708-42-A) 

Whereas,  Henry  C.  Brockman,  for  Gulf  Oil  Corporation, 
owner,  filed  September  28,  1942,  an  appeal  from  a  decision 
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of  the  borough  superintendent,  premises  2001-2011  Cropsey 
avenue  and  8799-8815  20th  avenue,  northeast  corner  (BIock 
No.  6442,  Lot  No.  52),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent,  le 
Misc.  Applic.  3145-42,  dated  Setpember  28,  1942,  reads: 

“1  Proposal  to  install  six  1000  gallon  gasoline  tanks 
is  contrary  to  Chapter  19.69.0  of  the  Adm.  Code  which 
limits  same  to  550  gals.  Proposal  therefore  denied. 

and  ,  •  . 

Whereas,  the  applicant  states  that  the  premises  consist 

of  a  plot  96  ft.  10 Y%  in.  by  160  ft.  in  area  located  in  a  resi¬ 
dence  use  district;  occupied  since  1917  as  a  gasoline  station 
and  proposed  to  be  reconstructed  pursuant  to  application 
filed  with  the  Board  under  the  zoning  resolution,  Cal.  No. 

442-42-BZ ;  and  .  , 

Whereas,  it  is  proposed  to  install  six  1,000  gallon  undei- 

ground  gasoline  storage  tanks ;  and 

Whereas,  the  applicant  contends  that  to  provide  the 
necessary  storage  capacity  in  compliance  with  the  Adminis¬ 
trative  Code,  it  would  be  necessary  to  install  twelve  550 
gallon  tanks,  which  would  involve  an  intricate  and  involved 
manifolding  system,  inasmuch  as  only  three  dual  pumps  will 
be  used;  that  the  proposed  six  tanks  of  1,000  gallons  each 
will  each  be  enclosed  in  12  in.  concrete  with  8  in.  reinforced 
concrete  slab  over  and  all  provisions  of  the  Administrative 
Code  for  the  installation  of  gasoline  tanks  of  550  gallon 
capacity  will  be  complied  with  and  the  construction  of  the 
tanks  will  comply  with  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals ;  that  the  present  tank  installation 
will  be  discontinued  upon  the  completion  of  the  proposed 
installation. 

Resolved  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  3145-42,  Obj.  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects  the  four  gasoline 
storage  tanks  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto ;  that  the  thickness  of  the  steel  shall 
conform  to  that  permitted  for  tanks  of  similar  capacity 
under  the  Oil  Burner  Rules  of  the  Board ;  that  the  require¬ 
ments  of  the  resolution  adopted  under  Cal.  No.  442-42-BZ 
shall  be  complied  with  in  all  respects. 


Adjourned:  1:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 


ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 


320-37-BZ. 

APPLICANT— R.  G.  and  W.  M.  Cory,  for  Bronxville 
Realty  Corporation,  owner  (Liberty  Lace  and  Net¬ 
ting  Works,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  ol  the 
borough  superintendent)  previously  granted  on  con,- 
dition,  under  section  7a  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  extension 
of  an  existing  factory  building  (previously  acted 
upon  by  the  Board). 

PREMISES  AFFECTED— 901  East  228th  street,  cast  side 
of  Bronxwood  avenue,  between  East  228th  street 
and  East  229th  street  (Block  No.  4864,  Lot  No. 
35);  (Building  No.  2),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Walter  M.  Cory. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (320-37-BZ) 

Whereas,  this  application  affecting  premises  901  East 
228th  street,  east  side  of  Bronxwood  avenue  between  East 
228th  street  and  East  229th  street  (Building  No.  2)  ;  (Block 
No.  4864,  part  of  Lot  No.  35),  Borough  of  The  Bronx,  was 
granted  by  the  Board  October  19,  1937  on  certain  condi¬ 
tions,  time  extended  October  4,  1938,  October  10,  1939, 
September  10,  1940  and  September  23,  1941,  and  applicant 
requested  a  further  extension  of  time  to  obtain  permits  and 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  October  19,  1937,  as  amended 
through  September  23,  1941,  only  so  far  as  it  refers  to  the 
time  within  which  to  complete  work,  so  that  as  amended, 
that  portion  of  the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution 


TUESDAY  AFTERNOON,  SEPTEMBER  29,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

203-28-BZ. 

APPLICANT— Seymour  Mork  and  Henry  Nordheim,  for 
Fan  Ri  Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar  (previously  dismissed  for 
lack  of  prosecution)  re  amendment  of  resolution — 
re  Application  (decision  of  the  acting  borough 
superintendent)  previously  granted  on  condition, 
under  section  21  of  the  zoning  resolution,  permit¬ 
ting  in  a  residence  use  district,  the  maintenance  of 
an  illuminated  electric  sign  on  a  store  located  in  a 
multiple  dwelling  (the  said  store  was  previously 
granted  by  the  Board). 

PREMISES  AFFECTED — 1801  University  avenue  and  165 
West  Tremont  avenue,  northwest  corner  (Block  No. 
2879,  Lot  No.  100),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 


456-37-BZ. 

APPLICANT — Fannie  Gise,  owner.  I 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
temporary  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 4866  Broadway,  cast  side,  125 
ft.  south  of  West  204th  street  (Block  No.  2234,  Lot 
Nos.  14  and  15),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  J.  I.  Gise. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (456-37-BZ) 

Whereas,  Wallace  F.  McLendon,  for  Fannie  Gise,  owner, 

filed  September  23,  1937,  an  application  under  section  7h  of 
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he  zoning  resolution,  to  permit  in  a  business  use  district, 
or  a  temporary  period  of  not  more  than  two  (2)  years, 
he  parking  and  storage  of  more  than  five  (5)  motor 
ehicles ;  premises  4866  Broadway,  east  side,  125  ft.  south 
>f  West  204th  street  (Block  No.  2234,  Lot  Nos.  14  and  15), 
borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board 
October  25,  1938,  on  certain  conditions,  permit  extended 
October  8,  1940,  and  the  owner  requested  a  further  exten¬ 
sion  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  its  resolution  of  October  25,  1938,  only  so  far 
ks  it  has  reference  to  the  term  of  the  permit,  so  that  as 
.mended,  this  portion  of  the  resolution  shall  read : 

“granted,  under  section  7 h  thereof,  for  a  temporary 
|  term  of  two  (2)  years  from  the  date  of  this  amended 
resolution 


71-39-BZ. 

\PPLICANT — Socony- Vacuum  Oil  Company,  Incorpo- 
•  rated,  owner. 

-lUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  extension 
of  an  existing  gasoline  service  station  (previously 
granted  by  the  Board ;  Board’s  decision  reversed  by 
Court  without  prejudice  to  taking  further  proceed¬ 
ings  before  the  Board). 

’REMISES  AFFECTED — 96-23  to  96-29  Queens  boule¬ 
vard,  and  95-02  to  95-14  63rd  road,  northeast  cor¬ 
ner  (Block  No.  2088,  Lot  No.  22),  Elmhurst,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bernard  J.  Thole. 

\CTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

bHE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

'HE  RESOLUTION  (271-39-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
listrict  under  sections  7c  and  21  of  the  zoning  resolution, 
he  extension  of  an  existing  gasoline  station ;  premises : 
'6-23  to  96-29  Queens  boulevard  and  95-02  to  95-14  63rd 
'oad,  northeast  corner  (Block  No.  2088,  Lot  No.  22)  Elm- 
mrst,  Borough  of  Queens,  was 'granted  by  the  Board,  July 
8,  1939,  on  certain  conditions ;  the  decision  of  the  Board 
eversed  by  the  court,  without  prejudice  to  taking  further 
troceedings  before  the  Board ;  and 
Whereas,  Albert  C.  Benson,  Socony-Vacuum  Oil  Com- 
>any,  Inc.,  owner,  requested  reopening  of  the  application 
mder  section  7c  of  the  zoning  resolution  as  recommended 
>y  the  order  of  the  court ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
'Board  and  granted  on  certain  conditions,  under  Section  7c 
>f  the  zoning  resolution,  on  January  7,  1941 ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  in 
ivhich  tt)  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  resolution  of  January  7,  1941,  only  in  so 
ar  as  it  has  reference  to  obtaining  permits  and  completion 
:>f  the  work,  so  that  as  amended,  this  portion  of  the 
esolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
ametided  resolution.” 


70-40-BZ. 

APPLICANT — William  Cohn,  owner. 

lUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 


acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  and,  also,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 4070-4076  Broadway,  southeast 
corner  of  West  172nd  street  (Block  No.  2141,  Lot 
Nos.  17  to  20,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Jos.  J.  Weinblatt  and  Milton  L. 
Cohen. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (470-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and  partly  in 
a  residence  use  district  the  extension  of  an  existing  gasoline 
service  station,  and  also  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  premises  4070-4076  Broadway, 
southeast  corner  of  West  172nd  street  (Block  No.  2141, 
Lot  Nos.  17  to  20  inclusive),  Borough  of  Manhattan,  was 
granted  by  the  Board  November  13,  1940,  on  certain  condi¬ 
tions,  time  extended  October  7,  1941,  and  the  applicant  re¬ 
quested  a  further  extension  of  time  to  obtain  permits  and 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  13,  1940  only  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


1033-41-BZ. 

APPLICANT — Max  Horn,  for  Long  Island  Railroad  Com¬ 
pany,  owner  (Anthony  Luerssen,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  under  section  7c  of  the 
zoning  resolution,  permitting  for  a  term  of  five 
(5)  years,  partly  in  a  business  use  and  partly  in  an 
unrestricted  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 268  Beach  116th  street, .  east 
side,  250  ft.  south  of  Beach  Channel  drive  (Block 
No.  598,  Lot  No.  100),  Rockaway  Beach,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (1033-41-BZ) 

Whereas,  Max  Horn,  for  Long  Island  Railroad,  owner 
(Anthony  Luerssen,  lessee),  filed  on  November  27,  1941,  an 
application  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  business  use  and  partly  in  an  unrestricted  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
268  Beach  116th  street,  east  side,  250  ft.  south  of  Beach 
Channel  drive  (Block  No.  598,  Lot  No.  100),  Rockaway 
Beach,  Borough  of  Queens ;  and 
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Whereas,  this  application  was  granted  by  the  Board  on 
May  26  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 

W°Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  26,  1942  only  in  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  ot 
the  work  so  that  as  amended  this  portion  of  the  resolution 

shah"  read ermits  requireci  shall  be  obtained  and  all  work 
completed  within  three  (3)  months  from  the  date  ot 
this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

439-42-A. 

APPLICANT— 15-17  West  84th  Street,  Incorporated, 
owner  (Herman  Mermelstein,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  -j 

PREMISES  AFFECTED — 15  West  84th  street  north  side, 
220  ft  west  of  Central  Park  West  (Block  No. 
1198,  Lot  No.  23);  (1st  floor  west— front  room), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Albert  Ornstein. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  6,  194-  at 
2  P.  M.  for  consideration  by  the  Board. 


561-42-A. 

APPLICANT— Anthony  J.  Yaconetti,  for  Jennie  Pica,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES— Margaret  Hoffman. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Alt.  Applic.  No.  367-42. 

PREMISES  AFFECTED — 4555  Third  avenue,  southwest 
corner  of  Lorillard  place  and  539-545  East  184th 
street,  north  side,  50  ft.  west  of  Lorillard  place 
(Block  No.  3052,  Lot  No.  37),  Borough  of  The 
Bronx. 

APPEARANCES— For  Applicant:  Anthony  J.  Yaconnetti. 
For  Applicant:  Anthony  J.  Yaconnetti. 

For  Owner:  E.  J.  Stark,  Ralph  Scocozza,  Joseph 
Hoffman  and  Ralph  Bochino.  j 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  further  considera¬ 
tion  by  the  Board.  No  further  argument. 


679-42-A. 

APPLICANT— Joe  Salwen  Paper  Company  (lessee),  for 
Betsey  Ann  Fay  Estate,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 405  East  4th  street,  north  side, 
200  ft.  west  of  East  River  drive  (Block  No.  359, 
part  of  Lot  No.  36),  Borough  of  Manhattan. 

APPEARANCES—  ^ 

For  Applicant:  Reuben  Salwen,  E.  E.  Magnuson 
and  Solomon  Eisenberg. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  October  6,  1942  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


622-42-A. 

APPLICANT— Walter  G.  Legge  Company,  Incorporated, 
for  Bush  Terminal  Buildings  Company,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 635-639  Second  avenue,  north¬ 
east  corner  of  37th  street  (Block  No.  695,  Lot  No. 
1),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Walter  G.  Legge. 

For  Administration:  Insp.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  9 


THE  RESOLUTION  (622-42-A) 


Whereas,  Walter  G.  Legge  Company,  Inc.  for  Bush  1  er- 
minal  Buildings  Company,  owner,  filed  on  August  14,  1942 
an  appeal  from  an  order  of  the  fire  commissioner  affecting 
premises  635-639  Second  avenue,  northeast  corner  of  37th 
street  (Block  No.  695,  Lot  No.  1),  Borough  of  Brooklyn; 


and 


Whereas,  the  order  of  the  fire  commissioner,  Order  No 
92503-LC,  dated  July  14,  1942  reads : 

“With  reference  to  application  dated  M.ay  23;  1942 
for  a  permit  to  store  Pine  Oil,'  Rosin,  Caruin  Wax,  anc 
other  materials  to  be  used  in  the  manufacture  of  soap 
please  be  advised  that  the  Fire  Department  is  withou 
power  to  issue  such  a  permit  for  the  reason  that  ; 
recent  inspection  of  the  premises  shows  same  is  occu 
pied  as  a  tenant  factory.  1  his  is  a  violation  of  Scctioi 
C-19-130.3  of  the  Administrative  Code  which  reads  a 

follows :  ,  ,  , 

‘No  permit  shall  be  issued  for  the  storage  of  oil: 
fats,  greases  or  soap  stock  in  any  building  or  prem 
ises  which  is  occupied  as  a  work  shop,  or  factor} 
except  when  such  work  shop  or  factory  is  incident  t 
the  business  of  the  applicant.’ 

1.  You  are,  therefore,  ordered  to  remove  all  oi 
soap  stock  from  the  premises  and  to  discontinue  th 
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Whereas,  the  applicant  states  the  building  is  six  stork 
(86  ft.)  in  height;  75  ft.  by  599  ft.  area;  of  Class  1  cor 
struction ;  erected  1905,;  located  in  an  unrestricted  use  dn 
trict;  and  used  as  follows:  Cellar,  storage  of  olives,  1 
persons;  first  floor,  factory,  70  persons;  second  floor,  stoi 
age  and  factory,  35  persons;  third  floor,  storage  of  olive 
and  cherries,  100  persons;  fourth,  fifth  and  sixth  floor 
assembly  of  machinery  and  electrical  apparatus,  100  persor 

each  floor;  and  .  „  .  , 

Whereas,  the  applicant  occupies  a  small  portion  ot  tr 
first  floor  of  west  section  of  building  No.  1,  Bush  le 
minal,  as  shown  on  diagram  filed  with  this  appeal ;  that  tl 
materials  stored  and  used  by  the  applicant  consist  of  two  1 
five  drums  of  Pine  Oil,  having  a  flash  point  of  188  F.  use 
in  the  manufacture  of  a  solvent  and  penetrant  for  prepar. 
tion  work;  two  to  five  drums  of  Oxalic  Acid,  having 
flash  point  of  440°  F.,  used  in  conjunction  with  the  Pit 
Oil ;  one  drum  of  Morpholine,  having  a  flash  point  of  1U( 
F.,  used  as  emusifier;  one  drum  Savasol  #5,  used  as 
thinner;  one  drum  of  Triethanolamine,  having  a  flash  poi 
of  380°  F.,  used  as  emulsifier;  600  lbs.  of  Carnauba  Wa 
having  a  flash  point  of  590°  F.,  used  in  the  manufacture  < 
non-slip  materials;  two  drums  of  Rosin,  having  a  fla: 
point  of  575°  F.,  used  in  the  manufacture  of  non-slip  mat 
rials ;  and  two  drums  of  Caustic  Soda,  used  as  an  emulsifie 
that  all  of  these  materials  are  stored  in  a  room  of  firepro< 
construction,  equipped  with  a  sprinkler  system,  and  sep 
rated  from  the  balance  of  the  building  with  fireproof  co 
structed  partitions,  equipped  with  class  A  Underwrite: 
doors;  and 

Whereas,  the  applicant  contends  that  the  products  man 
factured  are  extensively  used  by  the  Army  and  Navy 
various  industrial  plants  to  eliminate  slip  hazards  for  t 
conservation  of  man  power,  which  is  important  in  W 
Production  work,  and  that  orders  for  the  Government  a 
being  fulfilled  under  preference  ratings  of  A-l-A  and  . 

1  ^Resolved,  that  the  order  of  the  fire  commissioner,  > 
92503-LC  be  and  it  hereby  is  modified  and  that  the  app< 
be  and  it  hereby  is  granted  on  condition  that  the  portion 
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the  first  floor  occupied  by  the  applicant  shall  be  separated 
from  the  balance  of  the  first  floor  by  walls  of  approved 
masonry  from  floor  to  ceiling  with  no  openings  therein; 
that  the  source  of  heat  used  in  the  emulsifying  manufactur¬ 
ing  process  shall  be  steam  furnished  by  the  owner  of  the 
building;  that  there  shall  be  no  open  flames  maintained 
within  the  space;  and,  granted  only  so  long  as  the  condi¬ 
tions  as  set  forth  are  maintained  to  the  satisfaction  of  the 
fire  commissioner;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


652-42-A. 

APPLICANT — Samuel  Rosenblum,  for  United  States 
Trust  Company,  as  trustee  u/w  of  Charles  J.  Rich¬ 
ter,  deceased,  owner. 

SUBJECT — Appeal  from  orders  and  decisions  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 315-317  West  47th  street,  north 
side,  200  ft.  west  of  Eighth  avenue  and  318-320 
West  48th  street  (Block  No.  1038,  Lot  No.  23), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (652-42-A) 

Whereas,  Samuel  Rosenblum,  for  United  States  Trust 
Company  as  trustee  u/w  of  Charles  J.  Richter,  deceased, 
owner,  filed  August  31,  1942,  an  appeal  from  orders  and 
decisions  of  the  fire  commissioner,  affecting  premises  315- 
317  West  47th  street  north  side,  200  ft.  west  of  Eighth 
avenue,  and  318-320  West  48th  street  (Block  No.  1038,  Lot 
No.  23),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  12496-LF,  issued  by  the  fire  com¬ 
missioner  November  5,  1941,  affecting  315  to  317  W.  47th 
street,  reads : 

“3.  Repair  or  replace  missing  or  defective  shutters 
at  all  ownings  in  the  exterior  wall  which  are  distant  in 
a  direct  line  less  than  30  ft.  from  any  opening  in  any 
other  building  and  not  in  the  same  plane,  etc.  at  rear 
north  side  of  building.” 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
August  20,  1942,  reads  : 

“In  reply  to  your  request  to  omit  compliance  with 
Item  3  of  Order  12496-LF,  requiring  the  fire  shutters 
on  the  rear  of  building  to  be  replaced  and  repaired,  you 
are  advised  as  follows : 

The  window  openings  in  question  are  exposed  to  fire 
from  the  adjoining  building  and  your  request  must  be 
denied.” 

and 

Whereas,  Order  No.  12497-LF,  issued  by  the  fire  com¬ 
missioner  November  5,  1941,  affecting  318  to  320  W.  48th 
street,  reads : 

“3.  Repair  or  replace  missing  or  defective  shutters 
at  all  openings  in  the  exterior  wall  which  are  distant 
in  a  direct  line  less  than  30  ft.  from  any  opening  in  any 
other  building  and  not  in  the  same  plane,  etc.,  at  rear 
south  side  of  building  or  any  other  approved  protection.” 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
August  20,  1942,  reads: 

“In  reply  tc  your  request  to  omit  compliance  with 
Item  3  of  Order  No.  12497-LF  requiring  the  fire  shut¬ 
ters  on  south  side  of  building  to  be  replaced  and  re¬ 
paired,  you  are  advised  as  follows :  The  window  open¬ 
ings  in  question  are  exposed  to  fire  from  an  adjoining 
building  and  your  request  must  be  denied.” 
and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  fronting  50  ft.  on  West  47th  street  running 
through  to  West  48th  street,  with  a  total  depth  of  200  ft. 
10  in.;  located  in  a  business  use  “B”  area  district;  upon 
which  there  exists  two  Class  3  buildings,  five  stories  (55 
ft.  8  in.)  in  height;  equipped  with  a  sprinkler  system,  and 
erected  in  1882  and  1902;  that  the  building  known  as  315  to 
317  West  47th  street,  is  occupied:  Cellar,  storage;  first 
floor,  scenery  studios,  5  persons ;  second  floor,  fountain  re¬ 
pairs,  5  persons ;  third  floor,  electric  equipment  assembly,  3 
persons ;  fourth  floor,  same,  2  persons ;  fifth  floor,  scientific 
antiques,  1  person;  that  building  known  as  318  to  320  West 
48th  street,  is  occupied :  Cellar,  storage ;  first  floor,  stores, 
theatrical  studios,  5  persons ;  second  floor,  scenic  studios,  5 
persons;  third  floor,  manufacture  of  lighting  equipment,  5 
persons;  fourth  floor,  repair  of  grates,  5  persons;  fifth 
floor,  manufacture  of  lighting  equipment,  5  persons;  and 

Whereas,  the  applicant  contends  that  both  buildings  are 
under  single  ownership  and  are  connected  by  horizontal 
bridges ;  that  the  space  between  the  buildings  is  22  ft. ; 
that  both  buildings  are  served  with  one  heating'  unit  and 
a  sprinkler  system  having  a  gravity  tank  of  12,000  gallons 
and  a  pressure  tank  of  9,000  gallons ;  that  the  occupancy  is 
low;  that  sprinkler  heads  are  so  situated,  that  each  window 
has  a  sprinkler  head  from  18  in.  to  4  ft.  away,  so  that 
from  a  fire  protection  standpoint  the  sprinklers  serve  as  far 
better  protection  than  shutters ;  that  it  is  difficult  to  obtain 
metal  for  shutters  at  the  present  time;  that  all  the  windows 
in  the  rear  wall  of  the  47th  street  building  have  shutters 
which  are  repaired  and  painted  and  are  substantially  in 
good  condition,  but  may  have  small  defects ;  that  one  small 
window  to  the  west  of  the  48th  street  building,  causing  an 
exposure  to  adjoining  building,  is  of  fireproof  construction 
and  the  bridge  connecting  the  buildings  in  question,  prac¬ 
tically  screens  this  window,  thus  affording  the  protection 
intended  by  the  Code;  and  that  the  bridge  connecting  the 
two  buildings  is  of  fireproof  construction. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  12497-LF  affecting  premises  318-320  West  48th  street, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  sprinkler  heads  shall 
be  maintained  adjacent  to  the  windows  on  all  stories  as  pro¬ 
posed  and  that  the  shutters  shall  be  maintained  on  the  win¬ 
dows  opposite  on  the  47th  street  building  to  the  satisfaction 
of  the  fire  commissioner  and  in  compliance  with  Order  No. 
12496-LF ;  that  the  sprinkler  system  throughout  both  build¬ 
ings  shall  be  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner  with  central  station  connection ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  including  the 
requirements  of  the  resolution  adopted  by  the  Board  Octo¬ 
ber  22,  1918  under  Cal.  No.  2174-17-S  and  the  bridge  be¬ 
tween  the  buildings  shall  be  maintained  as  therein  set  forth. 


654-42-A. 

APPLICANT — John  C.  Wandell,  for  Jamco  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 150-156  50th  street,  south  side, 
and  149-155  51st  street  north  side,  293  ft.  3  in. 
west  of  2nd  avenue  (Block  No.  788,  part  of  Lot 
No.  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  E.  Wandell  and  G.  E.  Larson. 
For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (654-42-A) 

Whereas,  John  C.  Wandell,  for  Jamco  Realty  Corp., 
owner,  filed  on  September  2,  1942  an  appeal  from  a  decision 
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of  the  borough  superintendent  affecting  premises:  150-156 
50th  street,  south  side,  and  149-155  51st  street,  north  side, 
293  ft.  3  in.  west  of  Second  avenue  (Block  No.  788,  part  of 
Lot  No.  25),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borougli  superintendent 
dated  August  31,  1942  on  Alt.  Applic.  No.  2476-42  reads: 

“2.  Application  contrary  to  Sec.  2.1.3.5  insofar  as  the 
construction  of  intermediate  floor  areas  within  an  exist¬ 
ing  one  story  metal  structure  does  not  conform  to 
height  limitations  of  Sec.  4.2.1. 

3.  Comply  with  Sec.  6.4.1.11  as  to  connecting  pas¬ 
sageway  between  the  two  stairways  at  top  floor. 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(44  ft.  9  in.)  in  height,  67  ft.  5  in.  by  200  ft.  4  in.  in  area, 
of  class  5  construction,  equipped  with  an  approved  sprinkler 
system,  erected  in  1920,  located  in  an  unrestricted  use  disj 
trict  and  occupied  since  1936  for  the  storage  of  sash,  doors 
and  trim — 10  persons  ;  and 

Whereas,  it  is  proposed  to  erect  additional  floors  within 
the  building  and  to  occupy  the  building  as  follows :  1st  floor 
storage  of  sash,  doors  and  trim — 10  persons;  2nd  floor 
storage  of  sash,  doors  and  trim — 10  persons;  and 

Whereas,  the  applicant  contends  that  the  owner  contem¬ 
plates  increase  in  the  floor  space  without  altering  the  present 
structure;  that  there  is  no  vacant  space  adjacent  to  the 
premises  which  can  be  obtained  in  which  to  expand ;  that 
the  additional  space  is  necessary  in  order  to  supply  govern¬ 
ment  sponsored  operations  which  constitute  more  than  85% 
of  the  business  of  the  occupant;  that  at  the  proposed  2nd 
floor  level,  stairways  enclosed,  as  required  by  the  Building 
Code,  will  be  provided  leading  directly  to  the  street;  these 
stairways  will  be  located  132  ft.  apart  so  that  at  no  time 
will  any  persons  be  more  than  80  ft.  from  an  exit  stairway 
on  the  upper  floors;  that  the  proposed  new  portions  will  be 
equipped  with  sprinklers;  that  the  height  of  the  building 
from  floor  level  to  bottom  of  roof  truss  is  35  ft.  6  in.  of 
which  20  ft.  is  available  for  use  at  the  present  time. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  No.  2476-42-,  Objection  No.  2,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  floor  area  shall  be 
constructed  substantially  as  proposed ;  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  the  present  sprinkler 
header  in  the  dry-valve  room  shall  be  extended  to  include  a 
6-inch  supply  line  and  dry  valve  to  protect  the  underside  of 
the  proposed  intermediate  story  and  the  side  sprinkler  heads 
shall  be  arranged  to  form  a  water  curtain  on  both  sides; 
that  the  present  sprinkler  alarm  systems,  both  local  and 
central  office,  shall  be  extended  to  include  the  new  sprink- 
lered  area  and  the  entire  system  shall  be  properly  main¬ 
tained;  that  an  adequate  amount  of  portable  fire  appliances 
shall  be  installed  and  maintained  throughout  the  entire  prem¬ 
ises  as  indicated  on  plans  marked  received  Sept.  28,  1942 
as  the  fire  commissioner  shall  require ;  that  adequate  aisle 
spaces  shall  be  maintained  throughout  the  entire  premises 
at  all  times;  that  curtain  boards  shall  be  installed  so  as  to 
divide  the  entire  area  into  areas  controlled  by  dry  pipe 
valves;  that  such  boards  shall  be  constructed  of  incom¬ 
bustible  materials  and  extend  down  from  the  roof  for  a 
distance  of  not  less  than  five  feet;  that  plans  showing  the 
proposed  sprinkler  system  under  the  floor  as  proposed  and 
curtain  boards  in  compliance  with  the  requirements  of  this 
resolution  shall  be  submitted  for  approval  by  the  Board 
before  submission  to  the  borough  superintendent;  that  all 
combustible  rubbish  shall  be  removed  from  the  premises 
daily;  that  the  work  on  the  intermediate  floor  shall  not  be 
commenced  until  all  the  material  including  the  sprinkler 
equipment  is  available,  so  as  to  assure  the  requirements  of 
this  resolution  being  fully  complied  with;  as  to  Objection 
No.  3,  permitting  elimination  of  a  connecting  passageway 
between  the  two  stairways  at  top  floor,  provided  stairways 
are  located  as  shown  and  are  lawfully  enclosed;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


699-42-S. 

APPLICANT— Rochester  Ropes,  Incorporated  (lessee),  for 
91-30  Van  Wyck  Corporation,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 91-30  Van  Wyck  boulevard, 
west  side,  150  ft.  south  of  91st  avenue  (Block  No. 
9375,  Lot  No.  176),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Edwd.  Hcffernan. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  :  . . .  0 

THE  RESOLUTION  (699-42-S) 

Whereas,  Rochester  Ropes,  Inc.  (lessee),  for  91-30  Van 
Wyck  Corporation,  owner,  filed  on  September  24,  1942,  an 
application  for  variation  of  the  requirements  of  the  Labor 
Law,  affecting  premises  91-30  Van  Wyck  boulevard^  west 
side,  150  ft.  south  of  91st  avenue  (Block  No.  9375,  Lot 
No.  176),  Richmond  Hill,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  August  31,  1942,  on  Misc.  Applic.  No.  3531-42,  reads: 

“1.  No  window  or  other  opening  in  any  floor  shall 
be  obstructed  by  stationary  metal  bars,  grating  or  wire 
mesh,  such  metal  bars,  grating  or  wire  mesh  must  be 
so  constructed  as  to  be  readily  movable  or  removable 
from  both  sides  and  screens  and  doors  left  unlocked 
during  working  hours.  §172-3  of  the  State  Labor 
Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  in  height,  60  ft.  by  240  ft.  in  area,  of  Class  3  con¬ 
struction  ;  erected  about  1900,  located  in  an  unrestricted  use 
district  and  occupied :  Cellar,  storage,  boiler  and  generator 
room,  no  persons;  first  floor,  manufacturing  wire  rope,  30 
persons;  second  floor,  offices,  15  persons;  that  the  building 
is  equipped  with  a  sprinkler  system,  three  interior  stairs, 
3  ft.  6  in.  wide,  of  steel  and  concrete,  enclosed  in  hollow 
tile  and  concrete,  equipped  with  fireproof  doors  and  one 
exterior  stairs,  which  leads  to  roof  by  ladder  and  to  grade 
by  stationary  iron  stairs  with  egress  to  street  through  un¬ 
obstructed  yard ;  that  there  are  no  doors  or  windows  on 
the  course  of  the  fire  escape ;  and 

Whereas,  the  applicant  proposes  to  equip  all  windows  on 
the  first  story  with  wire  mesh  screens  and  to  install  panic 
bolts  on  two  of  the  exit  doors  and  to  keep  two  exit  doors 
locked,  as  shown  on  diagram,  filed  with  this  application, 
marked  “Received  September  24,  1942” ;  and 
Whereas,  the  applicant  has  filed  a  copy  of  an  Order  of 
recommendation  from  the  War  Department,  Air  Corps, 
Materiel  Division,  recommending  the  installations  of  the 
screens  and  the  panic  bolts ;  and 

Whereas,  the  applicant  contends  that  the  screens  will  b( 
installed,  as  shown  on  detail  filed  with  this  application,  ex¬ 
cept  that  the  windows  are  not  uniform  in  size  and  modifica¬ 
tions  will  be  made  as  necessitated  by  various  window  sizes 
and 

Whereas,  the  applicant  contends  the  installation  of  the 
screens  and  panic  bolts  is  necessary,  in  order  to  comply  wit! 
the  War  Department  instructions  to  prevent  sabotage,  a: 
the  building  is  used  in  War  Production  work  and  the 
reason  for  the  locking  of  the  doors,  as  showm  on  plan  filed 
is  that  these  doors  are  of  the  sliding  type  and  cannot  b< 
equipped  with  panic  bolts ;  that  there  are  sufficient  exits  t( 
accommodate  the  number  of  occupants,  exclusive  of  thes< 
locked  doors,  in  the  event  of  emergency. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  requirements  of  the  Labo 
Law  as  cited  in  a  decision  of  the  borough  superintenden 
on  Misc.  Applic.  No.  3531-42,  Obj.  No.  1,  and  that  the  ap 
plication  be  and  it  hereby  is  granted  on  condition  that  al 
windows  proposed  to  be  screened,  shall  be  of  the  factor 


1012 


MINUTES 


type  as  indicated,  with  pivoted  sash;  that  all  existing  doors 
diall  be  maintained  as  herein  provided ;  that  panic  bolts 
may  be  installed  on  the  door  leading  to  hallway  to  Van 
Wyck  boulevard  and  toward  the  center  of  the  building  to 
the  side  yard,  as  indicated  on  plans  filed  with  this  applica¬ 
tion  marked  “Received  September  24,  1942”;  that  such 
loors  may  be  locked  from  the  inside  where  indicated,  pro¬ 
vided  signal  devices  consisting  of  a  push  button  bell  are 
maintained  on  the  exterior;  that  in  all  other  respects,  the 
auilding  and  occupancy  shall  comply  with  all  laws,  rules 
md  regulations  applicable  thereto;  that  the  variation  herein 
granted  as  to  panic  bolts  and  locked  doors,  shall  continue 
jnly  during  the  term  of  the  present  emergency. 


327-41-A. 

APPLICANT — Sid  Livingston,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner  (previously  granted  on 
condition  re  Appeal  from  an  order  and  a  decision 
of  the  fire  commissioner). 

’REMISES  AFFECTED — 64  Sixth  avenue  and  7-9 
Thompson  street,  northeast  corner  (Block  No.  227, 
Lot  No.  33),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sid  Livingston. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

rHE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
•  Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

rHE  RESOLUTION  (827-41-A) 

Whereas,  Sid  Livingston,  owner,  filed  on  September  26, 
1941,  an  appeal  from  an  order  and  decision  of  the  fire  com¬ 
missioner  ;  premises  64  Sixth  avenue  and  7-9  Thompson 
street,  northeast  corner  (Block  No.  227,  Lot  No.  33),  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on 
December  2,  1941,  on  certain  conditions  and  applicant  re¬ 
quested  an  amendment  of  the  resolution,  due  to  the  issuance 
3y  the  fire  commissioner  of  Order  No.  31571-LC;  and 
Whereas,  Order  No.  31571-LC,  issued  by  the  fire  com¬ 
missioner  July  7,  1942,  reads  : 

“2.  Remove  all  unapproved  electric  light  fixtures 
within  10  ft.  of  spraying  area,  or  replace  same  with 
approved  fixtures  of  the  rigid  stem  type  equipped  with 
keyless  sockets  and  guarded  vaporproof  globes.  Rule 
4.5.2. 

3.  Relocate  all  unapproved  electric  motors,  switches 
and  battery  charging  apparatus,  to  a  point  more  than 
10  ft.  from  spraying  area  or  replace  same  with  equip¬ 
ment  approved  for  use  in  explosive  atmospheres.  Rule 

4.4. 

4.  Remove  all  portable  cord  wiring,  portable  cord 
extension  and  pin  plug  receptacles  within  10  ft.  of  spray¬ 
ing  area.  Rule  4.5.3.  and  4.5.5.” 

md 

Whereas,  the  applicant  contends  the  conditions  of  the 
Board’s  resolution  has  been  complied  with  and  the  mechani¬ 
cal  and  natural  ventilation  required  by  such  conditions  is 
sufficient  to  prevent  the  concentration  of  fumes  to  a  hazard¬ 
ous  degress ;  that  the  electric  light  fixtures  referred  to  are 
fluorescent  fixtures  at  ceiling,  and  present  no  hazard  to 
spray  fumes,  which  usually  collect  at  floor  level  but  which 
are  exhausted  by  the  duct  required  by  the  Board ;  that  the 
electric  motor  referred  to  is  a  3  phase  AC  motor  which  is 
not  hazardous,  but  it  is  proposed  to  install  a  metal  housing 
or  enclosure  around  same  as  additional  protection ;  that  the 
switches  and  receptacles  are  necessary  for  the  connection 
of  drop  lights  and  motor  driven  (small)  tools  used  in  the 
repair  of  motor  vehicles,  which  is  primarily  the  business 
conducted  on  the  premises;  and  that  there  is  no  battery' 
charging  apparatus  in  the  building. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  2,  1941  by  adding 
thereto : 

“that  the  order  of  the  fire  commissioner,  Order  No. 
31571-LC,  Obj.  2,  3  and  4  is  hereby  modified  and  granted 
on  condition  that  the  provisions  of  this  resolution  shall 
he  complied  with  and  that  metal  housing  satisfactory  to 
the  fire  commissioner  shall  be  furnished  and  maintained 
as  additional  protection  around  the  electric  motor;  that 
the  other  electrical  equipment  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner.” 


124-42-A. 

APPLICANT — F.  P.  Platt  and  Bro.,  for  Franklin  Savings 
Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the  act¬ 
ing  borough  superintendent. 

PREMISES  AFFECTED — 814-838  Westchester  avenue 
and  793-809  Prospect  avenue,  southwest  corner 
(Block  No.  2676,  Lot  No.  49),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  P.  Platt. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  p 

THE  RESOLUTION  (124-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  814-38  Westchester  ave¬ 
nue  and  793-809  Prospect  avenue,  southwest  corner  (Block 
No.  2676,  Lot  No.  49),  Borough  of  The  Bronx,  was  with¬ 
drawn  March  10,  1942;  and 

W^hereas,  the  applicant  requested  reopening  of  the  appeal 
and  consideration  by  the  Board,  and  this  appeal  was  re¬ 
opened  by  vote  of  the  Board  and  granted  on  certain  con¬ 
ditions  on  May  19,  1942;  and 
W^hereas,  the  appjicant  requested  an  amendment  of  the 
resolution,  due  to  the  issuance  by  the  borough  superin¬ 
tendent  of  a  decision  on  Alt.  Applic.  No.  182-42;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  24,  1942,  on  Alt.  Applic.  No.  182-42,  reads : 
“16.  Building  of  area  indicated  used  in  part  as  a 
church  is  required  to  be  fireproof  by  Sec.  4.2.1.  Under 
the  provision  of  Sec.  3.1.5  calling  for  requirements 
securing  the  greater  safety,  such  church  occupancy  in 
premises  of  non-fireproof  construction  proposed  to  be 
occupied  as  stores,  storage,  factory,  residence  and 
church  has  not  been  approved.” 

and 

Whereas,  the  applicant  contends  that  the  proposed 
church  occupancy  creates  no  additional  hazard,  since  it  will 
occupy  an  area  of  only  2256  sq.  ft.  and  have  an  occupancy 
of  45  persons  or  one  person  for  each  50  sq.  ft.;  that  non- 
fireproof  churches  are  permitted  up  to  5,000  sq.  ft.  and  the 
number  of  occupants  up  to  one  for  every  10  sq.  ft.;  that 
the  proposed  occupancy  is  therefore  without  danger  either  to 
the  building  or  to  the  church,  and  the  church  occupancy 
being  in  the  evenings  and  on  Sundays  only,  embraces  the 
periods  when  the  balance  of  the  building  will  not  be  in 
use;  that  store  rentals  in  this  neighborhood  are  difficult 
and  unless  this  appeal  is  granted,  the  owner  will  suffer  an 
unnecessary  hardship ;  and 

Whereas,  plans  filed  with  the  borough  superintendent 
August  13,  1942,  under  amendment  to  Alt.  Applic.  No. 
182-42,  indicate  the  proposed  church  occupancy  to  be  38  ft. 
by  56  ft.  in  area,  to  be  located  on  first  story,  Prospect 
avenue  front  of  the  building  in  the  portion  designated  by 
house  number  797  to  799. 
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Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  19,  1942  by  adding 

“and  modified  as  to  Obj.  No.  16  of  the  decision  of 
August  24,  1942,  amendment  and  revised  clans  filed 
August  13,’  1942,  in  connection  with  the  proposed  occu¬ 
pancy  of  the  space  facing  Westchester  avenue  on  the 
first 'iloor,  38  ft.  by  56  ft.,  as  a  church,  and  granted  on 
condition  that  the  floor  shall  be  constructed  tor  a  live- 
load  of  120  pounds  per  superficial  foot;  that  in  a 
other  respects,  the  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than 
as  herein  permitted  as  to  non-fireproof  construction. 


1077-39-SM. 

APPLICANT— Simplex  Boiler  Stand  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT— Simplex  Felt  Grease  Treated  W.  C.  Gaskets, 
approval  of. 

APPEARANCES— 

For  Applicant:  Jacob  Wanneschmidt. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  . 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

142-38-SA. 

APPLICANT— Red  Comet,  Incorporated,  owner;  C.  E. 
Rauch,  agent.  . 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Red  Comet  Automatic 
and  Manuel  Fire  Fighting  Equipment,  approval  ot 
(previously  withdrawn  re  Red  Comet  Automatic 
Fire  Extinguisher). 

APPEARANCES— 

For  Applicant :  C.  E.  Rauch. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
calendar  and  referred  to  the  Committee  on  Tests. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  ^ 


372-42-SA. 

APPLICANT— National  Cantonment  Amusement  Service, 
Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
rehearing — re  “Fire  Smother’  (Rock  Powder  hire 
Extinguisher);  (previously  disapproved). 
APPEARANCES— 

For  Applicant :  Stanley  Wolder. 

ACTION  OF  BOARD— Request  to  reopen  withdrawn  on 
request  of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


729-40-SM. 

APPLICANT— Hobart  Brothers  Company,  owner. 

SUBJECT — Hobart  Welding  electrodes,  No.  55,  approval 
of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


THE  RESOLUTION  (1077-39-SM) 

Whereas,  the  Simplex  Boiler  Stand  Co.  Inc.,  owner, 
filed  on  August  28,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known  j 
as  the  Simplex  Felt  Grease  Treated  W.  C.  Gaskets ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads:  i 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  14,  1942. 

Cal.  No.  1077-39-SM. 

Subject:  Simplex  Felt  Grease  Treated,  W.  C.  Gaskets, 
approval  of. 

The  Simplex  Boiler  Stand  Company,  Incorporated,  of 
Brooklyn,  New  York,  filed  on  August  28,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Simplex  Felt  Grease  Treated  W.  C. 
Gaskets  under  the  provisions  of  C26-1250.0  (14.4.9), 
Administrative  Building  Code.  I 

This  gasket  is  made  of  soft  wool  felt  impregnated 
with  high  melting  point  petrolatum  (114°  F.)  to  prevent 
stain  on  floor  slabs  and  plastic  enough  at  low  tempera¬ 
ture  to  prevent  cracking.  This  gasket  is  placed  in  the 
recessed  flange  of  a  water  closet.  The  weight  of  the 
fixture  and  the  pressure  of  the  bolts  holding  the  fixture 
compresses  the  gasket  approximately  1/3  and  seals  the 
joint  completely. 

The  gasket  was  examined  by  and  tested  by  the  Com¬ 
mittee  on  Tests  of  the  Board  and  found  satisfactory. 
There  was  no  evidence  that  uric  acid  had  any  effect  on 
the  gasket.  This  gasket  and  one  similar  to  it  have  been 
used  for  many  years  in  New  York  City. 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  that  the  Simplex  Felt  Grease 
Treated  W.  C.  Gasket  be  approved  for  use  in  New  York 
City  as  complying  with  the  pertinent  provisions  of 
Section  C26-1250.0  (14.4.9),  Administrative  Building 
Code,  provided  that  each  package  containing  a  gasket  or 
gaskets  shall  have  a  label  or  tag  reading :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  with  any  approved  water  closet  flange  under 
Cal.  No.  1077-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


THE  RESOLUTION  (729-40-SM) 

Whereas,  Hobart  Bros.  Co.,  owner,  filed  on  July  2,  1940, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  the  Hobart  Welding 
Electrodes,  No.  55;  and 

Whereas,  the  applicant  has  failed  to  arrange  for  an  in¬ 
spection  and  test  of  this  material,  although  duly  notified  to 
do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Simplex  Felt 
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/ease  Treated  W.  C.  Gaskets,  on  condition  that  the  ma- 
i'ial  be  manufactured,  installed  and  labelled,  stamped  or 
gged  in  accordance  with  above  report. 


1-41-SM. 

3PL1CANT — Adolph  G.  Kraus  (agent),  for  Ivaustine 
Company,  Incorporated,  owner. 
iJBJECT — Kaustine  275  Gallon  Obround  Fuel  Oil  Tank, 
approval  of. 
i’PEARANCES — 

For  Applicant :  Adolph  G.  Kraus. 

JTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  the  Committee  on  Tests. 

HE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

4E  RESOLUTION  (981-41-SM) 

Whereas,  Adolph  G.  Kraus,  for  Kaustine  Company,  In- 
;rporated,  owner,  filed  on  November  13,  1941,  an  applica- 
n  with  the  Board  of  Standards  and  Appeals  for  approval 
the  material  known  as  the  Kaustine  275  Gallon  Obround 
:el  Oil  Tank ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  14,  1942. 

1  Re:  Cal.  No.  981-41-SM. 

Subject :  Kaustine  275  Gallon  Obround  Fuel  Oil  Tank, 
approval  of. 

The  Kaustine  Company,  Inc.  of  Perry,  N.  Y.  filed 
on  November  13,  1941  with  the  Board  of  Standards  and 
Appeals  an  application  under  the  requirements  of  Sec. 
C26-178.0b  of  the  Administrative  Code,  for  the  ap¬ 
proval  of  its  material  known  as  the  Kaustine  275 
Gallon  Obround  Fuel  Oil  Tank  for  use  in  New  York 
City  under  the  provisions  of  the  Oil  Burner  Rules  of 
the  Board  of  Standards  and  Appeals. 

These  tanks  are  made  with  long  diameter  either  ver¬ 
tical  or  horizontal,  in  sizes  26  in.  by  42  in.  by  63  in. 
and  22  in.  by  44  in.  by  72  in.,  of  #10  U.  S.  gauge 
steel ;  shells  are  made  of  one  piece,  lapped  J4  in.  and 
electric-welded ;  dished  heads  are  formed  with  cylin¬ 
drical  extension  rims  1-Hs  in.  wide  to  provide  a  welding 
surface;  flanges,  head  seams  and  pipe  connections  are 
electric  arc  welded ;  the  tanks  are  provided  with  stand¬ 
ard  pressed  steel  pipe  support  lugs.  All  welding  is 
single  pass  filet  type. 

A  sample  vertical  tank  was  subjected  to  a  pressure 
test  in  a  vertical  position  at  the  plant  of  the  Alpha 
Tank  Company,  Glendale,  L.  I.  (N.  Y.  agents  of  the 
applicant)  in  the  presence  of  representatives  of  the 
Board,  the  Fire  Department  and  the  applicant  and  suc¬ 
cessfully  met  the  requirements  of  Rule  10.3.1  of  the 
Oil  Burner  Rules.  Details  of  construction,  workman¬ 
ship  and  protection  of  steel  were  found  to  comply  with 
the  Rules  of  the  Board. 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  that  the  Kaustine  275  Gallon 
Obround  Fuel  Oil  Tank  be  approved  for  use  in  fuel 
oil  installations  in  New  York  City,  when  constructed 
in  accordance  with  the  details  of  this  report  and  the 
drawings  filed  with  the  application,  but  nothing  herein 
shall  be  deemed  to  waive  any  requirement  of  the  Oil 
Burner  Rules  of  the  Board  as  amended  July  1,  1941. 

It  is  further  recommended  that  all  welding  conform  to 
the  Fusion  Welding  and  Gas  Cutting  Rules  of  the 
Board  and  that  the  permanently  affixed  plate  required 
by  Rule  5.3.2  of  the  Oil  Burner  Rules  have  in  addition 
to  the  wording  therein  required  the  following:  “Ap- 
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proved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  981-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Kaustine  275 
Gallon  Obround  Fuel  Oil  Tank,  on  condition  that  the  mate¬ 
rial  be  manufactured,  installed  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report. 


114-42-SM. 

APPLICANT — Adolph  G.  Kraus,  for  L.  O.  Koven  and 
Brother,  Incorporated,  owner. 

SUBJECT — Koven,  N.  Y.  C.  Oil  Separator,  approval  of. 
APPEARANCES— 

For  Applicant :  Adolph  G.  Kraus. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  U 

THE  RESOLUTION  (114-42-SM) 

Whereas,  Adolph  G.  Kraus,  for  L.  O.  Koven  &  Brother, 
Incorporated,  filed  on  February  9,  1942,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  the  Koven  N.  Y.  C.  Oil  Separator ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  14,  1942. 

Re:  Cal.  No.  114-42-SM. 

Subject:  Koven  N.  Y.  C.  Oil  Separator,  approval  of. 

L.  O.  Koven  &  Brother,  Inc.  of  Jersey  City,  N.  J., 
filed  on  February  9,  1942,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Koven 
N.  Y.  C.  Oil  Separator  under  the  provisions  of  C26- 
1296.0  (14.9.15),  Administrative  Building  Code. 

This  oil  separator  consists  of  a  cylinder  of  14  gauge 
steel,  26  inches  inside  diameter  and  36  inches  in  height 
with  a  3/16  inch  thick  bottom  plate  and  a  12  gauge 
steel  cover  with  a  J4  inch  diameter  round  iron  handle. 
The  cover  is  bolted  to  the  cylinder  with  1454"  by  l%" 
hex.  head  bolts  and  meets  a  2  inch  welded  spud  is  pro¬ 
vided  for  the  vent  to  roof  at  top  of  cylinder  and  a  #12 
gauge  steel  S/i"  I.  D.  connection,  the  center  line  of 
which  is  6  inches  from  bottom  of  cylinder  for  the  sewer 
outlet.  The  inlet  from  drain  is  Sj/i"  I.  D.  of  #12 
gauge  steel,  the  center  line  of  which  is  located  9"  below 
top  of  cover.  All  'welding  shall  conform  with  the 
Board’s  rules. 

The  separator  is  installed  so  that  the  bottom  of  the 
inlet  pipe  is  at  the  level  of  the  pipe  that  discharges  the 
water  into  the  sewer.  The  inlet  water  is  allowed  to 
pass  into  the  separator  through  a  baffle  plate  that  pre¬ 
vents  mixing  the  oil  film  with  the  water;  the  outlet 
from  the  separator  is  at  the  very  bottom  so  that  no  oil 
will  pass  through  it  as  new  water  from  the  drains  passes 
into  the  separator.  The  oil  that  floats  on  top  is 
drained  off  through  a  tapping  at  the  sewer  link  into  a 
separate  container  for  disposal.  There  is  a  handhole 
cleanout  provided  at  the  bottom  of  the  separator. 
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This  appliance  was  inspected  and  tested  at  the  plant 
of  the  Koven  Company,  Jersey  City,  N  J.  on  June  18, 
194?  and  samples  of  the  effluent  submitted  to  the  Central 
Testing  Laboratory  for  a  report  in  the  presence  of 
volatile  inflammable  oil.  The  report  stated  that  no 
volatile  inflammable  oil  was  found. 

Recommendations. 

On  the  basis  of  this  inspection  and  test,  the  Com¬ 
mittee  on  Tests  recommends  that  the  Koven  N.  Y.  C. 
Oil  Separator  be  approved  for  use  in  New  *ork  Lity 
provided  the  side  outlet  to  draw  off  oil  be  discontinued 
or  that  it  be  connected  to  a  tank  of  at  least  275  gallons 
capacity  constructed  in  accordance  with  the  /equip¬ 
ments  of  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals  or  equipped  with  a  telltale  device 
(until  such  time  as  the  Board  adopts  rules  covering  sue  1 
equipment)  and  that  the  appliance  have  a  label  perma¬ 
nently  affixed  reading:  “Approved  by  the  Board  ot 
Standards  and  Appeals  for  use  in  New  \ork  City  under 
Cal.  No.  114-42-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V. 


HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  of  this 

^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Koven  N.  Y.  C. 
Oil  Separator,  on  condition  that  the  material  be  manufac¬ 
tured,  installed  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


417-42-SM. 

APPLICANT— Adolph  G.  Kraus,  for  Alpha  Tank  Com¬ 


pany,  owner. 

SUBJECT— Alpha  550  Gallon  Cylindrical  Gasoline  Storage 
Tank,  approval  of. 

APPEARANCES— 


For  Applicant :  Adolph  G.  Kraus. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 


Blueprints  filed  with  the  application  indicate  that 
these  tanks  are  constructed  cylindrical  in  type,  of  % 
in.  steel,  with  full  dished  heads ;  shell  consists  of  more 
than  one  piece,  with  all  seams  of  the  several  pieces 
lapped  2  in.  and  welded;  overall  length  8  ft.  1  m., 
radius  of  heads  42  in.,  diameter  of  shell  42  in. 

A  sample  tank  was  subjected  to  a  pressure  test  at 
the  applicant’s  plant  on  Sept.  10,  1942  in  the  presence 
of  Commissioner  C.  M.  Blum,  Engineers  L.  V  Huber 
and  J.  F.  Fitzsimons  and  Inspector  Charles  Johnson 
of  the  Fire  Department.  This  tank  was  inspected  and 
found  to  be  42  in.  in  inside  diameter,  shell  83  in.  long 
made  up  of  two  rings  of  two  sheets  each,  one  ling 
63  in.  long,  the  ends  of  which  overlapped  the  shorter 
ring;  shorter  sheets  were  welded  16  in.  away  from 
perpendicular  center-line  and  long  sheets  19  in  away  on 
opposite  sides.  A  circular  disk  cut  from  the  top  of 
the  tank  after  the  test  when  measured  showed  a  thick¬ 
ness  of  .221  in.  For  the  test,  the  tank  was  filled  with 
water,  all  ports  closed  and  the  pressure  built  up  by 
introducing  nitrogen.  The  pressure  was  held  at  150 
p.s.i.  without  noticeable  distortion  of  the  tank.  All 
welding  was  of  the  filet  type  single  pass. 


Recommendations. 

On  the  basis  of  the  foregoing  test  data,  the  Commit¬ 
tee  on  Tests  recommends  the  approval  under  Sec.  C26- 
191.0.  of  the  Administrative  Building  Code  of  the  Alpha 
550  Gallon  Cylindrical  Gasoline  Storage  Tank  for  use 
in  New  York  City,  subject  to  the  following  require- 
ments : 

Steel  shall  be  open-hearth  steel,  not  less  than  y\ 
in.  thick  (the  tested  tank  did  not  meet  this  require¬ 
ment).  During  the  existing  emergency,  more  than 
one  piece  may  be  used  in  the  construction  of  the  shell. 

All  welding  shall  conform  to  the  Fusion  Welding 
and  Gas  Cutting  Rules  of  the  Board  of  Standards 

and  Appeals.  . 

A  Certificate  of  Approval  shall  be  obtained  from 
the  Fire  Commissioner  before  this  approval  shall  be¬ 
come  effective.  Jj 

All  installations  shall  be  in  accordance  with  the 
requirements  of  Sec.  C19-59.0  and  other  pertinent 
sections  of  the  Administrative  Code.  1 

The  Committee  further  recommends  that  all  tanks 
manufactured  under  this  approval  shall  be  marked 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  417-42-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


THE  RESOLUTION  (417-42-SM) 

Whereas,  Adolph  G.  Kraus,  for  Alpha  Tank  Company, 
filed  on  May  21,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Alpha  550  Gallon  Cylindrical  Gasoline  Storage  Tank; 
and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  14,  1942. 

Re:  Cal.  No.  417-42-SM. 

Subject:  Alpha  550  Gallon  Cylindrical  Gasoline  Storage 
Tank,  Approval  of. 

The  Alpha  Tank  Company,  Glendale,  L.  I.,  filed  on 
May  21,  1942  with  the  Board  of  Standards  and  Appeals 
an  application  under  the  requirements  of  Sec.  C26- 
178.0b  of  the  Administrative  Building  Code  for  ap¬ 
proval  of  the  Alpha  550  Gallon  Cylindrical  Gasoline 
Storage  Tank  for  use  in  New  York  City  under  Sec. 
C19-69.0  of  the  Administrative  Building  Code. 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 

material.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe; 
hereby  approve  the  material  known  as  the  Alpha  550  Gal¬ 
lon  Cylindrical  Gasoline  Storage  Tank,  on  condition  thai 
the  material  be  manufactured,  installed  and  labelled 
stamped  or  tagged  in  accordance  with  above  report. 


665-42-SA. 

APPLICANT— Siph-O-Products  Corporation,  owner. 
SUBJECT— Sipho-0  Universal  Smooth  Faucet  Adapter 
approval  of. 

APPEARANCES— 

For  Applicant:  Claude  A.  Hastings. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 
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MINUTES 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (665-42-SA) 

Whereas,  the  Siph-0  Products  Corporation,  owner,  filed 
pn  September  10,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
[as  the  Siph-O-Universal  Smooth  Faucet  Adapter ;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
pn  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  21,  1942. 

Cal.  No.  665-42-SA. 

Subject :  Siph-O-Universal  Smooth  Faucet  Adapter, 
approval  of. 

The  Siph-0  Products  Corp.  of  Boston,  Mass,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
on  September  10,  1942,  for  the  approval  of  a  faucet 
adapter  for  use  with  the  normally  unthreaded  faucets 
in  a  home  so  as  to  allow  the  connection  of  a  garden 
hose  to  such  faucet  by  means  of  this  adapter  providing 
the  required  threaded  bib.  In  this  manner  water  be¬ 
comes  available  for  use  through  a  garden  hose  on  in¬ 
cendiary  bombs  and  secondary  fires  resulting  therefrom. 
The  application  is  being  made  to  the  Board  in  accord¬ 
ance  with  the  powers  granted  the  Board  by  Section 
666,  Par.  1,  of  the  New  York  Charter  reading:  “To 
test  and  approve  materials  and  appliances  to  be  used 
pursuant  to  law.” 

Description 

The  Siph-0  Smooth  Faucet  Adapter  (Fig.  1)  is  a 
device  for  accomplishing  a  secure,  leakproof  connection 
of  a  hose  to  a  smooth-surfaced  (unthreaded)  water 


Hose  /*ozz.c£ 


Fig.  1 

faucet  of  any  shape  or  size  within  the  physical  propor¬ 
tions  of  the  adapter.  It  consists  of  a  zinc  die  casting, 
the  lower  end  of  which  has  a  standard  thread  to  re¬ 
ceive  the  hose  coupling,  and  the  upper  end  of  which 
fits  over  and  is  clamped  to  the  outside  of  the  smooth 
faucet  by  the  compressive  gripping  force  of  three  ad¬ 
justable  pointed  steel  screws  which  are  horizontally 
threaded  through  the  upper  perimeter  of  the  casting. 


Two  of  the  screws  have  ordinary  round  heads;  the 
third  is  a  thumb  screw  by  which  the  clamping  pressure 
is  exerted.  Free  to  move  up  and  down  within  the  ver¬ 
tical  core  of  the  casting  is  a  rubber  gasket  having  a 
hole  through  its  middle  for  the  passage  of  the  water, 
and  a  convex  upper  surface  and  a  flat  lower  surface. 
As  the  hose  coupling  is  screwed  up  on  the  bottom  of 
the  casting,  the  collar  of  the  coupling  presses  against 
the  lower  surface  of  the  gasket  and  forces  the  gasket 
upward  so  that  its  top  surface  presses  against  the  ori¬ 
fice  of  the  faucet,  with  the  result  that  when  the  hose 
connection  has  been  completed  the  upper  end  of  the 
gasket  seals  the  faucet  against  leakage  and  its  lower 
end  seals  the  hose  against  leakage. 

•  T  csts 

Twelve  samples  of  this  adapter  were  tested  on  such 
faucets  and  water  pressure  conditions  as  were  found 
in  the  twelve  locations  within  the  city  of  New  York, 
and  in  each  case  no  leaks  occurred.  Samples  were  also 
subriiitted  to  the  Central  Testing  Laboratory  and  sub¬ 
jected  intermittently  to  tests  on  round  and  obround 
faucets  at  a  pressure  of  50  p.s.i.  with  no  leakage  occur¬ 
ring.  (Report  B-19571.)  The  device  was  also  tested 
by  the  New  York  City  Fire  Department  and  upon  being 
found  satisfactory  was  approved  under  Certificate  of 
Approval  #603. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  that  the  Siph-O-Universal  Smooth 
Faucet,  Adapter  as  manufactured  by  the  Siph-O- 
Products  Corp.  of  Boston,  Mass,  be  approved  under 
authority  granted  the  Board  by  Sec.  666,  Par.  1,  of  the 
New  York  City  Charter  for  use  in  New  York  City  for 
the  period  of  the  existing  emergency  for  such  use  as  is 
provided  in  Local  Law  #25  of  1942. 

It  is  further  recommended  that  each  adapter  bear  a 
stamp,  label  or  tag  reading  as  follows:  “Approved  for 
use  in  New  York  City  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  665-42-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Siph-O-Uni¬ 
versal  Smooth  Faucet  Adapter,  on  condition  that  the  appli¬ 
ance  be  manufactured,  installed  and  labelled,  stamped  or 
tagged  in  accordance  with  the  above  report. 


Adjourned:  4:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  April  28,  1942,  as  they  appeared  in 
Bulletin  No.  18,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 


*  Correction — The  words  “is  a  frame  2  car  garage” 
omitted  in  line  27  of  resolution  and  the  words  “are  two,  2 
car  frame  garages”  inserted  therefor  and  the  words  “except 
that  the  existing  garage  structure  accommodating  four  cars 
may  be  continued”  inserted  in  lines  52  and  53  of  resolution. 
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MINUTES 


THE  RESOLUTION— 

(837-41-BZ) 

Whereas,  Max  Horn,  for  Alice  Drucker,  owner,  filed 
September  26,  1941,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  156  Beach  68th  street,  east  side,  440  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  360,  Lot 
No.  29),  Arveme,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  68th  street  and  Beach 
67th  street  are  each  in  residence  and  business  use  districts ; 
Boardwalk  is  in  a  residence  use  district ;  Rockaway  Beach 
boulevard  is  in  a  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  7631-1941  dated  September  26,  1941, 
reads : 

“1.  The  parking  of  cars  on  a  plot  located  in  a  resi¬ 
dence  zone  is  contrary  to  Article  2,  section  3  of  the 
Zoning  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  50  ft.  with  a  depth  of  100  ft.  Upon  the 
rear  of  the  plot  there  are  two,  2  car  frame  garages.  It  is 
proposed  to  use  the  remainder  of  the  plot  for  a  temporary 


period  of  not  more  than  two  (2)  years,  for  the  parking  an 
storage  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  cas 
in  which  to  exercise  its  discretion  to  grant  under  section  / 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  regulations  of  the  building  zone  resolution,  and  tha 
the  application  be  and  it  hereby  is  granted  under  section  7 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premise 
to  be  occupied  for  the  seasonal  transient  parking  of  mor 
than  five  (5)  motor  vehicles,  on  condition  that  only  mo  to 
vehicles  of  the  pleasure  car  type  and  only  those  capable  o 
operation  shall  be  so  parked ;  that  the  plot  shall  be  levele 
substantially  to  the  grade  of  Beach  68th  street  and  shall  b 
surfaced  with  steam  cinders,  clean  gravel  or  other  suitabl 
material ;  that  adequate  fencing  shall  be  maintained  on  th 
interior  lot  lines  and  on  the  street  building  line ;  that  th 
entrance  to  Beach  68th  street  shall  not  exceed  15  ft.  ji 
width ;  that  during  the  term  of  this  permit  the  premise 
shall  be  occupied  for  no  other  use  and  no  building  shall  b| 
erected  thereon  except  that  the  existing  garage  structur 
accommodating  four  cars  may  be  continued  and  no  sign 
shall  be  erected,  except  there  may  be  erected  at  the  stree 
building  line  a  sign  attached  to  the  fence  not  exceding  1 
sq.  ft.  in  area,  advertising  only  the  transient  parking  us: 
and  the  rates  charged,  provided  such  sign  is  not  illuminate 
and  does  not  extend  beyond  the  building  line ;  that  all  per 
mits  shall  be  obtained  and  all  work  completed  within  tw 

(2)  months  from  the  date  of  this  resolution. 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars: 
cigarettes,  or  smoking  tobacco,  when  necessary  for  th 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro 
vided  especially  for  that  purpose,  separated  fron 
the  rest  of  the  building  by  fireproof  or  fire 
resisting  partitions,  with  all  openings  therein  pro 
tected  by  self  closing  fire  doors,  and  further,  un 
less  the  building  is  of  fireproof  construction  o 
provided  with  an  approved  automatic  sprinkle 
system,  the  floor  and  ceiling  of  such  room  shall  b, 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  adj 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammabf 
waste  materials  are  deposited  in  fireproof  re: 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construe 
tion ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammabl 
waste  materials  are  deposited  in  fireproof  re 
ceptacles. 
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OCATIONS  AT  WHICH  ZONING  VARIANCES  FOR  A  TEMPORARY  TERM  HAVE 
BEEN  GRANTED  FOR  TRANSIENT  PARKING  OR  STORAGE  FOR 
MORE  THAN  FIVE  MOTOR  VEHICLES 


Borough  of  Manhattan 


‘alendar  Expiration 

lumber  Location  Date 

200-33-BZ  2153  1st  avenue  .  6-24-43 

3-34-BZ  229  W.  60th  street  .  2-27-39 

314- 35-BZ  15-23  W.  43rd  street  .  11-25-43 

92-36- BZ  109  W.  50th— 110  W.  51st  streets..  2-  3-44 

100-36-BZ  135  W.  51st— 130  W.  52nd  streets..  11-  6-42 

1 24-36- BZ  63  W.  35th  street  .  10-29-42 

159-36-BZ  245  W.  41st  street  .  11-  1-40 

174-36-BZ  44  E.  12th  street  .  9-10-42 

212-36-BZ  317  E.  103rd  street  .  2-20-42 

272-36-BZ  One  2nd  avenue — 98  E.  Houston 

street  .  5-13-43 

330-36-BZ  141  E.  48th  street  .  10-15-42 

17-37-BZ  322  W.  41st  street  .  6-10-43 

i  86-37-BZ  146  W.  31st  street  .  7-21-44 

166-37-BZ  4485  Broadway  .  5-26-44 

271-37-BZ  123  W.  47th  street  .  12-23-43 

306-37-BZ  238  W.  50th  street  .  10-21-43 

334-37-BZ  412  Lexington  avenue  .  3-17-44 

336-37-BZ  322  W.  57th  street  .  3-  3-44 

428-37-BZ  870  8th  avenue  .  4-  7-44 

436-37-BZ  239  E.  3rd  street  .  7-14-44 

448-37-BZ  255  W.  33rd  street  .  9-22-44 

456-37-BZ  4866  Broadway  .  9-29-44 

459- 37-BZ  201  W.  56th  street  . 11-9-40 

460- o/-jJZ  731  Lexington  avenue-141  E.  58th 

street  . . .  5"  7-42 

461- 37-BZ  247  Madison  avenue  .  10-15-43 

480-37-BZ  21-25  Union  Sq.  West  .  6-11-42 

487-37-BZ  25-53  W.  48th  street  .  4-12-40 

490-37-BZ  246  Nagle  avenue  .  11-19-42 

527-37-BZ  144  E.  43rd  street  .  7-  9-42 

'554-37-BZ  896  8th  avenue  .  10-29-42 

558- 37-BZ  62-66  Henry  street  .  9-27-40 

559- 37-BZ  5020  Broadway  .  2-17-44 

573-37-BZ  101  W.  67th  street  .  1-10-41 

593-37-BZ  404  W.  41st  street  .  2-11-43 

599-37-BZ  59-61  Hillside  avenue  .  4-  7-44 

513-37-BZ  234  W.  124th  street  .  4-30-42 

515-37-BZ  456  W.  41st  street  .  11-13-42 

17-38-BZ  324  W.  34th  street  .  1-6-44 

29-38-BZ  251  W.  33rd  street  .  9-22-44 

|  51-38-BZ  44  Suffolk  street  .  5-26-44 

66-38-BZ  340  Sixth  avenue  .  11-  6-42 

100-38-BZ  11  W.  35th  street  .  9-15-44 

145-38-BZ  475  W.  146th  street  .  5-13-43 

150-38-BZ  4275  Broadway  .  3-24-44 

274-38-BZ  169  Dyckman  street  .  10-28-43 

31 5- 38- BZ  601  W.  165th  street  .  5-12-44 

512-38-BZ  109  W.  31st  street  .  9-17-42 

583-38- BZ  1738  Broadway  .  11-  9-42 

589-38-BZ  303  W.  51st  street  .  12-13-38 

702-38-BZ  7-9  E.  2nd  street  .  2-  6-42 


Calendar  Expiration 

Number  Location  Date 

763-38-BZ  732  Second  avenue  .  11-  5-43 

802-38-BZ  225  W.  33rd  street  .  10-28-43 

840-38- BZ  52  E.  8th  street  .  2-18-43 

902-38-BZ  337  W.  49th  street  .  6-17-43 

933-38-BZ  234  W.  31st  street  .  10-28-43 

1013-38-BZ  235  E.  97th  street  .  5-5-44 

1018-38-BZ  3740  Broadway  .  4-  4-41 

1181-38-BZ  203  W.  95th  street  .  4-  4-44 

1193-38-BZ  29  W.  28th  street  .  3-11-44 

1197-38-BZ  318  W.  34th  street  .  12-  3-42 

1199-38-BZ  341  W.  53rd  street  .  4-15-43 

31-39-BZ  331  W.  53rd  street  .  4-15-43 

70-39-BZ  250  Madison  avenue  .  6-24-43 

310-39-BZ  249  W.  43rd  street  .  1-27-44 

422-39-BZ  305  W.  21st  street  .  4-17-44 

433-39-BZ  225  Nagle  avenue  .  2-  3-44 

566-39-BZ  140  Post  avenue  .  9-30-43 

799-39-BZ  4  E.  135th  street  .  5-20-46 

823-39-BZ  231  W.  50th  street  .  1-13-44 

1091-39-BZ  1120  Sixth  avenue  .  11-28-41 

1174-39-BZ  280  St.  Nicholas  avenue  .  11-18-43 

1289-39-BZ  423  W.  35th  street  .  11-13-42 

1392-39-BZ  265  W.  52nd  street  .  4-7-44 

95-40-BZ  41  W.  58th  street  .  4-23-42 

216-40-BZ  306  E.  107th  street  .  2-11-43 

235-40-BZ  1060  St.  Nicholas  avenue  .  1-21-43 

421-40-BZ  122  E.  32nd  street  .  7-23-44 

507-40-BZ  235  Riverside  drive  (95th  street)  .  .  4-29-43 

568-40-BZ  259  W.  124th  street  .  11-13-42 

631-40-BZ  333  W.  34th  street  .  10-15-42 

631-40-BZ  323  W.  34th  street  .  5-27-43 

647-40- BZ  601  W.  134th  street  .  1-14-43 

691-40-BZ  3325  Broadway  .  1-14-43 

726-40-BZ  418  W.  41st  street  .  2-25-43 

818- 40-BZ  1882  Second  avenue  .  1-20-44 

819- 40-BZ  1888  Second  avenue  .  1-20-44 

830-40- BZ  105  E.  48th  street  .  9-  9-46 

1 026-40- BZ  430  W.  41st  street  .  2-25-43 

1071-40-BZ  428  W.  45th  street  .  4-15-43 

1192-40-BZ  312  W.  59th  street  .  6-10-43 

72-41-BZ  45th  street  to  46th  street,  275  feet 

W.  of  Lexington  avenue  .  7-15-43 

105-41-BZ  442  E.  109th  street  .  1-28-44 

304-41 -BZ  116  W.  31st  street  .  6-24-43 

379-41-BZ  220  W.  230th  street  .  11-18-43 

385-41-BZ  2  W.  53rd  street  .  11-12-43 

426-41-BZ  125  Ft.  Washington  avenue  .  7-  8-43 

436-41-BZ  109  W.  227th  street  .  10-28-43 

503-41 -BZ  314  W.  43rd  street  .  4-7-44 

997-41-BZ  1891  Second  avenue  .  5-  5-44 

1060-41-BZ  451  W.  45th  street  .  5-12-44 

314-42-BZ  122  W.  48th  street  .  12-23-43 


Borough  ok  Richmond 


Calendar  Expiration 

Number  Location  Date 

342-41 -BZ  85-95  Stuyvesant  place  .  12-  2-43 
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LOCATIONS  AT  WHICH  ZONING  VARIANCES  FOR  A  TEMPORARY  TERM  HAVE 
BEEN  GRANTED  FOR  TRANSIENT  PARKING  OR  STORAGE  FOR 
MORE  THAN  FIVE  MOTOR  VEHICLES 


Calendar 
Number 
272-26-BZ 
712-26-BZ 
327-27-BZ 
414-29-BZ 
752-29-BZ 
401-31-BZ 
55-32-BZ 
215-32-BZ 
354-32-BZ 
99-33-BZ 
127-35-BZ 
212-35-BZ 
293-36- BZ 
39-37-BZ 
76-37-BZ 
79-37-BZ 
84-37-BZ 
93-37-BZ 
97-37-BZ 
110-37-BZ 

150- 37-BZ 

151- 37-BZ 

152- 37-BZ 
164-37-BZ 
360-37-BZ 
454-37-BZ 
491-37-BZ 
507-37-BZ 
602-37-BZ 
604-37-BZ 

73-38-BZ 

288-38-BZ 

344-38-BZ 

404- 38-BZ 

405- 38-BZ 

406- 38-BZ 

407- 38-BZ 
440-38-BZ 
480-38-BZ 
692-38-BZ 
844-38-BZ 
903-38-BZ 

1041-38-BZ 

1044-38-BZ 


Location 

555  Atlantic  avenue  . 

2205  Emmons  avenue  . 

745  Ralph  avenue  . 

970  Nostrand  avenue  . 

8801  Fourth  avenue  . 

1-19  Fifth  avenue  . 

202  Brighton  Beach  avenue  . 

670  Halsey  street  . 

598  Flatbush  avenue . 

3068  Ocean  parkway  . 

115  Truxton  street  . 

948  65th  street  . 

344  Eldert  street  . 

619  Coney  Island  avenue  . . . 

601  Livonia  avenue  . 

1015  East  New  York  avenue 

930  Halsey  street  . 

261  S.  5th  street  . 

1404  East  New  York  avenue 

345  9th  street  . 

255  Ralph  avenue  . 

365  Ralph  avenue  . 

9508  Church  avenue  . 

9716  Church  avenue  . 

26  Stewart  street  . 

9105  3rd  avenue  . 

1203  East  New  York  avenue 

1621  Surf  avenue  . . 

25  Irving  avenue  . 

266  Clarkson  street  . 

2420  Bedford  avenue  . 

3288  Coney  Island  avenue  . . . 

942  DeKalb  avenue  . . 

214  Schermerhorn  street 

240  Schermerhorn  street 
134  Schermerhorn  street  . . . 
137  Schermerhorn  street 

2902  Surf  avenue  . . 

41  Snyder  avenue  . 

31  Bay  19th  street  . 

2717  Pitkin  avenue  . 

3066  W.  23rd  street  . . 

335  Schermerhorn  street 
254  Schermerhorn  street 


Borough  of  Brooklyn 


Expiration  Calendar 
Date  Number 


6- 25-42 

7- 18-43 
5-27-43 
7-  7-38 

5-  6-43 

4-  2-42 

6- 17-43 

7- 14-44 

11- 19-42 
9-  1-43 

2- 17-44 

5- 12-44 

3- 24-44 
1-  6-44 

4- 14-44 

5- 27-43 
5-13-43 
4-29-43 

12- 17-42 
10-15-42 

4- 14-44 
3-10-44 

5- 19-44 
12-  9-43 

3- 19-42 
12-  3-42 

6- 20-41 

4-  7-44 
9-22-44 
6-17-43 

4- 14-44 

5- 12-44 

6-  4-42 
6-24-43 
6-24-43 
6-24-43 
6-24-43 

10-15-43 

10- 21-43 

11-  6-42 
10-  3-41 

9-26-41 

3-10-44 

3-10-44 


1053-38-BZ 
388-39-BZ 
422-39-BZ 
459-39-BZ 
704-39-BZ 
737-39-BZ 
842-39-BZ 
1175-39-BZ 
1220-39-BZ 
1341-39-BZ 
99-40-BZ 
299-40- BZ 
372-40-BZ 
609-40-BZ 
795-40-BZ 
983-40-BZ 
986-40-BZ 
1007-40-BZ 

1115- 40-BZ 

1116- 40-BZ 
1177-40-BZ 
1210-40-BZ 
1212-40-BZ 

81-41-BZ 

232- 41-BZ 

233- 41-BZ 
240-41 -BZ 
259-41-BZ 
323-41 -BZ 
370-41-BZ 
333-41-BZ 

414- 41-BZ 

415- 41-BZ 
658-41-BZ 
694-41 -BZ 

700- 41 -BZ 

701- 41-BZ 
1002-41-BZ 
1070-41-BZ 
1 078-41 -BZ 

117-42-BZ 

177-42-BZ 

190-42-BZ 

39q.4?_U7 

498-42- BZ 


Location 

2503  65th  street  . 

1197  DeKalb  avenue  .... 

305  21st  street  . 

505  Utica  avenue  . 

698  Livonia  avenue  . 

441  Manhattan  avenue  . . 

963  Rutland  road  . 

2201  Beverly  road  . 

364  Empire  boulevard  . . . 
705  McDonald  avenue  . . . 

163  Boerum  street  . 

35-43  Fourth  avenue  .... 

768  Utica  avenue  . 

217  Schermerhorn  street 

546  Ralph  avenue  . 

413  Flatbush  avenue 

2201  Surf  avenue  . 

256  Ashland  place  . 

2101  Surf  avenue  . 

2100  Surf  avenue  . 

1165  Gates  avenue . 

424  Hegeman  avenue  . . . 
1061  Montgomery  avenue 
1968  Coney  Island  avenue 
9201  Fourth  avenue 

9419  Fifth  avenue  . 

716  New  Lots  avenue  . . . 

447  Euclid  avenue  . 

1709  Surf  avenue  . 

443  Myrtle  avenue  . 

299  McDougal  street  . . . 

2918  W.  17th  street . 

612  86th  street  . 

627  86th  street  . 

1092  Rogers  avenue . 

9317  Third  avenue  . 

183  Bushwick  avenue  . . . 
137  Livingston  street  . . . 

3010  Fulton  street  . 

1455  Gates  avenue  . 

1433  DeKalb  avenue  .... 

582  86th  street  . 

7602  New  Utrecht  avenue 

744  Tamaica  avenue  . 

733  McDonald  avenue  . . . 


Expiration 

Date 

.  3-25-43 

.  9-23-43 

.  1-  3-42 

.  1-13-44 

.  10-21-43 

.  3-10-44 

.  3-11-43 

.  4-17-44 

.  10-15-42 

.  4-  7-44 

.  1-21-43 

.  6-  9-44 

.  3-18-43 

.  5-  6-43 

.  5-20-43 

.  1-21-43 

.  4-15-43 

.  10-21-43 

.  4-15-43 

.  3-25-43 

.  10-15-43 

.  1-16-44 

.  4-  1-43 

.  11-26-42 

.  10-15-43 

.  10-15-43 

.  10-28-43 

.  10-21-43 

.  9-30-43 

.  4-  7-44 
.  1-  6-44 
.  11-12-43 

.  12-  9-43 

.  11-25-43 

1-  6-44- 

2- 24-44 
4-  7-44 

.  3-31  -44a 

2-10-44 
.  3-24-44' 

7-14-44 
7-21-44 
6-30-44: 
6-  2-44 
.  4-  7-44 


THE  BUILDING  LAWS 


Now  on  Sale 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  NOW  published  in  FOUR  SEP-, 
ABATE  VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demolition: 
or  removal  of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW, 
the  PLUMBING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING 
CODE  OF  THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW, 
various  local  laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  CITY.  The  price  for  the  complete  set  of  four  volumes  is  $4  ($4.10  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  legislation,  $1  (by  mail  $1.10). 
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DIRECTORY 


COURT  DECISION. 


BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 
Bernard  A.  Savage 
Charles  M.  Blum 
Chief  John  E.  Gunn 


'•Jitter  of  Han*  RIesenfeW  and  Marie  Riesenfeld,  et  al., 

0„  Mat  5  HU?  ?>  °£  Standards  and  Appeals):— 

the  1942,  the,  Board  granted,  under  Section  7d  of 

z?ne  .resolution,  an  application  to  permit  in  a 
residence  use  district  the  use  of  a  plot  of  ground  as  a  recre 

same3 lot' "wit^th^n  tenan!f  °f  3  buildin&  not  located  on  the 
proposed  use,  as  an  adjunct  of  a  housing 

<£fe  f.“K5  ^  -MS 


Joseph  J.  Doyle,  Chief  Clerk 


?fice — Municipal  Building,  Rooms  1000  to  1018. 
■xephone— WOrth  2-0184. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in' this  Bulletin 
All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


tice  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 

CONTENTS 


is  issue  of  the  Bulletin  contains  in  the  order  given _ 

urt  Decision. 

•cket. 

les  Directory, 
e  Hearing  Calendar. 

nutes  of  Regular  Meeting  October  6,  1942,  at  10 
L  M.,  Affecting  Calendar  Numbers  217-42-BZ,  474- 
2-BZ,  539-42-BZ,  548-42-BZ,  557-42-BZ,  558-42-BZ, 
294-39-BZ  and  160-42-BZ. 

nutes  of  Regular  Meeting  October  6,  1942,  at  2  P.  M„ 
Effecting  Calendar  Numbers  33-20-BZ,  72-36-BZ,  100- 
6-BZ,  124-36-BZ,  174-36-BZ,  330-36-BZ,  537-37-BZ, 
12-38-BZ,  583-38-BZ,  452-41-BZ,  801-41-BZ,  439-42-A 
44-42-A,  679-42-A,  689-42-A,  685-42-A,  707-42-A,  785- 
9-SM,  845-40-SM,  1065-39-SA,  44-41-SM,  417-41-SM, 
63-41-SM  and  979-41-SM. 

Tections  Affecting  Calendar  Numbers  417-42-SM  and 
36-42-A. 

oking  in  Factories,  Rules  for. 

rice  of  Public  Hearing  on  Proposed  Amendments  to 
.ules  relative  to  Submerged  Inlets  and  Protective 
lethods  to  be  applied  to  Prevent  Contamination  of 
vater  Supply. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 


J  1  .  r  ^  wuauiL  Luc  tiidirman  or  tne  en¬ 

gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court,  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed. within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel- 
Iant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  propertv,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  October  6,  1942. 

Cal.  No.  Dept.  Premises  Affected 

712-42-A — -F.D. — 4485-4519  Broadway,  northwest  corner 
of  West  192nd  street  (Block  No.  2180,  Lot  Nos.  633,  635 
and  part  of  Lot  No.  646),  Borough  of  Manhattan,  32070-LC. 


713- 42-SM — Peproco  (Heavy  Plastic),  manufactured  by 
Stanley  S.  Peters,  d/b/a  Peters  Process  Company,  Material. 

714- 42-BZ— H.B.Q.— 108-26  66th  road,  south  side,  220  ft. 
east  of  108th  street  (Block  No.  5175,  Lot  No.  18),  Forest 
Hills,  Borough  of  Queens,  Misc.  4587-42. 

7 15- 42- A — H.B.Q. — 11-49  44th  road,  north  side,  89  ft. 
8H  in.  west  of  21st  street  and  13-02  44th  avenue  (Block  No. 
446,  Lot  No.  10),  Long  Island  City,  Borough  of  Queens, 
M-Applic.  4282-42. 

716- 42-S — H.B.M. — 3280-3290  Broadway  and  122  West 
133rd  street,  southeast  corner  and  90-100  Old  Broadway 
(Block  No.  1986,  Lot  No.  65),  Borough  of  Manhattan, 
Amendment  to  Alt.  1150-42. 


717-42-A— F.D.— 220-254  36th  street,  south  side,  entire 
block  from  2nd  to  3rd  avenues  (Basement,  Model  Loft 
Building,  No.  2);  (Block  No.  695,  Lot  No.  1),  Borough 
of  Brooklyn,  87953-L.  C.  and  Decision. 


718-42-A— H.B.Q. — 149-25  Rockaway  Beach  boulevard, 
south  side,  100  ft.  west  of  Beach  149th  street  (Block  No. 
810,  Lot  No.  1),  Rockaway  Beach,  Borough  of  Queens, 
Amendment  to  Alt.  21-42. 


719- 42-A— F.D. — 1360-1366  Fifth  avenue  and  1-3  West 
113th  street,  northwest  corner  (Block  No.  1597,  Lot  No. 
33),  Borough  of  Manhattan,  14523-L.  F.  and  Decision. 

720- 42-A — F.D. — 92-96  Clifton  place,  south  side,  175  ft. 
west  of  Classon  avenue  (Block  No.  1952,  Lot  Nos.  2a,  26 
and  27),  Borough  of  Brooklyn,  8985-L.  F.  and  Decision. 


721-42-BZ — H.B.Bx. — 1538  Purdy  street,  southeast  cor¬ 
ner  of  St.  Raymond’s  avenue  (Block  No.  3948,  Lot  No. 
22),  Borough  of  The  Bronx,  Amendment  to  Alt.  381-42. 


Restored  to  Calendar. 

33-20-BZ — H.B.Bx. — 245  West  Fordham  road,  northeast 
corner  of  Cedar  avenue  (Block  No.  3235,  Lot  Nos.  30,  33, 
34,  37,  38,  48  and  49),  Borough  of  The  Bronx,  Alt.  490-42. 

785-39-SM — Knightware  Acid  Neutralizing  Sumps,  man¬ 
ufactured  by  Maurice  A.  Knight,  Material. 


DESIGNATIONS!  H.B. — Department  of  Housing  and  Building*: 

n.IVB. _ Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 

Department  of  Housing  and  Buildings,  Manhattan;  — De- 

partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.B* — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D _ Fire  Department. 


RULES 

Last  I 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Mar. 
Certificates  of  Occupancy,  approved 

form  . ^°v- 

Concrete  Flat  Slabs,  Rules . 1  uly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  .  x  h»nc 

Concrete  Rules  (Hydrated  Lime)  . . .  A'lg. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . . . . . June 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . Aug. 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr. 
Fire  Retarding  Rules  for  Garages, 

etc . ^ec- 

Fireproof  Wood,  Testing  of . Al,r- 

Frame  Garages,  Ruling  for. .......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  “ay 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . 

Insulating  Fibre  Board  Rules . b>ept. 

Oil  Burner  Rules  . ;  •  Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . July 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Siiecifications  for.  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .  Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for ....  Oct. 

Sprinkler  Rules  . F>ne 

Standpipe  Fireline  Rules  . . June 

Structural  Alterations,  Reporting. ..  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr. 


’ublioation  in  Bulletin 

17,  1942— Vol.  27,  No.  7 
10,  1942— Vol.  27,  No.  lit 


25,  1941— Vol.  26,  No.  47 
13,  1937— Vol.  22,  No.  28 


24,  1941- 
3,  1937- 

3,  1936- 

15,  1937- 

16,  1942- 
7,  1942- 

4,  1942- 


-Vol.  26,  No.  25 
-Vol.  22,  No.  31 
-Vol.  21,  No.  « 
-Vol.  22,  No.  24 
-Vol.  27,  No.  2- 
-Vol.  27,  No.  U 
-Vol.  27,  No.  3! 


28,  1942— Vol.  27.  No.  1/ 


16,  1941- 
13,  1937- 
21,  1919- 


-Vol.  26,  No.  SC 
-Vol.  22,  No.  11 
-Vol.  4,  No.  1 


20,  1941- 
7,  1925- 
5,  1928- 
22,  1942- 
1,  1942- 


-Vol.  26,  No.  2l 
-Vol.  10,  No.  1- 
-Vol.  13,  No.  2:i 
-Vol.  27,  No.  3 
-Vol.  27,  No.  3 


28,  1942— Vol.  27,  No.  3 


8,  1942- 
24,  1936- 
3,  1937- 


— Vol.  27,  No.  3 
-Vol.  21,  No.  t: 
-Vol.  22,  No.  3 


25,  1941 — 

7,  1937 
26,  1941 
13,  1942 
29,  1937 

8,  1937 
7,  1932 

24,  1936 
24,  1936 


i 


Vol.  26,  No.  47, 
Vol.  22,  No.  3c 
Vol.  26,  No.  34 
—Vol.  27,  No.  4J 
— Vol.  22,  No.  2' 
— Vol.  22,  No.  2 
!— Vol.  17,  No.  2' 
Vol.  21,  No.  4 
Vol.  21,  No.  4 


10,  1923— Vol.  8.  No.  1 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vo]-  26,  No. 

Fireline  Hose  Valves  . Nov.  25,  1941 — Vol.  -6,  No. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No. 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No. 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No. 

Fuel  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No. 

Gas  Heaters  . Nov.  25,  1941 — Vol.  26,  No. 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . Nov.  25,  1941 — Vol.  26,  No. 

Range  Oil  Burners  and  Space  XT 

Heaters  . Nov.  25,  1941— Vo  .  26,  No. 

Vacuum  Breakers  . Nov.  25,  1941 — Vol.  26,  No. 


47. 

47. 


47. 

47.- 

47. 

47. 

47; 


1 


47. 


47: 

471 


OCTOBER  14,  1942,  10  A.  M.  ^ 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stanc 
ards  and  Appeals  of  a  public  hearing  under  the  provisiot 
of  the  zoning  resolution,  Wednesday  morning,  October  1 
1942.  at  10  o’clock  in  Room  1013,  Municipal  Building.  Mai 
hattan,  on  the  following  matters: 

559-37-BZ — Application  of  Samuels  and  Samuels,  appl 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  n 
opened  April  28,  1942,  under  section  7h  of  the  zoning  res 
lution,  to  permit  in  a  business  use  district,  for  a  term  of  tv 
(2)  years,  the  parking  and  storage  of  more  than  five  (! 
motor  vehicles;  premises  3996  Tenth  avenue  and  501  Wei 
213th  street,  northwest  corner  (Block  No.  2231,  part  of  LI 
No.  17),  Borough  of  Manhattan. 

291-42-BZ— Application,  April  7,  1942,  under  section 
of  the  zoning  resolution,  of  Engadine  Holding  Corporatic 
applicant  and  owner,  to  permit  in  a  residence  use  and,  al‘ 
two  (2)  times  height  district,  the  maintenance  of  a  gla 
enclosure  on  the  31st  story  of  the  existing  (hotel)  buildin 
this  enclosure  is  contrary  to  section  26  of  the  multii 
dwelling  law  as  the  height  of  the  building  exceeds  178  f< 
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ind,  also,  contrary  to  the  height  regulations  of  the  zoning 
resolution;  premises  50-56  West  59th  street,  south  side,  120 
t.  east  of  Sixth  avenue  and  1430-1436  Sixth  avenue  (Block 
4o.  1274,  Lot  No.  71),  Borough  of  Manhattan. 

.‘82-42- BZ  Application,  April  6,  1942,  under  sections  7h 
nd  21  of  the  zoning  resolution,  of  Irving  ICirshenblit, 
pplicant,  on  behalf  of  Pauline  Saltzrnan,  owner,  to  permit 
l  a  business  use  district,  the  maintenance  of  an  existing 
arage  for  five  (5)  motor  vehicles  and  also,  for  a  term  of 
wo  (2)  years,  the  parking  and  storage  of  more  than  five 
5)  motor  vehicles;  premises  2181-2187  Pitkin  avenue,  north 
ide,  25  ft.  east  of  Bradford  street  (Block  No.  3725,  Lot 
Jo.  32),  Borough  of  Brooklyn. 

41-42-BZ— Application,  April  24,  1942,  under  section  21 
f  the  zoning  resolution,  of  Ferdinand  Savignano,  appli¬ 
ed.  on  behalf  of  Mae  Feiola,  owner,  to  permit  in  a  resi- 
ence  use  district,  the  conversion  of  occupancy  of  an  exist- 
lg  building  to  an  undertaking  establishment;  premises  59 
fadison  street,  north  side,  66  ft.  2  in.  east  of  Oliver  street 
Block  No.  279,  Lot  No.  31),  Borough  of  Manhattan. 

36-42-BZ — Application,  March  16,  1942,  under  section 
f  of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
n  behalf  of  Henry  Hiller,  owner  (Richfield  Oil  Corpora- 
on  of  New  York,  lessee),  to  permit  in  a  retail  use  dis- 
ict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
f  more  than  five  (5)  motor  vehicles  upon  an  existing  gaso- 
ne  service  station;  premises  91-02  63rd  drive,  northeast 
)mer  of  Alderton  street  (Block  No.  3104,  Lot  No.  208), 
ego  Park,  Borough  of  Queens. 

12-42-BZ— Application,  May  18,  1942,  under  section  7e 
;  the  zoning  resolution,  of  Frank  Flinker,  applicant,  on 
:half  of  Morris  Feuigersch,  owner  (Standard  Tex  and 
alsomine  Company,  lessee),  to  permit  in  a  business  use 
strict,  for  a  term  of  two  (2)  years,  the  sale  and  display 
paint  with  25%  of  the  floor  area  used  for  paint  mixing; 
emises  2542  (2540  displayed)  Atlantic  avenue  and  47  Wil- 
ims  avenue,  southeast  comer  (Block  No.  3683,  Lot  No. 
),  Borough  of  Brooklyn. 

0-42-BZ- — Application,  April  22,  1942,  under  section  7c 
the  zoning  resolution,  of  Eugene  De  Rosa,  applicant,  on 
half  of  Jeron  Company,  Incorporated,  owner,  to  permit 
rtly  in  a  business  use  and  partly  in  a  residence  use  dis- 
:ct,  the  erection  and  maintenance  of  a  building  to  be  used 
a  theatre  and  stores;  premises  95-42  to  95-48  Queens 
ulevard,  south  side,  130  ft.  west  of  63rd  drive  and  63-39 
63-49  Saunders  street  (Block  No.  3080,  Lot  Nos.  30  and 
),  Rego  Park,  Borough  of  Queens. 

3-42-BZ — Application  of  Charles  M.  Lobejager,  appli- 
nt,  on  behalf  of  Bulova  Watch  Company,  owner,  reopened 
:ptember  22,  1942,  under  section  7c  of  the  zoning  resolu- 
■n,  to  permit  in  a  business  use  district,  the  erection  of  a 
ilding,  three  (3)  stories  and  basement  in  height,  to  be 
ed  for  manufacturing  m  excess  of  the  area  permitted  to 
used  for  manufacturing  in  a  business  use  district  (pre- 
)usly  permitted  by  the  Board  to  be  erected  two  (2)  stories 
d  basement  in  height)  ;  premises  40-05  61st  street,  40-06 
nd  street,  the  south  side  of  Woodside  avenue,  from  61st 
eet  to  62nd  street  (Block  No.  1336,  Lot  Nos.  38,  41,  44 
d  47),  Woodside,  Borough  of  Queens. 

J-42-BZ — Application,  May  19,  1942,  under  section  21 
the  zoning  resolution,  of  S.  Walter  Katz,  applicant,  on 
lalf  of  The  Gerry  Estates,  Incorporated,  owner  (I.  A. 
inagement  Corporation,  lessee),  to  permit  in  a  building 
sited  in  a  restricted  retail  use  district,  a  proposed  occu¬ 
py  of  25%  manufacturing  on  the  2nd  to  7th  stories; 
anises  65-67  Madison  avenue,  east  side,  24  ft.  9  in.  north 
East  27th  street  and  27-29  East  27th  street  (Block  No. 

•  Lot  No.  22),  Borough  of  Manhattan. 

76-22-BZ — Application  of  Tobias  Goldstone,  applicant, 
behalf  of  Rubar  Realty  Corporation,  owner,  reopened 


September  22,  1942,  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  alteration  and 
change  of  use  of  a  building  from  public  garage  for  more 
than  five  (5)  motor  vehicles  to  public  garage  for  more 
than  five  (5)  motor  vehicles  and  a  newspaper  distributing 
station,  which  will  include  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  204-210  (Saratoga  avenue  and 
29  Hull  street,  northwest  corner  (Block  No.  1531,  Lot  No. 
38),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

673-42-A — 204-210  Saratoga  avenue  and  29  Hull  street, 
northwest  corner  (Block  No.  1531,  Lot  No.  38),  Borough 
of  Brooklyn. 

401-42-S — 65-67  Madison  avenue,  east  side,  24  ft  9  in 
north  of  East  27th  street  and  27-29  East  27th  street  (Block 
No.  857,  Lot  No.  22),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  14,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

439-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
of  Central  Park  West  (1st  floor,  front  room)  ;  (Block  No. 
1198,  Lot  No.  23),  Borough  of  Manhattan. 

679-42-A — 405  East  4th  street,  north  side,  200  ft.  west  of 
East  River  drive  (Block  No.  359,  part  of  Lot  No.  36),  Bor¬ 
ough  of  Manhattan. 

644-42-A — 601-605-609  Beach  9th  street,  west  side,  246.89 
ft.  south  of  Caffery  avenue  (Block  No.  Ill,  Lot  Nos.  20 
and  3),  Far  Rockaway,  Borough  of  Queens. 

482-42-S — 31-10  Thompson  avenue,  south  side,  from 
31st  street  to  31st  place  (Block  No.  278,  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens. 

542- 42-S — 682  Sixth  avenue,  east  side,  98  ft.  9  in.  south 
of  West  22nd  street  (Block  No.  823,  Lot  No.  4),  Borough 
of  Manhattan. 

543- 42-A — 682  Sixth  avenue,  east  side,  98  ft.  9  in.  south 
of  West  22nd  street  (Block  No.  823,  Lot  No.  4),  Borough 
of  Manhattan. 

606-42-A — 2020  East  Tremont  avenue,  south  side,  963.81 
ft.  east  of  Unionport  road  (Block  No.  3944,  Lot  No.  1), 
Borough  of  The  Bronx. 

715-42-A — 11-49  44th  road,  north  side,  89  ft.  8 %  in.  west 
of  21st  street  and  13-02  44th  avenue  (Block  No.  446,  Lot 
No.  10),  Long  Island  City,  Borough  of  Queens. 

Appliances  and  Materials  for  Approval. 

21-36-SA — Herco  Oil  Burner  (reopened  June  4,  1940, 
re  amendment  of  resolution  to  include  approval  of  additional 
Model  P-5). 

1133-39-SA — Bettendorf  Oil  Burner  (reopened  February 
25,  1941,  re  amendment  of  resolution  to  include  approval  of 
additional  Models  B  and  Bl). 

193-42-SA — ES  Emergency  Release  Switch. 

295-4 1-SM — Kencoustic. 

415-38-SM — Flintkote  Built-Up  Roofing  (for  reopening 
and  amendment  of  resolution). 
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OCTOBER  20,  1942,  10  A.  M. 


Zoning  Applications. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  October  £ 0, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters: 


159-36-BZ — Application  of  Alurion  Realty  Corporation, 
owner  and  Public  Service  Interstate  Transportation  Co., 
lessee,  reopened  February  18,  1941,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  one  ( 1 )  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245-259  West  41st  street, 
north  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 


363-42-BZ— Application,  May  5,  1942,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appli¬ 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 
in  a  residence  use  district  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles ;  premises  650  1  hwaites  place,  south  side,  from 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 


474-42-BZ— Application,  June  15,  1942,  under  section  21 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Temple  Beth-El,  owner,  to  permit  in  a  residence  use  and, 
also,  an  F  area  district,  the  alteration  and  also  the  exten¬ 
sion’  of  area  of  a  building  which  will  not  conform  with  the 
area  requirements  of  the  zoning  resolution;  premises  121-02 
to  121-16  Rockaway  Beach  boulevard,  north  side,  from 
Beach  121st  street  to  Beach  122nd  street,  201  Beach  121st 
street  and  202  Beach  122nd  street  (Block  No.  711,  Lot  No. 
37),  Rockaway  Park,  Borough  of  Queens. 


548-42-BZ— Application,  July  9,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,.  appli¬ 
cants,  on  behalf  of  Felix  Vichione,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  492-500  Lorimer  street  and  56-62  Powers  street, 
southeast  corner  (Block  No.  2780,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 


557- 42-BZ— Application,  July  13,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
applicant  and  owner,  to  permit  partly  in  a  retail  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  95-07  63rd  road,  north  side,  20.43  ft. 
west  of  96th  street  (Block  No.  2084,  Lot  Nos.  153,  155  and 
156),  Rego  Park.  Borough  of  Queens. 

558- 42-BZ— Application,  July  13,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
applicant  and  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 


years,  the  parking  and  storage  of  more  than  five  (5)  moto: 
vehicles ;  premises  96-05  63rd  road,  northeast  corner  ol 
96th  street  (Block  No.  2085,  Lot  Nos.  155,  157,  159  an( 
101),  Rego  Park,  Borough  of  Queens. 

596-42-BZ— Application,  July  27,  1942,  under  section  7. 
of  the  zoning  resolution,  of  Koch  and  \\  agner,  applicants 
on  behalf  of  The  Roberts  Numbering  Machine  Company 
owner,  to  permit  in  a  residence  use  district,  the  erection  an< 
maintenance  of  a  garage  for  five  (5)  motor  vehicles  (o 
the  pleasure  car  type)  for  storage  of  cars  owned  by  tin 
officers  of  the  owners  of  factory  buildings  located  on  th 
same  plot;  premises  30  Richmond  street,  west  side,  194  ft 
6  in  south  of  Jamaica  avenue  and  692-710  Jamaica  avenir 
(Block  No.  4102,  Lot  Nos.  19  and  35),  Borough  o 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman 


OCTOBER  20,  1942,  2  P.  M. 

Appliance  and  Materials  for  Approval.  Si 

182-41-SA— Carrier  Home  Weathermaker,  type  58D 
(Oil  Fired). 

785-39-SM— Knightware  Acid  Neutralizing  Sumps  (rc 
opened  and  restored  to  calendar,  October  6,  1942 ;  previousl 
dismissed  for  lack  of  prosecution). 

376-41-SM— Lux-Right  Metal  Areawalls  (for  basemer 
window  wells). 


OCTOBER  27,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stanc 
ards  and  Appeals  of  a  public  hearing  under  the  provisioi 
of  the  zoning  resolution,  Tuesday  morning,  October  2 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Mai 
liattan,  on  the  following  matters: 

539-42-BZ— Application,  July  6,  1942,  under  section  7 
of  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applicai 
on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner,  J 
permit  in  a  business  use  district,  for  a  term  of  two  (2 
years,  the  parking  and  storage  of  more  than  five  (5)  mot< 
vehicles;  premises  244-266  Fourth  street,  south  side,  97  f‘ 
10^2  in.  east  of  Fourth  avenue  and  275-299  Fifth  stre 
(Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brookly 

217-42-BZ — Application,  March  18,  1942,  under  sectioi 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheii 
applicant,  on  behalf  of  Mollie  Barth,  owner,  to  pern 
partly  in  a  business  use  and  partly  in  a  residence  use  di 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  stora; 
of  more  than  five  (5)  motor  vehicles;  premises  158  Ea 
205th  street,  south  side,  80  ft.  east  of  Grand  Concour 
(Block  No.  3311,  Lot  No.  105),  Borough  of  The  Bron 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES  

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  6,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


The  minutes  of  the  recessed  meetings  of  the  Board  h 
on  Friday  morning,  September  25,  1942  and  on  Mom 
afternoon,  September  28,  1942  and  the  minutes  of  the  ref 
lar  meetings  of  the  Board  held  on  Tuesday  morning,  S- 
tember  29,  1942  and  Tuesday  afternoon,  September  29,  19 
were  approved,  as  printed  in  Bulletin  No.  40,  Vol.  27. 
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:17-42-B  Z. 


ZONING  CASES. 


VI’PIJCANT — Henry  Nordlieim,  for  Mollie  Barlh,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7h  and  21  of  the 
zoning  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

•REMISES  AFFECTED— 158  East  205th  street,  south 
side,  80  ft.  east  of  Grand  Concourse  (Block  No. 
3311,  Lot  No.  105),  Borough  of  The  Bronx. 
APPEARANCES— 


For  Applicant :  Henry  Nordlieim  and  Mollie  Barth. 
For  Opposition:  E.  J.  Gallant. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous-' 
ing  and  Buildings. 

.CTION  OF  BOARD — Laid  over  to  October  27,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 
No  further  argument. 


'4-42-BZ. 

PPLICANT — Max  Horn,  for  Temple  Beth-El,  owner. 
(JBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  and,  also,"  an  F  area 
district,  the  alteration  and  also  the  extension  of 
area  of  a  building  which  will  not  conform  with  the 
area  requirements  of  the  zoning  resolution. 
REMISES  AFFECTED— 121-02  to  121-16  Rockaway 
Beach  boulevard,  north  side,  from  Beach  121st 
street  to  Beach  122nd  street,  201  Beach  121st  street 
and  202  Beach  122nd  street  (Block  No.  711,  Lot 
No.  37),  Rockaway  Park,  Borough  of  Queens. 
PPEAR  AN  CES— 

For  Applicant:  Mrs.  Max  Horn,  James  J.  Wolf- 
son,  Lonis  K.  Belle  and  Dr.  Robert  Glides. 

For  Opposition:  Max  Meyer  and  Frederick  T. 
Davies. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

-TION  OF  BOARD — Laid  over  to  October  20,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 
No  further  argument. 


3-42- BZ. 

PPLICANT — Edwin  H.  Thatcher,  for  Polytechnic  Insti- 
j  tute  of  Brooklyn,  owner. 

JBJECT  Application  re  (decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2 )_  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

DEMISES  AFFECTED — 244-266  Fourth  street,  south 
side,  97  ft.  10 in.  east  of  Fourth  avenue  and  275  - 
299  Fifth  street  (Block  No.  984,  Lot  Nos.  11  and 
22),  Borough  of  Brooklyn. 

,’PEARANCES— 

For  Applicant:  Edwin  H.  Thatcher  and  E.  D. 
Thatcher. 

For  Opposition:  Harold  IClorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 

■TION  OF  BOARD — Laid  over  to  October  27,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


-42-BZ. 

PLICANT  Lama  and  Proskauer,  for  Felix  Vichione, 
owner. 

EJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 


1  REMISES  AbbECl  ED — 492-500  Lorimer  street  and  56- 
62  Powers  street,  southeast  corner  (Block  No. 
ADnrA?,  Eot  N°-  1),  Borough  of  Brooklyn. 

At  1  hakances — 

bor  Applicant :  Alfred  A.  Lama  and  Felix  Vichione. 
hor  Opposition:  Phyllis  J.  Sanantonio,  Jacob  M. 
Aufrecht  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Laid  over  to  October  20,  1942  at 
10  A  M.  for  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


557-42-BZ. 

T— Fairgate  Holding  Corporation,  owner. 

oUtiJitLi  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  partly  in  a  retail  use  and  partly  in  a 
residence  use  district,  for  a  term  of  two  (2)  years 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

1  REMISES  AFFECTED — 95-07  63rd  road,  north  side 
20.43  ft  west  of  96th  street  (Block  No.  2084,  Lot 
Nos.  lo3,  155  and  156),  Rego  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Francis  Finkelhor. 

For  Opposition:  B.  Vlachos. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1ION  OF  BOARD— Laid  over  to  October  20,  1942  at 
10  A  M  for  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


558-42-BZ. 

REPLICANT  Fairgate  Holding  Corporation,  owner. 
oUtiJP.Cl  Application  (re  decision  of  the  borough  super- 
intendent)  under  section  7 h  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 96-05  63rd  road,  northeast  cor¬ 
ner  of  96th  street  (Block  No.  2085,  Lot  Nos. '  155, 

APPEARANCES—  101  ^  Reg°  Park’  Borough  of  Queens. 

For  Applicant :  Francis  Finkelhor. 

For  Opposition:  B.  Vlachos. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  20,  1942  at 
10  A  M  for  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


1294-39-BZ. 

APPLICANT— Gilbert  Miles  Ramsey,  for  Shell  Oil  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  alteration 
and  reconstruction  of  buildings  now  used  as  a  pub- 
lic  garage  and,  also,  accessory  building  to  a  gasoline 
service  station  and,  also,  the  extension  of  the  area 
gasoline  service  station. 

REMISES  AFFECTED — 112-124  Flatbush  avenue  exten- 
sion  and  134-140  Tillary  street,  southwest  corner 

APPEARANCES0  ^  Lot  N°‘  14R  Borough  Brooklyn. 
For  Applicant :  None. 

For  Opposition  :  Harold  Klorfein,  Dep’t  of  Parks 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


160-42-BZ. 

APPLICANT— Oscar  I.  Silverstone,  for  Susan  McPherson, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  and  F  area  district,  the 
erection  and  maintenance  of  a  one  (1)  family 
dwelling,  not  complying  with  the  zone  resolution 
as  to  required  side  yards  and  also  as  to  the  occupied 
area  of  the  lot. 

PREMISES  AFFECTED— 3336  Bedford  avenue,  west  side, 
125  ft.  south  of  Avenue  L  (Block  No.  7642,  Lot 
No.  52),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leo  V.  McPherson. 

For  Opposition:  Solomon  Millendorf. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  as  being  im¬ 
properly  before  the  Board. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (160-42-BZ) 

Whereas,  Oscar  I.  Silverstone,  for  Susan  McPherson, 
owner,  filed  February  20,  1942,  an  application  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  residence 
use  and  F  area  district,  the  erection  and  maintenance  of 
a  one  family  dwelling  not  complying  with  the  zone  resolu¬ 
tion  as  to  required  side  yards  and  also  as  to  the  occupied 
area  of  the  lot;  premises:  3336  Bedford  Avenue,  west  s’de, 
125  ft.  south  of  Avenue  L  (Block  No.  7642,  Lot  No.  52), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  October  6,  1942  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  at  the  hearing,  the  owner’s  representative 
stated  that  the  affidavit  of  ownership  did  not  set  forth  the 
correct  owner  of  record. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  as  being  improperly  before  the  Board. 


Adjourned:  12:25  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  6,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

33-20-BZ. 

APPLICANT — Thomas  Dunn,  for  Eugene  F.  Nolan, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  decision  of  the  acting 
borough  superintendent — re  Application,  previously 
granted  on  condition,  permitting  the  extension  from 
an  unrestricted  use  district  into  a  business  use  dis¬ 
trict,  of  an  ice  storage  plant  and  garage  for  more 
than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED— 245  West  Fordham  road,  north¬ 
east  corner  of  Cedar  avenue  (north  side  of  bord- 
ham  road,  at  intersection  of  Landing  road  and 
Cedar  avenue)  ;  (Block  No.  3235,  Lot  Nos.  30,  33, 
34,  37,  38,  48  and  49),  Borough  of  The  Bronx. 
APPEARANCES—  , 

For  Applicant :  Eugene  F.  Nolan  and  1  homas 
Dunn. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  t  hief  Murphy  4 
Negative:  .  ^ 


72-36-BZ. 

APPLICANT— William  D.  Tucker,  for  Estate  of  Thomas 
Snell,  owner. 

SUBJECT — Application  for  consideration— reopening  anc 
amendment  of  resolution — re  Application  (decisior 
of  the  commissioner  of  buildings)  previously 
granted  on  condition  for  a  term  of  five  (5)  years 
under  section  7c  of  the  zoning  resolution,  permit¬ 
ting  the  extension  from  a  retail  use  district  into  ; 
residence  use  district,  of  a  business  use  (store)  ot 
part  of  the  first  story  of  a  residence  building. 
PREMISES  AFFECTED— 322-332  Lexington  avenue  am 
130  East  39th  street,  southwest  corner  (Block  No 
894,  Lot  No.  71),  Borough  of  Manhattan. 
APPEARANCES—  .  .  L 

For  Applicant:  William  D.  Tucker  and  William  H 
Wright.  ■ 

ACTION  OF  BOARD — Application  reopened  and  resolu 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative :  . 

THE  RESOLUTION  (72-36-BZ) 

Whereas,  this  application,  under  section  7c  of  the  build 
ing  zone  resolution  to  permit  the  extension  from  a  rctai 
use  district  into  a  residence  use  district  of  a  business  us 
(store)  on  part  of  the  first  story  of  a  residence  building 
premises  322-332  Lexington  avenue  and  130  East  39t 
street,  southwest  corner  (Block  No.  894,  Lot  No.  71),  Bor 
ough  of  Manhattan,  was  granted  by  the  Board  January  L 
1937,  on  certain  conditions,  resolution  amended  and  perm 
extended  February  10,  1942 ;  and 

Whereas,  William  D.  Tucker,  for  Estate  of  Thoma 
Snell,  owner,  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doc 
hereby  amend  the  resolution  of  January  12,  1937  a 

amended  February  10,  1942  only  in  so  far  as  it  has  refer 
ence  to  the  clause  pertaining  to  the  Certificate  of  Occr 
pancy,  so  that  as  amended  this  portion  of  the  resolutic 
shall  read :  H 

“that  Certificate  of  Occupancy  #23051  is  herel 
amended  to  include  the  permitted  business  use, 
variance  for  which  has  been  granted  under  this  rest 
lution.” 


100-36-BZ. 

APPLICANT — Kim  Parking  Stations,  Incorporated,  le 
sees,  for  Blervie  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  ai 
extension  of  permit — re  Application  (decision  < 
the  commissioner  of  buildings)  previously  grant* 
on  condition,  under  section  7h  of  the  zoning  resol 
tion,  permitting  in  a  business  use  district,  for  a  ter 
of  two  (2)  years,  the  transient  parking  of  mot* 
vehicles. 

PREMISES  AFFECTED — 135-137  West  51st  street,  nor 
side,  and  130-134  West  52nd  street,  south  side,  3i 
ft.  east  of  Seventh  avenue  (Block  No.  1004,  L 
Nos.  13,  14,  50,  51  and  52),  Borough  of  Manhatta 
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appearances— 

For  Applicant:  Manuel  Rosenstein. 

AC  I  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  . .  0 


THE  RESOLUTION  (I00-36-BZ) 

Whereas,  this  application,  affecting  premises  135-137 
West  51st  street,  north  side,  and  130-134  West  52nd  street, 
south  side,  300  ft.  east  of  Seventh  avenue  (Block  No! 
1004,  Lot  Nos.  13,  14,  50,  51  and  52),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  Board  October  14,  1936,  for  a  tem¬ 
porary  term  of  two  (2)  years,  on  certain  conditions,  the 
period  extended  November  4,  1938,  November  6,  1940;  and 
,  Whereas,  the  applicant  requested  a  further  extension  of 
he  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  its  resolution  of  October  14,  1936,  as 
imended  by  the  resolutions  of  November  4,  1938  and ’No¬ 
vember  6,  1940,  only  so  far  as  it  has  reference  to  the  term 
of  the  permit,  so  that  as  amended  this  portion  of  the 
•esolution  shall  read  : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


124-36-B  Z. 

APPLICANT — Harry  \ahr,  for  Trustees  of  Mortgage 
Series  C-2,  owner  (Meyer  Parking  Corporation, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  restricted  retail 
use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

(REMISES  AFFECTED — 63-67  West  35th  street,  north 
side,  100  ft.  east  of  Sixth  avenue  (Block  No.  837, 
Lot  No.  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Harry  Yahr. 

ACT  ION  Ob  BOARD — Application  reopened  and  permit 
extended. 

'HE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


'HE  RESOLUTION  (124-36-BZ) 

Whereas,  this  application  to  permit  in  a  restricted  retail 
se  district  the  parking  and  storage  of  more  than  five  (5) 
lotor  vehicles,  premises  63-67  West  35th  street,  north  side, 
i00  ft.  east  of  Sixth  avenue  (Block  No.  837,  Lot  No.  6), 
•orough  of  Manhattan,  was  dismissed  by  the  Board  for 
ick  of  prosecution  October  6,  1929;  and 
Whereas,  J.  Jacques  Stone,  for  the  Trustees  of  Mort¬ 
age  Series  C-2,  owners,  requested  a  reopening  of  the  ap- 
lication  and  restoration  to  the  Calendar;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
nd  granted  on  certain  conditions  on  October  29,  1940;  and 
hereas,  the  applicant  requested  an  extension  of  the  per- 
nt. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  resolution  of  October  29,  1940  only  in  so 
lr  as  it  has  reference  to  the  term  of  the  permit,  so  that 
s  amended  this  portion  of  the  resolution  shall  read  : 

granted  under  section  7h  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution  to 
permit.  *  *  *” 


174-36-BZ. 

APPLICANT — Kim  Parking  Stations,  Incorporated,  les¬ 
sees,  for  New  York  Clothing  Cutters  Centre,  Incor¬ 
porated,  owner. 

SUBJECI — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  transient  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFEC I  ED  11-46  East  12th  street,  south 
side,  132  ft.  west  of  Broadway  (Block  No.  563,  Lot 
No.  28),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Manuel  Rosenstein. 

AC  1  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 


THE  RESOLUTION  (174-36-BZ) 

Whereas,  this  application,  affecting  premises  44-46  East 
12th  street,  south  side,  132  ft.  west  of  Broadway  (Block 
No.  563,  Lot  No.  28)  Borough  of  Manhattan,  was  granted 
by  the  Board  July  14,  1936,  for  a  period  of  two  years  under 
certain  conditions,  permit  extended  October  11,  1938,  Sep¬ 
tember  10,  1940  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  July 
14,  1936,  as  thereafter  amended  through  resolution  of  Sep¬ 
tember  10,  1940,  only  so  far  as  it  has  reference  to  term  of 
permit,  so  that  as  amended  that  portion  of  resolution  shall 
read  : 

“.  .  .  granted  under  section  7,  subdivision  h,  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution.” 


330-36-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Shelton  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 141-147  East  48th  street,  north 
side,  110  ft.  east  of  Lexington  avenue  (Block  Np. 
1303,  Lot  Nos.  24,  25,  26  and  27),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  o 


THE  RESOLUTION  (330-36-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises 
141-147  East  48th  street,  north  side,  110  ft.  east  of  Lexing¬ 
ton  avenue  (Block  No.  1303,  Lot  Nos.  24,  25,  26  and  27), 
Borough  of  Manhattan,  was  granted  by  the  Board  January 
12,  1937,  on  certain  conditions,  the  permit  extended  No¬ 
vember  1,  1938  and  October  15,  1940,  and  the  applicant 
requested  a  further  extension  of  the  permit. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  12,  1937  as  amended 
October  15,  1940,  only  in  so  far  as  it  has  reference  to  the 

term  of  the  permit,  so  that  as  amended,  this  portion  ot  the 

resolution  shall  read:  , 

“granted  under  section  7h  of  the  building  zone  resolu¬ 
tion  for  a  term  of  two  (2)  years  from  the  date  of  this 

amended  resolution  to  permit  *  *  * 


537-37-BZ. 

APPLICANT— Walter  F.  Hogan,  for  Oliver  D.  Wallett, 
lessee,  for  Schulte  Real  Estate  Company,  Incorpo¬ 
rated,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  ot 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu- 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 72-01  to  72-17  Roosevelt  ave¬ 
nue,  north  side,  100  ft.  west  of  73rd  street  and 
72-16  to  72-30  Broadway  (Block  No.  1283,  Lot  Eos. 
72,  80,  90,  93,  97,  99  and  part  of  Lot  No.  84), 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES—  _  „  .  c  , 

For  Applicant :  Oliver  D.  Wallett  and  Samuel 

Gordon. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  ^ 


THE  RESOLUTION  (537-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises 
72-01  to  72-17  Roosevelt  avenue,  north  side,  100  ft.  west  of 
73rd  street,  and  72-16  to  72-30  Broadway  (Block  No.  1283, 
Lot  Nos.  72,  80,  90,  93,  97  and  99  and  part  of  Lot  No.  84), 
Jackson  Heights,  Borough  of  Queens,  was  granted  by  the 
Board  October  18,  1938,  on  certain  conditions,  permit  ex¬ 
tended  October  8,  1940  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  18,  1938  as  amended 
October  8,  1940,  only  in  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended,  this  portion  of  the 

resolution  shall  read  :  . 

“granted  under  section  7,  subdivision  h,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  for  a  term  of. two 
(2)  years  from  the  date  of  this  amended  resolution.” 


512-38-BZ. 

APPLICANT— Kim  Parking  Stations,  Incorporated,  les¬ 
sees,  for  Lucy  A.  Duffy,  owner. 

SUB TECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
for  a  period  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 109-111  West  31st  street,  north 
side,  100  ft.  west  of  Sixth  avenue  (Block  No.  807, 
Lot  Nos.  34  and  35),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Manuel  Rosenstein. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  * 
Negative:  . 

THE  RESOLUTION  (512-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build 
ing  zone  resolution,  to  permit,  for  a  temporary  period  o 
not  more  than  two  (2)  years,  in  a  retail  use  district,  tin 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
premises  109-111  West  31st  street,  north  side,  100  ft.  wes 
of  Sixth  avenue  (Block  No.  807,  Lot  Nos.  34  and  35) 
Borough  of  Manhattan,  was  granted  by  the  Board  July  2C 
1938,  on  certain  conditions,  permit  extended  September  1/ 
1940  and  the  applicant  requested  a  further  extension  of  th 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  of  July  20,  1938,  as  amende 
September  17,  1940,  only  in  so  far  as  it  has  reference,  t 
the  term  of  the  permit,  so  that  as  amended,  this  portio 
of  the  resolution  shall  read  : 

“granted  under  section  7 h  for  a  term  of  two  (2)  year 
from  the  date  of  this  amended  resolution  to  perm 
*  * 


583-38-BZ. 

APPLICANT— Harry  Yahr,  for  The  Mutual  Life  Insui 
ance  Company  of  New  York,  owner. 

SUBJECT— Application  for  consideration— reopening  ar 
extension  of  permit— re  Application  (decision  c 
the  borough  superintendent)  under  section  7h  of  tl 
zoning  resolution,  permitting  partly  in  a  businei 
use  district  and-  partly  in  a  retail  use  district,  fc 
a  term  of  two  (2)  years,  the  parking  and  storaf 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1738-1748  Broadway,  and  2) 
West  56th  street,  southeast  corner  (Block  N 
1027,  Lot  No.  23),  borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  Yahr. 

ACTION  OF  BOARD— Application  reopened  and  pern- 
extended.  m 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT- 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  C  hief  Murphy 
Negative:  . 

THE  RESOLUTION  (583-38-BZ) 

Whereas,  this,  application,  under  section  7h  of  the  buil 
ing  zone  resolution,  to  permit,  partly  in  a  retail  use  distri 
and  partly  in  a  business  use  district,  for  a  temporary  peril 
of  not  more  than  two  (2)  years,  the  parking  and  stora 
of  more  than  five  (5)  motor  vehicles;  premises  1738-17 
Broadway  and  216  West  56th  street,  southeast  com 
(Block  No.  1027,  Lot  No.  23),  Borough  of  Manhattan,  w 
granted  by  the  Board  November  9,  1938,  on  certain  corn 
tions,  permit  extended  September  10,  1940  and  the  app 
cant  requested  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dc 
hereby  amend  the  resolution  of  November  9,  1938 
amended  September  10,  1940,  only  in  so  far  as  it  has  r< 
erence  to  the  term  of  the  permit,  so  that  a?  amended,  tl 
portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  yet 
from  the  date  of  this  amended  resolution.” 


452-41-BZ. 

APPLICANT — Louis  A.  Kiesewetter,  for  South  Atlan 
Realty  Company,  owner. 

SUB  TECT— Application  for  consideration— reopening  a 
extension  of  time — re  Application  (decision  of  1 
borough  superintendent)  previously  granted  on  c< 
dition,  under  section  7c  of  the  zoning  resoluti 
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permitting  in  a  business  use  district,  the  construc¬ 
tion  of  a  new  accessory  building  on  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 106  Bay  street,  northwest  cor¬ 
ner  of  Clinton  street  (Block  No.  505,  Lot  No.  18), 
Tompkinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Jos.  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

r 

THE  RESOLUTION  (452-41-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  construction  of  a  new  accessory  building  on 
an  existing  gasoline  service  station,  premises  406  Bay  street, 
northwest  corner  of  Clinton  street  (Block  No.  505,  Lot  No. 
18),  Tompkinsville,  Borough  of  Richmond,  was  granted  by 
the  Board  September  16,  1941,  on  certain  conditions,  reso¬ 
lution  amended  June  9,  1942  and  applicant  requested  an 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  16,  1941  as 
amended  June  9,  1942  only  in  so  far  as  it  has  reference  to 
obtaining  permits  and  completion  of  the  work  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date 
of  this  amended  resolution.” 


801-41-BZ. 

APPLICANT — Max  Horn,  for  Yetta  Klepper,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7 h  of  the  zoning  resolution, 
for  a  term  of  two  (2)  years,  the  storage  and  park¬ 
ing  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 132  Beach  31st  street,  east  side, 
120  ft.  south  of  Lewmay  road  (Block  No.  302, 
Lot  No.  23),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
[  Negative:  .  0 

THE  RESOLUTION  (801-41-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  motor  vehicles,  premises 
132  Beach  31st  street,  east  side,  120  ft.  south  of  Lewmay 
road  (Block  No.  302,  Lot  No.  23),  Edgemere,  Borough  of 
Queens,  was  granted  by  the  Board  April  14,  1942,  on  cer¬ 
tain  conditions,  resolution  amended  on  June  30,  1942  and 
applicant  requested  an  extension  of  time  to  obtain  permits 
and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  14,  1942,  as 
amended  June  30,  1942,  only  in  so  far  as  it  has  reference 
to  obtaining  permits  and  completion  of  the  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that 
all  work  has  been  completed  and  that  permits  and  Cer¬ 
tificate  of  Occupancy  have  been  applied  for,  all  permits 
shall  be  obtained  and  all  work  completed  within  two 
(2)  months  from  the  date  of  this  amended  resolu¬ 
tion.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

439-42-A. 

APPLICANT — 15-17  West  84th  Street,  Incorporated, 
owner  (Herman  Mermelstein,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED- — 15  West  84th  street,  north 
side  220  ft.  west  of  Central  Park  West  (Block  No. 
1198,  Lot  No.  23);  (1st  floor  west — front  room), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  C.  Kane,  for  Receiver  of 
property. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1942,  at 
2  P.  M.  at  request  of  receiver  in  foreclosure  action, 
representing  Central  Hanover  Bank. 


644-42-A. 

APPLICANT — Martyn  N.  Weinstein,  for  Brooklyn  Jew¬ 
ish  Home  for  Convalescents,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 601,  605  and  609  Beach  9th 
street,  west  side,  246.89  ft.  south  of  Cafifrey  avenue 
(Block  No.  Ill,  Lot  Nos.  20  and  3),  Far  Rocka- 
way,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Martyn  N.  Weinstein  and  Abraham 
Berres. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1942  at 
2  P.  M.  pending  an  inspection  by  a  committee  of 
the  Board. 


679-42-A. 

APPLICANT — Joe  Salwen  Paper  Company'  (lessee)  for 
Betsey  Ann  Fay  Estate,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 405  East  4th  street,  north  side, 
200  ft.  west  of  East  River  drive  (Block  No.  359, 
part  of  Lot  No.  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  October  14,  1942  at 
2  P.  M.  for  inspection  by  a  committee  of  the  Board. 
No  further  argument. 


689-42-A. 

APPLICANT — Henry  C.  Hahn,  for  Premier  Metal  Etch¬ 
ing  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 21-03  44th  avenue,  northeast 
comer  of  21st  street  (Block  No.  441,  Lot  No.  9), 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Henry  C.  Hahn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  as  being  im¬ 
properly  before  Board. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


685-42-A. 

APPLICANT — Air  Reduction  Sales  Company  (lessee),  for 
Defense  Plant  Corporation,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 206-224  Stewart  avenue,  east 
side,  entire  block  bounded  by  Ten  Eyck  street, 
Gardner  avenue  and  Meadow  street  (Block  No. 
2952,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Wayne  Y.  Scofield  and  John  B. 
Thomson. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (685-42-A) 

Whereas,  the  Air  Reduction  Sales  Company  (lessee), 
for  Defense  Plant  Corporation,  owner,  filed  September  21, 
1942,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  premises  206-224  Stewart  avenue,  entire  block 
bounded  by  Ten  Eyck  street,  Gardner  avenue,  Meadow 
street  and  Stewart  avenue  (Block  No.  2952,  Lot  No.  1) 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  18,  1942,  on  N.  B.  Applic.  375-42,  reads: 

“The  construction  of  a  frame  structure  within  the 
fire  limits  is  contrary  to  the  Bldg.  Code,  Sec.  4.1.2, 
(Ad.  Code  C26-247).” 

and 

Whereas,  the  application  as  originally  filed  stated  that 
the  building  will  be  one  story,  37  ft.  11  in.  in  height,  90  ft. 
4  in.  by  135  ft.  8  in.  in  area;  of  Class  4  construction; 
equipped  with  a  sprinkler  system ;  located  in  an  unre¬ 
stricted  use  area  district,  on  a  plot  200  ft.  by  400  ft.  in 
area,  occupied  for  the  manufacturing  of  oxygen;  and 

Whereas,  revised  drawings  were  filed  with  the  Board  at 
the  hearing  held  October  6,  1942,  indicating  that  all  ex¬ 
terior  building  walls  above  the  floor  line  will  be  masonry 
construction,  interior  division  walls  of  the  lean-to  section 
of  hollow  tile;  that  portion  of  the  building  extending  above 
the  roof  line  over  the  engine  room  area  to  be  wood  frame 
with  exterior  surfaced  with  corrugated  transite  siding.  The 
main  supporting  members  such  as  interior  columns,  girders, 
purlins  and  beams,  as  well  as  diagonal  bracing  at  the  soda 
towers  to  be  of  timber  construction  of  slow  burning  de¬ 
sign.  All  bracing  of  interior  columns  to  be  of  2  in.  thick 
lumber.  The  ceilings  of  the  surface  rooms  in  the  lean-to 
section  to  be  covered  with  Celotex  for  insulating  purposes. 
The  transformer  room  shown  on  plans  filed  with  the  bor¬ 
ough  superintendent  as  an  open  substation  at  the  rear  of 
the  building  is  now  shown  to  be  an  in-door  vault  to  meet 
the  requirements  of  the  utility  companies  and  to  conserve 
copper.  Cooling  tower  located  away  from  the  main  build¬ 
ing  is  to  be  constructed  of  wood  supporting  structure  with 
wood  cooling  unit.  This  cooling  tower  is  to  be  used  for 
process  only  and  has  no  connection  with  the  sprinkler 
system ;  and 

Whereas,  the  applicant  contends  that  the  roof  will  be 
constructed  of  gypsum  plank  wood  girders  and  beams.  The 
manufacturing  process  for  the  production  of  oxygen  will 
be  the  Liquefaction  process.  Working  pressure  of  the  en¬ 
tire  system  except  the  gas  holder  will  be  22001b  and  the 
design  pressure  will  be  40001b ;  the  working  pressure  of 
the  gas  holder  will  be  not  more  than  5fb.  The  design  of 
the  oxygen  holder  will  be  the  water  seal  type,  which  will 
automatically  blow  off  in  the  event  the  pressure  is  in¬ 
creased  beyond  the  capacity  of  the  water  seal.  All  of  the 
oxygen  lines,  including  the  low  pressure  line,  running  to 
the  holder,  will  be  protected  from  mechanical  injury  and 
adequate  precautions  will  be  taken  to  prevent  oil  and  grease 
from  coming  in  contact  with  any  of  the  equipment  carry¬ 
ing  the  oxygen.  The  manufacturing  process  will  be  as 
follows : 

The  air  is  taken  in  through  the  soda  towers  for  puri¬ 
fication,  from  where  it  goes  to  the  air  compressor  where 


it  is  compressed  to  3501b,  liquifying  it  for  delivery  to  the 
oxygen  column.  At  this  point  the  oxygen  gas  is  taken  off 
and  delivered  to  the  gas  holder  for  storage  purposes. 
From  this  point  the  oxygen  is  drawn  to  the  oxygen  com¬ 
pressors,  pumped  to  22001b  per  sq.  in.  pressure  and  deliv¬ 
ered  into  cylinders  or  trailers  as  required.  (Approved  ICC 
cylinders  and  approved  ICC  trailers  with  approved  oper¬ 
ating  capacity  of  22001b  per  sq.  inch).  During  this  oper¬ 
ation  the  oxygen  also  passes  through  dryers  and  other 
purifications  as  required  to  deliver  a  pure  oxygen.  The 
Liquifying  Building  will  be  fully  equipped  with  a  one- 
source  automatic  wet  sprinkler  system.  These  structures 
will  be  so  located  on  the  lot  as  to  preclude  the  transmission 
of  fire  to  adjoining  structures.  Variation  of  requirements 
of  4.2.1  of  the  Admin.  Code  is  requested  so  as  to  permit 
the  erection  of  the  plant  as  proposed  and  its  continued 
operation  for  one  year  after  the  duration  of  the  present 
emergency.  The  entire  plant  will  be  surrounded  with  a 
fence  not  less  than  6'  in  height  so  as  to  prevent  interference 
with  the  manufacturing  process  and  to  minimize  the  possi¬ 
bility  of  sabotage.  The  plant  will  be  adequately  guarded 
and  operated  24  hrs.  a  day,  7  days  a  week  and  telephones  of 
the  non-coin  type  will  be  maintained  on  premises  to  notify 
Fire  Dept,  in  case  of  fire.  The  boiler  room  will  be  sep¬ 
arated  from  the  balance  of  the  building  by  partitions  sur¬ 
faced  on  boiler  room  side  with  J4”  Transito  and  the 
openings  therein  equipped  with  tin-clad  self-closing  fire¬ 
proof  doors. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  375-42  be  and  it  hereby  is  modi  flea 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  be  constructed  substantially  as  indi¬ 
cated  on  revised  plans  marked  “Received  October  6,  1942’ 
and  in  accordance  with  the  general  description  as  set  fort! 
in  letter  marked  “Received  October  6,  1942” ;  that  the  ex¬ 
terior  walls  shall  be  constructed  of  approved  masonry;  thal 
wood  exterior  columns  located  inside  the  exterior  wall  maj 
be  constructed  as  a  temporary  support  for  the  roof  con¬ 
struction,  to  remain  until  the  masonry  has  set;  that  the  rool 
enclosure  may  be  permitted  with  2-inch  gypsteel  plank  oi 
3-ply  laminated  shiplap  sheetrock  or  1-inch  concrete  planks 
that  the  exterior  of  the  soda  tower,  except  where  the  ex¬ 
terior  building  wall  is  extended  upwardly,  may  be  con¬ 
structed  of  frame  above  the  main  roof,  provided  the  ex 
terior  of  such  frame  walls  is  surfaced  with  incombustible 
materials;  that  this  permission  may  also  apply  to  othei 
super-structures  shown  above  the  main  roof ;  that  th< 
sprinkler  system  shall  be  maintained  as  proposed  and  shal 
be  connected  to  fire  headquarters  through  an  approved  cen 
tral  station;  that  the  sprinkler  heads  may  be  omitted  in  th< 
boiler  room  and  coal  pocket  and  transformer  room ;  tha 
gates  shall  be  maintained  in  the  fence  at  all  points  when 
there  is  a  street  hydrant  opposite;  that  the  proposed  usi 
of  this  building  shall  be  continued  only  during  the  term  o: 
the  war  emergenc3'  and  at  the  end  of  such  period  the  build 
ing  shall  be  either  entirely  removed  or  put  to  such  use  a 
this  Board  may  approve;  that  no  other  buildings  shall  b 
erected  on  the  plot  other  than  as  shown  and  proposed  here 
in;  that  such  additional  portable  fire-fighting  equipmen 
shall  be  maintained  as  the  fire  commissioner  shall  direct 
that  the  boiler  shall  be  within  a  fireproof  enclosure  enter 
able  only  from  the  exterior  except  that  the  roof  of  sucl 
enclosure  may  be  of  wood  protected  above  and  below  b; 
incombustible  material  so  as  to  provide  not  less  than  X}/ 
hour  rating;  that  the  cooling  tower,  hot  well  and  pum] 
house  as  shown  may  be  constructed  of  wood  provided  the; 
are  removed  from  the  main  building  at  least  the  distanc 
as  indicated  on  plans ;  that  there  shall  be  constructed  on  th 
street  building  line  to  enclose  the  entire  premises  a  substan 
tial  wood  fence  with  gates  as  indicated  and  as  herein  re 
quired  for  access  to  street  hydrants  continuously  on  al 
street  lines ;  that  such  fence  may  be  of  wood  boarding  o 
substantial  construction  to  a  height  of  6  ft.  with  additions 
wire  protection  to  a  total  height  of  7  ft. ;  that  in  all  othe 
respects,  the  building  and  occupancy  shall  comply  with  al 
laws,  rules  and  regulations  applicable  thereto. 


1030 


MINUTES 


702-42-A. 

APPLICANT — Cornell  University  Medical  College,  for 
Cornell  University  Medical  College,  New  York 
Hospital,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1300  York  avenue,  east  side, 
from  East  68th  to  East  70th  streets  (Block  No. 
1480,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Edwin  K.  Taylor  and  Hugh  De 
Haven. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (702-42-A) 

Whereas,  Cornell  University  Medical  College,  for  Cor- 
,  nell  University  Medical  College-New  York  Hospital,  owner, 
filed  on  September  25,  1942,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner  affecting  premises  1300 
York  avenue,  east  side,  from  East  68th  to  East  70th  streets 
(Block  No.  1480,  Lot  No.  1),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  31798-LC,  issued  by  the  fire  com¬ 
missioner,  dated  August  6,  1942,  reads : 

“With  reference  to  your  application  dated  April  1, 
1942,  for  a  permit  to  store  and  use  black  and  smokeless 
powder,  also  squibs,  at  above  location,  it  is  regretted 
that  permit  may  not  be  issued  for  the  reason : 

That,  Article  4  and  Article  6  of  the  New  York  City 
Administrative  Code  prohibits  such  storage  in  a  building 
occupied  as  a  school. 

You  Are  Therefore,  Hereby,  Advised  To: 

1.  Discontinue  the  storage  of  black  or  smokeless 
powder  and  squibs  used  in  connection  therewith  on  these 
premises.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner,  dated  September  14,  1942 ;  and 
Whereas,  the  applicant  states  that  the  building  is  27 
stories  in  height,  on  a  lot  491.8  ft.  by  583  ft.  1$4  in.  in 
area;  of  Class  1  construction;  erected  1932;  located  in  an 
unrestricted  use  district  and  occupied  in  the  college  section, 
which  is  the  portion  of  the  building  in  question,  as  follows : 
Subcellar,  storage,  no  persons ;  cellar,  storage  and  labora¬ 
tories,  10  persons;  first  floor,  offices  and  laboratories,  15  per¬ 
sons  ;  second  floor,  library  and  laboratories,  50  persons ; 
third  floor,  laboratories,  20  persons ;  fourth  floor,  labora¬ 
tories,  40  persons ;  fifth  floor,  laboratories  and  animal  rooms, 
50  persons ;  sixth  floor,  laboratories,  20  persons ;  seventh 
floor,  animal  rooms,  10  persons;  eighth  floor,  pent  house, 
fan  room  and  elevator  machinery  room,  no  persons ;  pro¬ 
posed  to  be  occupied — subcellar  to  7th  floors,  same ;  pent 
house  floor,  elevator  machinery  room,  fan  room  and  labora¬ 
tory,  2  persons ;  and 

1  Whereas,  the  applicant  contends  that  the  building  in 
question  is  a  medical  school  with  many  laboratories  accus¬ 
tomed  to  handle  dangerous  chemicals ;  that  the  building  is 
fireproof ;  that  the  materials  in  question  are  stored  on  the 
roof  of  the  building  in  a  room  that  houses  the  fans ;  that 
precautions  are  taken  to  avoid  accidents ;  that  the  powder 
is  used  in  essential  confidential  war  investigation  under  the 
supervision  of  the  Office  of  Scientific  Research  and  De¬ 
velopment  through  the  National  Research  Council;  that 
the  investigators  are  Dr.  E.  F.  DuBois  and  Joseph  C. 
Hinsey,  members  of  the  faculty  of  Cornell  Medical  Col¬ 
lege  and  it  is  important  that  the  research  work  in  question 
be  carried  on  in  a  place  where  it  can  be  given  careful 
supervision  by  these  members  of  the  faculty ;  that  the 
maximum  amount  of  powder  proposed  to  be  stored  at  any 
one  time  will  consist  of  8  ounces  of  smokeless  powder, 
\Vi  lbs.  of  black  powder  packed  in  8  ounce  metal  containers 


and  100  photographic  squibs  packed  in  sawdust  in  a  wooden 
container;  that  all  of  these  materials  will  be  stored  in  metal 
containers  in  the  fan  room  (Room  C-826),  which  is  of 
fireproof  construction,  has  five  exterior  windows,  in  addi¬ 
tion  to  metal  exit  door  leading  to  roof  and  contains  no 
inflammable  material ;  that  the  materials  will  be  handled 
only  by  Mr.  DeHave'n,  who  has  considerable  experience 
in  experimenting  with  powder  and  that  the  room  will  be 
kept  locked  at  all  times. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  31798-LC  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
amount  of  smokeless  powder,  black  powder  and  photo¬ 
graphic  squibs  shall  not  exceed  the  quantity  herein  stated 
and  shall  be  maintained  as  proposed  and  for  the  purpose 
as  proposed  and  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  this  variance  shall  continue  only  during  the 
term  of  the  present  war  emergency ;  that  such  fire-fighting 
equipment  shall  be  furnished  and  maintained  as  the  fire 
commissioner  shall  direct ;  that  access  to  the  Fire  Depart¬ 
ment  Inspector  shall  be  provided  at  all  reasonable  times 
upon  application  to  Mr.  DeHaven  or  Mr.  Taylor. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

785-39-SM. 

APPLICANT — Maurice  A.  Knight,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Knightware  Acide  Neu¬ 
tralizing  Sumps,  approval  of  (previously  dismissed 
for  lack  of  prosecution). 

APPEARANCES— 

For  Applicant:  Fred  M.  Klein. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  the  Committee  on  Tests  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


845-40-SM. 

APPLICANT — Jacon  Rich,  owner. 

SUBJECT — Pyro-Gard  (fireproofing  compound),  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


1065-39-SA. 

APPLICANT — Hydraulic  Elevator  and  Machine  Company, 
Incorporated,  owner. 

SUBJECT — Hydraulic  Elevator  and  Machine  Company,  In¬ 
corporated,  Combination  Elevated  Gate  or  Door 
Contact,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1065-39-SA) 

Wherf.as,  the  Hydraulic  Elevator  and  Machine  Co.,  Inc., 

owner,  filed  on  August  24,  1939,  an  application  with  the 
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Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  Hydraulic  Elevator  and  Machine  Co., 
Inc.,  Combination  Elevator  Gate  or  Door  Contact;  and 
Whereas,  the  applicant  has  failed  to  arrange  for  an  in¬ 
spection  and  test  of  this  appliance,  although  duly  notified  to 
do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


44-41-SM. 

APPLICANT — Edgewater  Dyeing  and  Fnishing  Company, 
owner. 

SUBJECT — Edgewater  Flame  Quench  (flameproofed  proc¬ 
ess),  approval  of. 

APPEARANCES— 

For  Applicant:  Everett  A.  Newman. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (44-41-SM) 

Whereas,  the  Edgewater  Dyeing  and  Finishing  Co., 
owner,  filed  on  January  14,  1941,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial  known  as  the  Edgewater  Flame  Quench  (flameproofed 
process) ;  and 

Whereas,  the  applicant  has  failed  to  arrange  for  an  in¬ 
spection  and  test  of  this  material,  although  duly  notified  to 
do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


417-41-SM. 

APPLICANT — Eugene  Guth,  for  No-Flame  Proofing- 
Company,  owner. 

SUBJECT — No-Flame  Compound,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (417-41-SM) 

Whereas,  Eugene  Guth,  for  No-Flame  Proofing  Co., 
owner,  filed  on  May  7,  1941,  an  application  with  the  Board 
of  Standards  and  Appeals  for  the  approval  of  the  material 
known  as  No-Flame  Compound;  and 

Whereas,  the  applicant  has  failed  to  arrange  for  an  in¬ 
spection  and  test  of  this  material,  although  duly  notified  to 
do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


863-41-SM. 

APPLICANT — The  Debevoise  Company,  owner. 

SUBJECT — Dereka  Damp-Proof  Black  Paint  and  Dereka 
Metal  Paint  Red,  No.  500,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


THE  RESOLUTION  (863-41-SM) 

Whereas,  the  Debevoise  Company,  owner,  filed  on  Octo 
ber  7,  1941,  an  application  with  the  Board  of  Standards  am 
Appeals  for  approval  of  the  material  known  as  Derek: 
Damp-Proof  Black  Paint  and  Dereka  Metal  Paint  Red,  No 
500 ;  and 

Whereas,  this  material  was  submitted  to  the  Committei 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


September  17,  1942. 


Re:  Cal.  No.  863-41-SM. 

Subject:  Dereka  Damp-Proof  Black  Paint  and  Derek: 

Metal  Paint  Red  #500,  approval  of. 

The  Debevoise  Company  of  Brooklyn,  New  York 
filed  on  October  7,  1941  an  application  with  the  Boar* 
of  Standards  and  Appeals  for  approval  of  its  materia 
known  as  Dereka  Damp-proof  Black  Paint  and  Derek; 
Metal  Paint  Red  No.  500  under  the  provisions  of  Sec 
C26-191.0  (2.2.3)  of  the  Administrative  Building  Code 

Dereka  Damp-proof  Black  is  an  asphaltum  in  minera 
spirits,  comprised  of  Gilsonite  14.0%,  Pitch  22.0%  am 
Mineral  Spirits,  100.0%.  An  affidavit  by  the  Chie 
Chemist  of  the  applicant,  dated  November  7,  1941,  state 
that  this  paint  meets  Federal  Specifications  TT-V-51 
which  calls  for  the  following  qualities:  Appearance- 
smooth.  and  homogeneous,  no  livering  or  stringiness 
Color — jet  black;  Flashpoint  (closed  cup)  not  belo\ 
30°  C. ;  Mixing — varnish  must  mix  readily  to  a  homo 
geneous  mixture  with  an  equal  volume  of  raw  linsee 
oil ;  Matter  insoluble  in  carbon  bisulphide — max.  of  l'% 
N on-volatile  matter — min.  of  40%  Fatty  matter — mir 
of  20%  of  the  non-volatile,  must  be  liquid  and  no 
show  a  violet  coloration  by  the  Lieberman-Storch  test 
Set  to  touch — within  5  hours;  Dry  hard  and  tougl 
within  24  hours;  Toughness — film  on  metal  must  with 
stand  rapid  bending  over  a  rod  3  mm.  in  diameter 
Working  properties — varnish  must  have  good  brushing 
flowing,  covering  and  leveling  properties ;  Resistance  t< 
water — dried  film  must  withstand  cold  water  for  1 
hours ;  Resistance  to  oil — dried  film  must  withstam 
lubricating  oil  for  6  hours. 

Dereka  Metal  Paint  Red  No.  500  is  a  natural  iroi 
oxide  blended  with  zinc  oxide  as  pigment,  in  a  ligh 
boiled  linseed  oil  vehicle.  Chemical  analysis  gives  th 
following  composition : 

Pigment  54.5%  Vehicle  45.5% 


Fe203  .  56.1%  Treated  Linseed  Oil.  889 

Zinc  Oxide _  13.0%  Dryer  and  Thinner..  129 

Silicates  .  30.9%  - 


100.0% 


1009 


An  affidavit  by  the  applicant’s  Chief  Chemist,  date< 
November  7,  1941  states  that  the  iron  oxide  meets  Fed 
eral  Specifications  TT-P-31  Iron  Oxide  and  the  Zin 
Oxide  meets  the  Federal  Specifications  TT-Z-301  Zin 
Oxide.  A  visual  examination  by  John  F.  Fitzsimon 
representing  the  Board  of  Standards  and  Appeals  o 
two  panels  painted  with  these  materials  on  July  2,  193- 
and  exposed  for  two  years  to  the  weather  at  an  angl 
of  45°  showed  them  to  compare  favorably  with  thre 
panels  painted  in  August  1940  and  subjected  to  the  sam 
performance  test.  All  five  panels  showed  a  satisfactor; 
protection  of  the  steel. 


Recommendation. 

On  the  basis  of  the  data  contained  herein,  the  Com 
mittee  on  Tests  recommends  that  Dereka  Damp-proo 
Black  Paint  and  Dereka  Metal  Paint  Red  No.  500  b 
approved  under  Section  C26-191.0  (2.2.3)  for  use  unde 
Section  C26-522.0  (8.6.2.10)  and  C26-524.0  (  8.6.2.12)- 
painting  of  structural  steel  and  protection  of  structura 
steel  from  weather  provided  that  the  paint  be  manu 
factured  as  herein  described  and  that  the  containers  o 
these  materials  be  marked,  stamped  or  labeled  “Ap 
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proved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  863-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

.nd 

Whereas,  this  report  recommended  the  approval  of  this 
naterial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  approve  the  material  known  as  Dereka  Damp-Proof 
Mack  Paint  and  Dereka  Metal  Paint  Red,  No.  500,  on  con- 
lition  that  the  material  be  manufactured  and  labelled, 
tamped  or  tagged  in  accordance  with  above  report. 


•79-4 1-SM. 

\PPLICANT — Adolph  G.  Kraus,  for  L.  O.  Koven  and 
Brother,  Incororated,  owner. 

SUBJECT — Koven  275  Gallon  Obround  Fuel  Oil  Tank,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Adolph  G.  Kraus. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

7HE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

:he  resolution  (979-41-SM) 

Whereas,  Adolph  G.  Kraus,  for  L.  O.  Koven  and 
brother,  Incorporated,  owner,  filed  on  Novebmer  13,  1941, 
in  application  with  the  Board  of  Standards  and  Appeals 
or  approval  of  the  material  known  as  the  Koven  275  Gal¬ 
on  Obround  Fuel  Oil  Tank;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
>n  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  2,  1942. 

Re!  Cal.  No.  979-41-SM. 

Subject:  Koven  275  Gallon  Obround  Fuel  Oil  Tank, 
Approval  of- 

L.  O.  Koven  and  Brother,  Inc.  of  Jersey  City,  New 
Jersej',  filed  on  November  13,  1941,  with  the  Board  of 
Standards  and  Appeals  an  application  under  the  re¬ 
quirements  of  Section  C26-178.0,b.  of  the  Administra¬ 
tive  Code,  for  approval  ;of  its  material  known  as  the 
Koven  275  Gallon  Obround  Fuel  Oil  Tank  for  use  in 
New  York  City  under  the  provisions  of  the  Oil  Burner 
Rules  of  the  Board. 

Koven  275  Gallon  Obround  Fuel  Oil  Tanks  are  made 
in  sizes  as  follows : 

42  in.  x  26  in.  x  63  in. — long  axis  horizontal  or 
vertical 

44  in.  x  24  in.  x  72  in. — long  axis  horizontal 

44  in.  x  22  in.  x  72  in. — long  axis  vertical 
of  .138  in.  steel  on  the  heads  and  .129  in.  steel  for  the 
shell.  The  dished  heads  are  formed  with  cylindrical 
extension  rims  IV2  in.  wide  to  provide  a  welding  sur¬ 
face;  all  shells  are  formed  of  one  piece,  with  a  min¬ 
imum  lap  of  lA  in.  at  the  seam ;  the  top  of  the  tanks 
are  provided  with  four  2  in.  welded  spuds  and  a  1  in. 
pressed  steel  spud  is  provided  in  the  bottom  of  one 
head  to  be  used  as  a  drain ;  four  standard  pressed  steel 
pipe  support  lugs  are  welded  to  the  bottom  of  each 
tank ;  flanges,  seams  and  pipe  connections  are  metal  arc 
welded,  one  pass  throughout;  total  weight  without  legs, 
351  pounds. 


A  sample  vertical  tank,  63  in.  long,  was  subjected  to 
a  pressure  test  in  a  vertical  position  at  the  applicant’s 
plant  in  Jersey  City  on  September  24,  1942,  in  the  pres¬ 
ence  of  Commissioner  C.  M.  Blum  and  Engineers  L.  V. 
Huber  and  J.  F.  Fitzsimons.  Details  of  construction 
complied  with  the  above  description.  The  tank  success¬ 
fully  met  the  requirements  of  Rule  10.3.1  of  the  Oil 
Burner  Rules. 

Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  Koven  275  Gallon  Fuel  Oil 
Obround  Fuel  Oil  Tank  be  approved  under  Section 
C26- 191.0  of  the  Administrative  Code  for  use  in  fuel 
oil  installations  in  New  York  City,  when  constructed 
in  accordance  with  the  details  of  this  report  and  draw¬ 
ings  filed  with  the  application,  but  nothing  herein  con¬ 
tained  shall  be  deemed  to  waive  any  requirement  of  the 
Oil  Burner  Rules  of  the  Board  as  amended  July  1, 
1941.  It  is  further  recommended  that  all  welding  con¬ 
form  to  the  Fusion  Welding  and  Gas  Cutting  Rules  of 
the  Board  and  that  the  permanently  affixed  plate  as 
required  by  Rule  5.3.2  of  the  Oil  Burner  Rules  have  in 
addition  to  the  wording  therein  required  the  following 
“Approved  by  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  979-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

t 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Koven  275  Gal¬ 
lon  Obround  Fuel  Oil  Tank,  on  condition  that  the  material 
be  manufactured,  installed  and  labelled,  stamped  or  tagged 
in  accordance  with  above  report. 


Adjourned:  3:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk.  , 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  April  28,  1942,  as  they  appeared  in 
Bulletin  No.  18,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 


THE  RESOLUTION  (417-42-SM) 

Whereas,  Adolph  G.  Kraus,  for  Alpha  Tank  Company, 
filed  on  May  21,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Alpha  550  Gallon  Cylindrical  Gasoline  Storage 
Tank;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


*  Correction — The  words  “A  Certificate  of  Approval 
shall  be  obtained  from  the  Fire  Commissioner  before  this 
approval  shall  become  effective”  deleted  in  the  report  of 
the  Committee  on  Tests. 
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REPORT  OF  COMMITTEE  ON  TESTS. 

September  14,  1942. 

Re:  Cal.  No.  417-42-SM. 

Subject :  Alpha  550  Gallon  Cylindrical  Gasoline  Storage 

Tank,  Approval  of. 

The  Alpha  Tank  Company,  Glendale,  L.  I.,  filed  on 
May  21,  1942  with  the  Board  of  Standards  and  Appeals 
an  application  under  the  requirements  of  Sec.  C26- 
178.0b  of  the  Administrative  Building  Code  for  ap¬ 
proval  of  the  Alpha  550  Gallon  Cylindrical  Gasoline 
Storage  Tank  for  use  in  New  York  City  under  Sec. 
C19-69.0  of  the  Administrative  Building  Code. 

Blueprints  filed  with  the  application  indicate  that 
these  tanks  are  constructed  cylindrical  in  type,  of  Y\ 
in.  steel,  with  full  dished  heads;  shell  consists  of  more 
than  one  piece,  with  all  seams  of  the  several  pieces 
lapped  2  in.  and  welded;  overall  length  8  ft.  1  in., 
radius  of  heads  42  in.,  diameter  of  shell  42  in. 

A  sample  tank  was  subjected  to  a  pressure  test  at 
the  applicant’s  plant  on  Sept.  10,  1942  in  the  presence 
of  Commissioner  C.  M.  Blum,  Engineers  L.  V.  Huber 
and  J.  F.  Fitzsimons  and  Inspector  Charles  Johnson 
of  the  Fire  Department.  This  tank  was  inspected  and 
found  to  be  42  in.  in  inside  diameter,  shell  83  in.  long 
made  up  of  two  rings  of  two  sheets  each,  one  ring 
63  in.  long,  the  ends  of  which  overlapped  the  shorter 
ring;  shorter  sheets  were  welded  16  in.  away  from 
perpendicular  center-line  and  long  sheets  19  in.  away  on 
opposite  sides.  A  circular  disk  cut  from  the  top  of 
the  tank  after  the  test  when  measured  showed  a  thick¬ 
ness  of  .221  in.  For  the  test,  the  tank  was  filled  with 
water,  all  ports  closed  and  the  pressure  built  up  by 
introducing  nitrogen.  The  pressure  was  held  at  150 
p.s.i.  without  noticeable  distortion  of  the  tank.  All 
welding  was  of  the  filet  type  single  pass. 

Recommendations. 

On  the  basis  of  the  foregoing  test  data,  the  Commit¬ 
tee  on  Tests  recommends  the  approval  under  Sec.  C26- 
191.0  of  the  Administrative  Building  Code  of  the  Alpha 
550  Gallon  Cylindrical  Gasoline  Storage  Tanks  for  use 
in  New  York  City,  subject  to  the  following  require¬ 
ments  : 

Steel  shall  be  open-hearth  steel,  not  less  than  Y$ 
in.  thick  (the  tested  tank  did  not  meet  this  require¬ 
ment).  During  the  existing  emergency,  more  than 
one  piece  may  be  used  in  the  construction  of  the  shell. 

All  welding  shall  conform  to  the  Fusion  Welding 
and  Gas  Cutting  Rules  of  the  Board  of  Standards 
and  Appeals. 

All  installations  shall  be  in  accordance  with  the 
requirements  of  Sec.  C19-59.0  and  other  pertinent 
•sections  of  the  Administrative  Code. 

The  Committee  further  recommends  that  all  tanks 
manufactured  under  this  approval  shall  be  marked 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  417-42-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Alpha  550  Gal¬ 
lon  Cylindrical  Gasoline  Storage  Tank,  on  condition  that 
the  material  be  manufactured,  installed  and  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  September  15,  1942,  as  they  appeared 
in  Bulletin  No.  38,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION  (636-42-A) 

Whereas,  Emma  Grace  Borst,  owner,  filed  on  August 
27,  1942,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises:  179-29  153rd  road,  north  side, 
265.06  ft.  east  of  Lombard  street  (Block  No.  4661,  Lot  No. 
10),  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  25,  1942  on  Alt.  Applic.  No.  1172-42  reads: 

“1.  The  moving  of  a  frame  building  from  a  location 
within  the  fire  limits  to  another  location  within  the 
fire  limits  is  not  permissible.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  40  ft.  by  100  ft.  in  area,  located  in  an  undeter¬ 
mined  use,  “D”  area  district,  upon  which  it  is  proposed  to 
erect  the  building  in  question  22  ft.  by  45  ft.  in  area,  2 
stories  (26  ft.),  in  height,  of  class  4  construction,  to  be 
occupied:  cellar — storage  and  boiler  1st  floor — dwelling,  one 
family;  2nd  floor — dwelling,  one  family;  and 

Whereas,  the  applicant  contends  that  the  building  was 
moved  from  154-57  Lombard  street,  a  distance  of  approxi¬ 
mately  700  ft.  and  which  site  is  located  in  the  fire  limits; 
that  title  to  the  site  upon  which  the  building  previously 
existed,  was  vested  in  the  city  for  the  Idlewild  airport;  that 
the  proposed  site  has  been  owned  by  the  applicant  for  up¬ 
wards  of  5  years ;  that  the  building  has  been  completely 
renovated  and  reconstructed,  provided  with  new  plumbing, 
new  fixtures,  new  foundation,  new  heating  plant  and  some 
new  plaster  and  partitions  resulting  in  a  total  expenditure 
of  $4,000 ;  that  the  location  of  the  building  on  the  lot,  leaves 
an  unoccupied  area  of  13  ft.  on  one  side  and  5  ft.  on  the 
other  side  and  the  nearest  adjoining  building  is  located  10 
ft.  from  the  building  in  question  on  one  side  and  20  ft. 
on  the  other  side ;  and 

Whereas,  the  applicant  further  contends  that  the  build¬ 
ing  is  surfaced  on  the  exterior  with  frame  siding  and  wood 
shingles  and  the  roof  is  surfaced  with  asphalt  shingles,  as 
shown  on  photograph  filed  with  this  appeal  marked  “Re¬ 
ceived  September  11,  1942”;  and  that  the  entire  block  is 
developed  with  buildings  of  similar  construction. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1172-42,  Obj.  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  comply  in  all  respects 
with  the  requirements  for  a  similar  building  when  erected 
outside  the  fire  limits;  that  the  open  spaces  on  the  lot  as 
shown  shall  not  be  decreased. 


Correction — The  area  of  the  building  changed  from  “22 
ft.  by  35  ft.”  to  “22  ft.  by  45  ft.”  in  line  15  of  resolution. 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT 
CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFEC- 
ITVE.  IN  ACCORDANCE  WITH  SECTION  (665,  SUBDIVISION  C)  666,  PARAGRAPH  2,  OF 

THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
rill  be  held  by  the  Board  of  Standards  and  Appeals  on 
•Yiday,  October  30,  1942  at  10:30  A.  M.,  Room  1013, 
Municipal  Building,  Manhattan,  on  Proposed  Amendment  to 
rules  relative  to  Submerged  Inlets  and  Protective  Methods 
o  be  Applied  to  Prevent  Contamination  of  Water  Supply. 

NOTE — New  matter  in  italics;  old  matter  in  parenthesis 

)  to  be  omitted. 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand- 
rds  and  Appeals  by  Section  666,  paragraph(s)  2  (and  3), 
*f  the  New  York  City  Charter  (and  C26-1268.0c  4) 
14.7.1.3  BC)  (and  C26-1277.0h)  (14.8.2.8  BC)  pertaining 
o  Sections  C26-1268.0,c,4.  and  C26-1277 ,0h.  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules 
shall  be  set  at  least  four  inches  above  the  flood  level 
rim •  of  fixtures  or  as  otherwise  specifically  provided 
for  in  these  rules.  Each  fixture  with  submerged  inlets 
shall  be  independently  controlled  by  an  approved  vacu¬ 
um  breaker  or  breakers  the  full  size  of  supply  pipe, 
as  set  forth  in  these  rules. 

i^ule  (3)  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  (overflow)  flood  level  rim  of 
the  fixture,  except  when  submerged  inlets  are  absolutely 
essential  for  the  proper  functioning  of  a  fixture,  or 
as  otherzvise  provided  for  in  these  rules. 

Water  supply  lines  to  zvater  preheating  apparatus 
or  coils  utilizing  waste  zvater  shall  be  equipped  with 
an  approved  vacuum  breaker  located  at  least  four  feet 
above  the  highest  elevation  of  the  preheating  apparatus 
or  coil,  with  a  check  valve  between  the  vacuum  breaker 
and  the  preheating  apparatus.  Any  hot  zvater  boiler 
supplied  through  such  preheating  device  and  having  an 
independent  cold  water  supply  line  shall  have  the  cold 
zvater  supply  line  equipped  zvith  a  vacuum  breaker  and 
check  valve  located  at  least  four  inches  aboz'c  the  high¬ 
est  elevation  of  the  boiler. 

^ule  ( 1 )  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged 
inlets  supplied  directly  or  indirectly  from  the  City 
Water  Supply  System  (and  not  supplied  from  separate 
riser  and  tank),  shall  be  equipped  with  an  approved 
vacuum  breaker  in  the  supply  line  not  less  than  four 
inches  above  the  (overflow)  flood  level  rim  of  the  fix¬ 
ture  (to  prevent  siphonage  or  backflow  of  contaminated 
water  into  the  housewater  distribution  piping  and 
checked  by  the  inspector.) 

^ule  (2)  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an 
approved  vacuum  breaker  located  not  less  than  (one- 
half)  three-quarter  inch  above  the  overflow  outlet  of 
the  flush  tank. 

Ballcocks  controlling  zvater  supply  to  suction,  roof 
or  other  intermediate  tanks  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  tank  excepting 
that  in  roof  tanks  equipped  with  an  overflow  of  a  size 


at  least  one  commercial  diameter  larger  than  the  zvater 
supply  pipe,  the  ballcock  may  be  located  two  inches 
above  the  highest  elevation  of  the  overflow  pipe.  The 
overflow  and  emptying  pipes  of  roof,  suction  and  inter¬ 
mediate  tanks  shall  not  be  directly  connected  to  a  drain¬ 
age  system,  notzvithstanding  the  permissive  provisions 
of  Section  C26-1273.0 ,d  for  connection  to  a  leader. 

Rule  (4)  5.  Sterilizers. 

Direct  water  supply  piping  connections  to  all  steril¬ 
izers  are  prohibited,  except  that  any  sterilizing  unit,  for 
which  a  claim  is  made  that  the  waste  trap  seal  cannot 
be  broken  by  siplionic  action  or  vacuum  or  that  the 
zvater  supply  cannot  be  affected  by  siplionic  action,  may 
be  used  only  when  approved  by  the  Board.  When 
approved  sterilizers  are  used,  the  waste  piping  (for) 
from  sterilizers  shall  not  connect  directly  with  any 
drainage  system,  (such  waste  piping  shall  discharge 
above  an  open,  water-supplied,  trapped  and  vented 
fixture). 

Rule  (5)  6.  Aspirators — Water  Siphons. 

Water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  shall  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  (but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture). 

Rule  (6)  7.  Bidets — Bed  Pan  Washers. 

Installation  of  a  bidet  is  prohibited.  Water  supply 
connection  to  (bidets,)  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
•  breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed 
pan  washers  equipped  zvith  an  approved  vacuum 
breaker  shall  be  governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  zvith  steam  ster¬ 
ilizing  equipment  only  when  such  equipment  has  been 
approved  by  the  Board. 

(Rule  7.  Roof  or  Suction  Tanks.) 

(Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank.) 

Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well  or  similar  type  pumps  shall  be  connected  to 
the  inlet  side  of  the  pump  and  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  pump  and  the  vacuum 
breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  (agency)  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  independent 
wall  thicknesses  of  metal  separate  the  refrigerant  from 
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the  city  water  supply.  Refrigeration  units  containing 
more  than  twenty  pounds  of  refrigerant  shall  be  pro¬ 
vided  with  an  additional  safeguard  in  the  form  of  an 
approved  relief  valve  installed  at  the  outlet  side  of  the 
check  valve,  such  relief  valve  being  set  at  five  pounds 
above  the  maximum  water  pressure  at  the  point  of 
installation. 


merged  water  supply  inlets.  Hose  used  in  connection 
with  such  equipment  shall  terminate  at  least  18  inches 
above  the  maximum  table  or  equipment  elevation  at 
which  fluids  can  overflow.  The  waste  pipe  for  this 
type  of  apparatus  shall  not  connect  directly  with  any 
drainage  system. 


Rule  10. 


Mortuary ,  Dissection,  Operating 
and  Embalming  Tables  or  Equip¬ 
ment. 


Rule  11.  Dishwashers. 


Mortuary,  dissection,  operating  and  embalming 
tables  or  equipment  shall  not  be  equipped  with  any  sub¬ 


IVater  supply  to  automatic  dishwashers  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  between  the  vacuum  breaker  and  the  fixture.  The 
zvaste  pipe  for  this  type  of  apparatus  shall  not  connect 
directly  to  any  drainage  system. 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 


Rule  2.  Permissible  Cases. 


Rule  1.  Permit. 


(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nof  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 


(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 


(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal.  • 


(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self  closing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making ;  * 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ;  1 J 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ;  ■  j 

Smelting ; 

Stone  or  monumental  works ;  *  ,i 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construe-; 
tion ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad-( 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable  i 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


THE  BUILDING  LAWS 


Now  on  Sale 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  NpW  published  in  FOUR  SEP¬ 
ARATE  VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demolition 
or  removal  of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW, 
the  PLUMBING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING 
CODE  OF  THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW, 
various  local  laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  CITY.  The  price  for  the  complete  set  of  four  volumes  is  $4  ($4.10  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  legislation,  $1  (by  mail  $1.10). 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Certiorari  Order  Served  on  the  Board. 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  October  14,  1942,  at  10 
A.  M.,  Affecting  Calendar  Numbers  1076-22-BZ,  330- 
42-BZ,  559-37-BZ,  206-42-BZ,  282-42-BZ,  291-42-BZ, 
341-42-BZ,  353-42-BZ,  402-42-BZ,  408-42-BZ,  673-42-A 
and  401-42-S. 

Minutes  of  Regular  Meeting  October  14,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  1308-39-BZ,  562-32-BZ, 
267-42-S,  299-42-A,  439-42-A,  624-42-S,  644-42-A,  679- 
42-A,  407-42-A,  598-42-A,  482-42-S,  542-42-S,  543-42-A, 
606  42-A,  638-42-A,  642-42-A,  715-42-A,  728-42-A,  234- 
42-A,  591-38-SA,  592-38-SA,  254-41-SM,  21-36-SA,  295- 
41-SM,  193-42-SA  and  415-38-SM. 


CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  October  9,  1942,  copy  of  petition,  affidavit  and  order  to  show  cause 
was  served  on  the  Board  by  George  H.  Cohn,  attorney  for 
Cities  Service  Oil  Company,  owner,  in  an  application  denied 
by  the  Board  for  reopening  and  rehearing  on  allegedly  new 
facts,  to  permit  in  a  business  use  district,  under  Section  7f 
of  the  zoning  resolution,  the  erection  and  maintenance  of 
a  gasoline  service  station  for  a  stated  term  of  years;  Cal. 
No.  662-26-BZ;  premises  3504-3510  Boston  Road  and  3410 
Eastchester  Road,  Borough  of  The  Bronx. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Anv  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  October  13,  1942. 

Cal.  No.  Dept.  Premises  Affected. 

722-42-A— II.B.Bx — 2515  Grand  concourse,  west  side. 
106.34  ft.  north  of  East  Fordham  road  (Block  No.  3167, 
Lot  No.  76),  Borough  of  The  Bronx,  Amendment  to  Alt. 
439-42. 


735-42-S — F.D. — 10-36  22nd  street  and  21-21  41st  avenu 
northwest  corner  (Block  No.  410,  Lot  No.  38),  Long  Islan 
City,  Borough  of  Queens,  Decision. 


Restored  to  Calendar. 

407-42-A — H.B.Q. — 31-81  Steinway  street,  east  side,  10 
ft.  north  of  Broadway  (Block  No.  678,  Lot  No.  9),  Astori; 
Borough  of  Queens,  Alt.  564-42. 


723-42-A — H.B.M. — 330  East  51st  street,  south  side,  138 
ft.  9  in.  north  of  First  avenue  (Block  No.  1343,  Lot  No.  40), 
Borough  of  Manhattan,  Amendment  to  P.  &  D.  Applic. 
440-40. 


l)KSlt«i\AT10NSs  11.11. — Department  of  Housing  and  building! 
ll.lt.it. — Department  ot  Housing  and  buildings,  Brooklyn ;  li.ll.Al.- 
bepartment  of  Housing  and  buildings,  Manhattan;  ii.ll.t4.. — Di 
partment  of  Housing  and  buildings,  (Jueens;  li.it.lt. — Departmei 
of  Housing  and  buildings,  Kichmond;  ii.lt.itJL. — Department  1 
Housing  and  buildings,  Bronx;  11.1). — Health  Department,  an 
I'M). — Fire  Department. 


724-42-SA — Otis  Interlock  6690A  for  Bi-Parting  Vertical 
Hoistway  Doors,  Appliance. 


725-42-SA— Otis  Interlock  6690B  for  Bi-Parting  Vertical 
Hoistway  Doors,  Appliance. 


726-42-A — F.D. — 819  Edgewater  road,  west  side,  100  ft. 
north  of  Lafayette  avenue  (Block  No.  2762E,  Lot  No.  303), 
Borough  of  The  Bronx,  32128-L.C. 


727-42-BZ — 148-02  to  148-18  147th  avenue,  south  side, 
from  148th  to  149th  streets  (Block  No.  4233,  Lot  No.  1), 
South  Jamaica,  Borough  of  Queens,  Alt.  1636-42. 


728-42-A — H.B.Q. — 1075  Irving  avenue,  northeast  corner 
of  Schaeffer  street  (Block  No.  3541,  Lot  No.  7),  Ridge¬ 
wood,  Borough  of  Queens,  A- Applic.  1788-42. 


729-42-S — H.B.Q.— 39-01  Queens  boulevard  arid  43-29 
39th  street,  northeast  corner  (Block  No.  191,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens,  A-Applic.  1727-42. 


730-42-BZ — H.B.B. — 141-155  Middleton  street,  north  side. 
200  ft.  west  of  Harrison  avenue  and  168-178  Lynch  street 
(Block  No.  2237,  Lot  Nos.  19  and  44),  Borough  of  Brook¬ 
lyn,  Alt.  273-39. 


731-42-A — H.B.Bx — 570  Walton  avenue,  east  side,  139.97 
ft.  north  of  East  149th  street  (Block  No.  2347,  Lot  No.  7), 
Borough  of  The  Bronx,  B.  N.  428-42. 


732-42-S— -  H.B.Q. — 20-09  128th  street  pnd  south  side  of 
20th  avenue,  from  128th  to  129th  streets  (Block  No.  4173, 
Lot  Nos.  19,  31  and  44),  College  Point,  Borough  of  Queens, 
Corr.  706-72  re  N.  B.  46-41, 


733-42-SM — Kennedy  Improved  Cast  Iron  Water  Closet 
and  Urinal  Flange,  manufactured  by  Edward  Kennedy, 
Material. 


734-42-SM — Kennedy  Improved  Compact  Waste  for 
Sink  and  Tub  Fixture,  manufactured  by  Edward  Kennedy, 
Material. 


RULES 

Last  Publication  in  liulleti 

Blended  Cements,  Kules  for  Testing 

and  Use  of  . Feb.  17,  1942— Vol.  27,  No. 

Carbon  Dioxide  Liquefier,  Kules _ .Mar.  10,  1942 — Vol.  27,  No.  1 

Certificates  of  Occupancy,  approved 

torm  . Nov.  25,  1941 — Vol.  26,  No.  4> 

Concrete  Flat  Slabs,  Kules . luly  lj,  1937 — Vol.  22,  No.  2 

Concrete  Masonry  Units,  Kules  for 
Manufacture,  Testing  and  Use 

of  I  uue  24,  1941— Vol.  26,  No.  2 

Concrete  Kules  (Hydrated  Lime)... Aug.  3,  1937 — Vol.  22,  No.  3 

iilevator  Kules  . Mar.  3,  1936 — Vol.  21,  No. 

Fxit  Kules  (Kevolving  Doors) . June  15,  1937 — Vol.  22,  No.  2 

Factory  Exit  Kules  . June  16,  1942 — Vol.  27,  No.  2 

Fire  Alarm  Kules  (Interior) . Apr.  7,  1942 — Vol.  27,  No.  1 

Fire  Drill  Kules  . Aug.  4,  1942 — Vol.  27,  No.  2 

Fire-resistive,  Flameproof  Mate-  I 

rials,  etc.,  Kules  for  Testing  of  Apr.  28,  1942 — Vol.  27,  No.  1 
Fire  Ketarding  Kules  for  Garages, 

etc . Dec.  16,  1941 — Vol.  26,  No.  5 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  1| 

Frame  Garages,  Kuling  for . Jan.  21,  1919 — Vol.  4,  No. 

Fusion  Welding  and  Gas  Cutting 

Kules  May  20,  1941 — Vol.  26,  No.  2; 

Gas  Shut-Off  Kules  . Apr.  7,  1925— Vol.  10,  No.  1 

Hatchway  Protection  . lime  5,  1928 — Vol.  13,  No.  2 

Insulating  P'ibre  board  Kules . Sept.  22,  1942 — Vol.  27,  No.  3 

Oil  burner  Kules  . Sept.  1,  1942 — Vol.  27,  No.  5 

Opening  Protective  Assemblies,  . 

Kules  for  Inspection  of . July  28,  1942 — Vol.  27,  No.  ( 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Kules  . Sept.  8,  1942— Vol.  27,  No.  ; 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No.  4, 

Plumbing  Kules  . Aug.  3,  1937 — Vol.  22,  No.  3 

Plumbing  Kules  (Submerged  Inlets; 

Protective  Methods  to  Prevent  . 

Contamination  of  Water  Supply)  .  Nov.  25,  1941 — Vol.  26,  No.  47. 

Procedure,  Kules  of . Sept.  7,  1937 — Vol.  22,  No.  3 

Kefrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  3 

Smoking  in  Factories,  Kules  for.... Oct.  13,  1942 — Vol.  27,  No.  4 

Sprinkler  Kules  . June  29,  1937 — Vol.  22,  No.  2 

Standpipe  F'ireline  Kules  . June  8,  1937 — Vol.  22,  No.  2 

Structural  Alterations,  Keporting. . .  J  une  7,  1932 — Vol.  17,  No.  2 

Tank  Trucks,  Fuel  Oil,  etc . N'ov.  24,  1936 — Vol.  21,  No.  4 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  4 

Wire  Glass  Kules  (Amendment  to  1 

Kute  505  of  Industrial  Code)... Apr.  10,  1923 — Vol.  8.  No.  1 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47^ 

1'ireline  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47] 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941— Vol.  26,  No.  47j 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  4 h 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No  Ah 

Fuel  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No!  47j 

Gas  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47/ 

Paint,  Varnish  and  Lacquer  Sprav- 

ing  Equipment  . .’..Nov.  25,  1941— Vol.  26,  No.  Ah 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47/ 

vacuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47/ 


OCTOBER  20,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 
ards  and  Appeals  of  a  public  hearing  under  the  provision 
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the  zoning  resolution,  Tuesday  morning,  October  20, 
42,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man- 
ttan,  on  the  following  matters : 

9-36-BZ — Application  of  Alurion  Realty  Corporation, 
/tier,  and  Public  Service  Interstate  Transportation  Co., 
^see,  reopened  February  18,  1941,  under  section  7h  of  the 
ilciing  zone  resolution,  to  permit  in  a  retail  one  (1)  use 
strict,  for  a  temporary  period  of  not  more  than  two  (2) 
ars,  the  parking  and  storage  of  more  than  five  (5)  motor 
hides  (Bus  Terminal)  ;  premises  245-259  West  41st  street, 
>rth  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
k)t  No.  3),  Borough  of  Manhattan. 

3- 42-BZ — Application,  May  5,  1942,  under  sections  7e 
id  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appli- 
nt  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 

a  residence  use  district  for  a  term  of  two  (2)  years, 
;  parking  and  storage  of  more  than  three  (3)  motor 
hides ;  premises  650  Thwaites  place,  south  side,  from 
inville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
11  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 
L  27,  29,  31  and  33),  Borough  of  The  Bronx. 

4- 42-BZ — Application,  June  15,  1942,  under  section  21 
the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
Temple  Beth-El,  owner,  to  permit  in  a  residence  use  and, 

>o,  an  F  area  district,  the  alteration  and  also  the  exten- 
)n  of  area  of  a  building  which  will  not  conform  with  the 
jea  requirements  of  the  zoning  resolution;  premises  121-02 
!  121-16  Rockaway  Beach  boulevard,  north  side,  from 
?ach  121st  street  to  Beach  122nd  street,  201  Beach  121st 
•eet  and  202  Beach  122nd  street  (Block  No.  711,  Lot  No. 
),  Rockaway  Park,  Borough  of  Queens. 

8-42-BZ — Application,  July  9,  1942,  under  section  7h 
the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
es,  on  behalf  of  Felix  Vichione,  owner,  to  permit  in  a 
siness  use  district,  for  a  term  of  two  (2)  years,  the 
,rking  and  storage  of  more  than  five  (5)  motor  vehicles; 
lemises  492-500  Lorimer  street  and  56-62  Powers  street, 
jtheast  comer  (Block  No.  2780,  part  of  Lot  No.  1), 
trough  of  Brooklyn. 

7-42-BZ — Application,  July  13,  1942,  under  section  7h 
the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
plicant  and  owner,  to  permit  partly  in  a  retail  use  and 
rtly  in  a  residence  use  district,  for  a  term  of  two  (2) 
ars,  the  parking  and  storage  of  more  than  five  (5)  motor 
licles ;  premises  95-07  63rd  road,  north  side,  20.43  ft. 
st  of  96th  street  (Block  No.  2084,  Lot  Nos.  153,  155  and 
5),  Rego  Park.  Borough  of  Queens. 

J-42-BZ — Application,  July  13,  1942,  under  section  7h 
the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
dicant  and  owner,  to  permit  partly  in  a  business  use  and 
rtly  in  a  residence  use  district,  for  a  term  of  two  (2) 
irs,  the  parking  and  storage  of  more  than  five  (5)  motor 
licles;  premises  96-05  63rd  road,  northeast  corner  of 
h  street  (Block  No.  2085,  Lot  Nos.  155,  157,  159  and 
),  Rego  Park,  Borough  of  Queens. 

5- 42-BZ — Application,  July  27,  1942,  under  section  7c 
the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
behalf  of  The  Roberts  Numbering  Machine  Company, 
ner,  to  permit  in  a  residence  use  district,  the  erection  and 
intenance  of  a  garage  for  five  (5)  motor  vehicles  (of 
:  pleasure  car  type)  for  storage  of  cars  owned  by  the 
cers  of  the  owners  of  factory  buildings  located  on  the 
ne  plot ;  premises  30  Richmond  street,  west  side,  194  ft. 
n.  south  of  Jamaica  avenue  and  692-710  Jamaica  avenue 
lock  No.  4102,  Lot  Nos.  19  and  35),  Borough  of 
ooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  20,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

439-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
of  Central  Park  West  (1st  floor,  front  room)  ;  (Block  No. 
1198,  Lot  No.  23),  Borough  of  Manhattan. 

679-42-A — 405  East  4th  street,  north  side,  200  ft.  west  of 
East  River  drive  (Block  No.  359,  part  of  Lot  No.  36),  Bor¬ 
ough  of  Manhattan. 

644-42-A — 601-605-609  Beach  9th  street,  west  side,  246.89 
ft.  south  of  Caffery  avenue  (Block  No.  Ill,  Lot  Nos.  20 
and  3),  Far  Rockaway,  Borough  of  Queens. 

628-42-A— 383-387  Lafayette  street  and  22  East  4th  street, 
southeast  corner  (Block  No.  531,  Lot  No.  20),  Borough  of 
Manhattan. 

Appliance  and  Materials  for  Approval. 

182-41-SA — -Carrier  Home  Weathermaker,  type  58D2 
(Oil  Fired). 

785-39-SM — Knightware  Acid  Neutralizing  Sumps  (re¬ 
opened  and  restored  to  calendar,  October  6,  1942;  previously 
dismissed  for  lack  of  prosecution). 

376-41-SM — Lux-Right  Metal  Areawalls  (for  basement 
window  wells). 


OCTOBER  27,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  October  27, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

539-42-BZ — Application,  July  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applicant 
on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  244-266  Fourth  street,  south  side,  97  ft. 
1QJ4  in.  east  of  Fourth  avenue  and  275-299  Fifth  street 
(Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn. 

217-42-BZ — Application,  March  18,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Mollie  Barth,  owner,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  158  East 
205th  street,  south  side,  80  ft.  east  of  Grand  Concourse 
(Block  No.  3311,  Lot  No.  105),  Borough  of  The  Bronx. 

1076-22-BZ — Application  of  Tobias  Goldstone,  applicant, 
on  behalf  of  Rubar  Realty  Corporation,  owner,  reopened 
September  22,  1942,  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  alteration  and 
change  of  use  of  a  building  from  public  garage  for  more 
than  five  (5)  motor  vehicles  to  public  garage  for  more 
than  five  (5)  motor  vehicles  and  a  newspaper  distributing 
station,  which  will  include  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  204-210  (Saratoga  avenue  and 
29  Hull  street,  northwest  corner  (Block  No.  1531,  Lot  No. 
38),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

673-42-A — 204-210  Saratoga  avenue  and  29  Hull  street, 
northwest  corner  (Block  No.  1531,  Lot  No.  38),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK.  Chairman. 
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OCTOBER  27,  1942,  2  P.  M. 

Appliances  and  Material  for  Approval. 

147-42-SA— Staley  Elevator  Hoistway  Door  Interlock, 
Type  RL-2. 

221- 42-SA— Smith’s  Types  D  and  J  Portable  Acetylene 
Generator,  K815,  K830,  K850,  K1515,  K1530  and  K1550. 

222- 42-SA— Smith's  Tvpe  L  Stationary  Acetylene  Gen¬ 
erator,  K2100,  K2200,  K2300  and  K2500. 

56-42-SM— Armstrong’s  Cushiontone  (Acoustical  Mate¬ 
rial). 


OCTOBER  30,  1942,  10:30  A.  M. 

Rules. 

835-38-SR — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  applied  to 
prevent  Contamination  of  Water  Supply. 

(For  Copy  of  Proposed  Amendments,  see  Bulletin  of 
October  13,  1942,  Vol.  27,  No.  41.) 


NOVEMBER  4,- 1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Wednesday  morning,  November  4, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters: 

144-42-BZ— Application,  February  18,  1942,  under  sec¬ 
tions  21  and  7h  of  the  zoning  resolution,  of  Oscar  I.  Silver- 
stone,  applicant,  on  behalf  of  Harry  Lipkin,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  erection  and  maintenance 
of  fourteen  (14)  individual  one  car  garages  and  six  (6)  in¬ 
dividual  one  truck  garages  or  to  permit  the  alternate  use  of 
the  premises  for  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  669-677  McDonald  avenue,  east 
side,  40  ft.  south  of  Cortelyou  road  (Block  No.  5385,  Lot 
Nos.  87  and  92),  Borough  of  Brooklyn. 

607-42-BZ— Application,  August  5,  1942,  under  section 
7h  of  the  zoning  resolution,  of  J.  M.  Berlinger,  applicant, 
on  behalf  of  Janetta  Whitridge,  Mary  Whitehouse  and 
Harriet  Aldrich,  owners,  to  permit  in  a  retail  use  district, 


for  a  term  of  two  (2)  years,  the  parking  and  storage  o> 
more  than  five  (5)  motor  vehicles;  premises  4-8  West  58t 
street,  south  side,  135  ft.  west  of  Fifth  avenue  (Block  N( 
1273,  Lot  No.  44),  Borough  of  Manhattan. 

I 

581-42-BZ — Application,  July  21,  1942,  under  section  J 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  o 
behalf  of  Lucval  Realty  Corporation  (Homecrest  Servic 
Station,  Incorporated,  lessee),  to  permit  in  a  business  us 
district,  for  a  term  of  two  (2)  years,  the  parking  pi 
storage  of  more  than  five  (5)  motor  vehicles;  premisn 
1108-1110  (1106-1108  displayed)  Avenue  T,  south  side,  4; 
ft.  east  of  Coney  Island  avenue  (Block  No.  7315,  Lot  Ni 
3),  Borough  of  Brooklyn. 

625-42-BZ— Application,  August  18,  1942,  under  sectio 
7h  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appl 
cants,  on  behalf  of  Sylvester  Liotta,  owner,  to  permit  in 
business  use  district,  for  a  term  of  two  (2)  years,  tl> 
parking  and  storage  of  more  than  five  (5)  motor  vehicle; 
premises  1183-1185  Myrtle  avenue,  north  side,  117  ft.  6  i 
west  of  Troutman  street  and  12  Troutman  street  (Block  N 
3182,  Lot  Nos.  6,  8  and  16),  Borough  of  Brooklyn. 

631-42-BZ— Application,  August  18,  1942,  under  sectic 
7h  of  the  zoning  resolution,  of  Max  Siegel,  applicant,  c 
behalf  of  Broad  Hill,  Incorporated  and  Park  Plains,  Ii 
corporated,  owners,  to  permit  partly  in  a  business  use  ar 
partly  in  a  residence  use  district,  for  a  term  of  two  (2: 
years,  the  parking  and  storage  of  more  than  five  (5)  mot< 
vehicles;  premises  1582-1598  White  Plains  road,  1880  Eal 
Tremont  avenue,  southeast  corner  and  1569-1577  Unionpo 
road  (Block  No.  3952,  Lot  Nos.  1,  5,  6,  8,  9,  10,  11  ai 
19),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairma 

i 

1 

NOVEMBER  4,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

299-42-A — 1-7  DeKalb  avenue,  north  side,  between  Gol 
Fleet  and  Prince  streets  and  224-228  Prince  street  (Bio 
No.  2078,  Lot  No.  1),  Borough  of  Brooklyn. 

624-42-S — 1-7  DeKalb  avenue,  north  side,  between  Gol 
Fleet  and  Prince  streets  and  224-228  Prince  street  (Bio' 
No.  2078,  Lot  No.  1),  Borough  of  Brooklyn. 

267-42-S — 456-474  Johnson  avenue,  south  side,  100  __ 
west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32 
Borough  of  Brooklyn. 


MINUTES  

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  OCTOBER  14,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  October  6,  1942,  and  Tuesday  after¬ 
noon,  October  6,  1942,  were  approved,  as  printed  in  Bulletin 
No.  41,  Vol.  27. 


ZONING  CASES. 

1076-22-BZ. 

APPLICANT— Tobias  Goldstone,  for  Rubar  Realty  Corpo¬ 
ration,  owner. 


SUBJECT — Application  reopened  September  22,  1942  ( 
decision  of  the  borough  superintendent)  under  sf 
tion  21  of  the  zoning  resolution,  to  permit  in 
business  use  district,  the  alteration  and  change 
use  of  a  building  from  public  garage  for  more  tk 
five  (5)  motor  vehicles  to  public  garage  for  m( 
than  five  (5)  motor  vehicles  and  a  newspaper  d 
tributing  station,  which  will  include  the  storage 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 204-210  Saratoga  avenue  a 
29  Hull  street,  northwest  corner  (Block  No.  15 
Lot  No.  38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone  and  A. 

Cowan. 
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For  Opposition :  Benjamin  Grindrod,  Robert  Weid- 
meyer. 

For  Administration :  Fred  Dahlem,  Dcp’t  of  Hous¬ 
ing  and  Buildings. 

.CTION  OF  BOARD — Laid  over  to  October  27,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


10-42-BZ. 

.PPLICANT — Eugene  De  Rosa,  for  Jeron  Company,  In¬ 
corporated,  owner. 

iUBJECT — Appilcation  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a  theatre  and 
stores. 

REMISES  AFFECTED— 95-42  to  95-48  Queens  boule¬ 
vard,  south  side,  130  ft.  west  of  63rd  drive  and 
63-39  to  63-49  Saunder  street  (Block  No.  3080,  Lot 
Nos.  30  and  31),  Rego  Park,  Borough  of  Queens. 
PPEARANCES — 

For  Applicant:  Eugene  De  Rosa  and  John  Kadel. 
For  Opposition:  Paul  Jacoby,  Jr.,  Harry  W.  Kal- 
ich,  Jabez  Dunningham  and  John  P.  White. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

:CTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment,  on  request  of  owner’s  representative. 

HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


19-37-BZ. 

PPLICANT — Samuels  and  Samuels,  for  Fellman  Realty 
Corporation,  owner. 

DEJECT — Application  reopened  April  28,  1942  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
7h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

REMISES  AFFECTED— 3996  Tenth  avenue  and  501 
West  213th  street,  northwest  corner  (Block  No. 
2231,  part  of  Lot  No.  17),  Borough  of  Manhattan. 
PPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

CTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

HE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

HE  RESOLUTION  (559-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build- 
?  zone  resolution,  to  permit  in  a  business  use  district  for 
temporary  period  of  not  more  than  two  (2)  years,  the 
Tking  and  storage  of  more  than  five  (5)  motor  vehicles, 
emises  5020-5036  Broadway,  3996-4010  Tenth  Avenue,  501  - 
7  West  213th  street  and  500-518  West  214th  street  (Block 
2231,  Lot  Nos.  1,  5,  13  and  17),  Borough  of  Manhattan, 
is  granted  by  the  Board  April  12,  1938,  on  certain  condi- 
>ns,  permitting  this  use  of  the  premises  to  Lot  13  only; 
d 

Whereas,  the  permit  was  extended  February  20,  1940 
d  February  17,  1942;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
plication  and  an  amendment  of  the  resolution,  to  permit 
e  parking  and  storage  of  more  than  five  (5)  motor 
hides  to  be  extended  to  include  part  of  Lot  No.  17;  and 


Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  April  28,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  at  the  hearing,  there  was  no  appearance  made 
on  behalf  of  the  applicant.' 

Resolved  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


206-42-BZ. 

APPLICANT — -Frank  C.  Keller,  for  Henry  Miller,  owner 
(Richfield  Oil  Corporation  of  New  York,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  retail  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  upon  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 91-02  63rd  drive,  northeast 
corner  of  Alderton  street  (Block  No.  3104,  Lot  No 
208),  Rego  Park,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Frank  C.  Keller  and  Aaron  Hess. 
For  Opposition:  Israel  Feinbaum  and  Mortimer 
Goodman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Applicat  ion  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 


THE  RESOLUTION  (206-42-BZ) 

Whereas,  Frank  C.  Keller,  for  Henry  Hiller,  owner 
(Richfield  Oil  Corporation  of  N.  Y.,  lessee),  filed  on 
March  16,  1942,  an  application  under  section  7f  of  the  zon¬ 
ing  resolution,  to  permit  in  a  retail  use  district,  for  a  term 
of  two  (2)  years  the  parking  and  storage  of  more  than 
five  motor  vehicles  upon  an  existing  gasoline  service  sta¬ 
tion;  premises  91-02  63rd  drive,  northeast  corner  of  Aider- 
ton  street  (Block  No.  3104,  Lot  No.  208)  Rego  Park,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  63rd  drive  is  in  a  retail,  business  and 
residence  use  district;  Alderton  street  is  in  a  residence, 
retail  and  business  use  district ;  and  Elwell  Crescent  is  in 
a  residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Misc.  Applic.  No.  292-42,  dated  March  2,  1942,  and  as 
amended  August  27,  1942,  reads : 

“1.  The  storage  and  parking  of  more  than  five  mo¬ 
tor  vehicles  within  a  retail  district  on  the  premises 
used  as  a  gasoline  station  is  contrary  to  Article  2,  Sec¬ 
tion  4a  of  the  building  zone  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  90  ft.  on  63rd 
drive  and  100  ft.  on  Alderton  street,  occupied  as  a  gasoline 
service  station;  that  it  is  proposed  to  use  the  vacant  por¬ 
tion  of  the  gasoline  station,  for  a  term  of  two  (2)  years, 
for  parking  and  storage  of  more  than  five  motor  vehicles ; 
and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance 
under  section  7f  of  the  zoning  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7f  thereof, 
to  permit  the  parking  and  storage  of  not  over  twenty  (20) 
motor  vehicles  in  addition  to  the  legally  existing  gasoline 
station  occupancy,  provided  such  cars  are  parked  in  the 
space  indicated  on  plans  filed  with  this  application  and  not 
nearer  to  63rd  road  than  as  indicated ;  the  existing  retain¬ 
ing  walls  and  fences  on  the  lot  lines,  where  walls  of  adjoin¬ 
ing  buildings  do  not  occur,  shall  be  maintained;  that  the 
two  curl)  cuts  to  63rd  drive  and  the  existing  one  to  Alder- 
ton  street  shall  not  be  increased ;  that  the  area  where  park¬ 
ing  is  herein  permitted  shall  be  leveled  and  surfaced  with 
material  to  provide  a  reasonably  impervious  surface,  that 
no  signs  shall  be  erected  other  than  those  now  existing, 
except  there  may  be  one  sign,  advertising  the  parking  and 
storage  use  and  the  rates  charged,  provided  such  sign  is 
attached  to  the  accessory  building  and  does  not  exceed  ten 
(10)  square  feet  in  area*,  that  there  shall  be  maintained 
on  the  pavement,  a  white  painted  line  not  less  than  3 
inches  in  width  and  indication  painted  thereon  that  no  cars 
are  to  be  parked  to  the  west  of  such  line;  that  such  line 
shall  be  across  the  entire  premises  approximately  in  line 
with  the  westerly  wall  of  the  accessory  building;  that  in 
all  other  respects  the  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


282-42-BZ. 

APPLICANT — Irving  Kirshenblit,  for  Pauline  Saltzman, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
maintenance  of  an  existing  garage  for  five  (5) 
motor  vehicles  and,  also,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 2181-2187  Pitkin  avenue,  north 
side,  25  ft.  east  of  Bradford  street  (Block  No. 
3725,  Lot  No.  32),  Borough  of  Brooklyn. 

APPEARANCES—  ti.  ,  _ 

For  Applicant :  Irving  Kirshenblit  and  Pauline 

Saltzman. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  ^ 

THE  RESOLUTION  (282-42-BZ) 

Whereas,  Irving  Kirshenblit,  for  Pauline  Saltzman, 
owner,  filed  April  6,  1942,  an  application  under  sections  7h 
and  21  of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  maintenance  of  an  existing  garage  for  five 
motor  vehicles  and  also  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles: 
premises  2181-2187  Pitkin  avenue,  north  side,  25  ft.  east  of 
Bradford  street  (Block  No.  3725,  Lot  No.  32),  Borough  of 

Brooklyn;  and  ..... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  October  14,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Pitkin  avenue,  Glenmore  avenue  and 
Miller  avenue  are  all  in  a  business  use  district :  and  Brad¬ 
ford  street  is  in  a  residence  and  business  use  district;  and 


Whereas,  the  decision  of  the  borough  superintendei 
dated  March  27,  1942,  on  B.  N.  Applic.  No.  3317-41,  read 
“1.  Proposed  parking  and  storage  for  more  th 
five  motor  vehicles  in  conjunction  with  present  five  c 
garage  on  premises  located  in  a  business  zone,  is  cc 
trary  to  Art.  II,  Sect.  4A(15)  of  the  zoning  resol 
tion.” 

and 

Whereas,  the  applicant  states  that  the  premises  cons 
of  a  plot  of  ground  having  a  frontage  of  75  ft.  and 
depth  of  100  ft.;  that  upon  the  front  of  the  plot  there  is 
one  story  and  attic  frame,  one  family  dwelling;  that  up; 
the  rear  of  the  plot  there  is  a  2  car  garage  and  also  a 
car  garage;  that  it  is  proposed  to  maintain  these  two  gs 
ages  and  also,  for  a  term  of  two  (2)  years,  the  use  of  t 
vacant  part  of  the  plot,  for  storage  and  parking  of  me 
than  five  motor  vehicles ;  and 
Whereas,  the  premises  and  the  surrounding  area  we 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  cj 
in  which  to  exercise  its  discretion  to  grant  a  variance  unc 
section  7h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dc 
hereby  make  a  variation  in  the  application  of  the  use  distr 
regulations  of  the  zoning  resolution  and  that  the  applicati 
he  and  it  hereby  is  granted  under  section  7h  thereof  for 
term  of  two  (2)  years,  to  permit  the  parking  of  not  a\ 
seven  (7)  motor  vehicles  in  addition  to  the  accommodatic 
for  five  (5)  in  the  legally  existing  garages  on  the  plot;  tl 
such  motor  vehicles  shall  be  of  the  pleasure-car  type  oi 
and  only  such  cars  as  are  in  condition  for  operation ;  tl 
no  signs  shall  be  permitted  on  the  premises that  arlequ 
fences  shall  be  maintained  on  the  street  building  line  a 
interior  lot  lines ;  that  such  fences  shall  be  kept  painta 
that  such  portable  fire-fighting  appliances  shall  be  maintaii 
as  the  fire  commissioner  shall  direct;  that  the  existing  ci 
cut  shall  not  be  increased;  that  during  the  term  of  t 
permit,  the  premises  shall  be  occupied  for  no  other  use  tl 
as  herein  permitted,  including  the  residential  occupancy  > 
the  building  and  the  occupancy  of  the  garages  as  set  foi 
and  no  motor  vehicle  repairing  shall  be  maintained  on  i 
premises;  that  in  all  other  respects  the  building  and  oc 
pancy  shall  comply  with  all  laws,  rules  and  regulatu 
applicable  thereto. 


291-42-BZ. 

APPLICANT— Engadine  Holding  Corporation,  owner.' 
SUBJECT — Application  (re  decision  of  the  borough  sup 
intendent)  under  section  21  of  the  zoning  resc 
tion,  to  permit  in  a  residence  use  district  and,  a1 
two  (2)  times  height  district,  the  maintenance 
a  glass  enclosure  on  the  31st  story  of  the  exist 
(hotel)  building;  this  enclosure  is  contrary  to  ? 
tion  26  of  the  multiple  dwelling  law  as  the  hei 
of  the  building  exceeds  178  feet  and,  also,  o 
trary  to  the  height  regulations  of  the  zoning  re 
lution. 

PREMISES  AFFECTED— 50-56  West  59th  street,  so 
side,  120  ft.  east  of  Sixth  avenue  and  1430-1 
Sixth  avenue  (Block  No.  1274,  Lot  No.  71),  B 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  D.  Stephanidis  and  Za 
Sourian. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  He 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  conditic 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Sayage  and  Blum  and  Deputy  Chief  Murph> 
Negative:  . 

THE  RESOLUTION  (291-42-BZ) 

Whereas,  Engadine  Holding  Corporation,  owner,  filec 
April  7,  1942,  an  application  under  section  21  of  the  zoi 
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solution,  to  permit  in  a  residence  use  and  also  two  (2) 
nes  height  district,  the  maintenance  of  a  glass  enclosure 
i  the  31st  story  of  the  existing  (hotel)  building  premises 
>56  West  59th  street,  south  side,  120  ft.  east  of  Sixth 
enue  and  1430-1436  Sixth  avenue  (Block  No.  1274,  Lot 
o.  71),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
r  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
g  October  14,  1942,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
solution  show  that  West  59th  street  is  in  a  residence  use 
id  also  two  times  height  district;  West  58th  street  is  in  a 
tail  and  business  use  and  also  \y2  and  2  times  height  dis- 
ict ;  and  Sixth  avenue  is  in  a  residence  and  retail  use  and 
so  2  and  \l/2  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
ited  September  30,  1942,  on  N.  B.  Applic.  No.  2013-29, 
ads : 

“In  answer  to  your  letter  of  September  30,  1942,  you 
are  advised  that  our  Inspector  reports  the  following 
objection  to  the  above  building: 

The  construction  of  the  above  building  conforms  to 
N.  B.  113-1929  and  the  Multiple  Dwelling  Law,  except 
\  for  the  following  objection : 

1.  The  set  backs  at  the  front  and  rear,  31st  story 
have  been  built  upon  with  steel  and  glass  structures, 
contrary  to  Article  III  of  the  Building  Zone  Resolu¬ 
tion.” 
id 

Whereas,  the  applicant  states  that  the  existing  building 
of  fireproof  construction  with  a  frontage  of  100  ft.  on 
xth  avenue  and  120  ft.  on  West  59th  street ;  and  thirty- 
;e  stories  (375  ft.  6  in.)  in  height;  that  there  has  been 
ected  upon  the  West  59th  street  front,  and  also  upon 
e  Sixth  avenue  front  of  the  31st  story  of  the  existing 
i)tel,  a  metal  and  glass  enclosure,  approximately  8  ft.  2  in. 

!  height;  that  wedge  shaped  area  (approximately  3  ft. 

in.  by  8  ft.  2  in.  on  the  Sixth  avenue  frontage  and  ap- 
•oximately  6  ft.  by  8  ft.  2  in.  on  the  West  59th  street 
ontage  of  the  building),  of  this  glass  enclosure  extends 
>ove  the  permissible  height  or  perimeter  of  the  building  at 
is  plane  level  and  that  it  is  proposed  to  maintain  this 
etal  and  glass  enclosure,  as  shown  upon  the  plans  filed 
ith  this  application ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub- 
antiated  a  basis  of  appeal  under  section  21  of  the  zoning 
:solution  and  was,  therefore,  entitled  to  relief  on.  the 
-ounds  of  practical  difficulty  and  unnecessary  hardship. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
;reby  make  a  variation  in  the  application  of  the  height 
i strict  regulations  of  the  zoning  resolution  and  that  the 
^plication  be  and  it  hereby  is  granted  under  section  21 
lereof,  to  permit  a  continuation  of  the  existing  frame  and 
ass  enclosure,  on  co'ndition  that  it  shall  not  be  extended ; 
iat  this  variance  shall  not  be  taken  as  a  basis  for  the 
(tension  in  height  of  the  building  in  any  other  type  of 
instruction;  that  the  present  temporary  character  of  the 
lass  enclosure  shall  be  maintained,  as  indicated  on  plans 
led  with  the  borough  superintendent  under  Alt.  Applic. 

io.  2357-36  or  if  not  so  shown,  that  adequate  plans  show- 
ig  the  existing  construction  and  extent  of  the  enclosure 
lall  be  filed;  that  the  occupancy  of  this  enclosure  shall  be 
uring  the  summer  months  only;  that  the  enclosure  shall 
'imain  unheated;  that  in  all  other  respects  the  building 
id  occupancy  shall  comply  with  all  laws,  rules  and  regula- 
ons  applicable  thereto;  that  all  permits  required  shall  be 
btained  and  all  work  completed  within  six  (6)  months 
rom  the  date  of  this  resolution. 


41-42-BZ. 

iPPLICANT — Ferdinand  Savignano,  for  Mae  Feiola, 
owner. 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  an 
undertaking  establishment. 

PREMISES  AFFECTED— 19  Madison  street,  north  side, 
66  ft.  2  in.  east  of  Oliver  street  (Block  No.  279, 
Lot  No.  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Benjamin  Goodrich  and  Patsy 
Morace. 

For  Opposition :  Robert  San  Angelo  and  G.  Gold¬ 
man,  Board  of  Education. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative :  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (341-42-BZ) 

Whereas,  Ferdinand  Savignano,  for  Mae  Feiola,  owner, 
filed  April  24,  1942,  an  application  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  an 
undertaking  establishment ;  premises  59  Madison  street, 
north  side,  66  ft.  2  in.  west  of  Oliver  street  (Block  No. 
279,  Lot  No.  31),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Madison  street,  Henry  street  and 
Oliver  street  are  each  in  residence  and  retail  use  districts ; 
Catherine  street  is  in  a  retail  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  No.  2719-41,  dated  April  18,  1942,  as  amended 
July  31,  1942,  reads: 

“2.  Proposed  use  of  building  as  an  undertaking  es¬ 
tablishment  in  a  residence  district  is  contrary  to  Secs. 
6  &  3  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  of  Class  3  construction,  having  a  frontage  of  21  ft. 
1  in.  and  a  depth  of  104  ft.  6  in.  and  is  two  stories  and 
basement  in  height  and  that  it  is  proposed  to  convert  the 
occupancy  of  the  existing  building  to  an  undertaking  estab¬ 
lishment  ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  is  there¬ 
fore  not  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  2719-41,  objection  No.  2,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


353-42-BZ. 

APPLICANT— Charles  M.  Lobejager,  for  Bulova  Watch 
Company,  owner. 

SUB TECT— Application  reopened  September  22,  1942  (re 
decision  of  the  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  of  a  building, 
three  (3)  stories  and  basement  in  height,  to  be 
used  for  manufacturing  in  excess  of  the  area  per¬ 
mitted  to  be  used  for  manufacturing  in  a  business 
use  district  (previously  permitted  by  the  Board  to 
be  erected  two  (2)  stories  and  basement  in  height). 
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PREMISES  AFFECTED — 40-05  61st  street,  40-06  62nd 
street,  the  south  side  of  Woodside  avenue,  from 
61st  to  62nd  streets  (Block  No.  1336,  Lot  Nos.  38, 

41,  24  and  47),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Charles  M.  Lobejager  and  Major 
R.  P.  Morris. 

For  Opposition :  Henry  Solomon,  Mark  M.  Cooper- 
man,  Patrick  Dolan,  Fred  Brigatti  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (353-42-BZ) 

Whereas,  Charles  M.  Lobejager,  for  Bulova  Watch 
Company,  owner,  filed  on  April  28,  1942,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  occupied  for  factory  use  in  excess  of  the 
area  permitted  by  the  zoning  resolution ;  premises  40-05 
61st  street,  40-06  62nd  street,  and  the  south  side  of  Wood- 
side  avenue  from  61st  to  62nd  streets  (Block  No.  1336, 

Lot  Nos.  38,  41,  44  and  47),  Woodside,  Borough  of  Queens; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
Tune  2,  1942,  on  certain  conditions,  resolution  amended  on 
June  30,  1942,  July  23,  1942  and  applicant  requested  a  fur¬ 
ther  amendment  of  the  resolution ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  September  22,  1942  and  set  for  hearing  on  Oc¬ 
tober  14,  1942;  and 

Whereas,  such  reopening  is  for  the  purpose  of  con¬ 
sidering  a  new  decision  of  the  borough  superintendent, 
dated  September  15,  1942,  on  N.  B.  Applic.  579-42,  which 
reads : 

“1.  The  proposed  additional  story  for  manufactur¬ 
ing  use  upon  the  factory  building  now  under  construc¬ 
tion  is  contrary  to  the  zone  resolution  of  the  Board  of 
Standards  and  Appeals  (Cal.  No.  353-42-BZ)  and  also 
sect.  4c  art.  2  of  the  Zone  Resolution.” 

and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  October  14,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Woodside  avenue  is  in  a  business 
use  district  and  61st  street  and  62nd  street  are  in  a  resi¬ 
dence  and  business  use  districts ;  and 

Whereas,  the  proposed  building  will  be  three  (3)  stories 
and  basement  (46  ft.  7  in.)  in  height,  242  ft.  by  62  ft.  in 
area ;  of  Qass  6  construction ;  on  a  lot  242.83  ft.  by  86.78 
ft.  in  area,  to  be  used  and  occupied  as  follows :  Base¬ 
ment — lunchroom,  kitchen,  boiler  room,  loading  platform, 
locker  rooms,  storage  and  packing  space;  first  floor,  factory, 

300  persons;  2nd  and  3rd  floors,  factory,  300  persons  each; 
and 

Whereas,  the  building  as  now  proposed,  will  exceed  the 
height  of  the  building  originally  granted  by  the  Board  by 
one  story;  and 

Whereas,  the  applicant  contends  that  on  August  15,  1942, 
the  owners  received  a  letter  from  the  War  Production 
Board  requiring  that  manufacturing  space  be  provided,  so 
that  approximately  750  female  and  250  male  employees 
could  be  utilized  in  the  manufacture  of  the  jewel  bearings; 
that  this  number  of  employees  is  in  excess  of  the  number 
for  which  locker  space  had  been  provided  in  the  building 
as  previously  granted  by  the  Board;  that  additional  locker 
space  will  destroy  the  use  of  the  basement  story  for  manu¬ 
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facturing;  that  the  manufacturing  process  is  through  a 
sequence  of  units  of  employees  who  do  progressive  work 
on  the  jewels,  which  are  cut  by  persons  located  at  the 
north  wall  of  the  building,  because  a  north  light  is  essen¬ 
tial  in  the  work  and  the  procedure  of  the  work  units  is  to 
the  south  of  the  row  of  emplo)7ees  at  the  north  wall  en¬ 
gaged  in  cutting  the  jewels;  that  this  work  procedure, 
owing  to  the  broken  available  working  space  on  the  base¬ 
ment  story,  is  not  possible  on  such  story  and  for  this  reason 
it  is  necessary  to  provide  an  additional  story,  as  shown  on 
diagrams  filed  with  this  application ;  that  the  area  of  the 
basement  story  which  is  permitted  by  the  Board  to  be  used 
for  manufacturing  purposes  is  12,500  sq.  ft. ;  that  the  ap¬ 
proval  of  this  permitted  factory  use  to  the  proposed  third 
story  will  provide  approximately  14,500  sq.  ft.  for  manu¬ 
facturing;  that  the  Board  on  June  30,  1942  permitted  the 
increase  in  height  of  the  building  and  the  construction  of 
the  building  as  Class  6,  showing  the  wood  trusses  and  the 
necessary  additional  wall  height  to  accommodate  such 
trusses ;  that  the  owners  have  now  succeeded  in  getting 
wood  girders  instead  of  steel  trusses  and  therefore  the 
height  of  the  building  proposed  will  be  no  higher  than  the 
height  permitted  for  the  wood  truss  design ;  that  in  view 
of  the  fact  the  plant  is  engaged  in  a  defense  project  for 
the  U.  S.  Government  and  in  view  of  the  circumstances  ^ 
herein  stated,  it  is  requested  that  the  Board  grant  permis¬ 
sion  for  the  erection  of  the  additional  story ;  and 

Whereas,  the  applicant  has  filed  copy  of  a  communica¬ 
tion  dated  August  13,  1942,  addressed  to  the  owner  and 
signed  by  the  Chief  of  the  Quartz  and  Jewels  Section,, 
Miscellaneous  Minerals  Branch  of  the  W.  P.  B.  in  support 
of  the  application  for  the  additional  story ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  extension  of  use  within  the  proposed 
building  as  proposed ;  on  condition  that  such  variance  shall 
continue  only  during  the  term  of  the  present  emergency; 
that  in  all  other  respects  the  building  and  occupancy  shall' 
comply  with  all  laws,  rules  and  regulations  applicable;- 
that  the  building  shall  be  constructed  and  maintained,  in¬ 
cluding  the  planting  along  Woodside  avenue,  substantially 
as  proposed. 

Resolved  further,  that  the  Board  of  Standards  and  Ap¬ 
peals  does  hereby  amend  the  resolution  adopted  on  June  2, 
1942,  by  adding  thereto : 

“that  in  the  event  the  owner  desires  to  construct  this 
building  of  Class  6  construction  throughout  instead  of 
Class  1  as  proposed,  the  zoning  variance  herein  per-' 
mitted  may  also  be  deemed  to  apply  and  the  window 
sash  may  be  constructed  of  redwood  frames  and  sash; 
treated  with  fireproofing  Class  A  treatment,  provided 
that  in  all  other  respects  the  resolution  shall  be  com¬ 
plied  with.” 

Resolved  further,  that  the  Board  of  Standards  and  Ap-‘ 
peals  does  hereby  amend  its  resolution  adopted  by  the  Board 
on  June  2,  1942,  as  amended  by  resolution  adopted  June  30, 
1942,  by  adding  thereto : 

“That  loading  space  shall  be  provided  toward  the 
southerly  side  opening  from  61st  street  to  accommodate 
two  (2)  trucks  placed  end  to  end,  as  indicated  on  re¬ 
vised  plans  marked  “Received  July  17,  1942”;  that  no 
show  windows  shall  be  installed  on  61st  street  or  62nd 
street  and  only  such  exits  as  are  required  by  the  Labor 
Law,  and  as  are  shown  on  revised  plans  marked  “Re¬ 
ceived  July  17,  1942.” 

Resolved  further,  that  the  Board  of  Standards  and  Ap¬ 
peals  does  hereby  amend  the  resolution  adopted  June  2,  1942 
as  amended  June  30,  1942  and  July  23,  1942  by  adding 
thereto : 

“that  such  building  may  be  increased  to  a  total  height 
of  three  stories  and  basement  as  proposed  on  condition 
that  it  shall  not  be  further  increased  in  height  or  area: 
that  the  use  of  the  building  shall  be  in  accordance  with 
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the  proposals  applying  to  the  resolution  as  previously 
adopted  on  June  2,  1942 ;  that  in  the  event  it  is  desired 
to  occupy  the  building  during  the  nighttime,  an  applica¬ 
tion  for  such  permit  shall  be  requested  of  this  Board; 
that  as  protection  to  the  adjoining  owners,  the  windows 
as  indicated  on  the  rear  shall  be  constructed  of  glass 
brick;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of 
this  amended  resolution.” 


2-42- BZ. 

PPL1CANT — Frank  Flinker,  for  Morris  Feuigersch, 
owner  (Standard  Tex  and  Kalsomine  Company, 
lessee). 

JBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  sale  and  display  of  paint 
with  25%  of  the  floor  area  used  for  paint  mixing. 
DEMISES  AFFECTED— 2542  (2540  displayed)  Atlantic 
avenue  and  47  Williams  avenue,  southeast  comer 
(Block  No.  3683,  Lot  No.  23),  Borough  of  Brook - 

PPEAR  AN  CES — 

For  Applicant:  Jack  Fein. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

CTION  OF  BOARD — Application  granted  on  condition. 
HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Blum .  1 


HE  LI  OLUTION  (402-42-BZ) 

Whfreas,  Frank  Flinker,  for  Morris  Feuigersch,  owner 
5tar..ard  Tax  and  Kalsomine  Company,  lessee),  filed  May 
,  1942,  an  application  under  section  7e  of  the  zoning  reso¬ 
ld. m,  to  permit  in  a  business  use  district,  for  a  term  of 
jo  (2  )  years,  the  sale  and  display  of  paint  with  25% 

:  the  floor  area  used  for  paint  mixing;  premises  2542 
11540  displayed)  Atlantic  avenue,  and  47  Williams  avenue, 
•utheast  corner  (Block  No.  3683,  Lot  No.  23),  Borough 
:  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
r  the  Board  of  Standards  and  Appeals,  at  its  regular 
eeting,  October  14,  1942,  after  due  notice  by  publication 
.  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 

id 

Whereas,  the  use  district  maps  accompanying  the  zoning 
isolution  show  that  Atlantic  avenue  and  Fulton  street  are 
i  a  business  use  district ;  and  Williams  avenue  and  Ala¬ 
rm  a  avenue  are  in  a  business  and  unrestricted  use  district ; 

id 

;  Whereas,  the  decision  of  the  borough  superintendent, 
ated  April  21,  1942,  on  Alt.  Applic.  No.  3435-41,  reads : 
“1.  Proposed  use  of  premises  located  within  a  busi¬ 
ness  use  district  for  the  mixing  of  paint  is  considered 
’  contrary  to  Art.  II,  Section  4(25)  of  the  zoning  reso¬ 
lution  and  application  is  hereby  denied.” 

1  1 

Whereas,  the  existing  building  is  one  story  (13  ft.)  in 
eight;  having  a  frontage  of  25  ft.  on  Atlantic  avenue  and 
1  ft.  5  in.  on  Williams  avenue;  of  Class  3  construction. 
|t  is  proposed  to  convert  the  occupancy  of  the  existing 
uilding  to  the  sale  and  display  of  paints  and  also  to  use 
5%  of  the  floor  area  of  the  building  for  mixing  paint; 
ind 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
jected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
i  which  to  exercise  discretion  to  grant  under  section  7, 
jbdivision  e,  of  the  building  zone  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thoreof,  for 
a  term  of  two  (2)  years,  to  permit  the  occupancy  of  the 
premises  as  proposed,  on  condition  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  the  building  shall 
not  be  increased  in  height  or  area;  that  the  sidewalk  adjoin¬ 
ing  the  premises  on  Williams  avenue  shall  be  kept  cleared 
and  clean  of  all  refuse;  that  a  proper  permit  shall  be  ob¬ 
tained  from  the  fire  commissioner  for  the  storage  of  varno- 
line  as  proposed;  that  all  permits  shall  he  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date  of 
this  resolution. 


408-42-BZ. 

APPLICANT — S.  Walter  Katz,  for  The  Gerry  Estates, 
Incorporated,  owner  (I.  A.  Management  Corpora¬ 
tion,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  building  located  in  a  restricted 
retail  use  district,  a  proposed  occupancy  of  25% 
manufacturing  on  the  2nd  to  7th  stories. 
PREMISES  AFFECTED — 65-67  Madison  avenue,  east 
side,  24  ft.  9  in.  north  of  East  27th  street  and 
27-29  East  27th  street  (Block  No.  857,  Lot  No. 
22),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  Walter  Katz  and  John  Leonard. 
For  Opposition:  A.  E.  Crane  and  D.  K.  Miller. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative :  . •  0 


Vote  Reserved  (with  qualifications)  Commis¬ 
sioner  Savage :  .  .  1 

THE  RESOLUTION  (408-42-BZ) 

Whereas,  S.  Walter  Katz  for  The  Gerry  Estates,  Inc., 
owner  (I.  A.  Management  Corporation,  lessee),  filed  on 
May  19,  1942,  an  application  under  section  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  building  located  in  a  re¬ 
stricted  retail  use  district,  a  proposed  occupancy  of  25% 
manufacturing  on  the  2nd  to  7th  stories;  premises  65-67 
Madison  avenue,  east  side,  24  ft.  9  in.  north  of  East  27th 
street,  and  27-29  East  27th  street  (Block  No.  857,  Lot  No. 
22),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  October  14,  1942  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Madison  avenue  is  in  a  residential 
retail  district,  East  27th  street  and  East  28th  street  are  in 
a  restricted  retail  and  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  482-42,  dated  May  15,  1942,  .reads 

“1.  Proposed  occupancy  of  25%  manufacturing  on 
2nd  to  7th  floors  is  unlawful  as  the  building  is?  located 
in  a  restricted  retail  district  and  proposed  occupancy 
is  contrary  to  provisions  of  section  4b  of  Article  IT 
of  building  zone  resolution.” 

and  .  .  ..... 

Whereas,  the  applicant  states  that  the  existing  building 
is  of  fireproof  construction;  seven  stories  and  penthouse  in 
height,  with  a  frontage  of  49  ft.  4  in.  on  Madison  avenue, 
and  28  ft.  5  in.  on  East  27th  street  and  a  depth  of  160 
ft.  from  Madison  avenue  and  74  ft.  1  in.  from  East  27th 
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street  and  irregular  in  area;  that  the  present  use  of  the 
building  (according  to  the  existing  certificate  of  occu¬ 
pancy)  is  1st  story — stores;  2nd  to  7th  stories — offices  and 
show  rooms ;  that  it  proposed  to  use  the  2nd  to  7th  stories 
for  offices,  show  rooms  and  25%  manufacturing;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  building  complies  substantially  with  the 
requirements  of  the  Labor  Law  and  could  have  been  ap¬ 
proved  as  a  factory  building  any  time  prior  to  change  of 
zone  in  1937 ;  and 

Whereas,  the  building  has  been  occupied  as  a  tenant  fac¬ 
tory  according  to  the  Fire  Department  records  since  1934 
and  no  violation  has  been  served  until  recently ;  and 

Whereas,  the  Board  deemed  the  applicant  had  substanti¬ 
ated  a  basis  of  appeal  under  section  21  of  the  zoning  resolu¬ 
tion  and  was,  therefore,  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  thereof,  on 
condition  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  the  requirements  of  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified 
under  Cal.  No.  401-42-S  ;  that  the  requirements  of  the  zoning 
resolution  as  to  a  restricted  retail  district  shall  be  complied 
with,  except  that  the  space  for  factory  purposes  may  be 
occupied  as  permitted  in  the  business  use  district;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  three  (3)  months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

673-42-A. 

APPLICANT — Tobias  Goldstone,  for  Rubar  Realty  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 204-210  Saratoga  avenue  and 
29  Hull  street,  northwest  corner  (Block  No.  1531, 
Lot  No.  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Tobias  Goldstone  and  A.  H.  Cowan. 
For  Opposition:  Benjamin  Grindrod,  Robert  Weid- 
meyer  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  27,  1942  at 
10  A.  M.,  for  further  consideration  b}r  the  Board. 


401-42-S. 

APPLICANT — S.  Walter  Katz,  for  The  Gerry  Estates, 
Incorporated,  owner  (I.  A.  Management  Corpora¬ 
tion,  lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 65-67  Madison  avenue,  east 
side,  24  ft.  9  in.  north  of  East  27th  street  and 
27-29  East  27th  street  (Block  No.  857,  Lot  No.  22), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  Walter  Katz  and  John  Leonard. 
For  Opposition :  A.  E.  Crane  and  D.  K.  Miller. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (401-42-S) 

Whereas,  S.  Walter  Katz,  for  The  Gerry  Estates,  Inc., 
owner  (I.  A.  Management  Corp.,  lessee),  filed  on  May  15, 


1942,  an  application  for  variation  of  the  requirements 
the  Labor  Law  affecting  65-67  Madison  avenue,  east  sit 
24  ft.  9  in.  north  of  East  27th  street  and  27-29  East  27 
street  (Block  No.  857,  Lot  No.  22),  Borough  of  Manha 
tan ;  and 

Whereas,  the  decision  of  the  borough  superintendeijl 
dated  April  18,  1942,  on  Alt.  Applic.  No.  482-42,  reads:! 

“2.  All  windows  shall  be  fireproof  and  comply  wil 
provisions  of  Section  262  and  264  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  sevd 
stories  (89  ft.  6  in.)  in  height;  49  ft.  4  in.  by  100  ft.  in  art! 
with  an  L  running  to  East  27th  street,  28  ft.  5  in. 
width,  of  Class  1  construction ;  located  in  a  restricted  ret; 
use  district ;  erected  1923  and  used  and  occupied  as  follow 
cellar,  storage  and  boiler  room,  15  persons;  first  floe 
stores,  20  persons;  second  to  seventh  floors,  inclusive,  sho 
rooms  and  offices,  30  persons  each  floor ;  pent  house,  re 
room  and  tank  house,  75  persons ;  and  proposed  to  be  usi 
and  occupied  as  follows:  Cellar,  same;  first  floor,  sam 
second  to  seventh  floors,  inclusive,  show  rooms  and  office 
and  25  per  cent  manufacturing,  30  persons  per  floor;  pe 
house,  office,  10  persons;  that  the  building  is  equipped  wi 
a  sprinkler  system,  standpipe  system  and  interior  alarm  sy. 
tern ;  that  there  are  two  3  ft.  8  in.  steel  stairs  enclosed 
6  in.  terra  cotta  partitions  equipped  with  fireproof  self-clo 
ing  doors  and  leading  from  roof  bulkhead  direct  to  stree: 
and  <  i 

Whereas,  the  applicant  contends  that  the  application 
question  was  filed  with  the  borough  superintendent  for  tl 
change  of  occupancy  from  offices  and  show  rooms  to  office 
show  rooms,  and  25%  manufacturing ;  that  the  windoy 
affected  are  those  on  each  street  front;  that  the  large 
single  pane  of  glass  above  the  second  floor  is  3  ft.  4  in.  1 
3  ft.  4  in. ;  that  on  the  second  floor,  the  largest  window  , 
approximately  8  ft.  by  8  ft.  6  in. ;  that  the  largest  sho 
window  on  the  first  floor  is  approximately  6  ft.  3  in.  by| 
ft.  3  in. ;  that  the  first  floor  windows  are  glazed  with  J4  i 
polished  plate  glass ;  that  the  windows  above  the  first  flo^ 
are  glazed  with  double  thick  glass;  that  all  frames  and  sas 
are  wood ;  that  it  would  be  a  great  hardship  for  the  owm 
to  be  compelled  to  replace  all  windows  with  those  havir; 
the  maximum  size  legal  lights. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doi 
hereby  make  a  variation  in  the  requirements  of  the  Labe. 
Law,  as  cited  in  a  decision  of  the  borough  superintender 
on  Alt.  Applic.  No.  482-42,  Objection  No.  2,  and  that  tl 
application  be  and  it  hereby  is  granted  on  condition  that 
all  other  respects  the  building  shall  comply  with  all  oth< 
requirements  of  the  labor  law  and  all  other  laws,  rules  ar. 
regulations,  including  the  zoning  resolution,  other  than  ; 
modified  by  the  Board  under  Cal.  No.  408-42-BZ ;  that  tl' 
plans  of  the  building  shall  be  re-examined  to  determine  th; 
all  requirements  of  all  laws  applicable  are  complied  wit! 
that  the  windows  on  the  lot  line  shall  be  fireproof  and  sel: 
closing,  glazed  with  wire  glass ;  that  the  windows  on  tl 
street  front  shall  be  glazed  with  polished  plate  glass  and  tl 
size  of  panes  shall  not  be  increased  in  area;  that  the  stanc 
pipe,  sprinkler  and  interior  fire  alarm  systems  shall  be  mair 
tained  to  the  satisfaction  of  the  fire  commissioner. 


Adjourned:  12:50  P.  M. 

Joseph  J.  Doyle,  Chief  Clerl 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  OCTOBER  14,  1942. 
Present :  Chairman  Murdock,  Commissioners  Savage  ar 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

1308-39-BZ. 

APPLICANT — Louis  Tiseo  (lessee),  for  Manufacture/ 
Trust  Company,  as  trustee,  owner. 


1046 


MINUTES 


UBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

’REMISES  AFFECTED — 32-14  31st  street,  west  side,  130 
ft.  south  of  Broadway  (Block  No.  587,  Lot  No. 
43),  Astoria,  Borough  of  Queens. 
iPPEARAN  CES — 

For  Applicant :  Alfred  Ekelman. 
iCTION  OF  BOARD — -Application  reopened  and  resolu- 
i  tion  amended. 

'HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

'HE  RESOLUTION  (1308-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build- 
lg  zone  resolution,  to  permit  in  a  business  use  district  for 

temporary  period  of  not  more  than  two  (2)  years  the 
arking  and  storage  of  not  more  than  five  (5)  motor  vehi- 
les;  premises  32-14  31st  street,  west  side,  130  ft.  south  of 
Iroadway  (Block  No.  587,  Lot  No.  43),  Astoria,  Borough 
f  Queens,  was  denied  by  the  Board  on  May  21,  1940; 
nd 

Whereas,  Louis  Tiseo  (lessee)  for  Manufacturers  Trust 
Company  as  trustee,  owner,  requested  reopening  of  the  ap- 
lication  on  the  basis  of  new  facts ;  and 
1  Whereas,  the  Board  deemed  that  sufficient  new  facts  were 
resented  to  justify  a  new  hearing,  and  accordingly  reopened 
le  application  on  July  8,  1941,  subject  to  usual  procedure; 
nd 

Whereas,  this  application  was  granted  by  the  Board  on 
>ecember  2,  1941,  on  certain  conditions  and  applicant  re- 
uested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  its  resolution  adopted  December  2,  1941,  only 
l  relation  to  the  requirement  that  a  certificate  of  occu- 
ancy  shall  be  obtained  before  the  premises  are  occupied, 
nd  to  delete  such  clause  reading: 

“that  the  premises  shall  not  be  occupied  for  the  use 
herein  permitted  until  the  certificate  of  occupancy  has 
been  obtained.” 


52-32-BZ. 

.PPLICANT — Stanley  H.  Klein,  for  Silgreen  Holding 
Corporation,  owner. 

UBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  o*f  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
ten  (10)  years,  the  maintenance  of  a  gasoline  service 
station. 

REMISES  AFFECTED— 208-16  Linden  boulevard, 

southwest  corner  of  Springfield  boulevard  (Block 
No.  3358,  Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Simon  Bernstein. 

UTION  OF  BOARD — Application  reopened  and  time 
extended. 

'HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

'HE  RESOLUTION  (562-32-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 

istrict,  under  section  7f  of  the  zoning  resolution,  the 


erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  208-16  Linden  boulevard,  southwest  corner  of  Spring- 
field  boulevard  (Block  No.  3358,  Lot  No.  50),  St.  Albans, 
Borough  of  Queens,  was  granted  by  the  Board  March  21, 
1933,  on  certain  conditions,  for  a  temporary  period  of  five 
(5)  years;  the  resolution  amended  November  19,  1940  also 
extending  the  permit  for  ten  (10)  years;  time  to  obtain 
permits  and  complete  work  extended  November  18,  1941  and 
resolution  amended  April  14,  1942 ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  March  21,  1933,  as 
amended  through  April  14,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  the  work,  so 
that  as  amended  this  portion  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

267-42-S. 

APPLICANT — Sidney  L.  Strauss,  for  MacFarlane  Fire 
Prevention  Corporation,  for  Meyline  Realty  Cor¬ 
poration,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 456-474  Johnson  avenue,  south 
side,  100  ft.  west  of  Porter  avenue  (Block  No. 
2992,  Lot  Nos.  25-32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Thos.  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  November  4,  1942  at 
2  P.  M.  for  applicant  to  file  plans  and  calculations. 


299-42-A. 

APPLICANT — Sidney  L.  Strauss,  for  B.  F.  Keith  Corpo¬ 
ration,  owner  (The  Linder  Dental  Laboratory, 
lessee). 

SUBJECT- — Appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 1-7  DeKalb  avenue,  north  side, 
between  Gold,  Fleet  and  Prince  streets  and  224-228 
Prince  street  (Block  No.  2078,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  November  4,  1942  at 
2  P.  M.  for  applicant  to  submit  plans. 


439-42-A. 

APPLICANT — 15-17  West  84th  Street,  Incorporated, 
owner  (Herman  Mermeistein,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 15  West  84th  street,  north  side, 
220  ft.  west  of  Central  Park  West  (Block  No 
1198,  Lot  No.  23)  ; ( 1  st  floor  west — front  room). 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  C.  Kane. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  20,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 
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624-42-S. 

APPLICANT— Sidney  L.  Strauss,  for  B.  F.  Keith  Corpo- 
ration,  owner  (The  Linder  Dental  Laboratory, 
lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 1-7  DeKalb  avenue,  north 
side,  Gold,  Fleet  and  Prince  streets  and  224-228 
Prince  street  (Block  No.  2078,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  November  4,  1942  at 
2  P.  M.,  for  applicant  to  submit  plan. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners  2 
Savage  and  Blum  and  Deputy  Chief  Murphy  < 
Negative :  . I 


482-42-S. 

APPLICANT— Frank  C.  Keller,  for  Ford  Instrument  Co 
owner.  I  1 

SUBJECT— Variation  of  the  labor  law  as  cited  in  an  orde 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 31-10  Thompson  avenue,  soul 
side,  from  31st  street  to  31st  place  (Block  Nc 
278,  Lot  No.  9),  Long  Island  City,  Borough  o 
Queens. 


644-42-A. 

APPLICANT— Martyn  N.  Weinstein,  for  Brooklyn  Jewish 
Home  for  Convalescents,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ^  , 

PREMISES  AFFECTED— 601,  605  and  609  Beach  9th 
street,  west  side,  246.89  ft.  south  of  Caffrey  avenue 
(Block  No.  Ill,  Lot  Nos.  20  and  3),  Far  Rocka- 
way,  Borough  of  Queens. 


APPEARANCES—  _ 

For  Applicant:  Frank  C.  Keller  and  Rollin  C 
Caughey. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep 
ACTION  OF  BOARD— Application  granted  on  conditioi 
THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative :  .  1 


APPEARANCES— 

For  Applicant:  Martyn  N.  Weinstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  20,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 


679-42-A. 

APPLICANT— Joe  Salwen  Paper  Company  (lessee)  for 
Betsey  Ann  Fay  Estate,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 405  East  4th  street,  north  side, 
200  ft.  west  of  East  River  drive  (Block  No.  359, 
part  of  Lot  No.  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None.  , 

For  Administration:  Insp.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  20,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 


THE  RESQLUTION  (482-42-S) 

Whereas,  Frank  C.  Keller,  for  the  Ford  Instrument  Cc 
owner,  filed  on  June  17,  1942,  an  application  for  variatio 
of  the  requirements  of  the  Labor  Law  as  cited  in  an  ordt 
and  decision  of  the  fire  commissioner,  affecting  premist 
31-10  Thompson  avenue,  south  side,  from  31st  street  t 
31st  place  (Block  No.  278,  Lot  No.  9),  Long  Island  Cit; 
Borough  of  Queens ;  and 

Whereas,  Order  No.  8354-LF  issued  by  the  fire  con 
missioner  March  25,  1942  and  referred  to  in  the  decisic 
of  the  fire  commissioner  dated  June  15,  1942  reads: 

“3.  Arrange  metal  screens  on  all  windows  on  a 
stories  so  as  to  be  readily  movable  or  removable  froi 
both  sides  in  such  a  manner  as  to  afford  the  free  ar 
unobstructed  use  of  such  windows  for  the  purposes  c 
egress,  as  per  Section  272  of  the  Labor  Law. 

6.  Arrange  all  doors  so  that  same  can  be  opent 
from  both  sides.  Section  272  of  the  Labor  Law. 

7.  Remove  all  partitions  not  built  of  incombuslib 
material  as  per  Section  263  and  270  of  the  Labor  Law 


407-42-A. 

APPLICANT— Arthur  Weiser,  for  28th  Properties,  In¬ 
corporated,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFFECTED— 31-81  Steinway  street,  east 
side,  100  ft.  north  of  Broadway  (Block  No.  678, 
Lot  No.  9),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Weiser. 

ACTION  OF  BOARD— Appeal  reopened  and  restored  to 
the  Calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


598-42-A. 

APPLICANT — Levine’s  New  and  Used  Auto  Parts,  lessee, 
for  Bronsther  Realty  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 215  Shell  road,  east  side,  225 
ft.  north  of  Circumferential  parkway  (Block  No. 
7232,  Lot  No.  70  and  Block  No.  7233,  Lot  Nos.  93 
and  90),  Borough  of  Brooklyn. 


Whereas,  the  applicant  states  that  the  building  is 
stories  (52  ft.  6  in.)  in  height,  199  ft.  11J4  in.  by  440  ft. 
in.  in  area,  of  class  3  construction,  located  in  an  unrestricti 
use  district,  erected  under  N.  B.  Applic.  2711-19  and  alten, 
under  Alt.  Applic.  No.  2931-40,  and  occupied  since  Jui 
1942  as  follows:  cellar — manufacturing — 457  persons;  1 
floor — assembly — 510  persons;  2nd  floor — office  and  pai 
shop— 171  persons;  3rd  floor— office  and  spare  parts— • 
persons;  4th  floor— office— 150  persons;  proposed  to 
occupied  as  follows:  cellar— same — 500  persons;  1st  floor 
same — 650  persons ;  2nd  floor — same — 220  persons ;  3 
floor — same —  160  persons;  4th  floor-same — 160  person 
that  the  building  is  equipped  with  a  sprinkler  system,  stan 
pipe  system,  interior  fire  alarm  system  and  fire  drills  a 
maintained;  that  there  are  five  46  in.  fireproof  stairs  in  t 
building  leading  from  street  to  roof;  that  the  building  h 
been  approved  by  the  borough  superintendent  under  A 
Applic.  No.  2931-40  for  manufacturing  and  offices  and  f 
the  proposed  number  of  occupants,  but  no  Certificate 
Occupancy  can  be  issued  during  the  pendency  of  the  ore 
herein  appealed;  and 

Whereas,  the  applicant  contends  as  to  Item  3  of  t 
Fire  Commissioner’s  order,  that  the  locked  screens  are  1 
cated  on  the  first  floor  and  basement  as  shown  on  pla 
filed  with  this  application  marked  “Received  August  - 
1942”  and  can  be  readily  unlocked  in  case  of  emergen 
by  a  watchman  who  is  on  duty  24  hours  a  day;  that  th< 
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reens  are  kept  locked  by  order  of  the  Army  and  Navy 
prevent  sabotage ;  and 

Whereas,  the  applicant  contends  as  to  Item  6  of  the 
e  commissioner’s  order,  that  all  doors  leading  to  stair 
11s  will  be  kept  open  during  working  hours,  except  the 
ors  leading  direct  to  street,  which  will  be  equipped  with 
nic  holts  of  approved  types,  so  as  to  prevent  ingress 
om  the  street  by  order  of  the  Army  and  Navy  depart- 
lints  ;  and 

Whereas,  the  applicant  contends  as  to  Item  7  of  the  fire 
mmissioner’s  order,  that  permission  is  requested  to  con 
.me  the  use  of  combustible  partitions  as  shown  on  plans 
id  with  this  application  marked  “Received  August  28, 
|42,”  as  these  partitions  have  existed  since  the  building 
ns  first  occupied ;  that  a  change  now  would  greatly  retard 
te  production  of  essential  war  materials ;  and 
Whereas,  the  applicant  filed  a  copy  of  a  communication 
om  the  War  Department,  containing  the  recommendations 
the  War  Department  relative  to  the  matters  herein  ap- 
aled. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  make  a  variation  in  the  requirements  of  the  Labor 
iw,  as  cited  in  an  order  of  the  fire  commissioner,  Order 
b.;  8354-LF,  and  that  the  application  be  and  it  hereby  is 
anted  as  to  Obj.  3,  on  condition  that  the  screens  shall  be 
rintained  as  proposed ;  that  the  existing  exit  doors  shall 
continued;  as  to  Obj.  6,  that  approved  panic  bolts  may 
installed  on  such  exit  doors  as  are  indicated  to  have 
.nic  bolts  on  plans  filed  with’ this  application;  as  to  Item 
that  no  additional  partitions  or  incombustible  materials 
all  be  erected  and  that  all  partitions  of  incombustible  ma- 
ial  not  in  compliance  writh  the  requirements  of  the  Labor 
iw  shall  be  removed  within  two  (2)  years  from  the  date 
this  resolution ;  that  the  variance  herein  granted  as  to 
sections  3  and  6  shall  be  only  for  the  term  of  the  present 
jergency  and  while  the  building  is  being  occupied  as  herein 
l  forth ;  that  it  shall  comply  in  all  other  respects  with  all 
’vs,  rules  and  regulations  applicable  thereto;  that  the 
rinkler  system,  standpipe  system,  interior  fire  alarm  sys- 
n  and  fire  drills  shall  be  maintained  to  the  satisfaction 
.  the  fire  commissioner;  that  a  certificate  of  occupancy 
all  be  obtained. 

2-42-S. 

PPLICANT — George  Keister,  for  Henrietta  Tankus, 
owner  (Rapid  Shoe  Machine  Manufacturing  Com¬ 
pany,  lessee). 

JBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

DEMISES  AFFECTED — 682  Sixth  avenue,  east  side,  98 
ft.  9  in.  south  of  West  22nd  street  (Block  No.  823, 
Lot  No.  4),  Borough  of  Manhattan. 
PPEARANCES — 

For  Applicant :  George  Keister. 

For  Administration :  Fred  Dahletn,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

STION  OF  BOARD — Application  granted  on  condition. 
HE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

HE  RESOLUTION  (542-42-S) 

Whereas,  George  Keister  for  Henrietta  Tankus,  owner 
lapid  Shoe  Machine  Manufacturing  Company,  lessee), 
;d  on  July  6,  1942,  an  application  for  a  variation  of  the 
luirements  of  the  Labor  Law  as  cited  in  the  decision  of 
-  borough  superintendent  affecting  premises  682  Sixth 
enue,  east  side,  98  ft.  9  in.  south  of  West  22nd  street 
flock  No.  823,  Lot  No.  4),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
ted  June  27,  1942,  on  Alt.  Applic.  828-42,  reads : 

1.  Proposed  non-firerpoof  balcony  on  first  floor  of 
fireproof  factory  building  is  contrary  to  provisions  of 
Section  264  of  the  Labor  Law.” 

4 


Whereas,  the  applicant  states  that  the  building  is  eight 
stories  (104  ft.)  in  height,  24  ft.  8)4  in.  by  95  ft.  in  area 
at  first  floor,  24  ft.  8)4  in.  by  85  ft.  in  area  at  typical  floor; 
of  Class  1  construction ;  erected  in  1897 ;  located  in  an  un¬ 
restricted  use  district  and  used  and  occupied  since  1930  as 
follows :  Cellar,  building,  plant  and  storage ;  first  floor,  re¬ 
pairing  shoe  machinery,  6  persons;  second  floor,  offices  and 
display  of  clothing  trimmings,  2  persons;  third  floor,  manu 
facture  of  braid  and  trimmings,  3  persons;  fourth  floor, 
library  and  distributing  warehouse,  3  persons;  fifth  floor, 
sign  studio  and  manufacture  of  paper  and  cardboard  signs, 
1  person ;  sixth  floor,  display  of  dress  findings,  3  persons ; 
seventh  floor,  job  printing,  9  persons;  eighth  floor,  manu¬ 
facturing  womens  skirts,  14  persons;  for  which  no  certifi¬ 
cate  of  occupancy  has  been  issued ;  that  no  change  in  use 
or  occupancy  is  proposed;  that  the  building  is  equipped  with 
a  standpipe  system,  one  interior  3  ft.  1  in.  stairs,  constructed 
of  iron  and  slate,  enclosing  in  4  in.  terra  cotta  blocks, 
plastered  on  both  sides,  equipped  with  fireproof  self-closing 
doors  and  one  fire  escape,  located  at  the  rear,  which  leads 
to  roof  by  ladder  and  to  grade  by  drop  ladder  in  guides 
with  egress  from  the  termination  at  yard  through  No.  680 
Sixth  avenue ;  that  windows  on  the  course  of  the  fire 
escape  are  kalamein  sash  glazed  with  wire  glass ;  and 
Whereas,  it  is  proposed  to  legalize  the  existing  non- 
fireproof  mezzanine  story  as  shown  on  plans  filed  with  the 
borough  superintendent  under  Alt.  Applic.  No.  828-1942;  and 
Whereas,  the  applicant  contends  that  a  variance  of  the 
requirements  of  the  Labor  Law  is  requested  in  view  of  the 
fact  that  the  balcony  as  constructed,  segregates  the  office 
from  the  machine  shop  and  is  occupied  by  only  two  persons ; 
that  the  error  in  contracting  for  the  installation  of  a  non- 
fireproof  balcony  is  not  intentional ;  that  by  fire-retarding 
the  present  structure  as  proposed,  the  fire  hazard  will  be 
reduced  and  the  lessee  will  be  saved  the  expense  of  and 
inconvenience  of  complying  with  the  law ;  and 

Whereas,  Violation  No.  1017-42,  was  issued  February  5, 
1942,  for  erecting  a  wooden  mezzanine  at  first  story  in  a 
fireproof  building  contrary  to  law ;  and 

Whereas,  an  examination  of  plan  filed  June  16,  1942, 
with  Alt.  Applic.  No.  828-1942,  in  the  Department  of  Hous¬ 
ing  and  Buildings  indicates  that  the  mezzanine  balcony  will 
be  located  approximately  8  ft.  above  finished  first  floor  and 
will  extend  across  the  building  from  the  south  wall  to  the 
existing  4  in.  terra  cotta  block  partition  enclosing  the 
primary  means  of  egress,  and  will  be  approximately  20  ft. 
in  depth  commencing  approximately  26  ft.  east  of  the  build¬ 
ing  line,  and  that  it  is  proposed  to  cover  soffit  of  balcony 
and  soffit  of  stairway  with  26  gauge  metal,  including  the 
stair  jib;  that  all  exposed  wood  work,  including  doors, 
jambs  and  trim  will  be  covered  with  metal  except  finished 
floor  of  balcony  and  stair  risers,  treads  and  handrail. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  828-42,  Objection  No.  1,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  balcony  as  constructed  shall  not  be  increased  in  area ; 
that  the  under  side  of  balcony  and  stair  shall  be  fire  re¬ 
tarded  as  proposed,  with  metal  or  with  asbestos  or  sheet 
rock  or  other  material  satisfactory  to  the  borough  superin¬ 
tendent  ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto,  other  than  as  herein  modified  and  as  modi¬ 
fied  under  Cal.  No.  543-42-A ;  that  the  standpipe  system 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  this 
balcony  shall  be  used  for  office  purposes  only  and  shall 
meet  the  requirements  for  an  office  loading,  but  in  no  event 
less  than  40  lbs.  per  superficial  foot  and  shall  be  so  posted. 


543-42-A. 

APPLICANT — George  Keister,  for  Henrietta  Tankus, 
owner  (Rapid  Shoe  Machine  Manufacturing  Com¬ 
pany,  lessee). 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  . 

PREMISES  AFFECTED— 682  Sixth  avenue,  east  side, 
98  ft.  9  in.  south  of  West  22nd  street  (Block  No. 
823,  Lot  No.  4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  Keister. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ® 

THE  RESOLUTION  (543-42-A) 

Whereas,  George  Keister  for  Henrietta  Tankus,  owner 
(Rapid  Shoe  Machine  Manufacturing  Company,  lessee), 
filed  on  Tuly  6,  1942,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  affecting  premises  682  Sixth  avenue, 
east  side,  98  ft.  9  in.  south  of  West  22nd  street  (Block  No. 
823,  Lot  No.  4),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  I une  27,  1942,  on  Alt.  Applic.  No.  828-1942,  reads : 

“2.  Use  of  wood  beams  less  than  3"  wide  inside  fire 
limits  not  permitted  under  Par.  7,  of  Section  7.1.4  of 
the  Building  Code.” 

Whereas,  the  applicant  states  that  the  building  is  eight 
stories  (104  ft.  in  height,  24  ft.  8 J4  in.  by  95  ft.  in  area 
at  first  floor,  24  ft.  8)4  in.  by  85  ft.  in  area  at  typical  floor , 
of  Class  1  construction;  equipped  with  a  standpipe  system; 
erected  1897;  located  in  an  unrestricted  use  district  and 
occupied  since  1930  as  follows:  cellar,  building,  plant  and 
storage ;  first  floor,  repairing  shoe  machinery,  6  persons ; 
second  floor,  offices  and  display  of  clothing  trimmings,  2 
persons ;  third  floor,  manufacture  of  braid  and  trimmings, 
3  persons ;  fourth  floor,  library  and  distributing  warehouse, 
3  persons;  fifth  floor,  sign  studio  and  manufacture  of  paper 
and  cardboard  signs,  1  person ;  sixth  floor,  display  of  dress 
findings,  3  persons;  seventh  floor,  job  printing,  9  persons; 
eighth  floor,  manufacturing  womans  skirts,  14  persons,  for 
which  no  certificate  of  occupancy  has  been  issued;  and 
Whereas,  Violation  No.  1017-42,  was  issued  February 
5,  1942,  for  erecting  a  wooden  mezzanine  at  first  story  in  a 
fireproof  building  contrary  to  law;  and 

Whereas,  this  appeal  is  filed  for  variation  of  the  provi¬ 
sions  of  the  building  code  so  as  to  legalize  the  existing  mez¬ 
zanine  story  described  under  Cal.  No.  542-42-S ;  and 

Whereas,  the  applicant  requests  permission  for  the  2  in. 
by  6  in.  floor  beams  to  remain  as  the  load  is  very  light  and 
the  spans  are  short,  one  span  is  7  ft.  10  in.,  the  other 
spans  5  ft.  6  in.  each  and  that  the  total  height  of  the  first 
story  is  only  15  ft.  10  in. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  No.  828-42,  Objection  No.  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  by  the  Board  this  day  under  Cal.  No.  542-42-S 
shall  be  complied  with. 


606-42-A. 

APPLICANT— Matthew  W.  Del  Gaudio,  for  Richmond 
H.  Shreve,  for  Metropolitan  Life  Insurance  Com¬ 
pany,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 2020  East  Tremont  avenue, 
south  side,  963.81  ft.  east  of  Unionport  road  (Block 
No.  3944,  Lot  No.  1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Theodore  Mazza. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners  i 
Savage  and  Blum  and  Deputy  Chief  Murphy  i 
Negative:  .  (j 

THE  RESOLUTION  (606-42-A) 

Whereas,  Matthew  W.  Del  Gaudio,  for  Richmond  H 
Shreve,  Metropolitan  Life  Insurance  Co.,  owner,  filed  Au 
gust  4,  1942,  an  appeal  from  a  decision  of  the  acting  bor 
ough  superintendent,  affecting  premises  2020  East  1  remon 
avenue  south  side,  963.81  ft.  east  of  Unionport  road  (Blocl 
No.  3944,  Lot  No.  1),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent,  ri, 
F.  P.  Applic.  103-42,  dated  July  10,  1942,  reads: 

“1 :  Storage  of  gasoline  in  cellar  contrary  to  Fin. 
Department  practice.  09. 11.0  Adm.  Code. 

2:  Provide  separate  fireproof  passageway  to  out 
side  air  from  enclosed  space  for  inflammable  occupanc; 
stated. 

3 :  Separate  inflammable  occupancy  from  boile 

room.  09.11. 0  Adm.  Code.  jj  ; 

4:  Show  adequate  ventilation  equivalent  to  garag 
ventilation  as  required  by  Building  Code,  Art.  ( 
09.11.  Adm.  Code. 

5 :  Equipemnt  of  type  indicated  should  be  approve 
by  Board  of  Standards  and  Appeals.  Sec.  666,  Cit 
Charter.” 

and 

Whereas,  the  building  is  one  story  (64  ft.  10  in.)  i 
height,  178  ft.  by  76  ft.  in  area,  on  a  lot  178  ft.  by  368  fi 
and  238  ft.,  irregular,  in  area;  of  Class  1  construction 
erected  in  1941 ;  located  in  an  unrestricted  district  an 
occupied :  Cellar,  boiler  room,  5  persons ;  1st  floor,  boile 
room  and  office,  5  persons;  mezzanine,  boiler  room,  5  pei 
sons ;  and  I  ' 

Whereas,  it  is  proposed  to  install  a  100  h.p.  gasolir 
driven  generator  to  generate  100  k.w.  of  electricity,  so  £ 
to  furnish  power  for  the  operation  of  oil  burners  unde 
boilers ;  and 

Whereas,  the  applicant  contends  that  in  the  event  of 
complete  blackout  or  other  emergency,  where  power  wi 
be  unavailable  from  outside  sources,  this  emergency  powe' 
will  also  be  used  to  operate  the  siren  located  on  the  roc! 
of  the  powerhouse ;  that  the  installation  will  genera’ 
enough  electricity  to  operate  the  motors  of  the  burnei 
for  approximately  30  minutes,  using  5  gallons  of  gasolin 
contained  in  a  tank  integral  with  the  motor;  that  in  tl 
event  of  a  blackout  or  emergency  lasting  more  than  f 
minutes,  the  supply  of  gasoline  can_  be  replenished  int 
the  said  integral  tank  by  means  of  a  5-gallon  safety  can  ( 
approved  type;  that  the  gasoline  storage  is  outside  tl 
building  and  is  not  in  question  in  this  appeal;  that  it 
not  intended  that  any  gasoline  be  stored  in  cellar,  exce; 
that  five  gallons  will  be  contained  in  the  tank,  integr 
with  the  motor ;  that  the  only  available  space  for  the  loc; 
lion  of  the  proposed  generator,  is  at  the  north  wall  of  tl 
cellar,  the  providing  of  a  fireproof  passage  from  the  outi 
air  through  cellar  to  said  motor  is  impractical;  that  sin 
there  is  no  open  flame  or  spark  in  cellar,  the  providing  of 
fireproof  passage  becomes  an  unnecessary  hardship ;  that  tl 
boiler  room  is  on  the  1st  floor  and  the  cellar  is  used  f< 
water  tank,  pumps,  steam  mains,  switch  boards,  tool  benche 
etc.,  in  connection  with  boiler  plant;  that  the  propos< 
installation  does  not  constitute  inflammable  occupancy,  ai 
therefore,  the  placing  of  motor  in  an  enclosed  space  won 
be  an  unnecessary  hardship,  as  the  exhaust  from  install 
tion  will  be  conveyed  by  duct  to  outer  air ;  that  as  it 
proposed  to  keep  entire  cellar  open,  the  present  ventilatic 
will  not  be  reduced,  and  cellar  will  be  ventilated,  to  a  great 
degree  than  required  for  garage  ventilation ;  that  to  pr 
vide  additional  ventilation  would  be  an  unnecessary  bar 
ship  because  of  the  emergency  and  temporary  use  of  t 
proposed  installation;  that  the  electric  generator  propos 
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- - 

|  an  enclosed  self-contained  motor,  and  as  previously 
atcd,  is  for  emergency  use  only. 

Resolved,  that  the  decision  of  the  borough  superintendent 
rting  on  F.  P.  Applic.  103-42,  Objections  1  to  5  inclusive, 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
;reby  is  granted  on  condition  that  the  equipment  shall  be 
stalled  substantially  as  proposed;  that  the  gasoline  tank 
liall  not  contain  more  than  5  gallons  and  it  shall  be  in- 

alled  at  or  near  the  motor  with  a  flexible  tube  and  with 

1  shut-off  valve  therefrom  to  the  motor ;  that  such  gaso- 
le  tank  shall  be  filled  only  from  a  safety  can  with  gaso- 

Je  brought  in  from  the  outside  of  the  building  and 

formally  kept  closed ;  that  this  modification  may  be  con- 
nued  only  during  the  term  of  the  present  emergency;  that 
e  generator  shall  be  used  only  for  the  purpose  as  pro¬ 
ved  ;  that  this  modification  shall  not  be  taken  to  con- 
itute  a  general  approval ;  that  the  manufacturer  shall  file 
ith  the  Board  an  application  for  approval  of  this  type  of 
nuipment  and  that  such  portable  fire  fighting  appliance 
Sail  be  maintained  as  the  Fire  Commissioner  shall  direct. 

— 

38-42-A. 

PPLICANT — Sidney  L.  Strauss,  for  General  Bronze 
Corporation,  owner. 

UBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

REMISES  AFFECTED — 43-06  38th  street  and  south 
side  of  43rd  avenue  (Foster  avenue),  between  37th 
and  38th  streets  (Block  No.  220,  Lot  No.  25),  Long 
Island  Citv,  Borough  of  Queens. 

PPEAR AN  CES — 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

i.CTION  OF  BOARD — Appeal  granted  on  condition. 

"HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

'HE  RESOLUTION  (638-42-A) 

Whereas,  Sidney  L.  Strauss,  for  General  Bronze  Corpo- 
ition,  owner,  filed  August  24,  1942,  an  appeal  from  a  deci- 
,on  of  the  borough  superintendent  affecting  43-06  38th 
reet,  south  side  of  43rd  avenue  (Foster  avenue),  between 
'7th  and  38th  streets  (Block  No.  220,  Lot  No.  25),  Long 
;;land  City,  Borough  of  Queens ;  and 

1  Whereas,  the  decision  of  the  borough  superintendent 
ated  August  12,  1942,  on  Misc.  Applic.  No.  4389-42,  reads : 
“1 :  Building  must  be  used  exclusively  for  the 
storage  of  calcium  carbide.  Such  building  shall  be  con¬ 
structed  to  be  dry,  waterproof  and  mechanically  ven¬ 
tilated,  and  shall  be  located  outside  congested  mercan- 
f  tile  or  manufacturing  districts.  C19-88.0,  Adm.  Code. 
2.  The  storage  of  spraying  materials  may  not  be  in 
excess  of  200  gallons  and  shall  conform  to  the  provi¬ 
sions  of  Rule  6.1.3  and  6.2,  Board  of  Standards  and 
Appeals.  Cal.  353-30-SR.” 
id 

'  Whereas,  the  applicant  states  that  the  building  is  two 
ories  (26  ft.)  in  height,  200  ft.  by  115  ft.  in  area;  of 
.‘lass  3  construction,  equipped  with  a  sprinkler  svstem : 
->cated  in  an  unrestricted  use  district;  erected  1915  and 
sed — first  floor,  factory,  40  persons,  second  floor,  factory, 
)  persons;  and 

•  Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
mcrete  block  wall  and  concrete  slab,  forming  a  separate 
ompartment  in  present  storage  building,  which  will  be  used 
or  the  storage  of  combustibles ;  that  the  storage  building 
I.  approximately  12  ft.  by  7  ft.  7J4  in.  in  area;  13  ft.  in 
eight;  that  it  is  proposed  to  install  new  8  in.  concrete 
ab  and  8  in.  concrete  slab  wall,  the  slab  to  be  located 
oproximately  6  ft.  1  in.  above  floor  level,  to  form  a  com- 
'artment,  3  ft.  8  in.  wide,  5  ft.  6  in.  high,  of  fireproof 


construction,  vented  through  the  roof  by  a  new  12  in. 
Liberty  ventilator  with  access  to  the  compartment  from  the 
exterior  by  means  of  a  2  ft.  8  in.  door  and  a  fixed  iron 
ladder  with  hand  rail,  all  as  shown  on  plans  filed  with  the 
borough  superintendent  August  10,  1942,  on  Misc.  Applica¬ 
tion  No.  4389-42;  that  compartment  No.  1  will  be  used 
for  the  storage  of  calcium  carbide,  packed  in  I.C.C.  con¬ 
tainers  ;  a  total  of  2,000  lbs.  calcium  carbide  will  be  stored ; 
that  compartment  No.  2  will  be  used  for  storage  of  the  fol¬ 
lowing  materials :  500  gallons  paint,  10  gallons  thinners,  75 
gallons  kerosene,  10  gallons  turpentine,  10  gallons  gasoline, 
250  gallons  machine  oil,  55  gallons  paint  solvents,  10  gallons 
naptha,  10  gallons  lacquer,  18  cylinders  oxygen,  4  carboys 
nitric  acid,  6  carboys  sulphuric  acid,  2  carboys  muriatic 
acid,  2  carboys  soldering  acid ;  that  all  of  these  materials 
total  more  than  200  gallons  of  spraying  material,  as  pro¬ 
vided  by  the  Rules  of  the  Board  of  Standards  and  Appeals 
for  storage  and  spraying  of  paint;  that  all  other  require¬ 
ments  of  Chapter  19  of  the  Administrative  Code  and  the 
Rules  of  the  Board  will  be  complied  with ;  that  the  premises 
are  used  entirely  in  connection  with  the  War  effort  and  the 
additional  storage  requested  is  necessary  for  the  conduct 
of  the  business  of  producing  war  materials. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Misc.  Applic.  No.  4389-42,  Obj.  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condiiton  that  the  space  proposed  for  storage  of  calcium 
carbide  shall  be  constructed  substantially  as  indicated  on 
plans  filed  and  shall  be  well  ventilated  by  means  of  down¬ 
wardly  pointing  goose  neck  vent  extending  from  near  the 
floor  of  such  compartment  to  the  outer  air,  and  a  goose  neck 
exhaust  near  the  ceiling  in  lieu  of  12  in.  Liberty  ventilators ; 
and  as  to  Objection  No.  2,  that  the  storage  of  spraying  ma¬ 
terials  shall  not  exceed  the  amount  set  forth ;  that  the 
room  shall  be  constructed  as  shown  on  plans  filed  with  the 
borough  superintendent  under  Misc.  Applic.  No.  4389-42 ; 
that  there  shall  be  constructed  in  the  roof  a  ventilator,  as 
indicated,  having  an  opening  of  not  less  than  100  sq.  in. ; 
that  the  door  to  the  paint  storage  room  shall  be  equipped 
with  fixed  louvres  for  ventilation  within  6  in.  of  the  floor ; 
that  the  sprinkler  system  in  the  adjoining  building  shall  be 
continued  into  such  paint  storage  room,  but  shall  be  omitted 
in  the  compartment  for  the  storage  of  calcium  carbide. 


642-42-A. 

APPLICANT — Sidney  L.  Strauss,  for  Esther  Balias, 
owner. 

SUBJECT— -Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 71  Hudson  street,  west  side,  60 
ft.  8  in.  north  of  Jay  street  (6th  floor)  ;  (Block 
No.  180,  Lot  No.  3),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (642-42-A) 

Whereas,  Sidney  L.  Strauss,  for  Esther  Balias,  owner, 
filed  August  31,  1942,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  71  Hudson  street, 
west  side,  60  ft.  8  in.  north  of  Jay  street  (6th  floor)  ; 
(Block  No.  180,  Lot  No.  3),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  August  22,  1942,  on  Alt.  Applic.  193-42,  dated  August 
22,  1942,  reads : 

“29.  The  passageway  on  6th  floor  connecting  the 
stairs  and  fire  escape  may  not  be  omitted.  (Sec. 
6.4.1  lk2)  Reconsideration  denied.” 

and 
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Whereas,  the  applicant  states  that  the  building  is_  six 
stories,  cellar  and  mezzanine  (84.5  ft.)  in  height;  25  ft. 
by  93  ft.  in  area;  of  Class  3  construction;  erected  ap¬ 
proximately  1900,  located  in  an  unrestricted  use  A  area  dis¬ 
trict  and  used  as  follows :  Cellar,  storage ;  first  floor, 
warehouse ;  second  floor,  warehouse ;  third  to  sixth  mez¬ 
zanine  story,  vacant;  that  it  is  proposed  to  be  used  and 
occupied  as  follows:  Cellar,  storage;  first  floor,  storage 
and  shiping,  6  persons;  second  floor,  office  and  storage,  8 
persons;  third  floor,  factory,  storage  and  office,  17  persons; 
fourth  floor,  factory,  12  persons;  fifth  floor,  factory  30 
persons;  sixth  floor,  factory,  5  persons;  sixth  mezzanine, 
storage ;  and 

Whereas,  the  applicant  contends  that  notwithstanding 
the  fact  that  the  Labor  Law  makes  provision  for  the  termi¬ 
nation  of  an  interior  stair  where  safe  egress  is  not  avail¬ 
able  from  the  roof,  the  Building  Code,  Section  6.4.1. Ilk2, 
makes  requirements  where  the  roof  of  the  structure  is 
sloped,  as  it  is  in  this  case;  that  in  a  building  of  this  type, 
a  fire  resistive  stair  enclosure  would  be  acceptable;  that 
the  stair  in  question  is  of  fireproof  construction  for  the 
entire  height;  that  the  building  faces  on  two  streets  and 
has  a  Labor  Law  fire  escape  extending  to  the  street;  that 
all  windows  on  the  course  of  the  fire  escape  are  fireproof 
self-closing;  that  although  the  sixth  floor  is  vacant,  it  will 
be  rented  only  to  a  single  tenant  so  that  clear  aisle  space 
can  be  maintained  at  all  times  between  the  interior  stair 
and  the  fire  escape;  that  should  a  passage  way  be  required, 
it  will  affect  available  floor  area  on  the  6th  floor;  that  in 
view  of  the  fact  that  the  interior  stairway  is  fireproof  en¬ 
closed,  it  is  requested  a  modification  be  granted  to  eliminate 
the  requirements  for  the  passageway. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  193-42,  Objection  No.  29,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  passageway  on  the  sixth  floor, 
as  shown  on  plans  filed  under  Alt.  Applic.  193-42,  for  com¬ 
pliance  with  the  Code  provision  to  furnish  a  connection 
between  the  interior  stairs  and  the  exterior  fire  escape  may 
be  omitted,  provided  the  sixth  or  top  floor  and  the  sixth 
floor  mezzanine  are  left  entirely  vacant  with  no  occupancy 
whatever;  that  at  all  times,  the  stairway  doors  shall  remain 
openable  for  free  access  thereto,  and  also  the  windows 
along  the  course  of  the  fire  escape;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  the 
building  shall  not  be  increased  in  height  or  area. 


7 15-42- A. 

APPLICANT— John  M.  Baker,  for  Huntervan  Realty  Cor¬ 
poration,  owner  (International  Diesel  Electric 
Company,  Incorporated,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 11-49  44th  road,  north  side,  89 
ft.  854  in.  west  of  21st  street  and  13-02  44th  ave¬ 
nue  (Block  No.  446,  Lot  No.  10),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Baker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (715-42-A). 

Whereas,  John  M.  Baker,  for  Huntervan  Realty  Corp., 
owner  (International  Diesel  Electric  Co.,  Inc.,  lessee),  filed 
on  October  1,  1942,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  affecting  premises  11-49  44th  road, 
north  side,  89  ft.  854  in.  west  of  21st  street  and  13-02  44th 


avenue  (Block  No.  446,  Lot  No.  10),  Long  Island  Cit} 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  super  intender 
on  Misc.  Applic.  No.  4282-42,  dated  August  4,  1942,  recot 
sideration  denied  September  29,  1942,  reads : 

“2.  The  proposed  storage  and  use  in  a  factory  c 

gasoline  and  fuel  oil  in  connection  with  the  testing  c! 

Diesel  engines  is  contrary  to  the  provisions  of  C 12-1 1." 

Adm.  Code.” 

and 

Whereas,  applicant  states  that  the  building  will  be  or 
and  two  stories  (50  ft.  and  24  ft.)  in  height,  200  ft.  b 
200  ft.  in  area,  of  class  5  construction,  equipped  with 
standpipe  system  and  located  in  an  unrestricted  use  district 
occupied:  cellar — boiler  room;  1st  floor — cut  stone;  pr< 
posed  to  be  occupied:  cellar — same;  1st  floor — manufactu: 
ing  and  office — 140  persons  ;  2nd  floor — office — 34  person; 
and  E 

Whereas,  Violation  852-42  was  issued  June  1,  1942  fi; 
changing  the  use  from  stone  shed  to  factory  without  obtaii' 
ing  a  Certificate  of  Occupancy  for  the  new  use ;  and 

Whereas,  the  applicant  contends  that  Buildings  B  ^ar 
C  were  erected  in  1912,  the  two  story. office  building,  25  f 
by  55  ft.  in  area,  erected  in  1926  and  Building  A,  whit 
is  the  portion  of  premises  affected  by  this  appeal,  w;. 
erected  in  1930;  that  the  two  story  office  building  and  Built 
ing  C  is  proposed  to  be  extended  under  Alt.  Applic.  164 
42,  as  shown  on  diagram  filed  with  this  appeal  marked  “R 
ceived  October  1,  1942” ;  that  Building  A  is  class  5  coi 
struction,  steel  frame  and  roof  trusses,  steel  girts  and  pu 
lins,  surfaced  on  the  exterior  walls  with  corrugated  tra 
site;  the  bottom  chord  of  trusses  is  43  ft.  6  in.  abo 
floor;  Building  C  is  constructed  of  heavy  timber  frair 
wood  trusses,  steel  channel  girts  on  outside  walls  and  co 
rugated  transite  siding;  that  the  bottom  chord  of  truss 
is  34  ft.  4  in.  above  floor ;  that  Building  C  is  constructed  ; 
heavy  timber  posts  and  girders,  wood  room  beams,  12  i 
brick  and  concrete  exterior  walls  on  the  north  side  and  co 
rugated  transite  siding  on  steel  channels  on  east  and  wc 
walls ;  that  floors  throughout  are  5  in.  concrete,  except 
the  two  story  brick  office  building  which  is  constructed  of 
in.  brick  walls,  wood  floor  beams  and  complies  with  t 
Code  for  class  S  construction ;  that  the  premises  have  be 
leased  for  the  purpose  of  manufacturing  and  assembli: 
power  units  for  the  Army  and  Navy;  that  the  great  heig 
and  area  of  sections  A  and  B  together  with  the  exist! 
equipment  of  two  20  ton  travelling  cranes  one  in  each  se 
tion  afford  a  great  advantage  for  the  demand  of  increas 
and  speedy  production ;  that  it  is  proposed  to  install  o 
1500  gallon  fuel  oil  tank  buried  two  feet  below  low< 
level  of  floor  from  which  suction  and  return  line  will 
run  to  an  auxiliary  60  gallon  tank  located  about  40  ft.  fre 
the  buried  tank  equipped  with  Teesdale,  or  equal,  pump  a 
equipped  with  all  necessary  check  valves  and  shut-off  valv 
in  accordance  with  the  requirements  of  the  Oil  Burr 
Rules  of  the  Board  and  as  shown  on  plans  filed  with  tl 
dppeal  marked  “Received  October  9,  1942” ;  that  it  is  al 
proposed  to  install  two  550  gallon  gasoline  tanks,  two 
below  floor  level  encased  in  12  in.  concrete  in  accordar, 
with  the  requirements  of  the  Administrative  Code;  that 
approved  type  inside  gasoline  pump  will  be  provided 
front  wall  as  shown  on  plans  filed  with  this  appeal  a 
gasoline  will  be  transferred  from  the  approved  pump 
approved  50  gallon  portable  dispensers  from  which  gasoli 
will  be  transferred  in  small  quantities  to  the  engines  of  t 
power  units  to  be  operated ;  that  the  oil  tanks,  _  fill  lin 
suction  and  return  and  vent  lines  will  be  installed  in  accoi 
ance  with  the  Oil  Burner  Rules  and  chemical  fire  ext 
guishing  equipment  will  be  installed,  as  may  be  required 
the  Fire  Department;  that  any  welding  done  on  the  pre 
ises,  will  be  as  remote  as  possible  from  the  gasoline  a 
fuel  oil  tanks  and  dispensing  lines  of  same ;  that  the  use 
gasoline  and  fuel  oil  will  be  conducted  only  in  Buildir 
A  and  B  which  are  of  such  large  area  and  height  that 
hazards  will  be  reduced  to  a  minimum. 

Resolved,  that  the  decision  of  the  borough  superintend 
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<n  Misc.  Applic.  No.  4282-42,  Objection  No.  2,  be  and  it 
lereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
irantcd  on  condition  that  the  gasoline  and  fuel  oil  tank 
Jiall  be  installed  in  locations  and  substantially  as  indicated 
>n  plans  filed  with  this  appeal ;  that  the  tanks  for  fuel  oil 
nd  gasoline  shall  comply  with  the  requirements  therefore 
hat  all  welding  on  the  premises  shall  be  carried  on  as 
emote  as  possible  from  such  storage  tanks  and  the  dispens- 
ng  lines ;  that  a  certificate  of  fitness  shall  be  obtained  by 
he  person  in  charge  of  the  dispensing  of  the  gasoline ;  that 
his  modification  shall  continue  only  during  the  term  of  the 
present  emergency;  that  the  construction  of  the  building 
hall  be  maintained  substantially  as  proposed ;  that  in  all 
ither  respects,  the  building  and  occupancy  shall  comply  with 
J1  laws,  rules  and  regulations  applicable  thereto;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
jre  commissioner  shall  direct. 


28-42-A. 

\PPLICANT — Joseph  H.  Davis,  for  Crane  Company, 
owner  (contractual  owner,  Economics  Laboratories, 
Incorporated). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

’REMISES  AFFECTED — 1075  Irving  avenue,  northeast 
corner  of  Schaeffer  street  (Block  No.  3541,  Lot 
No.  7),  Ridgewood,  Borough  of  Queens. 
APPEARANCES —  • 

For  Applicant :  Joseph  H.  Davis,  M.  J.  Osborn  and 
James  Hill. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (72 8-42-A) 

Whereas,  Joseph  H.  Davis,  owner  (contractural  owner, 
economics  Laboratories,  Incorporated),  for  Crane  Com¬ 
pany,  filed  October  9,  1942,  an  appeal  from  a  decision  of 
he  borough  superintendent,  affecting  premises  1075  Irving 
venue,  northeast  corner  of  Schaeffer  street  (Block  No. 
541,  Lot  No.  7),  Ridgewood,  Borough  of  Queens;  and 
■  Whereas,  the  decision  of  the  borough  superintendent  re 
Alt.  Applic.  No.  1788-42,  dated  October  9,  1942,  reads: 

“1.  Building  required  to  be  fireproof,  fireproof  re¬ 
quirement  waived  for  original  use  as  a  warehouse  by 
superintendent  J.  W.  Moore.  See  Sect.  4.2.1  of  Build¬ 
ing  Code. 

7.  Propose  loading  tower  of  frame  construction- 
construction  contrary  to  Sect.  10.12.1  of  Building  Code.  ’ 

’.nd 

Whereas,  the  applicant  states  that  the  building  is  one 
tory,  (16  ft.)  in  height,  approximately  263  ft.  by  85  ft. 
n  area  on  a  lot  276.28  ft.  by  85.07  ft.  in  area ;  of  Class  6 
onstruction ;  erected  in  1920;  located  in  a  business  use 
district ;  occupied:  Cellar,  boiler  room,  1  person;  1st  floor, 
torage  of  pipes  and  fittings ;  proposed  to  be  occupied : 
iellar,  same;  1st  floor,  manufacturing  and  storage  of 
hemical  compounds,  12  persons ;  and 

Whereas,  it  is  proposed  to  alter  the  building  by  installing 
lew  toilets,  dressing  rooms,  etc.  for  employees  as  required 
iv  the  Labor  Law,  by  providing  additional  exits  as  re- 
luired  by  the  borough  superintendent  and  to  construct  a 
rame  loading  tower  20  ft.  by  21  ft.  6  in.  in  area,  ap- 
•roximately  32  ft.  10  in.  in  height  above  roof  to  contain 
teel  gravity  tanks  of  approximately  25  tons  capacity  each 
nd  to  occupy  the  building  for  the  manufacturing  and 
torage  of  dry  chemical  cleaning  compounds  to  fill  defense 
equirements  for  the  Army  and  Navy;  and 
Whereas,  the  applicant  contends  that  the  steel  gravity 
anks  will  contain  combined  tri-sodium  phosphate,  sodium 
neta-silicate  and  dense  soda  ash,  which  will  be  fed  by 


gravity  to  packing  machines  located  below  the  tanks ;  that 
the  tanks  will  be  supported  on  steel  on  concrete  footings; 
that  the  loading  tower  will  be  supported  on  heavy  weight 
Lally  columns  and  will  be  constructed  of  6  in.  by  6  in. 
corner  posts,  2  in.  by  6  in.  studs  with  diagonal  sheathing, 
outside  and  surfaced  with  incombustible  material ;  that  the 
roof  of  the  tower  will  be  constructed  of  2  in.  by  8  in.  wood 
rafters,  in.  boards  surfaced  with  incombustible  material ; 
that  the  side  walls  will  have  spaces  between  studs  filled  with 
rock  wool  batts  to  a  thickness  of  3  in.  and  diagonal  sheath¬ 
ing  will  be  placed  on  inside  of  studding ;  that  the  tower 
will  be  ventilated  by  means  of  wind  driven  rotary  ventilator 
on  the  roof ;  that  the  ceiling  will  be  filled  with  3  in.  rock 
wool  batts  between  rafters  and  will  be  surfaced  on  the 
under  side  with  in-  gypsum  board  or  sheet  rock ;  that 
it  is  requested  that  the  Board  grant  a  modification  of  the 
requirements  of  Section  C26-254.0  of  the  Administrative 
Code  and  Section  10.12.1  of  the  Building  Code,  so  as  to 
permit  the  use  of  the  building  of  non-fireproof  construc¬ 
tion  of  an  area  in  excess  of  that  permitted  for  the  pro¬ 
posed  use  and  to  permit  the  erection  of  the  frame  loading 
tower,  in  view  of  the  fact  that  the  materials  are  not  avail¬ 
able  for  the  construction  of  a  loading  tower  in  compliance 
with  the  requirements  of  the  Administrative  Code;  that 
the  unavailability  of  steel  for  the  support  of  the  structure 
would  cause  installation  of  masonry  supports  of  such  dimen¬ 
sions  as  to  interfere  with  the  production  of  the  war  ma¬ 
terials  on  the  first  story ;  that  the  proposed  load  of  Class 
4  construction  can  be  carried  on  Lally  columns  which  will 
occupy  no  greater  area  on  the  first  story  than  the  existing 
8  in.  by  8  in.  long  leaf  yellow  pine  wood  posts ;  that  the 
tower  has  been  so  designed  as  to  be  a  reasonable  substitute 
for  incombustible  construction  and  it  is  the  desire  of  the 
new  owner  to  install  such  additional  safeguards  as  the 
Board  may  direct ;  that  acceptance  of  the  existing  construc¬ 
tion  for  the  main  building  is  requested,  in  view  of  the  fact 
that  the  occupancy  proposed  is  no  more  hazardous  than  that 
permitted  under  the  original  new  building  approval ;  that 
the  portion  of  the  building  formerly  occupied  as  a  garage, 
will  be  limited  to  loading  platform  use  and  is  separated 
from  the  balance  of  the  building  by  fire  walls  equipped 
with  self-closing  opening  protective  assemblies  as  originally 
installed ;  that  the  unsubdivided  area  of  the  first  floor  will 
be  approximately  20,000  sq.  ft. ;  that  the  building  is  located 
on  two  street  fronts  and  in  addition  thereto,  adjoins  the 
Long  Island  Railroad  right  of  way  on  the  north  side,  which 
is  available  for  Fire  Department  access,  and  if  figured  as 
a  building  of  three  street  fronts  under  present  Building 
Code,  would  be  constructed  to  a  height  of  three  stories  or 
40  ft.  and  an  area  of  17,500  sq.  ft.,  whereas  the  building  is 
only  16  ft.  in  height  and  only  exceeds  the  allowable  area 
by  2500  sq.  ft.  for  a  building  on  three  street  fronts,  it  is 
requested  that  the  Board  accept  the  proposed  manufactur¬ 
ing  and  storage  use  in  the  building,  which  was  previously 
permitted  by  the  Building  Department  to  be  erected  for 
storage  use  only;  especially  in  view  of  the  fact  that  the 
manufacturing  proposed  will  occupy  less  than  10%  of  the 
floor  area;  and 

Whereas,  the  building  is  of  Class  3  construction. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1788-42,  Objection  Nos.  1  and  7,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area;  that  the  building  shall  be 
occupied  substantially  as  proposed  with  not  more  than  10 
per  cent  of  the  floor  space,  occupied  for  manufacturing  pur¬ 
poses,  toward  the  center  of  the  building  and  adjacent  to  the 
proposed  tower;  that  the  balance  of  the  building  shall  be 
occupied  for  the  storage  of  the  products;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  this  modification  shall  continue 
only  for  a  term  of  two  (2)  years,  and  shall  be  subject  to 
review  by  this  Board  for  considering  the  requirement  that 
additional  fire  fighting  appliances  shall  be  installed,  if  de¬ 
termined  necessary;  that  during  the  term  of  this  modifica¬ 
tion,  no  material  requiring  the  issuance  by  the  Fire  Corn- 
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missioner  for  -combustible  or  inflammable  occupancy  shall 
be  stored;  that  the  exterior  of  the  tower  shall  be  surfaced 
with  asbestos  shingles  or  some  other  incombustible  material 
satisfactory  to  the  borough  superintendent;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


234-42-A. 

APPLICANT — Joseph  Kleinberger,  for  11  West  42nd 
Street,  Incorporated,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  decisions 
re  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 11-27  West  42nd  street,  north 
side,  208  ft.  4  in.  west  of  Fifth  avenue  and  18-30 
West  43rd  street  (Block  No.  1258,  Lot  No.  21); 
(Rooms  760,  761  and  762),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Joseph  Kleinberger. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (234-42-A) 

Whereas,  Joseph  Kleinberger,  for  11  West  42nd  Street, 
Incorporated,  lessee,  filed  on  March  20,  1942  an  appeal  from 
decisions  re  an  order  of  the  fire  commissioner;  premises 
11-27  West  42nd  street,  north  side,  208  ft.  4  in.  west  of 
Fifth  avenue  and  18-30  West  43rd  street  (Block  No.  1258, 
Lot  No.  21)  ;  (Rooms  760,  761  and  762),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  April 
17,  1942,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  17,  1942,  as  to  the 
steel  cabinet,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  any  films  not  being  processed  shall  be  stored  in  a 
steel  container  of  a  type  approved  by  the  Interstate 
Commerce  Commission  under  No.  ICC-32-A  of  the  ap¬ 
proximate  size  9j/2  in.  by  11  in.  and  \0J/2  in.  high,  made 
of  heavy  gauge  metal  with  hinged  cover  and  locking 
device;  that  the  amount  of  film  stored  shall  not  ex¬ 
ceed  fifteen  per  cent,  of  nitro  film.” 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

591- 38-SA. 

APPLICANT — A.  J.  Lindemann  and  Hoverson  Co., 
owners. 

SUBTECT — Kerogas  Circulating  Oil  Burning  Heater,  Pot 
Type,  Models  308A-2,  310A-2,  315A,  320A-2,  325A, 
330A-2  and  335A-2,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  :  . . .  0 

592- 38-SA. 

APPLICANT — A.  J.  Lindemann  and  Hoverson  Co., 
owners. 


SUBJECT — Kerogas  Radiant  Oil  Burning  Heater,  Pot 
Type,  Models  300A-2,  301A-2,  304A-2,  305A-2 
302A-2  and  303A-2,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD- — Application  withdrawn  on  request’ 
of  applicant.  ■ 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  C1 


254-41-SM. 

APPLICANT — The  Robinson  Clay  Product  Co.,  owner. 

SUBJECT — Lap-Lok  Vitrified  Clay  Wall  Coping,  approval 
of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  requesl 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  ^ 
Negative :  .  ( 


21-36-SA. 

APPLICANT— Herco  Oil  Burner  Corporation,  owner. 
SUBJECT — Herco  Oil  Burner,  Model  P-5,  approval  oi, 
(reopened  June  4,  1940  re  amendment  of  resolti, 
tion  to  include  approval  of  this  model). 
APPEARANCES— 

For  Applicant :  F.  E.  Herr. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  a  report  of  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION- 

Affirmative :  Chairman  Murdock,  Commissioners  ' 
Savage  and  Blum  and  Deputy  Chief  Murphy  ‘ 
Negative :  .  ( 

THE  RESOLUTION  (21-36-SA) 

Whereas,  the  Herco  Oil  Burner  Corporation,  owner 
filed  on  January  28,  1936,  an  application  with  the  Board  o 
Standards  and  Appeals  for  approval  of  the  appliance  know: 
as  the  Herco  Oil  Burner,  Models  R-15  and  R-35 ;  and 
Whereas,  this  appliance  was  approved  by  the  Board  oi 
March  31,  1936;  and 

Whereas,  on  subsequent  dates,  the  Board  has  approvec 
the  marketing  of  this  burner  under  various  other  trad< 
names ;  and 

Whereas,  the  applicant  has  requested  an  amendment  o 
the  resolution,  to  include  the  approval  of  the  Herco  Oi 
Burner,  Model  P-5 ;  and 

Whereas,  this  application  was  reopened  by  vote  of  th 
Board  on  June  4,  1940  and  referred  to  the  Committee  oi 
Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  of  th 
Board  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  24,  1942. 

Re :  Cal.  No.  21-36-SA. 

Subject:  Correction  of  the  Resolution  to  includ 
approval  of  Model  P-5. 

Under  date  of  March  31,  1936,  the  Board  of  Standard 
and  Appeals  approved  the  Herco  Oil  Burner,  Model 
R-15  and  R-35 ;  on  May  26,  1936,  the  Board  permitte 
the  marketing  of  this  burner  as  the  Shur-Heat  Burnei 
Models  R-15  and  R-35,  Paragon  Oil  Burner,  Model 
R-15  and  R-35,  and  Public  Service  Oil  Burner,  Model 
R-15  and  R-35.  On  June  14,  1938,  the  resolution  wa 
amended  to  indicate  approval  of  additional  modeb 
Models  F,  P-15,  P-35,  P-50,  J-5,  J-10,  S-20  and  S-4( 
On  January  31,  1939,  the  resolution  was  amended  t 
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permit  marketing  as  the  Friar  Oil  Burner,  Models 
R-18  and  R-38,  and  on  Xovemher  14,  1939  the  resolu¬ 
tion  was  amended  to  permit  marketing  of  Model  J-5 
as  the  Rockville  Oil  Burner,  Model  58.  In  the  report 
no  mention  was  made  of  Model  P-5,  the  approval  of 
which  had  also  been  requested  hut  was  overlooked. 
This  Model  P-5  is  identical  with  Model  P-15  and  P-35, 
except  that  P-5  has  a  capacity  of  44  to  144  gallon  per 
hour,  while  P-15  capacity  is  1  to  3  gallons  per  hour. 
Model  P-5  has  been  approved  by  the  Underwriter’s 
Laboratories,  Guide  No.  300  10.4,  File  MP452. 

It  is  recommended  that  the  resolution  be  amended  to 
include  the  approval  of  Model  P-5. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

,1 

Vhereas,  this  report  recommended  approval  of  the 
olution  and  the  approval  of  the  Herco  Oil  Burner,  Model 

ji. 

lesolvcd,  that  the  Board  of  Standards  and  Appeals  does 
eby  amend  the  resolution  of  March  31,  1936  and  does 
eby  approve  the  appliance  known  as  the  Herco  Oil 
rner.  Model  P-5,  on  condition  that  the  appliance  be  manu- 
•tured,  installed,  and  labelled,  stamped  or  tagged  in  ac- 
idance  with  the  above  report. 


-41-SM. 

iPLICANT — David  E.  Kennedy,  Inc.,  owner. 

OBJECT — Kencoustic,  approval  of. 

('PEAR  AN  CES — 

For  Applicant :  Samuel  Bomal. 

>TION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

IE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

IE  RESOLUTION  (295-41-SM) 

Vhereas,  David  E.  Kennedy,  Inc.,  owner,  filed  on  April 
.1941,  an  application  with  the  Board  of  Standards  and 
(peals  for  approval  of  the  material  known  as  Kencoustic ; 

i. 

Vhereas,  this  material  was  submitted  to  the  Committee 
(Tests  of  the  Board  for  test  and  report ;  and 
Vhereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  9,  1942. 

Re:  Cal.  No.  295-41-SM. 

■  Subject:  Kencoustic,  approval  of. 

David  E.  Kennedy,  Inc.  of  Brooklyn,  New  York, 
filed  on  April  8,  1941  with  the  Board  of  Standards  and 
Appeals  an  application  under  the  requirements  of  Sec¬ 
tion  C26-1 78.0b  of  the  Administrative  Building  Code, 
for  approval  of  its  material  known  as  Kencoustic  as 
an  acoustical  tile  for  use  in  New  York  City  under  the 
pertinent  provisions  of  the  Administrative  Code. 

Kencoustic  is  manufactured  at  the  applicant’s  plant 
in  Brooklyn,  New  York,  of  ground  cork  held  together 
by  the  natural  gum  of  the  cork.  The  cork  is  com¬ 
pressed  in  steel  molds  under  a  pressure  of  approxi¬ 
mately  1800  lbs.  p.s.i.  After  the  cork  is  compressed  in 
the  mould,  steel  pins  hold  the  slab  in  place.  The  slab 
is  then  passed  through  an  oven  heated  by  oil — the  slab 
staying  in  the  oven  approximately  six  hours,  the  tern- 
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perature  being  approximately  560°  F.  After  the  mould 
material  leaves  the  oven  the  slab  is  removed  and  fab¬ 
ricated  into  its  ultimate  size.  Standard  thicknesses  are 
one  inch  and  one  and  a  half  inches;  size  of  slab  is  18 
in.  by  36  in.  from  which  the  tiles  are  cut  to  the  re¬ 
quired  sizes,  such  as  6  in.  by  6  in.,  9  in.  by  9  in.,  etc. 
as  required.  The  surface  is  then  sanded  and  the  edges 
are  usually  bevelled.  Where  colored  finishes  are  de¬ 
sired,  casein  paint  is  applied  in  two  coats  at  the  factory 
by  means  of  a  pressure  spray. 

Kencoustic  is  installed  by  cementing  the  tile  to  walls 
and  ceilings  with  approved  acoustical  cement  or  it  may 
be  erected  to  furring  strips  by  nailing  through  one  of 
the  holes  or  pock  marks  provided  by  the  surface.  Toe- 
nailing  is  recommended  wherever  possible. 

Samples  of  Kencoustic  tile  were  submitted  to  the 
National  Bureau  of  Standards  of  the  U.  S.  Department 
of  Commerce  (Report  dated  March  1,  1938)  to  be 
tested  for  sound  absorption.  The  samples  made  up  a 
panel  of  72  sq.  in.,  each  tile  being  12"  x  18"  x  U/2" 
thick,  weighing  .98  pounds  p.s.f.  For  the  test,  the  tiles 
were  cemented  to  gypsum  wallboard.  The  results  are 

as  follows : 

Coefficient  of 

Frequency  sound  absorption 

128  .  .09 

256  .  .16 

512  .  .66 

1024  .  .64 

2048  .  .50 

4096  . .  .50 

Noise  Coefficient  .  .50 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval,  under  Section  C26- 
191.0  of  the  Administrative  Code,  of  Kencoustic  as 
acoustical  material  for  use  in  New  York  City  under 
the  pertinent  provisions  of  the  Administrative  Code. 
This  material  may  not  be  used  where  combustible  mate¬ 
rials  are  prohibited  until  test  data  meeting  the  require¬ 
ments  of  C26-88.0  is  submitted  to  the  Board.  The 
Committee  further  recommends  that  each  package  or 
container  of  acoustical  materials,  lor  use  in  New  York- 
City,  be  marked,  stamped  or  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  295-41-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Kencoustic,  on  con¬ 
dition  that  the  material  be  manufactured,  installed  and 
labelled,  stamped  or  tagged  in  accordance  with  above  report. 


193-42-SA. 

APPLICANT — Elevator  Supplies  Company,  Incorporated, 
owner. 

SUBTECT — E.  S.  Emergence  Release  Switch,  approval  of. 
APPEARANCES— 

For  Applicant :  F.  S.  Quinn. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 
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THE  RESOLUTION  (193-42-SA) 

Whereas,  the  Elevator  Supplies  Co.  Inc.,  owner,  filed  on 
March  10,  1942,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
E.S.  Emergency  Release  Switch ;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  9,  1942. 

Re:  Cal.  No.  193-42-SA 

Subject:  ES  Emergency  Release  Switch,  approval  of. 

The  Elevator  Supplies  Company,  Inc.,  of  New  \ork. 
N.  Y„  filed  on  March  10,  1942  with  the  Board  of 
Standards  and  Appeals  an  _application  under  the  re¬ 
quirements  of  Section  C26-178.0b  of  the  Administrative 
Code,  for  approval  of  its  appliance  known  as  the  ES 
Emergency  Release  Switch  for  use  in  New  \ork  City 
under  the  pertinent  provisions  of  the  Administrative 
Code. 

V-  COVER-DAUAO 


The  ES  Emergency  Release  Switch  (Fig.  1)  consists 
essentially  of  two  copper  contacts,  FA-3819,  mounted  on 
insulated  mounting  block  EA-1215.  A  copper  contact 
collar  FA-3821,  attached  to  the  push  button  FA-4022, 
is  arranged  to  make  contact  with  the  contacts,  FA- 
3819  when  pressure  is  applied  to  the  push  button,  thus 
completing  the  emergency  control  circuit.  In  the  nor¬ 
mal  open  position  contact  collar  FA-3821,  is  held  ap¬ 
proximately  3/16"  from  each  of  the  contacts  FA-3819, 
by  the  compression  spring,  FA-1336.  The  mounting 
block  EA-1215,  is  attached  to  a  sheet  iron  plate.  Be¬ 
tween  the  mounting  block  and  the  iron  plate' to  which 
it  is  attached  is  a  sheet  of  paper  insulation  which  folds 
over  the  front  of  the  contact  assembly  to  provide  in¬ 
sulation  between  the  contacts  and  the  box  or  cover, 
DA-1140,  in  which  the  contact  assembly  is  mounted. 
The  front  face  of  the  cover  carries  the  name-plate 
data,  “E.S.  Emergency  Release  Switch,  Part  Number 
DA-1141,  Elevator  Supplies  Company,  Inc.,  Rahway, 
N.  J.”  The  overall  dimensions  of  the  switch  box  is 
3 "i/%"  x  2 Y\"  x  lzA".  In  the  bottom  edge  of  the  cover 
is  a  glass  panel.  In  order  to  operate  the  switch  it  is 
necessary  to  break  the  glass  with  a  small  hammer  at¬ 
tached  to  the  switch  cover  by  a  chain  and  to  apply 
continuous  pressure  to  the  push  button.  FA-4022,  thus 
completing  the  emergency  circuit.  The  emergency 


switch  is  hooked  into  the  elevator  interlock  circuit 
such  a  way  that  the  completing  of  the  emergency  ci 
cuit  as  described  above  will  by-pass  the  interloi 
switches  and  permit  the  elevator  to  run  as  long  . 
pressure  is  applied  to  the  push  button. 

The  ES  Emergency  Release  Switch  was  tested  L 
the  Civil  Engineering  Testing  Laboratories  of  Colui 
bia  University  (Report  No.  E-9)  for  compliance  wi 
the  requirements  of  service  as  provided  in  Sectii 
C26-924.0  of  the  Administrative  Code  with  results 
follows : 

1.  A  60  cyle  sine  wave  voltage  of  1600  volts  (2: 
300  plus  1000)  r.m.s.  value  was  impressed  for  o 
minute  between  the  two  contacts  FA-3819,  with  t: 
contact  collar  FA-3821  in  the  normal  open  positic 

2.  All  contacts  were  connected  together  by  applyi 
pressure  to  the  push  button,  and  a  60  cyle  voltage 
1600  volts  r.m.s.  value  impressed  for  one  minute  1 
tween  the  contacts  and  the  box. 

No  failure  of  the  insulation  occurred  during  any 
the  tests  specified  and  no  defects  in  the  insulation  wc 
apparent  during  the  tests  nor  were  any  detected  by  e 
animation  after  the  tests. 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee 
Tests  recommends  the  approval,  under  Section  G 
191.0  of  the  Administrative  Code  of  the  ES  Emergen 
Release  Switch  as  meeting  the  requirements  of  Secti 
C26-924.0  for  use  in  New  York  City  under  the  p< 
tinent  provisions  of  the  Administrative  Code.  T 
Committee  further  recommends  that  to  the  wording 
ready  on  the  cover  there  shall  be  added  “Approved 
the  Board  of  Standards  and  Appeals  under  Cal.  J 
193-42-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tes 

and 

Whereas,  this  report  recommended  the  approval  of  t 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  d< 
hereby  approve  the  appliance  known  as  the  E.S.  Emerger 
Release  Switch,  on  condition  that  the  appliance  be  mat 
factured,  installed,  and  labelled,  stamped  or  tagged  in  : 
cordance  with  the  above  report. 


415-38-SM. 

APPLICANT — E.  A.  Swenson,  for  The  Flintkote  Cc 
pany,  owner. 

SUBJECT- — Application  for  consideration — reopening  < 
amendment  of  resolution  re  approval  of  additio 
roof  specifications  re  Flintkote  Built-up  Roofing. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  resc 
tion  amended  in  accordance  with  report  of  Comn 
tee  on  Tests. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOI 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative :  . 

Note:  The  report  of  the  Committee  on  Tests  and 
resolution  adopted,  relative  to  an  amendment  approving 
ditional  roofing  materials  of  the  Flintkote  Company,  will 
printed  in  the  Bulletin  of  October  27,  1942,  Vol.  27,  Bull 
No.  43. 


Adjourned:  3:50  P.  M. 

Joseph  J.  Doyle,  Chief  Cl 
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A.  M.,  Affecting  Calendar  Numbers  363-42-BZ,  558- 
42-BZ,  159-36-BZ,  474-42-BZ,  548-42-BZ,  557-42-BZ 
and  596-42-BZ. 

Minutes  of  Regular  Meeting  October  20,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  415-41-BZ,  337-33-BZ, 
116-35-BZ,  88-36-BZ,  261-36-BZ,  247-37-BZ,  10-38-BZ, 
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Rules  relative  to  Submerged  Inlets  and  Protective 
Methods  to  be  applied  to  Prevent  Contamination  of 
Water  Supply. 

Annual  Report  for  1941. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  October  20,  1942. 

Cal.  No.  Dept.  Premises  Affected 

736- 42-BZ— H.B.B. — 89  East  92nd  street,  east  side,  160 
ft.  7  in.  north  of  Rutland  road  (Block  No.  4595,  Lot  No. 
71),  Borough  of  Brooklyn,  B.  N.  1356-42. 

737- 42-S — F.D. — 481-495  Clermont  avenue,  783-803  At¬ 
lantic  avenue,  northeast  corner  and  470  Vanderbilt  avenue 
(Block  No.  2009,  Lot  No.  1),  Borough  of  Brooklyn,  9460- 
L.  F.  and  Decision. 


738-42-A — H.B.B. — 1265-1269  39th  street,  north  side,  120 
ft.  west  of  13th  avenue  (Block  No.  5294,  Lot  No.  46), 
Borough  of  Brooklyn,  Amendment  to  Misc.  1444-42. 


739-42-A— H.B.B.— 1882-1884  86th  street  and  8602-8612 
19th  avenue,  southwest  corner  (Block  No.  6371,  Lot  No. 
53),  Borough  of  Brooklyn,  Alt.  2496-42. 


740-42-A — F.D. — 28-44  to  28-54  Borden  avenue,  block 
bounded  by  Borden  avenue,  Review  avenue  and  29th  street 
(Block  No.  293,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens,  92973-C. 


I, list 

Certificates  of  Occupancy,  approved 

form  . N'ov. 

Concrete  Flat  Slabs,  Rules . I  illy 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  fune 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Flevator  Rules  . Mar. 

Lxit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . June 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . Aug. 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr. 
Fire  Retarding  Rules  for  Garages, 

etc . . . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for. ...... .Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  May 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . lune 

Insulating  Fibre  Board  Rules . Sept. 

Oil  Burner  Rules  . .  Sept. 

Owning  Protective  Assemblies, 

Rules  for  Inspection  of . July 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Sept. 

Platform  Trucks,  Specifications  for.  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .  Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for.... Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting. ..  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ...  Apr. 


Publication  In  Bullet 


25,  1941 — Vol.  26,  No. 
13,  1937— Vol.  22,  Ne. 


24,  1941- 

3,  1937- 

3,  1936- 

15,  1937- 

16,  1942- 
7,  1942- 

4,  1942- 


-Vol.  26,  No. 
-Vol.  22,  No. 
-Vol.  21,  No. 
-Vol.  22,  No. 
-Vol.  27,  No. 
-Vol.  27,  No. 
-Vol.  27,  No. 


28,  1942— Vol.  27,  No. 


16,  1941- 
13,  1937- 
21,  1919- 


-Vol.  26,  No. 
-Vol.  22,  No. 
-Vol.  4,  No. 


20,  1941- 
7,  1925- 
5,  1928- 
22,  1942- 
1,  1942- 


-Vol.  26,  No. 
-Vol.  10,  No. 
-Vol.  13,  No. 
-Vol.  27,  No. 
-Vol.  27,  No. 


28,  1942— Vol.  27,  No. 


8,  1942- 
24,  1936- 
3,  1937- 


-Vol.  27,  No. 
-Vol.  21,  No. 
-Vol.  22,  No. 


25,  1941 — 

7,  1937 
26,  1941 
13,  1942 
29,  1937 

8,  1937 
7,  1932 

24,  1936 
24,  1936 


Vol.  26,  No.  4: 
Vol.  22,  No. 
Vol.  26,  No. 
—Vol.  27,  No. 
—Vol.  22,  No. 

Vol.  22,  No. 
—Vol.  17,  No. 

Vol.  21,  No. 
—Vol.  21,  No. 


10,  1923— Vol.  8,  No. 


741-42-A — H.B.M. — 1275  Broadway,  southwest  corner  of 
West  33rd  street  (Block  No.  808,  Lot  No.  40),  Borough 
of  Manhattan,  Amendment  to  Alt.  1996-41. 


742-42-A — H.B.Bx. — 4401  Bronx  boulevard  and  north¬ 
east  corner  of  Bullard  avenue  and  East  238th  street  (Block- 
No.  5065,  Lot  No.  1),  Borough  of  The  Bronx,  Amend¬ 
ment  to  N.  B.  126-42. 


743-42-BZ — H.B.B. — 51-59  Maujer  street  and  451-457 
Lorimer  street,  northwest  corner  (Block  No.  2785,  Lot  Nos. 
32,  35  and  36),  Borough  of  Brooklyn,  Alt.  2558-42. 


744-42-A — H.B.B. — 71  Taaffe  place,  east  side,  132  ft.  11 
in.  north  of  Park  avenue  (Block  No.  1883,  Lot  No.  7),  Bor¬ 
ough  of  Brooklyn,  Alt.  2761-42. 


Restored  to  Calendar. 

400-42-A— F.D.— 134-184  43rd  street  and  4302-4320  Sec¬ 
ond  avenue,  southwest  corner  (Block  No.  726,  Lot  No.  1), 
Borough  of  Brooklyn,  90743-L.  C.  and  Decision. 


DTCSIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
II.II.il. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.Il.lt. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.H.— Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb.  17,  1942 — Vol.  27,  No.  7 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar.  10,  1942 — Vol.  27,  No.  Id 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  41 

Fireline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  4! 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  4! 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  41 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No.  4! 

Fuel  Oil  Pumps  . Nov.  25,  1941 — Vol.  26,  No.  4: 

Gas  Heaters  . N'ov.  25,  1941 — Vol.  26,  No.  41 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . .'..Nov.  25,  1941 — Vol.  26,  No.  4! 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941 — Vol.  26,  No.  4 

Vacuum  Breakers  . Nov.  25,  1941 — Vol.  26.  No.  4 


OCTOBER  27,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan 
ards  and  Appeals  of  a  public  hearing  under  the  provisic 
of  the  zoning  resolution,  Tuesday  morning,  October 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Ma 
hattan,  on  the  following  matters : 

539-42-BZ — Application,  July  6,  1942,  under  section 
of  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applies 
on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner, 
permit  in  a  business  use  district,  for  a  term  of  two  ( 
years,  the  parking  and  storage  of  more  than  five  (5)  mol 
vehicles;  premises  244-266  Fourth  street,  south  side,  97 
10J/2  in.  east  of  Fourth  avenue  and  275-299  Fifth  str< 
(Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brookh 

217-42-BZ — Application,  March  18,  1942,  under  sectio 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordhei 
applicant,  on  behalf  of  Mollie  Barth,  owner,  to  perr 
partly  in  a  business  use  and  partly  in  a  residence  use  d 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  stora 
of  more  than  five  (5)  motor  vehicles;  premises  158  E; 
205th  street,  south  side.  80  ft.  east  of  Grand  Concoui 
(Block  No.  3311,  Lot  No.  105),  Borough  of  The  Bror 

363-42-BZ— Application,  May  5,  1942,  under  sections 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  app 
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nt  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 
a  residence  use  district  for  a  term  of  two  (2)  years, 
e  parking  and  storage  of  more  than  three  (3)  motor 
hides;  premises  650  Thwaites  place,  south  side,  from 
ilinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
11  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 
,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

8-42-BZ — Application,  July  13,  1942,  under  section  7h 
i  the  zoning  resolution,  of  Fairgate  Holding  Corporation, 
i  iplicant  and  owner,  to  permit  partly  in  a  business  use  and 
irtly  in  a  residence  use  district,  for  a  term  of  two  (2) 
•ars,  the  parking  and  storage  of  more  than  five  (5)  motor 
:hicles ;  premises  96-05  63rd  road,  northeast  corner  of 
•th  street  (Block  No.  2085,  Lot  Nos.  155,  157,  159  and 
<1 ) ,  Rego  Park,  Borough  of  Queens. 

176-22-BZ — Application  of  Tobias  Goldstone,  applicant, 
r  behalf  of  Rubar  Realty  Corporation,  owner,  reopened 
sptember  22,  1942,  under  section  21  of  the  zoning  resolu- 
on,  to  permit  in  a  business  use  district,  the  alteration  and 
lange  of  use  of  a  building  from  public  garage  for  more 
".an  five  (5)  motor  vehicles  to  public  garage  for  more 
an  five  (5)  motor  vehicles  and  a  newspaper  distributing 
ation,  which  will  include  the  storage  of  more  than  five 
5)  motor  vehicles;  premises  204-210  (Saratoga  avenue  and 
i)  Hull  street,  northwest  comer  (Block  No.  1531,  Lot  No. 
I),  Borough  of  Brooklyn. 

Appeal  from  Administrative.  Decision. 

'3-42-A — 204-210  Saratoga  avenue  and  29  Hull  street, 
jrthwest  corner  (Block  No.  1531,  Lot  No.  38),  Borough 
l  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  4,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Wednesday  morning,  November  4, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

144-42-BZ — Application,  February  18,  1942,  under  sec¬ 
tions  21  and  7h  of  the  zoning  resolution,  of  Oscar  I.  Silver- 
stone,  applicant,  on  behalf  of  Harry  Lipkin,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  erection  and  maintenance 
of  fourteen  (14)  individual  one  car  garages  and  six  (6)  in¬ 
dividual  one  truck  garages  or  to  permit  the  alternate  use  of 
the  premises  for  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  669-677  McDonald  avenue,  east 
side,  40  ft.  south  of  Cortelyou  road  (Block  No.  5385,  Lot 
Nos.  87  and  92),  Borough  of  Brooklyn. 

607-42-BZ — Application,  August  5,  1942,  under  section 
7h  of  the  zoning  resolution,  of  J.  M.  Berlinger,  applicant, 
on  behalf  of  Janetta  Whitridge,  Mary  Whitehouse  and 
Harriet  Aldrich,  owners,  to  permit  in  a  retail  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  4-8  West  58th 
street,  south  side,  135  ft.  west  of  Fifth  avenue  (Block  No. 
1273,  Lot  No.  44),  Borough  of  Manhattan. 

581-42-BZ — Application,  July  21,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Lucval  Realty  Corporation  (Homecrest  Service 
Station,  Incorporated,  lessee),  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
1108-1110  (1106-1108  displayed)  Avenue  T,  south  side,  40 
ft.  east  of  Coney  Island  avenue  (Block  No.  7315,  Lot  No. 
3),  Borough  of  Brooklyn. 


OCTOBER  27,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

19-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
:  Central  Park  West  (1st  floor,  front  room)  ;  (Block  No. 
98,  Lot  No.  23),  Borough  of  Manhattan. 

12-42-S — 40-09  21st  street,  east  side,  58.22  ft.  south  of 
Ith  avenue  (Block  No.  410,  Lot  No.  9),  Long  Island  City, 
orough  of  Queens. 


Appliances  and  Material  for  Approval. 

•7-42-SA — Staley  Elevator  Hoistway  Door  Interlock, 
jype  RL-2. 

11- 42-SA — Smith’s  Types  D  and  J  Portable  Acetylene 
Generator,  K815,  K830,  K850,  K1515,  K1530  and  K1550. 

i 

12- 42-SA — Smith’s  Type  L  Stationary  Acetylene  Gen- 
•ator,  K2100,  K2200,  K2300  and  K2500. 

i-42-SM — Armstrong’s  Cushiontone  (Acoustical  Mate- 

al). 


OCTOBER  30,  1942,  10:30  A.  M. 


Rales. 


35-38-SR — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  applied  to 
’•event  Contamination  of  Water  Supply. 


Copy  of  Proposed  Amendments,  see  Bulletin  of 
October  13,  1942,  Vol.  27,  No.  41.) 


625-42-BZ — Application,  August  18,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Sylvester  Liotta,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  1183-1185  Myrtle  avenue,  north  side,  117  ft.  6  in. 
west  of  Troutman  street  and  12  Troutman  street  (Block  No. 
3182,  Lot  Nos.  6,  8  and  16),  Borough  of  Brooklyn. 

631-42-BZ — Application,  August  18,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Max  Siegel,  applicant,  on 
behalf  of  Broad  Hill,  Incorporated  and  Park  Plains,  In¬ 
corporated,  owners,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1582-1598  White  Plains  road,  1880  East 
Tremont  avenue,  southeast  corner  and  1569-1577  Unionport 
road  (Block  No.  3952,  Lot  Nos.  1,  5,  6,  8,  9,  10,  11  and 
19),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  4,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

299-42-A — 1-7  DeKalb  avenue,  north  side,  between  Gold, 
Fleet  and  Prince  streets  and  224-228  Prince  street  (Block 
No.  2078,  Lot  No.  1),  Borough  of  Brooklyn. 

624-42-S — 1-7  DeKalb  avenue,  north  side,  between  Gold, 
Fleet  and  Prince  streets  and  224-228  Prince  street  (Block 
No.  2078,  Lot  No.  1),  Borough  of  Brooklyn. 

267-42-S — 456-474  Johnson  avenue,  south  side,  100  ft. 
west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32), 
Borough  of  Brooklyn. 

678-42-A — 129-92  Willets  Point  boulevard,  southeast 
corner  of  Northern  boulevard  (Block  No.  1833,  Lot  Nos. 
215,  221,  410  and  425),  Corona,  Borough  of  Queens. 
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Appliances  for  Approval. 

134-35-SA— Fluid  Heat  (Gun  Type)  Oil  Burner,  Amend¬ 
ment  of  Resolution  to  include  additional  name  “Sherwood”. 

603-42-SA — Airco  Stationary  Acetylene  Generator,  300 
and  500  lbs.,  approval  of. 

53-42-SA — Elevator  Appliance  Company  Electro-Me¬ 
chanical  Interlocks,  Tvpes  CD,  CS,  DS  and  ED,  approval 
of. 


NOVEMBER  10,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  November  10, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

651-42-BZ — Application,  September  2,  1942,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  John  J.  Morro,  appli¬ 
cant,  on  behalf  of  Paragon  Oil  Company,  Incorporated, 
owner,  to  permit  in  a  residence  use  district,  the  extension 
of  a  gasoline  service  station ;  premises  2458-2470  Cropsey 
avenue,  northwest  corner  of  Bay  38th  street  (unopened)  ; 
(Block  No.  6928,  Lot  No.  50),  Borough  of  Brooklyn. 

617-42-BZ — Application,  August  12,  1942,  under  section 
7c  of  the  zoning  resolution,  of  John  F.  Payne,  applicant, 
on  behalf  of  Socony-Vacuum  Oil  Company,  Incorporated, 
owner,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  new  accessory  (lubritorium)  building  on 
an  existing  gasoline  service  station;  premises  1979  East 
177th  street,  northwest  corner  of  Pugsley  avenue  (Block 
No.  3794,  Lot  No.  50),  Borough  of  The  Bronx. 

714-42-BZ — Application,  September  30,  1942,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  John  E.  Cahill,  appli¬ 


cant,  on  behalf  of  Louis  Grossman,  owner,  to  permit  in  ai 
residence  use  and  also  a  G  area  district,  the  erection  and 
maintenance  of  a  vestibule  (to  an  existing  dwelling)  which 
extends  into  a  front  yard  required  by  the  zoning  resolution; 
premises  108-26  66th  road,  south  side,  220  ft.  east  of  108th 
street  (Block  No.  5175,  Lot  No.  18),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

556-42-BZ — Application,  July  13,  1942,  under  section  21 
of  the  zoning  resolution,  of  William  C.  Sommerfeld,  appli¬ 
cant,  on  behalf  of  Richards  Saels  Corporation,  Incorporated, 
owner,  to  permit  in  a  business  use  district,  tbe  maintenance 
of  two  (2)  sets  business  (pawnbrokers)  signs;  premises 

9  Columbus  avenue,  east  side,  100  ft.  5  in.  north  of  West 
59th  street  (Block  No.  1112,  Lot  No.  64),  Borough  of 
Manhattan. 

577-42-BZ — Application,  July  15,  1942,  under  section  7c 
of  the  zoning  resolution,  of  George  H.  Cohn,  applicant, 
on  behalf  of  Crew  Levick  Corporation,  owner  (Joseph  E. 
Johnston,  lessee),  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  for  parking  of  more  than  five 
(5)  motor  vehicles;  premises  1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  comer  (Block  No.  5859,  Lot  Nos. 

10  and  12),  Borough  of  Brooklyn. 

727-42-BZ— Application,  October  7,  1942,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli-i 
cant,  on  behalf  of  Green  Bus  Lines,  Incorporated,  owner,: 
to  permit  in  an  undetermined  use  and  also  an  F  area  dis¬ 
trict,  the  erection  and  maintenance  of  an  extension  to  an 
existing  garage  for  more  than  five  (5)  motor  vehicles 
(buses)  ;  the  said  extension  does  not  comply  with  the  set¬ 
back  or  with  the  area  requirements  of  the  zoning  resolu¬ 
tion;  premises  148-02  to  148-18  147th  avenue,  south  side, 
from  148th  to  149th  streets  (Block  No.  4233,  Lot  No.  1).' 
South  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  20,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning,  October  14,  1942,  and  Wednesday 
afternoon,  October  14,  1942,  were  approved,  as  printed  in 
Bulletin  No.  42,  Vol.  27. 


ZONING  CASES. 

363-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Estate  of  Jennie 
Adee,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  three  (3)  motor  vehicles. 
PREMISES  AFFECTED — 650  Thwaites  place,  south 
side,  from  Olinville  avenue  to  Barker  avenue,  2224 
Barker  avenue  and  2211  Olinville  avenue  (Block 
No.  4338,  Lot  Nos.  12,  20,  22,  24,  27,  29,  31  and 
33),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim  and  George 
Fargis. 

For  Opposition :  Samuel  M.  Birnbaum  and  others. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Laid  over  to  October  27,  1942  al 
10  A.  M.  on  request  of  owner’s  attorney. 


558-42-BZ. 

APPLICANT — Fairgate  Holding  Corporation,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  retail  use  and  partly  in 
a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 96-05  63rd  road,  northeast  cor¬ 
ner  of  96th  street  (Block  No.  2085,  Lot  Nos.  155, 
157,  159  and  101),  Rego  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Francis  Finkelhor  and  A.  J.  Jen- 
iskian. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  27,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board 
No  further  argument. 


159-36-BZ. 

APPLICANT — Alurion  Realty  Corporation,  owner  ant 
Public  Service  Interstate  Transportation  Co. 
lessee. 
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jJBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7j  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  retail  one  (1)  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (Bus  Terminal)  ;  reopened  by  vole 
of  Board  February  18,  1941. 

REMISES  AFFECTED — 245-259  West  41st  street,  north 
side,  100  ft.  east  of  Eighth  avenue  (Block  No. 
1013,  part  of  Lot  No.  3),  Borough  of  Manhattan. 
^PEARAN  CES — 

For  Applicant :  Charles  R.  Barrett. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

CTION  OF  BOARD — Resolution  amended. 

HE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

HE  RESOLUTION  (159-36-BZ) 

Whereas,  Frank  G.  Colgan,  for  Alurion  Realty  Corpo- 
tion,  owner,  filed  May  29,  1936,  an  application  under  sec- 
m  7h  of  the  zoning  resolution,  to  permit  in  a  retail  use 
istrict,  the  use  and  maintenance  of  a  plot  of  ground  as  a 
.rking  space  for  more  than  five  (5)  motor  vehicles  for  a 
mporary  period  of  two  (2)  years;  premises:  245-259 
:’est  41st  street,  north  side,  100  ft.  east  of  Eighth  avenue 
31ock  No.  1013,  part  of  Lot  No.  3),  Borough  of  Man- 
.ttan ;  and 

(Whereas,  this  application  was  granted  by  the  Board 
tetober  23,  1936,  on  certain  conditions,  resolution  amended 
pril  19,  1938,  permit  extended  October  11,  1938,  resolution 
nended  February  21,  1939  and  the  lessee  requested  a  hir¬ 
er  extension  of  the  permit ;  and 

Whereas,  this  application  was  reopened  bv  vote  of  the 
aard  on  February  18,  1941,  subject  to  usual  procedure; 

’id 

Whereas,  a  public  hearing  was  held  on  this  application 
•  the  Board  of  Standards  and  Appeals,  at  its  regular  meet-- 
g,  October  20,  1942,  after  due  notice  by  publication  in  the 
iilletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
g  zone  resolution  show  that  West  41st  street  is  in  retail 
;ie  and  unrestricted  use  districts;  West  42nd  street  is  in 
tail  one  use  district  and  Eighth  avenue  is  in  retail  one 
strict ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
ited  April  14,  1941,  reads: 

“Your  application  for  certificate  of  occupancy  for 
use  of  the  above  premises  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  has  been  denied 
for  the  reason  that  said  premises  are  located  in  a  retail 
1  district  where  this  occupancy  is  prohibited  by  Section 
4E  of  the  Zone  Resolution.” 

'id 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
frontage  of  150  ft.  on  West  41st  street  and  a  depth  of 
3  ft.  9  in.  It  is  proposed  to  use  the  plot  for  a  temporary 
eriod  of  not  more  than  two  (2)  years  for  parking  and 
orage  of  more  than  five  (5)  motor  vehicles  (Bus  Ter- 
inal ) . 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Teby  amend  the  resolution  of  October  23.  1936.  as  amended 
trough  resolution  adopted  by  the  Board  on  February  21, 
>39,  by  adding  thereto: 

“that  these  premises  may  be  occupied  in  accordance 
with  the  requirements  of  the  resolution  as  a  bus  waiting 
room,  under  section  7j  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  with  the  prem¬ 
ises  known  as  Lot  No.  5  formerly  known  as  part  of 
Lot  No.  3,  with  a  frontage  along  West  41st  street  of 
1.50  ft.  and  excluding  the  nlot  49  ft.  bv  100  tt  on 
,  Eighth  avenue ;  that  Lot  No.  60  known  as  260  West 


42nd  street,  may  be  occupied  in  connection  with  this  bus 
station  only  as  a  waiting  room  and  for  the  sale  of 
tickets;  that  all  permits  shall  be  obtained  and  all  work- 
completed  within  three  (3)  months  from  the  date  of 
this  amended  resolution.” 


474-42-BZ. 

APPLICANT — Max  Horn,  for  Temple  Beth-El,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  and  also  an  F 
area  district,  the  alteration  and  also  the  extension 
of  area  of  a  building  which  will  not  conform  with 
the  area  requirements  of  the  zoning  resolution. 
PREMISES  AFFECTED— 121-02  to  121-16  Rockaway 
Beach  boulevard,  north  side,  from  Beach  121st 
street  to  Beach  122nd  street,  201  Beach  121st  street 
and  202  Beach  122nd  street  (Block  No.  711,  Lot 
No.  37),  Rockaway  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Louis  K. 
Beller. 

For  Opposition:  Max  Meyer  and  Frederick  T. 
Davies. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (474-42-BZ) 

Whereas,  Max  Horn,  for  Temple  Beth-El,  owrner,  filed 
June  15,  1942,  an  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  and  also  an  F  area 
district,  the  alteration  and  also  the  extension  in  area  of  a 
building  which  will  not  conform  with  the  area  requirements 
of  the  zoning  resolution,  premises  12-02  to  121-16  Rock¬ 
away  Beach  boulevard,  north  side,  202  Beach  122nd  street 
and  201  Beach  121st  street  (Block  No.  711,  Lot  No.  37), 
Rockaway  Park,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  October  20,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Rockaway  Beach  boulevard  is  in  resi¬ 
dence  use  and  F  area  district;  Beach  121st  street  is  in  resi¬ 
dence  use  and  F  area  districts  and  Beach  122nd  street  is  in 
residence  use  and  F  area  districts ;  and 

W hereas,  the  decision  of  the  borough  superintendent,  re 
Alt.  Applic.  No.  864-42,  dated  May  22,  1942,  and  as  amended 
July  6,  1942,  reads: 

“2.  The  area  of  the  structure  as  proposed  to  be 
altered,  exceeds  the  permitted  area  under  Art.  4,  Sec. 
16  of  the  zone  resolution.  Not  further  considered.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregularly  shaped  plot  of  ground  having  a  frontage 
of  220  ft.  on  Rockaway  Beach  boulevard,  60  ft.  on  Beach 
121st  street  and  100  ft.  on  Beach  122nd  street;  that  upon 
the  Beach  121st  street  frontage  of  plot,  there  is  located  a 
synagogue  and  abutting  this  building  to  the  west,  is  a  3- 
story,  Class  3,  Hebrew  school :  that  it  is  proposed  to  alter 
and  extend  the  area  of  the  Hebrew  school  building,  as 
shown  on  plans  filed  with  this  application;  that  this  pro¬ 
posed  extension  exceeds  the  permitted  area  in  a  residence 
use  and  F  area  district;  that  the  areaof  the  plot  is  19,600 
sq.  ft.;  that  the  area  of  synagogue  is  5,018  sq.  ft.:  that  the 
total  area  of  both  buildings  (as  extended)  is  9,363  sq.  ft.; 
that  the  total  permissable  area  (in  an  F  area  district)  is 
8,660  sq.  ft.  and  the  requested  area  exceeds  the  permissable 
area  on  the  1st  story  by  703  sq.  ft.:  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  report  of  the  Committee  reads  as  follows: 

REPORT  OF  COMMITTEE. 

October  16,  1942. 

Re  :  Cal.  No.  474-42-BZ. 

Premises:  121-02  to  121-16  Rockaway  Beach  blvd., 
Rockaway  Beach,  Queens. 

This  application  is  for  a  zoning  variance  to  permit 
increase  of  area  of  proposed  extension  to  a  school 
operated  in  conjunction  with  Temple  Beth  El.  The 
premises  occupy  the  entire  block  front  on  Rockaway 
Beach  boulevard  between  Beach  121st  street  and  Beach 
122nd  street.  According  to  the  Tax  Department,  this 
block  front  is  recorded  as  lots  32  and  37.  The  Syna¬ 
gogue  was  erected  in  1924  under  N.  B.  1605  on  lot  32  and 
part  of  lot  37.  At  that  time  both  lots  were  in  an  E 
area  district.  The  school,  which  has  been  so  occupied 
for  16  years,  was  formerly  a  private  dwelling,  erected 
in  1913  under  N.  B.  982.  It  is  2 Yz  stories  in  height, 
constructed  of  8"  terra  cotta  tile  as  to  the  main  house 
walls,  with  open  frame  porches  on  the  front  and  part 
way  on  each  side.  The  house  has  been  so  occupied  as 
a  school  without  any  major  alterations  except  that 
the  porches  have,  in  part,  been  enclosed  and,  on  the 
easterly  side,  extended  so  as  to  connect  with  the  Syna¬ 
gogue  through  an  opening  having  a  metal-covered  door. 
After  search  of  the  records,  no  application  has  been 
found  to  cover  these  changes.  But  so  connected,  the 
Synagogue  and  the  school  become  one  structure  without 
adequate  fire  doors  to  cut  off  one  section  from  the 
other. 

It  is  now  proposed  to  make  a  material  alteration  and 
extension  as  to  the  first  floor.  Under  the  calculations 
of  the  Borough  Superintendent,  the  area  permitted  in 
an  F  area  district,  in  which  the  entire  block  front  has 
been  placed  since  1925,  would  be  exceeded  by  937  square 
feet.  Analysis  of  the  method  of  computation  would 
indicate  that  after  proper  allowance  is  made  for  the 
portion  of  the  lot  #37,  occupied  by  the  Synagogue  (ap¬ 
proximately  500  sq.  ft.),  the  enlarged  building  Avould 
exceed  the  permitted  coverage  at  the  first  story  by 
only  114  sq.  ft.  and,  further,  if  the  area  of  the  existing 
building,  exclusive  of  porches  (1,468  sq.  ft.),  is  de¬ 
ducted  as  not  being  subject  to  the  F  area  requirements 
because  of  its  erection  prior  to  zoning,  that  the  enlarged 
building  does  not  exceed  the  F  area  limitations.  The 
proposed  courts  and  yards  exceed  the  requirements,  and 
the  existing  second  story,  which  is  not  to  be  enlarged, 
is  materially  less  in  area  than  would  be  legally  per¬ 
mitted. 

In  the  opinion  of  the  Committee,  the  application 
should  be  granted  on  condition  that  the  building  shall 
not  exceed  in  area  or  height  the  dimensions  shown  on 
the  plans  filed  with  this  application;  that  ihe  third 
story  shall  be  occupied  solely  as  proposed  for  care¬ 
taker’s  apartment ;  that  in  all  other  respects  the  re¬ 
quirements  of  the  Building  Code  and  all  other  laws, 
rules  and  regulations  shall  be  complied  with  for  a 
school  building  hereafter  constructed,  particularly  as 
to  exits  and  openings  into  the  Synagogue  section ;  that 
the  garage  building  shall  be  removed;  that  no  addi¬ 
tional  buildings  or  extensions  shall  be  constructed  on 
lots  32  and  37 ;  that  the  yard  space  to  the  north  abut¬ 
ting  lot  43  shall  be  landscaped  with  shrubbery  and  not 
used  for  a  driveway  or  parking  of  automobiles. 

The  Committee  after  inspection  of  the  site  and  area 
recommends  to  the  owners  that  in  view  of  the  unlikeli¬ 
hood  that  this  work  can  be  done  under  present  condi¬ 
tions,  the  plan  be  restudied  on  the  basis  of  a  new 
building  instead  of  extension  and  alteration  of  the 


present  structure,  believing  that  the  results  woult 
far  more  satisfactory  from  every  point  of  view. 

( Sgd. )  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

FRANK  MURPHY, 

Deputy  Fire  Chief, 
Commi 

and 

Whereas,  the  Board  deemed  that  sufficient  hardship 
been  shown  to  justify  granting  relief  in  view  of  the 
posal  to  provide  wider  yards  than  required  by  the  Zo 
Resolution,  section  16,  subdivision  c,  and  also  to  cover 
less  area  above  the  eighteen  foot  level  than  permitted  u 
section  16,  subdivision  d;  that  under  justifiable  method 
computation  referred  to  in  the  report  of  Committee, 
building  as  proposed  could  be  deemed  substantially  in  c 
pliance  with  all  the  provisions  of  section  16;  that  the 
justment  herein  proposed  by  the  Board  is  in  com] 
harmony  with  the  general  purpose  and  intent  of  the  Zo 
Resolution  and  public  health,  safety  and  general  wel 
will  be  secured  to  a  greater  degree  than  if  advantage  a 
taken  of  the  full  coverage  and  width  of  courts  and  y 
permitted  under  section  16;  and 

Whereas,  in  view  of  the  limitation  of  the  use  of 
third  floor  as  contained  in  the  report  of  Committee, 
Board  is  not  passing  on  the  adequacy  of  the  existing  bi 
ing  for  school  purposes  or  in  any  way  legalizing  by 
action,  any  use  inconsistent  with  other  requirements  oJ 
laws,  rules  and  regulations  applicable. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
hereby  make  a  variation  in  the  application  of  the  area 
trict  regulations  of  the  zoning  resolution,  and  that  the 
plication  be  and  it  hereby  is  granted  under  sectior 
thereof,  in  accordance  writh  the  Report  of  Committee 
condition  that  the  premises  shall  be  used  under  this  a 
ance  only  for  the  purpose  proposed,  as  an  adjunci 
4  emple  Beth-el ;  that  no  signs  temporary  or  otherwise  : 
be  erected  on  the  building,  other  than  a  permanent 
indicating  the  school  use;  that  all  permits  shall  be 
tained  and  all  work  completed  within  one  year  from 
date  of  this  resolution. 


548-42-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Felix  Vich 
owner. 

SUBJEC  T — Application  (re  decision  of  the  borough  su 
intendent)  under  section  7h  of  the  zoning  resolu 
to  permit  in  a  business  use  district,  for  a  tern 
two  (2)  years,  the  parking  and  storage  of  r 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 492-500  Lorimer  street 
56-62  Powers  street,  southeast  corner  (Block 
2780,  part  of  Lot  No.  1),  Borough  of  Brookh 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  H 
ing  and  Buildings. 

ACTION  Ob  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . ' . 

Negative :  Chairman  Murdock,  Commissioner 
Savage  and  Blum  and  Deputy  Chief  Murph 

THE  RESOLUTION  (548-42-BZ) 

Whereas,  Lama  and  Proskauer,  for  Felix  Vich 

owner,  filed  July  9,  1942,  an  application  under  sectior 
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:  the  zoning  resolution,  to  permit  in  a  business  use  dis- 
ict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
:  more  than  five  (5)  motor  vehicles;  premises;  492-500 
orimer  street  and  56-62  Powers  street,  southeast  corner 
Block  No.  2780,  part  of  Lot  No.  1),  Borough  of  Brooklyn; 
id 

Whereas,  a  public  hearing  was  held  on  this  application 
r  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
g,  October  20,  1942,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
solution  show  that  Lorimer,  Powers  and  Grand  streets 
•e  all  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent,  re 
.  N.  Applic.  No.  1592-42,  dated  July  1,  1942,  reads: 

“2.  Proposed  parking  and  storage  of  more  than  5 
motor  vehicles  on  premises  located  in  a  business  zone  is 
contrary  to  Article  II,  Section  4a  (15)  of  the  Zoning 
Resolution.” 
id 

Whereas,  the  applicant  states  that  the  premises,  part  of 
larger  parcel  of  ground,  consist  of  a  plot  of  ground  hav- 
g  a  frontage  of  77  ft.  on  Lorimer  street  and  75  ft.  on 
owers  street  and  that  it  is  proposed  to  use  the  plot,  for  a 
rm  of  two  years,  for  parking  and  storage  of  more  than 
vc  motor  vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica- 
on  for  the  exercise  of  its  discretion  to  grant  a  zoning 
iriance  under  section  7,  subdivision  h  of  the  zoning  resolu- 
on. 

Resolved,  that  the  decision  of  the  borough  superintendent 
l  B.  H.  Applic.  No.  1592-42,  Objection  No.  2,  be  and  it 
;rebv  is  affirmed  and  that  the  application  be  and  it  hereby 
denied. 


57-42-BZ. 

PPLICANT — Fairgate  Holding  Corporation,  owner. 
UBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  under  section  7h  of  the  zoning  resolution, 
to  permit  p'artly  in  a  retail  use  and  partly  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

REMISES  AFFECTED— 95-07  63rd  road,  north  side, 
20.43  ft.  west  of  96th  street  (Block  No.  2084,  Lot 
Nos.  153,  155  and  156),  Rego  Park,  Borough  of 
Queens. 

PPEARANCES 

For  Applicant:  Francis  Finkelhor  and  A.  J.  Jen- 
iskian. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

CTION  OF  BOARD — Application  denied. 

HE  VOTE  T9  GRANT— 

Affirmative :  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

HE  RESOLUTION  (557-42-BZ) 

Whereas,  Fairgate  Holding  Corporation,  owner,  filed 
uly  13,  1942,  an  application  under  section  7h  of  the  zoning 
ssolution,  to  permit  partly  in  a  retail  use  and  partly  in  a 
esidence  use  district,  for  a  term  of  two  (2)  years,  the 
.arking  and  storage  of  more. than  five  (5)  motor  vehicles: 
remises  95-07  63rd  road,  north  side,  20.43  ft.  west  of  96th 
treet  (Block  No.  2084,  Lot  Nos.  153,  155  and  156),  Rego 
’ark,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
lpf.  October  20,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  63rd  road  is  in  a  retail  and  business 
use  district;  Queens  boulevard  is  in  a  business  and  retail 
use  district  and  96th  street  is  in  a  residence,  business  and 
retail  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  3421-42,  dated  June  26,  1942,  reads: 

“The  use  of  these  premises  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  in  a  fetai  1 
district  and  extending  into  a  residence  district  is  con¬ 
trary  to  Art.  2,  Section  3  and  4a,  subdivision  15  of  the 
zoning  resolution.  Not  further  considered.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage  of 
127  ft.  on  63rd  road;  a  distance  of  107  ft.  along  the 
easterly  lot  line  and  65  ft.  along  the  northerly  lot  line;  that  a 
small  irregular  shaped  area  at  the  northerly  part  of  the 
plot  is  in  a  residence  use  district,  the  remainder  is  in  a 
retail  use  district,  and  that  it  is  proposed  to  use  the  plot, 
for  a  term  of  two  years,  for  parking  and  storage  of  more 
than  five  motor  vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Misc.  Applic.  No.  3421-42,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


596-42-BZ. 

APPLICANT — Koch  and  Wagner,  for  The  Roberts  Num¬ 
bering  Machine  Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  garage  for  five  (5)  motor 
vehicles  (of  the  pleasure  car  type)  for  storage  of 
cars  owned  by  the  officers  of  the  owners  of  factory 
buildings  located  on  the  same  plot. 

PREMISES  AFFECTED — 30  Richmond  street,  west  side, 
194  ft.  6  in.  south  of  Jamaica  avenue  and  692-710 
Jamaica  avenue  (Block  No.  4102,  Lot  Nos.  19  and 
35),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  C.  Wagner,  Harry  L. 

Yakel  and  George  S.  Hice. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (596-42-BZ) 

Whereas,  Koch  and  Wagner,  for  The  Roberts  Number¬ 
ing  Machine  Co.,  owner,  filed  July  27,  1942,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
garage  for  five  (5)  motor  vehicles  (of  the  pleasure  car 
type)  for  storage  of  cars  owned  by  the  officers  of  the 
owners  of  factory  buildings  located  on  the  same  plot ; 
premises.  30  Richmond  street,  west  side,  194  ft.  6  in.  south 
of  Jamaica  avenue  and  692-710  Jamaica  avenue  (Block  No. 
4102.  Lot  Nos.  19  and  35),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  20,  1942,  by  the  Board  of  Standards  and  An¬ 
neals  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  regulations  of  the  zoning 
resolution  as  shown  on  maps  accompanying  said  zoning 
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resolution  show  that  Jamaica  avenue,  Richmond  street  and 
Logan  street  are  each  in  residence  and  business  use  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  re 
N.  B.  Applic.  No.  313-42,  dated  July  20,  1942,  reads: 

“Proposed  garage  for  five  (5)  cars  in  a  residential 
use  district  is  contrary  to  Art.  II  Sec.  3  of  the  Zoning 
Resolution. 

Note:  These  premises  was  the  subject  of  conditional 
variations  of  Board  of  Stds.  and  Appeals.  306-42-BZ. 
Bull.  20,  Vol.  27.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  188  ft.  on  Jamaica  avenue, 
27  ft.  on  Richmond  street  and  a  distance  of  223  ft.  along  the 
southerly  lot  lines;  that  the  Jamaica  avenue  frontage  of 
the  plot  is  in  a  business  use  district  and  the  remainder  of  the 
plot  is  in  a  residence  use  district ;  that  upon  the  plot  are 
located  a  one  and  two-story  factory  building  and  also 
a  one-story  factory  building  (previously  extended  by  the 
Board  under  Cal.  306-42-BZ),  both  occupied  for  the  manu¬ 
facture  of  numbering  machines ;  that  upon  the  Richmond 
street  frontage  of  the  plot  there  is  a  frame  dwelling  and 
that  it  is  proposed  to  erect  upon  the  part  of  the  residential 
portion  of  the  plot  a  one-story,  Class  3  structure,  27  ft.  by 
48  ft.  in  area,  to  be  occupied  as  a  garage  for  five  motor 
vehicles  (of  the  pleasure  car  type)  for  storage  of  cars 
owned  by  the  officers  of  the  owners  of  factory  buildings 
located  on  the  same  plot ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  construction  and  occupancy  of  the  proposed 
garage  building  of  the  dimensions  and  located  as  shown  on 
plans  filed  with  this  application,  on  condition  that  such 
building  shall  be  occupied  only  for  cars  of  the  pleasure  car 
type  owned  by  the  officers  and  owners  of  the  factory  build¬ 
ings  occupied  by  the  Roberts  Numbering  Machine  Com¬ 
pany  ;  that  the  entrance  of  this  garage  shall  be  solely 
through  Lot  No.  19  and  no  driveway  or  entrance  shall  be 
constructed  to  Richmond  street:  that  there  shall  be  no 
unprotected  openings  in  the  rear  and  side  walls ;  that  in 
the  rear  wall  there  shall  be  not  over  one  3  ft.  door;  that 
windows  may  be  constructed  on  the  rear  and  north  sides, 
provided  they  are  filled  with  approved  fireproof  glass 
blocks,  or  equipped  with  approved  steel  frames  and  sash 
glazed  with  wire  glass ;  that  in  all  other  respects,  the 
buildings  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  and  all  permits  shall  be  obtained  and 
all  work  completed  within  six  months  from  the  date  of  this 
resolution. 


Adjourned:  11:00  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  20,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murhpy. 


ZONING  CASES. 

415-41-BZ. 

APPLICANT — George  Edward  Beatty,  for  L.  &  L.  Hold¬ 
ing  Company,  Incorporated,  owner  (John  Nicho¬ 
las,  lessee). 


SUBJECT — Application  for  consideration — reopening  am 
amendment  of  resolution — re  Application  (decisior 
of  the  borough  superintendent)  previously  grantee 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  partly  in  a  business  use  and  partly! 
in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five. 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 612-634  86th  street  and  1-/ 
Dahlgren  place,  southeast  corner  (Block  No.  6055 
Lot  No.  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  George  Edward  Beatty. 

For  Opposition:  Julian  V.  Carraba.  1  i 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners  i 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative:  .  U 


337-33-BZ. 

APPLICANT — Robert  Teichman,  for  City  Bank  Farmer: 
Trust  Company,  as  trustee  of  Estate  of  William 
Waldorf  Astor,  owner.  I  ; 

SUBJECT — Application  for  consideration — reopening  am 
extension  of  permit — re  Application  (decision  o> 
the  commissioner  of  buildings)  previously  grantee 
on  condition,  under  section  7h  of  the  zoning  reso 
lution,  permitting  in  a  business  use  district,  for  : 
period  of  two  (2)  years,  the  maintenance  of  : 
parking  space  for  more  than  five  (5)  moto: 
vehicles. 

PREMISES  AFFECTED — East  side  of  River  avenue,  10C 
ft.  north  of  East  161st  street  (Block  No.  2484,  Lo| 
No.  9),  Borough  of  The  Bronx. 
APPEARANCES—  ;  ( 

For  Applicant:  Robert  Teichman. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks 
ACTION  OF  BOARD — Application  reopened  and  permi 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  • 
Negative:  . jl 

THE  RESOLUTION  (337-33-BZ) 

Whereas,  this  application,  to  permit  in  a  business  US' 
district,  for  a  temporary  period  of  not  more  than  two  (2 
years,  the  parking  of  more  than  five  (5)  motor  vehicles 
premises  east  side  of  River  avenue,  100  ft.  north  of  Eas 
161st  street  (Block  No.  2484,  Lot  No.  9),  Borough  of  Tb 
Bronx,  was  granted  by  the  Board  February  14,  1934,  oi1 
certain  conditions,  the  term  of  the  permit  extended  fron 
time  to  time,  and  the  applicant  requested  a  further  extensioi 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  of  February  14,  1934,  a 
amended  October  22,  1940,  only  in  so  far  as  it  has  referene 
to  the  term  of  the  permit,  so  that  as  amended,  this  portioi 
of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  year 
from  the  date  of  this  amended  resolution  permittini 
the  plot.” 

116-35-BZ. 

APPLICANT — Ann  H.  Draper,  owner. 

SUBJECT — Application  for  consideration — reopening  am 
extension  of  permit — re  Application  (decision  o 
the  commissioner  of  buildings)  previously  grante< 
on  condition,  under  section  7e  of  the  zoning  reso 
lution,  permitting  in  a  residence  use  district,  tb 
alteration  and  change  of  occupancy  of  part  of  ai 
existing  dwelling  so  as  to  include  a  business  us 
(funeral  parlor). 
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REMISES  AFFECTED — 103-44  Springfield  boulevard, 
northwest  corner  of  Hollis  avenue  (Block  No.  2008, 
Lot  No.  22A),  Queens  Village,  Borough  of  Queens. 
'PPEARANCES — 

For  Applicant:  James  C.  Martin. 
iCTION  OF  BOARD — Application  reopened  and  permit 
extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

HE  RESOLUTION  (116-35-BZ) 

Whereas,  this  application,  under  section  7e  of  the  zoning 
solution,  to  permit  in  a  residence  district  the  alteration 
id  change  of  occupancy  of  part  of  an  existing  dwelling 
>  as  to  include  a  business  use  (undertaking  establishment), 
•emises  103-44  Springfield  boulevard,  northwest  corner  of 
ollis  avenue  (Block  No.  2008,  Lot  No.  22 A),  Queens 
illage,  Borough  of  Queens,  was  granted  by  the  Board 
ily  9,  1935,  for  a  temporary  period,  on  certain  conditions, 
prmit  extended  October  15,  1940  and  the  owner  requested 
:  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Freby  amend  the  resolution  of  July  9,  1935,  as  amended 
ctober  15,  1940,  only  in  so  far  as  it  has  reference  to  the 
frm  of  the  variance,  so  that  as  amended,  this  portion  of 
■e  resolution  shall  read : 

“granted  under  section  7E  for  a  term  of  five  (5)  years 
from  the  date  of  this  amended  resolution  to  per¬ 
mit  .  .  .” 


1-36-BZ. 

PPLICANT — Arthur  H.  Haaren,  for  Kesbec,  Incorpo¬ 
rated,  owner. 

UBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  parking — re  Application  (de¬ 
cision  of  the  acting  borough  superintendent)  previ¬ 
ously  granted  on  condition,  under  section  7c  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict  for  a  term  of  two  (2)  years,  the  extension 
of  an  existing  gasoline  service  station  to  include 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  granted  by  the  Board 
under  section  21  of  the  zoning  resolution,  permit¬ 
ting  the  rearrangement  of  the  existing  gasoline  ser¬ 
vice  station  and,  also  permitting  automobile  repair¬ 
ing  for  the  testing  of  brakes,  etc.). 

DEMISES  AFFECTED — 3170-3178  Broadway  and  28-34 
Tieman  place,  southeast  corner  (Block  No.  1981, 
Lot  No.  65),  Borough  of  Manhattan. 
PPEARANCES— 

Q  For  Applicant :  Arthur  H.  Haaren. 

<CriON  OF  BOARD — Application  reopened  and  permit 
extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

HE  RESOLUTION  (88-36-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
solution,  to  permit  in  a  business  use  district  the  erection 
jd  maintenance  of  a  motor  vehicle  repair  shop  on  an  exist- 
I?  gasoline  service  station,  premises  3170-3178  Broadwav 
:d  28-34  Tieman  place,  southeast  corner  (Block  No.  1981, 
>t  No.  65),  Borough  of  Manhattan,  was  granted  by  the 
->ard  July  7,  1936,  on  certain  conditions,  the  resolution 
tended  September  15,  1936,  March  16,  1937,  September  14, 
37,  and  February  23,  1938;  and 

Whereas,  Arthur  H.  Haaren,  for  Kesbec,  Incorporated, 

'  ner,  filed  May  21,  1940,  an  application,  under  sections  7c 
id  21  of  the  zoning  resolution,  to  permit  in  a  business 
district  the  extension  of  an  existing  gasoline  service 


station  to  include  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  28,  1940;  and 

Whereas,  on  October  22,  1940,  the  Board  amended  the 
resolution,  permitting  the  parking  and  storage  of  not  more 
than  nineteen  (19)  motor  vehicles  for  a  term  of  two  (2) 
years  under  section  7h  of  the  zoning  resolution ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  22,  1940,  as  to  the 
variance  to  permit  parking  and  storage,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“that  such  parking  and  storage  may  be  permitted  for 
a  term  of  two  (2)  years  under  section  7c  from  the 
date  of  this  amended  resolution,  provided  it  shall  be 
limited  .  .  .” 


261-36-BZ. 

APPLICANT — Philip  Rosen,  present  owner,  represented 
by  Saul  and  Marshall  M.  Bernstein,  attorneys. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  use  of  a  plot  of  ground 
as  a  parking  space  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 2891-2895  Bailey  avenue,  west 
side,  57  ft.  south  of  West  230th  street  and  60-64 
West  230th  street  (Block  No.  3264,  Lot  Nos.  82 
and  88),  Borough  of  The  Bronx. 
APPEARANCES- 

For  Applicant :  Philip  Rosen. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  o 

THE  RESOLUTION  (261-36-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  use  of 
a  plot  of  ground  as  a  parking  space  for  more  than  five  (5) 
motor  vehicles,  premises  2891-2895  Bailey  avenue,  west 
side,  57  ft.  south  of  West  230th  street,  and  60-64  West 
230th  street  (Block  No.  3264,  Lot  Nos.  82  and  88),  Bor¬ 
ough  of  The  Bronx,  was  granted  by  the  Board  January  5, 
1937,  on  certain  conditions,  the  permit  extended  November 
.  1,  1938,  and  October  15,  1940;  and 

Whereas,  these  premises  have  been  acquired  under  a 
deed  by  Philip  Rosen,  and  an  application  has  been  made 
for  extension  of  the  permit,  to  expire  simultaneously  with 
the  permit  covering  the  adjoining  premises  owned  by  Thema 
Rosen  for  which  parking  and  storage  were  permitted  under 
Cal.  No.'  101-32-BZ. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  5,  1937,  as  amended 
October  15,  1940,  so  that  as  amended,  this  portion  of  the 
resolution  as  to  term  of  the  permit,  shall  read  : 

“granted  for  a  term  of  approximately  \]/2  years  term¬ 
inating  March  31,  1944,  similar  to  a  permit  granted 
under  Cal.  No.  101-32-BZ,  affecting  the  adjoining  prem¬ 
ises;  that  the  parking  on  these  premises  may  be  operated 
in  conjunction  with  the  parking  and  storage  use  per¬ 
mitted  for  the  adjoining  premises  under  Cal  No. 
101-32-BZ.” 

247-37-BZ. 

APPLICANT — Margaret  Murray  (Mrs.  T.  Murray),  one 
of  the  lessees,  for  George  R.  Jenkins,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7 h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 40-23  69th  street,  east  side,  278 
ft.  south  of  Roosevelt  avenue  (Block  No.  1301,  Lot 
No.  10  and  part  of  Lot  Nos.  12  and  14),  Woodside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Margaret  Murray. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (247-37-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district,  under  section  7h  of  the  zoning  resolution,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  40-23  69th  street,  east  side,  278  ft.  south  of  Roose¬ 
velt  avenue  (Block  No.  1301,  Lot  No.  10  and  part  of  Lot 
Nos.  12  and  14),  Woodside,  Borough  of  Queens,  was  granted 
by  the  Board  April  5,  1938,  on  certain  conditions  and  permit 
extended  October  5,  1940 ;  and 

Whereas,  Margaret  Murray  (Mrs.  T.  Murray),  one  of 
the  lessees,  for  George  R.  Jenkins,  owner,  requested  a  fur¬ 
ther  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  5,  1938,  as  amended 
October  5,  1940,  only  so  far  as  it  has  reference  to  the 
term  of  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“granted  under  section  7h_  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


10-38-BZ. 

APPLICANT — Bofred  Realty  Corporation  (present  lessee), 
for  Stellbea  Theatres  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 136-20  37th  avenue,  south  side, 
100  ft.  east  of  Main  street  (Block  No.  4978,  Lot 
No.  9),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Martin  S.  Tracey. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (10-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  parking 
of  more  than  five  (5)  motor  vehicles,  premises  130-20  37th 
avenue,  south  side.  100  ft.  east  of  Main  street  (Block  No. 
4978,  Lot  No.  9),  Flushing,  Borough  of  Queens,  was  granted 
by  the  Board  September  13,  1938,  on  certain  conditions, 
permit  extended  October  22,  1940  and  the  applicant  requested 
a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  September  13,  1938, 


as  amended  October  22,  1940,  only  so  far  as  it  has  referenct 
to  the  term  of  the  permit,  so  that  as  amended,  this  portioi 
of  the  resolution  shall  read : 

“granted,  under  section  7h  thereof,  for  a  temporary 
term  of  two  (2)  years  from  the  date  of  this  amende i 
resolution.” 


950-39-BZ. 

APPLICANT— James  Britton  Halley  (lessee),  for  Olg; 

Roman  and  Harriet  Britton,  owners. 

SUBJECT — Application  for  consideration — reopening  am 
extension  of  permit — re  Application  (decision  o 
the  borough  superintendent)  previously  granted  oi 
condition,  under  section  7h  of  the  zoning  resolution 
permitting  in  a  residence  use  district,  for  a  tem 
of  two  (2)  years,  the  parking  and  storage  of  mon 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3450-3452  Eastchester  road 
east  side,  311  ft.  north  of  Boston  road,  and  3457 
3459  Mickle  avenue,  west  side,  280  ft.  north  o 
Boston  road  (Block  No.  4723,  Lot  Nos.  15,  16,  17 
47  and  48),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Mrs.  Margaret  Halley. 

ACTION  OF  BOARD — Application  reopened  and  permi 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  • 
Negative :  . 

THE  RESOLUTION  (950-39-BZ) 

Whereas,  James  Britton  Halley  (lessee),  for  Olga  Roma 
and  Harriet  Britton,  owners,  filed  July  13,  1939,  an  applies 
tion  under  section  7h  of  the  zoning  resolution,  to  permit  i 
a  residence  use  district  the  parking  and  storage  of  mor 
than  five  (5)  motor  vehicles  for  a  temporary  period  of  tw 
(2)  years;  premises  3450-3452  Eastchester  road,  east  sid< 
311  ft.  north  of  Boston  road,  and  3457-3459  Mickle  avenrn 
west  side,  280  ft.  north  of  Boston  road  (Block  No.  472. 
Lot  Nos.  15,  16,  17,  47  and  48),  Borough  of  The  Bronx 
and 

Whereas,  this  application  was  granted  by  the  Board  o 
October  15,  1940,  on  certain  conditions  and  applicant  n 
quested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dot 
hereby  amend  the  resolution  of  October  15,  1940,  only  i 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  th; 
as  amended,  this  portion  of  the  resolution  shall  read: 

“granted  under  section  7h  for  a  term  of  two  (2)  yeai 
from  the  date  of  this  amended  resolution.” 


1206-39-BZ. 

APPLICANT — Menley  and  Janies,  Limited,  owner. 

SUBJECT — Application  for  consideration — reopening  an 
extension  of  time — re  Application  (decision  of  tl 
borough  superintendent)  previously  granted  on  coi 
dition,  under  section  7c  of  the  zoning  resolutio 
permitting  upon  a  plot,  located  partly  in  an  ui 
restricted  use  and  partly  in  a  residence  use  distric 
the  erection  and  maintenance  of  a  business  buildir 
(storage  of  paper  cartons). 

PREMISES  AFFECTED— 91-17  to  91-27  138th  plac 
northeast  corner  of  Archer  avenue  (Block  N 
9981,  Lot  Nos.  26  and  20),  Jamaica,  Borough  < 
Queens. 

APPEARANCES— 

For  Applicant :  C.  H.  Marsh. 

ACTION  OF  BOARD — Application  reopened  and  time  e: 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative:  . 
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HE  RESOLUTION  (1206-39-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
notation,  to  permit  upon  a  plot,  located  partly  in  a  resi- 
oce  use  district  and  partly  in  an  unrestricted  use  dis- 
tct,  the  erection  and  maintenance  of  a  business  building 
l.orage  of  paper  cartons),  premises  91-17  to  91-27  138tn 
pee,  northeast  corner  of  Archer  avenue  (Block  No.  9981, 
it  Nos.  2b  and  20),  Jamaica,  Borough  of  Queens,  was 
minted  by  the  Board  January  3,  1940,  on  certain  conditions; 
t:  time  to  obtain  permits  and  complete  work  extended 
bvember  13,  1940  and  January  6,  1942  and  applicant  re¬ 
sisted  a  further  extension  of  time  to  obtain  permits  and 
fnplete  the  work. 

Xesolved,  that  the  Board  of  Standards  and  Appeals  does 
l-eby  amend  its  resolution  adopted  January  3,  1940,  as 
i ended  November  13,  1940  and  January  6,  1942,  only  so 
(•  as  it  refers  to  obtaining  permits  and  completion  of  the 
irk,  so  that  as  amended  this  portion  of  the  resolution 
sill  read : 

j  “that  all  permits  shall  be  obtained  and  all  work  com¬ 
pelled  within  one  (1)  year  from  the  date  of  this 
•  amended  resolution.” 


140-BZ. 

"PLICANT — Samuel  G.  Thomson,  Jr.,  owner. 
:BJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  for  a  term  of  two  (2)  years, 
the  transient  parking  of  more  than  five  (5)  motor 
vehicles  on  that  portion  of  the  plot  in  the  business 
use  district. 

EMISES_  AFFECTED — 87-68  1  70th  street,  west  side, 
58.95  ft.  south  of  Hillside  avenue  (Block  No.  9825, 
Lot  No.  21),  Jamaica,  Borough  of  Queens. 
^PEARANCES— 

I  For  Applicant :  August  Bettendorf. 

)TION  OF  BOARD — Application  reopened  and  permit 
extended. 

fE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

:E  RESOLUTION  (38-40-BZ) 

Vhereas,  Samuel  G.  Thomson,  Jr.,  owner,  filed  January 
1940,  an  application  under  section  7h  of  the  zoning  reso- 
ton,  to  permit  partly  in  a  business  and  partly  in  a  resi¬ 
de  use  district,  for  a  temporary  period  of  not  more  than 
Vl  (2)  years,  the  parking  of  more  than  five  (5)  motor 
deles;  premises  87-68  170th  street,  west  side,  58.95  ft. 
<th  of  Hillside  avenue  (Block  No.  9825,  Lot  No.  21), 
naica,  Borough  of  Queens;  and 

V hereas,  this  application  was  granted  by  the  Board  on 
-ober  15,  1940,  on  certain  conditions  and  applicant  re¬ 
nted  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ieby  amend  the  resolution  of  October  15,  1940,  only  in 
(far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
-'amended,  this  portion  of  the  resolution  shall  read : 
"granted  under  section  7h  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  plot  to  be  occupied  for  the  transient  park¬ 
ing  of  motor  vehicles  on  condition  *  *  *.” 


i-40-BZ. 

ELICANT — Lama  and  Proskauer,  for  Giuseppe  Proscia, 
owner. 

1 BJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 


dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  alteration 
and  conversion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFhECTED — 565-569  Carroll  street,  north 
side,  220  ft.  east  of  Fourth  avenue  (Block  No.  958, 
Lot  No.  70),  Borough  of  Brooklyn. 
APPEARANCES— 

bor  Applicant  :  Alfred  A.  Lama  and  Rose  Proscia. 

AC  1  ION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  q 


THE  RESOLUTION  (574-40-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  alteration  and  conversion  of  occupancy  of  an 
existing  building  to  a  garage  for  more  than  five  (5)  motor 
vehicles,  premises  565-569  Carroll  street,  north  side,  220  ft. 
east  of  Fourth  avenue  (Block  Nb.  958,  Lot  No.  70),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  September  24, 
1940,  on  certain  conditions,  under  section  7c  of  the  zoning 
resolution,  time  extended  October  21,  1941  and  the  appli¬ 
cant  requested  a  further  extension  of  time  to  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  24,  1940 
as  amended  October  21,  1941,  only  in  so  far  as  it  has  refer¬ 
ence  to  the  completion  of  the  work,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

‘  That  in  view  of  the  statement  by  the  applicant  that 
all  permits  have  been  obtained,  that  all  work  shall  be 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


664-41-BZ. 

APPLICANT — Milton  M.  Eisenberg,  for  General  Linen 
Supply  and  Laundry  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7g  of  the  zoning  reso¬ 
lution,  permitting  in  an  unrestricted  use  district  and 
also  on  the  same  street  and  between  the  same  two 
(2)  intersecting  streets  upon  which  there  is  an  exit 
or  an  entrance  to  a  public  school,  the  conversion 
of  occupancy  of  a  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 157-171  Sanford  street,  east 
side,  75  ft.  north  of  Willoughby  avenue  (Block  No. 
1753,  Lot  Nos.  4  to  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Milton  B.  Weissman. 

For  Administration:  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  q 


THE  RESOLUTION  (664-41-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  to  permit  in  an  unrestricted  use  district,  and 
also  on  the  same  street  and  between  the  same  two  inter¬ 
secting  streets  upon  which  there  is  an  exit  or  an  entrance 
to  a  public  school,  the  conversion  of  occupancy  of  a  build- 
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ing  to  a  garage  for  more  than  five  (5)  motor  vehicles, 
premises  157-171  Sanford  street,  east  side,  75  ft.  north i  o 
Willoughby  avenue  (Block  No.  1753,  Lot  Nos.  4  and  10), 
Borough  o"f  Brooklyn,  was  granted  by  the  Board  December 
9  1941  on  certain  conditions,  resolution  amended  May  -6, 
1942,  time  extended  September  9,  1942  and  applicant  re¬ 
quested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  9,  1941,  as 
amended  May  26,  1942,  so  that  as  amended,  the  resolution 

shall  read :  ,  „  ,  ,  ,  .  . 

‘‘Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7g  thereof,  to  permit  the  premises  con¬ 
sisting  of  one,  two  and  three  story  buildings  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  ‘Re¬ 
ceived  October  27,  1941’  to  be  occupied  primarily  on 
all  floors  as  a  garage  for  more  than  five  (5)  motor 
vehicles  restricted  to  motor  vehicles  in  the  ownership 
and  control  of  the  occupants  engaged  in  the  laundry 
and  linen  supply  business  and  also  for  incidental  repairs 
to  their  own  trucks,  including  painting  and  spraying 
to  include  also  the  spraying  and  painting  of  metal  re¬ 
ceptacles  used  in  the  business  on  condition  that  the 
sprinkler  system  shall  be  maintained  throughout  to  the 
satisfaction  of  the  fire  commissioner;  that  the  buildings 
shall  not  be  increased  in  height  or  area;  that  the 
cellar  shall  be  used  only  for  the  heating  equipment  and 
the  storage  of  incombustible  materials;  that  the  cellar 
shall  be  separated  from  the  building  with  either  fire¬ 
proof  construction  or  with  floors  protected  on  the  cellar 
ceiling  side  with  approved  fire-retarded  material ;  that 
the  cellar  shall  be  enterable  only  from  the  exterior 
except  that  any  existing  interior  stairway  may  be  con¬ 
tinued  provided  the  opening  to  the  heater  room  is  cut 
off  with  an  approved  fireproof  self-closing  door;  that 
the  rear  yard  shall  not  be  built  upon  and  all  rubbish 
now  therein  shall  be  completely  removed  and  the  rear 
yard  shall  be  kept  clear  of  rubbish  and  other  material 
at  all  times;  that  the  third  story  on  Building  No.  2 
shall  be  used  only  for  the  storage  of  merchandise  and 
similar  material  and  not  for  garage  purposes;  that  the 
sliding  fireproof  self-closing  tin  clad  doors  in  the  open¬ 
ings  where  shown  in  fire  walls  shall  be  kept  in  oper¬ 
ating  condition  and  without  obstructions  at  all  times; 
that  the  gasoline  installation  shall  be  solely  for  the 
tise  of  the  motor  vehicles  stored  in  the  building  and  not 
for  sale  of  gasoline  to  passing  vehicles;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  No. 
665-41 -A ;  that  all  existing  certificates  of  occupancy 
shall  be  cancelled  and  new  certificate  of  occupancy 
issued  for  the  premises  in  compliance  with  the  terms 
of  this  resolution;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from 
September  9,  1942. 

Resolved  further,  that  the  present  opening  between 
the  storage  room  and  heating  room  in  the  cellar  may 
be  bricked  up  solidly  instead  of  having  a  self-closing 
fireproof  door  installed  as  hereinbefore  required;  that 
the  exit  facilities  may  be  maintained  as  were  approved 
under  previous  Building  Code  regulations  applicable  at 
the  time  of  the  construction  and  alterations  to  the  build¬ 
ings;  that  the  live  load  may  be  maintained  as  follozvs : 

Cellar — on  ground. 

D/  floor — on  ground  and  120  lbs.  per  superficial 
foot  over  cellar. 

2nd  floor — 75  lbs.  per  superficial  foot  for  that  por¬ 
tion  of  the  building  known  as  167-169  Sanford  street 
originally  approved  for  stable  occupancy  under  N.  B. 
Permit  3444/14.  Elsewhere  throughout  the  second 
floor  at  120  lbs.  per  superficial  foot. 

3rd  floor — for  use  of  light  storage  only;  75  lbs. 
per  superficial  foot.” 


840-41-BZ. 

APPLICANT— Max  Horn,  for  Anna  L.  Friedman  ar 
Ramsid  Realty  Company,  owners  (Isidore  Weis 
lessee) . 

SUBJECT— Application  (re  decision  of  the  borough  supei 
intendent)  under  sections  7h  and  21  of  the  zonir 
resolution,  to  permit  in  a  residence  use  district,  tl 
erection  and  maintenance  of  a  gasoline  service  st; 
tion;  a  motor  vehicle  repair  shop  and,  also,  for 
term  of  two  (2)  years,  the  parking  and  storage  c 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 58-20  Rockaway  Beach  boul 
vard  and  102  Beach  59th  street,  northeast  com 
(Block  No.  380,  Lot  Nos.  31  and  35),  Arvern 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

ACTION  OF  BOARD — Application  dismissed  for  lack  i 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative :  . 

THE  RESOLUTION  (840-41-BZ) 

Whereas,  Max  Horn,  for  Anna  L.  Friedman  and  Rams 
Realty  Company,  owners  (Isidore  Weiss,  lessee),  filed  ■ 
September  30,  1941,  an  application  under  sections  7h  a 
21  of  the  zoning  resolution,  to  permit  in  a  residence  i: 
district,  the  erection  and  maintenance  of  a  gasoline  servi 
station,  a  motor  vehicle  repair  shop  and,  also,  for  a  tei 
of  two  (2)  years,  the  parking  and  storage  of  more  th 
five  (5)  motor  vehicles,  affecting  premises  58-20  Rock 
way  Beach  boulevard  and  102  Beach  59th  street,  northe; 
corner  (Block  No.  380,  Lot  Nos.  31  and  35),  Arveri 
Borough  of  Queens ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers 
the  subject  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismiss 
for  lack  of  prosecution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIOF 

439-42-A. 

APPLICANT — 15-17  West  84th  street,  Incorporated,  owi 
(Herman  Mermeistein,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  sup 
intendent. 

PREMISES  AFFECTED— 15  West  84th  street,  north  si 
220  ft.  west  of  Central  Park  West  (Block  I 
1198,  Lot  No.  23)  ;  (1st  floor  west — front  roon 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  C.  Kane. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Ho 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  27,  1942 
2  P.  M.  at  request  of  applicant’s  representative. 


678-42-A. 

APPLICANT — Manoug  Exerjian,  for  Lincoln  Associa 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  suf 
intendent. 

PREMISES  AFFECTED — 129-92  Willets  Point  boulevt 
southeast  corner  of  Northern  boulevard  (Block  ! 
1833,  Lot  Nos.  215,  221,  410  and  425),  Corona,  B 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Manough  Exerjian. 

For  Administration:  Fred  Dahlem,  Dep’t  of  He 
ing  and  Buildings. 
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ACTION  OF  BOARD— Laid  over  to  November  4,  1942  at 
2  P.  M.  for  inspection  by  a  committee  of  the  Board. 
No  further  argument. 


628-42-A. 

[APPLICANT — J.  M.  Berlinger,  for  Charles  F.  Huhbs  and 
Company,  owner. 

'SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 383-387  Lafayette  street  and 
22  East  4th  street  (Block  No.  531,  Lot  No.  20), 
Borough  of  Manhattan. 

‘  APPEARANCES — 

For  Applicant :  C.  I.  Goldman  and  J.  M.  Berlinger. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


1089-41-A. 

APPLICANT — World  Camera  Exchange,  for  Intercounty 
Properties  Corporation,  owner  (Angela  Mousouris, 
lessee) . 

,  SUBJECT — Appeal  reopened  July  14,  1942 — re  Appeal  from 
an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 550-554  Eighth  avenue,  east 
side,  40  ft.  north  of  West  37th  street  and  265-267 
West  37th  street  (Block  No.  787,  Lot  Nos.  1  to 
10,  inclusive  and  part  of  Lot  No.  8),  Borough  of 
Manhattan. 

.  APPEARANCES— 

For  Applicant :  B.  S.  Levine  and  E.  Ellis. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

'THE  RESOLUTION  (1089-41-A) 

Whereas,  World  Camera  Exchange,  for  Intercounty 
Properties  Corporation,  owner,  filed  on  December  17,  1941 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner;  premises  550-554  Eighth  avenue  and  265-269  West 
37th  street,  northeast  corner  (Block  No.  787,  part  of  Lot 
i  No.  8  and  Lot  Nos.  1  to  10),  Borough  of  Manhattan; 

Whereas,  Order  No.  26415-LC  issued  by  the  fire  commis¬ 
sioner  May  23,  1941,  reads: 

“You  Are  Hereby  Ordered  and  Required  to  : 

1 — Discontinue  the  maintenance  or  operation  of  a 
still  film  laboratory  on  the  above  mentioned  premises. 

Reason  :  Building  is  not  equipped  with  an  approved 
system  of  antomatic  sprinklers.  Sec.  09-11 7.0- A. 5, 
Administrative  Code.” 
and 

Whereas,  said  order  was  referred  to  in  the  decision  of 
the  fire  commissioner  dated  December  8,  1941  ;  and 

Whereas,  the  applicant  states  that  the  building  is  23 
stories  (277  ft.)  in  height;  100  ft.  by  98  ft.  9  in.  in  area: 
of  Class  1  construction ;  equipped  with  a  standpipe  and 
sprinkler  system;  located  in  a  business  use  district;  erected 
in  1926;  and  presently  occupied:  cellar,  photography,  3  per- 
L  sons;  1st  floor,  photography,  3  persons;  2nd  to  23rd  floors, 
coat  manufacturing  and  showrooms,  15%  manufacturing 
throughout  the  building;  115  persons  on  each  floor;  and 

Whereas,  the  applicant  contends  that  the  store  is  used 
for  retail  photography  and  is  separated  from  the  balance  of 
the  building  by  incombustible  materials  and  is  equipped  with 
sprinkler  heads;  that  there  are  10  heads  in  the  basement 
and  8  heads  on  the  first  floor  store ;  that  the  photographic 


work  clone  on  the  premises  consists  of  printing  and  develop¬ 
ing  of  amateur  roll  films;  that  all  machinery  used  is  of 
metal  and  the  developing  tanks  are  ceramic ;  and 

Whereas,  a  report  of  an  inspector  of  the  Division  of 
Fire  Prevention  of  the  Fire  Department  on  file  in  the 
combustible  folder  of  the  Fire  Department  indicates  that 
the  sprinkler  system  supplying  the  building  is  a  split  system 
with  the  following  sources:  two  7,500  gallon  pressure 
tanks,  one  10,000  gallon  gravity  tank,  two  6,000  gallon  grav¬ 
ity  tanks.  The  pressure  and  gravity  tanks  feed  the  system 
from  the  12th  floor  up  and  the  gravity  tanks  feed  the 
system  from  the  11th  floor  down  so  that  the  building  below 
the  11th  floor  is  deemed  to  be  equipped  with  a  one  source 
system ;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  Feb¬ 
ruary  10,  1942,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
on  July  14,  1942;  and 

Whereas,  this  reopening  is  for  the  purpose  of  consider¬ 
ing  a  new  order  of  the  fire  commissioner,  Order  No. 
31088-LC,  dated  June  1,  1942,  which  reads: 

“Before  a  permit  may  be  issued  for  you  to  conduct 
a  still  film  laboratory,  the  following  must  be  done : 

1.  Fill  out,  sign  and  return  enclosed  application  for 
a  still  film  laboratory.  Sec.  C19-116.0. 

2.  Enclose  stairway  from  cellar  to  1st  story  with 
fireproof  material  and  a  self-closing  fireproof  door  on 
opening.  CH  26-636.0. 

3.  Provide  a  self-closing  fireproof  door  to  enlarg¬ 
ing  and  printing  room.  Sec.  C19- 118.0. 

7.  Provide  1  approved  2J4  gallon  chemical  fire  ex¬ 
tinguisher  in  each  film  room.” 

and 

Whereas,  the  applicant  contends  that  subsequent  to  the 
granting  of  the  appeal  by  the  Board  on  Fire  Department 
order,  26415-LC,  order  31088-LC  was  issued,  requiring 
changes  and  installation  of  equipment  and  the  application 
for  a  permit  to  conduct  a  still  film  laboratory ;  that  inas¬ 
much  as  the  resolution  of  the  Board  relative  to  Order  No. 
26415-LC  was  complied  with,  it  is  felt  that  the  applicant 
should  not  be  compelled  to  go  through  more  expense  and 
time  to  alter  the  laboratory  to  comply  with  Order  31088-LC. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  February  10,  1942, 
so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Order  No.  26415-LC  of  the  fire 
commissioner,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition 
that  not  more  than  a  total  length  of  100  feet,  of  nitro¬ 
cellulose  film  shall  be  processed  per  day ;  that  such 
film  shall  be  stored  in  a  metal  container ;  that  all  other 
film  shall  be  of  the  nitro-cellulose  type;  that  such 
portable  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  shall  direct ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  rules, 
laws  and  regulations  applicable  thereto,  and  that  the 
sprinkler  system  shall  be  maintained  to  the  satisfaction 
of  the  fire  commissioner. 

Resolved  further,  that  the  order  of  the  fire  commis¬ 
sioner,  No.  31088-LC,  items  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  space  occupied  on  the 
first  floor  and  cellar  shall  not  be  increased  and  that  in 
all  other  respects,  the  resolution  as  adopted  by  the 
Board  on  February  10,  1942  shall  be  complied  until 
and  all  other  items  of  Order  No.  31088-LC  shall  be 
complied  with.” 


264-42-A. 

APPLICANT — Frank  C.  Keller,  for  Davro  Realty  Com¬ 
pany,  owner. 

SUBJECT — Appeal  reopened — restored  to  calendar — Sep¬ 
tember  9,  1942 — re  Appeal  from  a  decision  of  the 
borough  superintendent ;  previously  withdrawn. 
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PREMISES  AFFECTED — 171-06  Jamaica  avenue,  south 
side,  40.20  ft.  west  of  172nd  street  (Block  No. 
10212,  Lot  No.  17),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (264-42-A) 

Whereas,  Frank  C.  Keller,  for  Davro  Realty  Company, 
owner,  filed  on  March  31,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  171-06 
Jamaica  avenue,  south  side,  40.20  ft.  west  of  172nd  street 
(Block  No.  10212,  Lot  No.  17),  Jamaica,  Borough  of 
Queens ;  and 

Whereas,  this  appeal  was  withdrawn  on  July  14,  1942; 
and 

Whereas,  the  applicant  requested  a  reopening  of  the 
appeal,  based  on  a  new  decision  of  the  borough  superin¬ 
tendent  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
September  9,  1942,  subject  to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  No.  2726-41,  dated  August  5,  1942,  reads : 

“1.  Changing  use  of  building  from  residence  to  busi¬ 
ness  on  second  floor  partly  in  frame  construction  is 
contrary  to  section  4.2.1  of  the  Building  Code. 

2.  Stairway  on  first  floor  and  second  floor  not  en¬ 
closed  in  fire  retarding  material  and  fireproof  self¬ 
closing  door  as  required  by  sec.  6.4.1.8.1  Building  Code. 

3.  Stairway  from  second  floor  does  not  lead  to  street 
as  required  by  Sec.  6.4.1.11  B.  C.” 

and 

Whereas,  the  applicant  contends  as  to  Objection  No.  1 
of  the  borough  superintendent’s  decision,  that  this  building 
was  filed  under  N.  B.  2741-29  as  a  non-fireproof  building; 
that  although  the  airshaft  on  the  second  floor  is  frame,  the 
building  was  accepted  as  non-fireproof ;  that  the  exterior 
of  the  walls  of  the  airshaft  have  been  surfaced  with  wire 
lath  and  plaster  and  it  is  now  requested  that  this  construc¬ 
tion  be  accepted  for  class  3  building  within  the  fire  limits ; 
and 

Whereas,  the  applicant  contends  as  to  Objection  No.  2 
of  the  borough  superintendent’s  decision,  that  it  is  requested 
that  the  stairway  from  the  first  to  the  second  floor  be  ac¬ 
cepted  as  an  open  stairway ;  that  a  fire  escape  has  been 
erected  in  the  rear  of  the  building  from  the  second  floor 
to  grade  with  a  gooseneck  ladder  to  the  roof ;  that  the 
building  is  32  ft.  6  in.  high  and  is  one  of  a  continuous  row 
of  seven  similar  buildings ;  that  a  partition  has  been  erected 
18  ft.  to  the  rear  of  the  entrance  on  the  first  floor  con¬ 
structed  of  wood  studs,  wire  lath  and  plaster  both  sides  and 
the  ceiling  within  the  area  so  partitioned  has  been  fire- 
retarded  ;  that  the  cellar  ceiling  is  fire-retarded  and  there 
are  three  exits  from  the  cellar ;  that  a  vertical  ladder  has 
been  provided  from  the  second  story  stair  landing  to  roof ; 
that  the  occupancy  of  the  second  floor  will  not  exceed  four 
persons ;  and. 

Whereas,  the  applicant  contends  as  to  Objection  No.  3 
of  the  borough  superintendent’s  decision,  that  if  the  open 
stairs  are  accepted  by  the  Board,  Objection  No.  3  will  not 
be  effective,  as  the  stairs  will  then  lead  to  street  through 
the  fire-retarded  vestibule ;  and 

Whereas,  the  applicant  further  contends  that  the  work 
involved  was  done  in  error  and  it  would  be  a  hardship  on 
the  owner  to  alter  the  premises  at  this  time,  as  all  decora¬ 
tions  are  completed  and  installed ;  and 

Whereas,  on  July  14,  1942  this  application  was  with¬ 
drawn  after  argument,  to  permit  the  applicant  to  file  a  new' 
'  decision  of  the  borough  superintendent ;  and 


Whereas,  a  memorandum  dated  July  24,  1942,  prepared 
for  the  signature  of  the  borough  superintendent  of  Queens 
and  now  on  file  with  Alt.  Applic.  2726-41,  stated  that  in  a 
conference  of  the  parties  involved,  it  was  agreed  that  all 
amendments  upon  which  approval  of  the  Building  Depart¬ 
ment  was  previously  issued  would  be  withdrawn  and  an 
amendment  filed,  to  have  the  exits  revert  to  the  original 
application  and  the  original  objections  would  then  be  re¬ 
issued  for  presentation  to  the  Board;  and 

Whereas,  on  August  1,  1942  an  amendment  wras  filed  re¬ 
questing  that  Objections  1,  2  and  3  be  reissued,  so  that  they 
could  be  submitted  to  the  Board  on  appeal;  and  the  objec¬ 
tions  herein  appealed,  were  issued  upon  such  amendment. 

Resolved,  that  the  decision  of  the  borough  superintendent 
as  to  Alt.  Applic.  2726-41,  Objections  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is  ‘ 
granted  on  condition  that  the  building  and  occupancy  shall 
be  maintained  substantially  as  set  forth  and  that  the  sprin¬ 
kler  heads  installed  in  the  building  and  fed  from  a  one-inch 
waterline  from  the  street,  shall  be  maintained ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


319-42-A. 

APPLICANT — Vitale  Della  Penna,  for  Sophie  Brownstein, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 796  East  166th  street,  south 
side,  90  ft.  west  of  Union  avenue  (Block  No.  2670, 
Lot  No.  35),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Vitale  Della  Penna  and  Sophie 
Brownstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (319-42-A) 

Whereas,  Vitale  Della  Penna,  for  Sophie  Brownstein, 
owner,  filed  on  April  16,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent  affecting  premises  796  East 
166th  street,  south  side,  90  ft.  west  of  Union  avenue  (Block 
No.  2670,  Lot  No.  35),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  31,  1942  on  Alt.  Applic.  No.  66-42  reads: 

“2.  Proposed  business  occupancy  in  frame  dwelling 
is  contrary  to  Sec.  4.1.3.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (28  ft.)  in  height,  24  ft.  by  54  ft.  in  area  at'  first 
floor,  24  ft.  by  48  ft.  in  area  at  2nd  floor,  of  class  4  con¬ 
struction,  erected  in  1887,  located  on  a  plot  33.99  ft.  by 
225.66  ft.  irregular  in  area  in  a  residence  and  business  use 
district ;  that  the  dwelling  is  occupied  :  cellar — boiler  room  ; 
first  floor — 1  family;  2nd  floor — 1  family  and  proposed  to 
be  occupied:  cellar — boiler  room;  1st  floor — beauty  par¬ 

lor — 4  persons  ;  2nd  floor — dwelling — 1  family ;  and 
Whereas,  the  applicant  contends  that  the  exterior  walls 
are  brick  filled  and  surfaced  on  the  exterior  with  stucco 
on  wire  lath;  that  the  building  has  a  side  court  10  ft.  wide, 
extending  the  full  depth  of  the  plot;  that  there  is  an  exit 
from  the  rear  of  the  building  to  the  rear  yard  and  egress 
to  the  street  through  side  court ;  that  at  the  time  the  build¬ 
ing  was  erected,  it  could  have  been  used  for  business  use ; 
that  there  are  existing  frame  buildings  in  the  neighborhood 
occupied  for  business  purposes;  that  adjoining  the  build¬ 
ing  in  question,  there  is  a  three  story  frame  multiple  dwell¬ 
ing  occupied  for  business  use  on  the  first  floor ;  that  the 
tenant  of  the  first  floor  has  installed  two  hair-drying  ma- 
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liincs  in  order  to  conduct  a  beauty  parlor  and  occupied  the 
pper  iloor  for  dwelling  purposes ;  that  no  changes  are  con- 
implated  to  the  building ;  that  the  owner,  in  order  to  carry 
le  building,  is  compelled  to  use  the  first  floor  for  business 
urposes;  that  denial  of  this  application  will  result  in  the 
jss  of  the  building  by  the  owner. 

Resolved,  that  the  decision  of  the  borough  superintendent 
n  Alt.  Applic.  No.  66-42,  Objection  No.  2,  be  and  it  hereby 
ii  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
n  condition  that  the  proposed  business  use  as  beauty  parlor 
hall  be  restricted  to  two  (2)  rooms  on  the  first  floor; 
nd  that  said  beauty  parlor  shall  be  operated  by  Annie 
Cnight  as  tenant,  who  shall  occupy  the  balance  of  the  house 
s  a  residence;  that  this  modification  shall  continue  for  the 
erm  of  two  (2)  years  from  the  date  of  this  resolution ; 
hat  in  all  other  respects,  the  building  and  occupancy  shall 
omply  with  all  laws,  rules  and  regulations  applicable 
hereto. 


44-42-A. 

APPLICANT — Martyn  N.  Weinstein,  for  Brooklyn  Jewish 
Home  for  Convalescents,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 601-605  and  609  Beach  9th 
street,  west  side,  246.89  ft.  south  of  Coffrey  ave¬ 
nue  (Block  No.  Ill,  Lot  Nos.  20  and  3),  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES — 

For  Applicant :  Martyn  N.  Weinstein  and  Abraham 
Berres. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
rHE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (644-42-A) 

Whereas,  Martyn  N.  Weinstein,  for  Brooklyn  Jewish 
Home  for  Convalescents,  owner,  filed  August  31,  1942,  an 
ippeal  from  a  decision  of  the  borough  superintendent  affect¬ 
ing  premises  601-605  and  609  Beach  9th  street,  west  side, 
246.89  ft.  south  of  Caffrey  avenue  Block  No.  Ill,  Lot 
Nos.  20  and  3),  Far  Rockaway,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  August  6,  1942,  on  Alt.  Application  Nos.  644,  829  and 
1330-42,  reads : 

“2.  As  there  is  no  record  in  the  Department  of  a 
Certificate  of  Occupancy  ever  having  been  issued  as  per 
statement  of  owner,  the  proposed  use  of  a  frame  dwell¬ 
ing  for  a  public  building  is  contrary  to  Section  4.2.1  of 
the  building  code.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  fronting  333.81  ft.  on  Beach  9th  street  with  a 
depth  of  248.70  ft.  therefrom,  irregular  in  area;  located  in 
a  residence  use  E  area  district,  upon  which  there  exists  a 
2/2  story  frame  Men’s  building,  30  ft.  4  in.  by  49  ft.  4  in. 
in  area,  occupied  :  Cellar,  boiler  room  and  storage,  no  per¬ 
sons;  first  floor,  clinic  and  patients  rooms,  9  persons;  sec¬ 
ond  floor,  patients  rooms,  11  persons;  attic,  helps  rooms, 
2' persons;  a  l1/  story  frame  chapel  building  44  ft.  6  in.  by 
39  ft.  6  in.  in  area,  occupied  on  the  first  floor  as  chapel  and 
boiler  room,  44  persons ;  and  in  the  attic  story  as  patients 
rooms  8  persons;  and  a  3  story  frame  main  building,  39 
ft.  8  in.  by  43  ft.  in  area,  occupied  in  the  cellar  as  boiler 
room  and  storage,  no  persons ;  first  floor,  kitchen,  dining 
room  and  recreation  room,  44  persons;  second  floor,  patients 
room,  16  persons;  third  floor,  helps  rooms,  7  persons;  and 
Whereas,  Violations  Nos.  1834,  1835  and  1836-42,  were 
issued  by  the  borough  superintendent  March  19,  1942,  for 
occupying  the  buildings  as  convalescents  Homes,  without  a 
certificate  of  occupancy ;  and 


Whereas,  the  applicant  contends  that  the  three  buildings 
in  question  were  acquired  in  1925  by  the  owner,  a  non-profit 
charitable  organization;  that  prior  thereto,  these  buildings 
were  used  as  rooming  and  boarding  houses ;  that  the  build¬ 
ings  are  surrounded  by  large  open  spaces;  that  the  total 
area  of  all  three  buildings  combined  is  less  than  6%  of  the 
area  of  the  lot;  that  children  are  not  accepted  as  patients 
and  the  facilities  are  confined  to  adults  not  over  65  years  of 
age ;  that  no  bedridden  cases  are  accepted ;  that  all  sleeping 
rooms  used  by  the  patients  are  confined  to  the  first  and 
second  stories ;  that  the  buildings  contain  2/  gallon  fire 
extinguishers  on  all  floors,  are  equipped  with  interior  fire 
alarm  system  and  “Davy”  rope  ladders  are  provided  in  all 
patient’s  rooms;  that  there  is  a  watchman  on  duty  through¬ 
out  the  night,  who  is  required  to  punch  a  clock  each  hour 
in  each  building;  that  no  smoking  is  permitted  in  the  build¬ 
ings;  that  a  resident  superintendent  and  a  Registered  Nurse 
are  on  duly  24  hours  a  day ;  that  in  1941  the  owner  had 
plans  prepared  and  approved  by  the  Department  of  Hous¬ 
ing  and  Buildings  for  the  erection  of  a  new  building  on  the 
site ;  that  bids  were  advertised  for  and  received  and  diffi¬ 
culties  were  encountered  in  the  obtaining  of  materials,  in¬ 
asmuch  as  priorities  were  denied,  on  the  grounds  that  pres¬ 
ent  facilities  were  in  good  repair  and  would  have  to  suffice 
until  the  emergency  is  over;  that  the  owners  are  ready  to 
start  the  erection  of  the  new  building,  but  cannot  obtain 
permission  to  do  so;  that  the  work  engaged  in  at  the  Home 
is  necessary  and  therefore  the  Board  is  requested  to  permit 
the  continuance  of  the  use  of  the  buildings,  so  that  a  tem¬ 
porary  certificate  of  occupancy  may  be  granted  until  the 
war  emergency  is  over  and  the  building  may  be  erected,  as 
proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Application  Nos.  644,  829  and  830-42,  Objection  No. 
2,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  boiler  room  enclo¬ 
sure  in  the  main  building  shall  have  walls  at  all  points  of 
terra  cotta  or  gypsum  block  from  floor  to  ceiling;  that  the 
cellar  ceilings  throughout  each  of  the  three  buildings  shall 
be  fire-retarded  to  the  satisfaction  of  the  borough  superin¬ 
tendent;  that  additional  and  secondary  fire  escapes  from  the 
upper  floors  shall  be  installed  and  maintained  in  accordance 
with  revised  plans  marked  “Received  October  20,  1942”; 
that  the  watchmen’s  service  now  being  maintained,  shall  be 
continued;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  the 
second  story  of  the  main  building  shall  be  occupied  by  not 

over  eighteen  (18)  persons;  that  the  third  floor  shall  be 

used  for  service  employees  only,  and  not  exceeding  eight 
(8)  persons;  that  in  the  men’s  building,  the  second  floor 
shall  be  occupied  for  men  only  and  not  exceeding  twelve 
(12)  persons;  that  the  third  or  attic  story  shall  not  be 

occupied ;  that  the  building  shall  be  maintained  during 

the  term  of  this  modification,  substantially  as  set  forth 
and  in  accordance  with  the  requirements  of  this  resolution ; 
that  this  modification  shall  be  for  a  term  of  two  (2)  years 
from  the  date  of  this  resolution. 


679-42-A. 

APPLICANT — Joe  Salwen  Paper  Company  (lessee)  for 
Betsey  Ann  Fay  Estate,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 405  East  4th  street,  north  side, 
200  ft.  west  of  East  River  drive  (Block  No.  359, 
part  of  Lot  No.  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Reuben  Salwen  and  O.  L.  Maddux. 
For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 
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THE  RESOLUTION  (679-42-A) 

Whereas,  Joe  Salwen  Paper  Company  (lessee),  for 
Betsey  Ann  Fay  Estate,  owner,  filed  on  September  16,  1942, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting- 
premises  405  East  4th  street,  north  side,  200  ft.  west  of 
East  River  drive  (Block  No.  359,  part  of  Lot  No.  36),  Bor¬ 
ough  of  Manhattan'  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
32160-LC,  dated  September  15,  1942,  reads: 

“With  regard  to  letter  forwarded  to  Mr.  John  J. 
Burns  of  the  boiler  squad  of  the  Department  of  Hous¬ 
ing  and  Buildings,  copy  of  which  accompanied  your 
letter  under  date  of  August  26,  1942,  to  this  department 
concerning  the  use  of  a  combustible  mixture,  specifically 
‘Dowtherm’,  in  a  gas  fired  generator,  kindly  be  in¬ 
formed  that  the  letters  to  which  reference  is  made  are 
accepted  as  an  application  for  permit  in  order  to  enable 
you  to  appeal  from  this  department’s  determination. 

1.  In  the  judgment  of  this  department  the  issuance 
of  a  permit  to  use  ‘Dowtherm’  as  a  medium  for  heat 
transfer  involves  an  inherent  hazard,  in  consequence 
of  which,  the  interest  of  public  welfare  must  be  the 
first  consideration  and  your  application  is  therefore  dis¬ 
approved.” 
and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  (65  ft.)  in  height;  85  ft.  by  96  ft.  6  in.  in  area;  of 
Class  1  construction ;  located  in  a  residence  use  district ; 
erected  in  1912,  and  occupied — first  floor,  shipping  of  paper, 
6  persons;  second  floor,  paper  board  lining  and  paper  stor¬ 
age,  11  persons;  third  floor,  offices  and  storage  of  paper, 
15  persons ;  fourth,  fifth  and  sixth  floors,  storage  of  paper, 
no  persons ;  and 

Whereas,  the  applicant  contends  that  an  order  was  re¬ 
ceived  for  200  tons  of  asphalt  laminated  chip  board  and  in 
order  to  comply  with  the  order,  inquiry  was  made  of  the 
Consolidated  Edison  Company  as  to  the  safest  and  simplest 
means  of  obtaining  sufficient  heat  to  melt  and  control  the 
asphalt ;  that  the  Edison  Company  introduced  the  Eclipse 
Fuel  Engineering  Company,  who  suggested  the  installation 
of  the  Dowtherm  Vaporizer  and  designed  and  installed  the 
entire  job;  that  priorities  have  been  issued  and  the  work 
completed;  that  the  finished  product  is  to  be  used  for  shell 
containers;  that  the  asphalt  used  will  be  170°  F.  melting 
point ;  and 

Whereas,  it  is  proposed  to  install  a  McKee  No.  5-D 
Dowtherm  boiler  having  an  hourly  output  of  150,000  b.  t.  u. ; 
that  the  vapor  line  from  the  boiler  to  the  coils  in  the  asphalt 
tank  will  be  3  in.  extra  heavy  pipe  with  forged-steel  fittings, 
all  joints  will  be  welded,  all  flanges  to  be  300  lbs.  A.S.F., 
gaskets  to  be  aluminum  covered  asbestos  gaskets  as  manu¬ 
factured  by  the  Goetz  Packing  Company,  New  Brunswick, 
New  Jersey,  for  Dowtherm  installations;  that  the  return 
line  from  asphalt  return  coil  to  boiler  will  be  made  as  a 
wet  return  into  a  Hartford  Loop,  in  which  the  connection 
in  the  equalizer  will  be  made  at  the  liquid  line ;  that  this 
return  line  will  be  2  in.  extra  heavy  iron  pipe,  all  connec¬ 
tions  welded,  all  flanges  and  gaskets  as  specified  for  the 
vapor  line;  that  on  the  steam  boiler,  the  steam  flow  line 
will  be  2  in.  standard  iron  pipe  to  top  of  coils  in  the  melting 
tank  with  a  2  in.  return  from  bottom  of  coils  to  return 
connection  to  boiler,  where  Hartford  Loop  connection  will 
be  made  to  an  equalizer  at  water  line;  that  fittings  will  be 
of  standard  cast  iron,  125  lb.  working  pressure;  that  either 
ground-joint  unions,  flanges,  or  gasketed  unions  will  be 
used;  that  where  the  gasket  unions  are  used,  a  gasket  suit¬ 
able  or  hgih  pressure  steam  will  be  installed ;  that  a  fixed 
orifice  will  be  used  and  an  adjustment  pin  supplied,  so  that 
overfiring  can  be  controlled,  and  that  the  vaporizer  will  be 
equipped  with  a  pop  safety  valve;  that  a  limit  pressure  con¬ 
troller,  to  eliminate  excessive  Dowtherm  vaporizer  tempera¬ 
ture  and  low  liquid  level  cutoff,  will  be  installed  as  shown 
on  plans  filed  with  this  appeal,  and  that  the  contractor  has 
installed  approximately  150  Dowtherm  Vaporizers  in  the 
country  and  has  had  no  reports  of  fires  due  to ’the  Dow¬ 
therm  phase  of  the  installations ;  and 


Whereas,  the  system  was  tested  to  a  hydrostatic  pressure 
of  200  lbs.  per  square  inch  for  a  period  of  approximately 
fifteen  (15)  hours  and  showed  no  leaks  in  the  presence  of 
a  committee  of  the  Board,  a  representative  of  the  Division 
of  Combustibles,  representatives  of  the  uniformed  forces  of 
the  Eire  Department,  representatives  of  the  Boiler  Division 
of  the  Department  of  Housing  and  Buildings  and  represen-, 
tatives  of  the  installator ;  and 

Whereas,  the  system  was  tested  with  ammonia  at  74  lb. 
pressure  in  the  presence  of  a  representative  of  the  Division 
of  Combustibles,  Fire  Department,  and  a  representative  of 
the  Engineering  Division  of  the  Board,  and  showed  no  leaks. 

Resolved,  that  the  order  of  the  Fire  Commissioner,  No. 
32160-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  greaitcd  on  condition  that  the  equipj 
ment  shall  be  maintained  substantially  as  proposed  and 
used  only  for  the  specific  purpose  stated ;  that  the  vaporizer 
proposed  shall  be  constructed  to  operate  at  a  pressure  of 
100  p.s.i. ;  that  the  system  shall  be  tested  to  a  hydrostatic 
pressure  of  200  p.s.i. ;  followed  by  a  leakage  test  using 
ammonia  to  determine  if  any  leaks  exist ;  that  welding  shall 
conform  to  the  rules  of  the  Board ;  that  all  piping  and 
fittings  shall  be  of  steel;  that  gaskets  used  shall  be  of 
the  double  jacketed  asbestos  type  sealed  with  graphite 
compound  or  equivalent  aluminum  covered  asbestos  gaskets; 
that  tubing  in  the  vaporizer  may  be  rolled  and  beaded;  that 
the  vaporizer  be  provided  with  sufficient  air  to  insure  rapid 
circulation  and  preclude  localized  overheating ;  that  the  gas 
flame  shall  not  impinge  directly  upon  the  tubes  unless  suit¬ 
able  baffles  are  provided;  that  dampers  in  the  exhaust  pipe 
shall  have  remote  control  operated  from  outside  the  va¬ 
porizer  room ;  that  such  exhaust  pipe  shall  be  of  metal, 
protected  by  incombustible  insulation  adequate  for  the  tem¬ 
peratures  obtained ;  that  the  existing  gas  pilot  ignition  be 
dispensed  with  and  there  shall  be  installed  an  electric  trans¬ 
former  and  automatic  ignition  equipment  with  remote  control 
outside;  that  there  shall  be  installed  a  thermostatic  control 
in  vaporizer  room  set  at  100°  F.  and  a  switch  outside  the 
vaporizer  room  which  will  cause  the  gas  fuel  to  be  shut 
off  when  the  Dowtherm  vaporizer  room  temperature  reaches 
100°  F. ;  that  such  outside  switch  shall  be  interlocked  wit! 
ignition,  so  that  when  thermostat  functions  or  switch  is 
thrown,  the  gas  will  be  shut  off  and  no  ignition  will  be 
obtained ;  that  a  pressurestat  shall  be  installed  to  shut  ofl 
gas  in  the  event  of  pressure  over  75  lbs.  in  vaporizer  inter¬ 
connected  with  a  pressure  relief  valve  as  an  additional  safe¬ 
guard  ;  that  the  vaporizer  shall  be  adequately  protected  with 
insulating  materials ;  that  the  Dowtherm  storage  tank  slial 
be  located  in  the  Dowtherm  vaporizer  room  near  doorway 
exit  leading  to  side  court  and  provided  with  a  vent  pipe 
leading  to  outer  air,  equipped  with  a  Davey  type  fine  mesh 
screen;  that  such  tank  shall  be  constructed  of  not  less  thar 
10  gauge  material  welded  in  accordance  with  the  Welding 
Rules  and  Oil  Burner  Rules  of  the  Board  and  mounted  or 
concrete  saddle  or  equivalent  with  tank  openings  providec 
only  for  suction,  return,  fill  and  vent  lines  and  mechanica 
float  valve ;  that  the  return  line  to  the  storage  tank  shal 
be  equipped  with  a  pump  or  ejector  to  facilitate  return  oi 
the  liquid  to  the  tank ;  that  when  the  system  is  not  in  use 
it  shall  be  purged  by  steam  and  all  Dowtherm  removed  tc 
the  storage  tank;  that  no  Dowtherm  liquid  other  than  ir 
the  vaporizer  and  storage  tank  shall  be  stored  in  the  vapor¬ 
izer  room;  that  a  complete  list  of  all  controls  installed 
including  those  herein  required  and  a  complete  descriptioi 
of  their  functions  shall  be  filed  with  the  Board ;  that  a  com¬ 
plete  set  of  operating  instructions,  including  all  precaution: 
to  be  observed  from  the  start  to  shut-down  to  re-starting 
the  system  shall  also  be  filed  and  copy  of  such  instruction: 
kept  posted  in  the  vaporizer  room  accessible  to  the  engineer 
and  a  copy  of  such  instructions  filed  with  the  local  fire¬ 
house  and  with  the  Boiler  Division  of  the  department  o) 
housing  and  buildings ;  that  not  less  than  400  square  inche: 
of  fixed  louvres  shall  be  installed  in  the  vaporizing  roon 
window ;  that  a  live  steam  line  shall  be  installed  into  fin 
box  of  Dowtherm  vaporizer  with  quick  opening  valve  wit! 
remote  control  located  outside  vaporizer  room;  that  liv< 
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team  shall  be  kept  available  during  operation  of  the  vapor¬ 
izer;  that  a  40-gallon  portable  loam  generator  or  such  other 
Equivalent  foam  extinguishers  shall  be  maintained  as  the 
ire  commissioner  may  direct;  that  a  3-hour  partition  shall 
lie  constructed  separating  the  vaporizer  room  from  the 
alance  of  the  first  story;  that  door  openings  shall  have 
fireproof,  self-enclosing  doors  and  6-inch  sills;  that  the  exit 
Irom  cellar  boiler  room  shall  be  separated  from  vaporizer 
oom  by  incombustible  material  with  any  opening  therein 
Protected  by  fireproof  door  and  with  a  6-inch  curbing 
round  stairwell ;  that  all  combustible  material  and  combust¬ 
ible  partitions  shall  be  removed  from  vaporizer  room  ;  that 
.  214-gallon  foam  extinguisher  shall  be  located  on  the 
econd  story  adjacent  and  accessible  to  the  operator  of  the 
oating  machine;  that  no  combustible  material  shall  be 
tored  under  asphalt  tank  or  within  three  feet  thereof ;  that 
ron  barriers  shall  be  installed  from  floor  to  ceiling  to  pre¬ 
lude  such  storage;  that  the  asphalt  tank  shall  be  insulated 
vith  not  less  than  two  inches  of  incombustible  insulating 
[naterial  and  the  supporting  wood  beam  fire-retarded ;  that 
jhe  Dowtherm  installation  and  other  boilers  shall  be  under 
[he  supervision  of  a  licensed  stationary  engineer  at  all 
limes  during  operation ;  that  the  B.T.U.  output  shall  be 
i xed  at  150,000  B.T.U.’s  per  hour  and  not  to  be  increased: 
hat  the  engineer  shall  be  required  to  inspect  the  liquid 
,evel  at  the  beginning  and  end  of  each  shift ;  that  remote 
ontrol  valves  herein  required,  shall  be  grouped  together 
nd  properly  identified  by  signs  or  tags;  that  all  Dowtherm 
ines  where  exposed,  shall  be  painted  white ;  that  in  the 
vent  of  any  breakdown  in  the  system,  no  repairs  shall  be 
lade  without  first  notifying  the  boiler  division  of  the 
i.epartment  of  housing  and  buildings ;  that  in  the  starting 
Operation  of  this  equipment,  care  shall  be  exercised  so  as  not 
jo  fire  the  boiler  too  rapidly;  that  external  heating  shall  be 
rovided.  so  as  to  insure  that  the  Dowtherm  temperature 
vill  not  be  less  than  60°  F.  at  all  times ;  that  this  equipment 
hall  be  shut  down  and  checked  weekly  and  complete  inspee- 
ion  and  overhauling  of  all  equipment  made  not  less  than 
nee  each  six  months ;  that  the  installation  shall  not  be 
urther  increased;  that  the  installation  shall  be  maintained 
3  the  satisfaction  of  the  boiler  division  of  the  department 
|f  housing  and  buildings  and  the  fire  commissioner. 


42-42-A. 

iPPLICANT — Brown  and  Matthews,  Incorporated,  for 
Farrand  Optical  Company,  owner. 

'UBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

'REMISES  AFFECTED — 4401  Bronx  boulevard,  north¬ 
east  corner  of  Bullard  avenue  and  East  238th  street 
(Block  No.  5065,  Lot  No.  1),  Borough  of  The 
Bronx. 

vPPEARANCES — 

For  Applicant;  Frederick  Wierk. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

vCTION  OF  BOARD — Appeal  granted  on  condition. 

'HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

'HE  RESOLUTION  (742-42- A) 

Whereas,  Brown  and  Matthews,  Incorporated,  for  Far- 
and  Optical  Company,  owner,  filed  October  19,  1942,  an 
ppeal  from  a  decision  of  the  acting  borough  superintend- 
nt,  affecting  premises  4401  Bronx  boulevard,  northeast 
orner  of  East  238th  street  and  Bullard  avenue  (Block  No. 
065,  Lot  No.  1),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
ated  October  16,  1942,  on  New  Bldg.  Applic.  126-42,  reads: 
“1.  Frame  construction  in  a  commercial  building 
within  the  fire  limits  is  contrary  to  Sections  4.1.2  and 
4.2.1  of  the  Building  Code.” 


and 

Whereas,  the  applicant  states  that  the  building,  which  is 
in  the  course  of  erection,  will  be  four  stories  and  basement 
(44  ft.  6  in.)  in  height,  60  ft.  by  211  ft.  2  in.  in  area;  of 
Class  1  construction  equipped  with  a  sprinkler  system  (with 
proposed  Class  4  connecting  bridges  to  adjoining  building 
as  described  in  this  appeal)  ;  located  in  an  unrestricted  use 
district  and  to  be  occupied :  Cellar,  boiler  room  and  stor¬ 
age;  1st,  2nd,  3rd  and  4th  floors — factory,  80  persons  per 
floor ;  and 

Whereas,  the  applicant  states  that  a  new  building  is 
being  constructed  for  the  U.  S.  Navy  adjacent  to  the  old 
building  located  on  the  plot;  that  this  new  building  will  be 
employed  in  the  manufacture  of  instruments  needed  for 
Army  and  Navy  use;  that  both  the  new  and  old  buildings 
are  of  reinforced  concrete  construction,  equipped  with 
sprinklers;  that  to  facilitate  supervision  and  protection,  it 
is  necessary  to  connect  the  buildings  by  multiple-floor 
bridges  at  appropriate  locations ;  that  the  buildings  were  so 
designed,  that  at  the  termination  of  the  existing  emergency, 
they  may  be  completely  divorced,  each  being  equipped  with 
all  necessary  utilities  as  separate  buildings;  that  the  Navy 
Department  has  instructed  the  builders  to  reduce  the 
amount  of  strategic  materials  used  in  construction  and  has 
specifically  directed  that  the  connecting  bridges  be  con¬ 
structed  of  wood  frame  construction,  in  order  to  reduce 
cost,  expedite  completion  of  the  work,  minimize  the  use 
of  critical  materials  and  to  establish  a  type  of  construction 
which  can  readily  be  removed  upon  termination  of  the 
emergency,  in  order  to  effectively  divorce  the  two  build¬ 
ings;  that  for  these  reasons,  it  is  requested  the  Board  grant 
a  modification,  so  as  to  permit  the  construction  of  the  con¬ 
necting  bridges,  as  indicated  on  plans  filed  with  the  bor¬ 
ough  superintendent  October  14,  1942,  as  amendment  to 
N.  B.  Applic.  126-42  and  as  more  specifically  referred  to  in 
paragraph  lb  of  Navy  Department  Directive  NORD  (F) 
1121  (CW  6)  HBK,  dated  8/31/42,  which  reads: 

“Design  timber  bridges  to  connect  floors  of  the  build¬ 
ings  instead  of  the  type  shown.” 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.  B.  Applic.  126-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  the  proposed  construction  of  two  bridges  con¬ 
necting  the  existing  and  proposed  buildings,  on  condition 
that  such  bridges  shall  be  constructed  substantially  as  indi¬ 
cated  on  plans  filed  with  the  borough  superintendent,  iden¬ 
tified  as  Drawings  Nos.  14  and  30,  except  that  the  interior 
side  wall  and  ceiling  finish  at  each  floor  level  shall  be 
asbestos  board  or  sheet  rock  or  similar  incombustible  ma¬ 
terial  instead  of  plywood,  as  shown;  that  these  connecting 
bridges  shall  be  heated  and  with  sprinkler  protection  as  an 
extension  of  the  sprinkler  system  in  the  existing  and  pro¬ 
posed  buildings ;  that  the  metal  gutters  and  conductors 
shown  on  plans  shall  be  eliminated;  that  the  opening  pro¬ 
tective  assembly  at  either  end  of  the  bridges  at  each  opening 
on  each  floor  shall  be  approved  for  3-hour  fire  test  and  the 
doors  shall  be  self  closing  and  open  from  each  building  to 
the  bridge;  that  the  number  of  windows  on  either  side  of 
the  bridges  shall  be  reduced,  so  that  not  more  than  two 
windows  shall  be  constructed  on  either  side  at  any  floor 
level ;  that  such  windows  shall  be  located  toward  the”  center 
not  nearer  to  either  building  than  fifteen  (15)  feet;  that  this 
modification  is  granted  only  for  the  term  of  the  emergency, 
with  the  understanding  at  such  termination,  the  connecting 
bridges  herein  permitted,  shall  be  entirely  removed  and  each 
building  made  to  conform  with  the  requirements  of  all  laws, 
rules  and  regulations  applicable  thereto;  that  the  require¬ 
ments  of  the  resolution  adopted  by  the  Board  under  Cal.  No. 
447-27-S,  applying  to  the  front  building  at  No.  4401  Bronx 
boulevard,  shall  be  complied  with  as  to  the  permitted  occu¬ 
pancy  of  seventy-five  (75)  persons  per  floor,  unless  the 
building  is  made  to  conform  with  all  laws,  rules  and  regu¬ 
lations  applicable  to  the  present  occupancy;  that  nothing  in 
this  resolution  shall  be  interpreted  as  approving  any  modifi¬ 
cation  of  the  Building  Code  in  any  respect,  other  than  as  it 
relates  to  the  proposed  connecting  bridges,  which  are  the 
subject  of  this  appeal. 
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400-42-A. 

APPLICANT— American  Can  Company,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
restoration  to  the  calendar — re  Appeal  from  an 
order  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 134-184  43rd  street  and  4302- 
4320  Second  avenue,  southwest  corner  (Block  No. 
726,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  N.  Didriksen. 

ACTION  OF  BOARD— Appeal  reopened,  restored  to  the 
calendar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . . .  ® 

THE  VOTE  TO  GRANT  ON  CONDITION  — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  ® 


THE  RESOLUTION  (400-42-A) 


Whereas,  American  Can  Company,  owner,  filed  May  8, 
1942,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner,  premises  134-184  43d  street  and  430--4320 
Second  avenue,  southwest  corner  (Block  /26,  Lot  No.  1), 
Borough  of  Brooklyn ;  and 

Whereas,  this  appeal  was  withdrawn  after  argument,  by 
the  applicant  on  July  28,  1942  and  it  is  now  requested 
that  this  appeal  be  reopened  and  restored  to  the  Calendar ; 


Whereas,  Order  No.  90743-LC,  issued  by  the  fire  com¬ 
missioner  March  9,  1942,  and  repeated  in  a  decision  of  the 
fire  commissioner,  dated  May  11,  1942,  reads: 

“1.  Provide  an  approved  storage  system  for  the 
storage  and  use  of  60  drums  of  xylol. 

Whereas,  the  applicant  states  the  building  is  six  stories 
and  basement  (88  ft.)  in  height,  200  ft.  4  in.  by  700  tt. 
in  area  at  1st  floor,  200  ft.  4  in.  by  420  ft.  in  area  at 
typical  floor  of  Class  1  construction  ;  equipped  with  a  sprink¬ 
ler  system  and  standpipe  system ;  located  in  an  unrestricted 
district;  erected  in  1917  and  occupied  throughout  for  manu¬ 
facturing  and  storage ;  office,  cafeteria  and  factory  on  the  6th 
floor;  50  persons  in  the  cellar,  50  persons  on  1st  floor,  125 
persons  on  2nd  floor ;  200  persons  on  each  of  the  3rd,  4th 
and  5th  floors  and  125  persons  on  the  6th  floor;  and 
Whereas,  the  applicant  contends  that  due  to  existing  war 
conditions,  the  owner  has  been  compelled  to  accept  deliv¬ 
ery  of  an  unusual  amount  of  xylol,  which  is  used  as  a 
thinner  for  lacquers  and  store  the  xylol  in  the  former  paint 
shop  adjacent  to  drum  storage  which  is  a  one-storv  build¬ 
ing  forming  part  of  a  garage  building,  No.  3  on  the  plan 
filed  herewith;  that  this  portion  of  the  building  is  sep¬ 
arated  from  the  garage  by  double  fire  doors  and  both  the 
drum  storage  and  xylol  storage  is  a  dead  storage  operation ; 
that  no  liquids  are  dispensed  from  drums  in  this  building; 
that  as  needed,  the  drums  are  taken  one  by  one  to  the  oil 
storage  room  specially  provided  for  that  purpose  in  the 
basement  of  Bldg.  No.  1,  where  those  liquids  are  dis¬ 
pensed  from  the  drum  by  approved  hand  pumps  with  spark¬ 
less  dripless  spouts  and  distributed  to  the  various  locations 
in  the  factory  in  1,  2  and  5  gallon  safety  cans;  that  the 
combination  drum  storage  and  paint  shop  building  is  con¬ 
structed  of  brick  walls,  steel  sash  and  concrete  roof;  that 
it  is  impossible  to  procure  the  underground  tanks  for  piping 
system  necessary  to  comply  with  the  order;  that  as  soon  as 
the  present  emergency  is  over,  the  condition  will  be  cor¬ 
rected;  that  the  company  has  handled  inflammable  liquids 
for  many  years  in  many  parts  of  the  country  without  any 
resulting  fires  or  explosions;  and 

Whereas,  Fire  Dept,  report  dated  February  26,  1642, 
indicates  that  upon  inspection  it  was  found  that  sixty  (60) 
drums  of  xylol  were  stored. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  No.  90743-LC,  be  and  it  hereby  is  modified  and  that 


the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  xylol  shall  be  stored  in  drums  within  the  building  in¬ 
dicated  on  plans  filed  with  this  appeal,  formerly  occupied 
as  a  paint  shop  and  constructed  throughout  of  fireproof 
construction  and  separated  from  the  balance  of  the  build- 
ing  with  unpunctured  masonry  walls;  that  the  existing  ■venti¬ 
lators  through  the  roof  at  either  corner  of  such  100m, 
shall  be  maintained ;  that  there  shall  be  constructed  at  each 
entrance  door  thereto,  a  sill  of  concrete  not  less  than  6" 
in  height;  that  the  floor  of  the  room  shall  be  of  concrete; 
that  any  existing  floor  drains  shall  be  sealed,  so  as  to  pre¬ 
clude  any  entrance  of  liquid  to  the  sewer;  that  the  amount 
of  drums  stored  in  such  rooms  shall  not  exceed  170;  that 
this  modification  shall  continue  only  during  the  present  war 
emergency,  in  view  of  the  circumstances  cited  and  at  the 
termination  of  such  emergenc}',  the  storage  of  xylol  shall 
comply  with  the  requirements  of  the  Administrative  C  ode 
therefor. 


APPLIANCE  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 


752-40-SM. 

APPLICANT— The  Durex  Products  Company,  owner. 
SUBJECT— Durex  Polished  Cast  Granite,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdrawn  on  reques 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners  , 
Savage  and  Blum  and  Deputy  Chief  Murphy  ‘ 
Negative :  .  I 


613-41-SM. 

APPLICANT— Quaker  Chemical  Products  Corporatior 
owner. 

SUBJECT— Diapene  “A”  Liquid  Flameproofing  Compounc 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  reques 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative :  . 


785-39-SM. 

APPLICANT — Maurice  A.  Knight,  owner. 

SUBJECT — Application  reopened  and  restored  to  calenda 
October  6,  1942 — re  Knightware  Acid  Neutralizin 
Sumps,  approval  of  (previously  dismissed  for  lac 
of  prosecution). 

APPEARANCES— 

'  For  Applicant :  Fred  M.  Klein. 

ACTION  OF  BOARD— Material  approved  in  accordaw 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners  ' 
Savage  and  Blum  and  Deputy  Chief  Murphy  , 
Negative :  . 

THE  RESOLUTION  (785-39-SM) 

Whereas,  Maurice  A.  Knight,  owner,  filed  on  June  1 
1939,  an  application  with  the  Board  of  Standards  and  A 
peals  for  approval  of  the  material  known  as  Knightwa 
Acid  Neutralizing  Sumps;  and  ], 

Whereas,  on  June  30,  1942,  this  application  was  d: 
missed  for  lack  of  prosecution ;  and 

Whereas,  the  owner  requested  a  reopening  of  the  app 
cation  and  restoration  to  the  Calendar;  and 
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w  hekeas,  the  Board  reopened  this  case  on  October  6, 
>42.  and  referred  it  to  the  Committee  on  Tests  for  test 
id  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS. 


October  9,  1942. 

Cal.  No.  785-39-SM. 

Subject:  Knightware  Acid  Neutralizing  Sumps,  ap¬ 
proval  of. 

Maurice  A.  Knight  of  Akron,  Ohio,  filed  on  June  14, 
1939  an  application  with  the  Board  of  Standards  and 
Appeals  for  the  approval  under  C26-178.0b  of  Knight¬ 
ware  Acid  Neutralizing  Sumps  for  use  under  the  provi¬ 
sions  of  C26-1297.0b  (14.9.17b),  Administrative  Build¬ 
ing  Code. 

Knightware  Neutralizing  Sumps  are  made  of  acid- 
proof  glazed  tile.  The  material  is  unaffected  by  any 
acid  except  hydrofluoric  acid.  The  inlet  and  outlet  are 
made  integral  with  the  body  of  the  sump.  The  outlet 
which  is  connected  to  the  sewer  side  extends  below 
the  liquid  level  to  form  a  trap.  The  cover  is  ground 
to  fit  the  sump  and  is  provided  with  4  bolt  holes  so 
that  with  the  rubber  gasket  which  is  provided  the  cover 
is  bolted  in  place  and  form  a  gas  tight  seal.  In  opera¬ 
tion,  the  sump  is  filled  with  limestone  or  marble  chips. 
The  acid  waste  percolates  through  the  limestone  or 
marble  and  is  neutralized  before  entering  the  sewer. 
The  size  of  the  sump  used  varies  and  depends  on  the 
number  of  sinks  draining  into  it  and  the  concentration 
of  the  acids,  and  is  accordingly  designed  to  meet  the 
requirements. 

A  typical  installation  was  inspected  and  tested  on  the 
15th  floor,  80  Maiden  Lane,  New  York  City.  Inter¬ 
views  with  occupants  of  the  building  indicated  no  escape 
of  acid  fumes  and  a  record  of  test  samples  taken  each 
month  over  a  period  of  years  indicated  that  the  acids 
had  been  fully  neutralized  and  the  sump  functioned  as 
designed. 

Recommendations. 


On  the  basis  of  the  foregoing  data,  the  committee 
recommends  that  the  Knightware  Acid  Neutralizing 
Sump  be  approved  for  use  in  New  York  City  provided 
that  the  sump  has  a  label  permanently  affixed  reading : 
“Approved  by  the  Board  of  Standards  and  Anpeals 
for  use  in  New  York  City  under  Cal.  No.  785-39-SM.’’. 
that  each  installation  be  designed  to  handle  the  full 
acid  load  and  that  acid  resisting  gaskets  be  provided 
so  as  to  render  the  unit  gasproof.  It  is  recommended 
further  that  with  each  new  charge  of  limestone  or 
other  material  placed  in  the  sump,  a  tag  permanently 
located  on  the  side  of  the  sump  be  provided  stating  the 
date  that  the  last  recharge  was  made. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

d 

Whereas,  this  report  recommended  the  approval  of  this 
iterial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  approve  the  material  known  as  the  Knightware  Acid 
uitralizing  Sumps,  on  condition  that  the  material  be  manu- 
rtured,  installed  and  labelled,  stamped  or  tagged  in  ac- 
t'dance  with  above  report. 


2-41-SA. 

3PLICANT — W.  F.  Tyson,  for  Carrier  Corporation, 
owner. 

trtf(~t — Carrier  Home  Weathermaker,  Type  58D2  (Oil 
Fired),  approval  of. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (182-41-SA) 


Whereas,  W.  F.  Tyson,  for  Carrier  Corporation,  owner, 
filed  on  March  3,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Carrier  Home  Weathermaker,  Type  58D2  (Oil 
Fired)  ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  9,  1942. 

Re:  Cal.  No.  182-41-SA. 

Subject:  Carrier  Home  Weathermaker,  Type  58D2 
(Oil  Fired),  approval  of. 

The  Carrier  Corporation  of  Syracuse,  New  York, 
filed  on  March  3,  1941  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Carrier 
Home  Weathermaker,  Type  58D2,  Oil  Fired,  under  the 
provisions  of  Section  C19-57.0,  Administrative  Code. 

The  Carrier  Home  Weathermaker,  Type  58D2,  di¬ 
rect  oil  fired,  is  designed  for  small  residences.  The 
functions  of  controlled  heating,  humidifying,  filtering 
and  circulation  of  air  are  maintained  as  follows : 


Capacities  and 
Oil  Rate,  Pilot 
“  “  Intermediate 

“  “  High 

Output  BTU/hr. 

Humidifier  capacity  lb/hr. 
Air  Capacity  CFM  at  70° 
Fan  Motor 


Ratings. 

1J4  gals.  ,/2 4  hrs. 

0.36  gal./hr. 

0.72  gal, /hr. 

80,000 

1.5 

1,000 

1/6  HP  1725  RPM 


The  unit  is  made  up  of  a  Fan-Filter  section  and  a 
Heat  Interchanger  section  assembled  as  a  complete 
unit  at  the  factory.  All  parts  and  controls  are  built  in 
and  are  totally  enclosed. 

The  casing  is  made  with  leak-tight  slip  seal  joints 
that  assure  a  tight  air  circuit.  Access  is  provided  to 
all  parts  by  removable  doors.  Excessive  radiation  from 
the  unit  is  eliminated  by  circulating  cool  air  between 
the  inner  and  outer  casings. 

The  fan  filter  section  includes  fan  and  motor  as¬ 
sembly,  filter  and  filter  frame. 

The  heat  interchanger  section  includes  heat  inter¬ 
changer  with  combustion  chamber,  economizer,  oil 
burner,  controls  and  humidifier. 

1  he  oil  burner  is  a  two  stage  vaporizing  type  unit. 
This  burner  consists  of  a  stainless  steel  vapor  chamber 
with  a  cast  iron  insert  in  the  bottom.  The  pilot  ring  is 
of  stainless  steel  and  the  burner  ring  on  top  is  of  high 
temperature  cast  iron.  An  attached  centrifugal  type 
blower  driven  by  a  separate  1/100  HP  motor  insures  a 
constant  air  supply. 

The  humidifier  is  of  the  evaporative  pan  type.  The 
assembly  includes  humidifier  pan,  and  float  valve. 

The  pump  used  is  manufactured  by  Kreisel.  The 
controls  consist  of  automatic  pilot  Oil  Level  Valve. 
Thermostat,  a  Fan  Limit  Control. 

The  burner  was  operated  and  tested  by  the  com¬ 
mittee  and  all  controls  operated  as  designed.  There 
were  no  flare  backs  or  undue  carbon  deposits.  The 
CO-  was  maintained  at  9%.  The  assembly  of  parts 
indicated  that  replacement  parts  were  interchangeable 
and  that  the  manufacturers  of  component  parts  would 
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file  for  approval.  The  test  was  conducted  at  Tarry- 
town,  New  York. 

Recommendations. 

On  the  basis  of  the  inspection  and  test,  the  Com¬ 
mittee  on  Tests  recommends  that  the  Carrier  Home 
Weathermaker,  Type  58D2  (Oil  Fired)  be  approved 
for  use  in  New  York  City  with  fuel  oil  not  heavier 
than  #3  U.  S.  Department  of  Commerce  Standard  in 
domestic  and  commercial  installations  provided  the  ap¬ 
pliance  has  a  label  permanently  affixed  reading:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  182-41-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 

appliance.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Carrier  Home 
Weathermaker,  Type  58D2  (Oil  Fired),  on  condition  that  the 
appliance  be  manufactured,  installed,  and  labelled,  stamped 
or  tagged  in  accordance  with  the  above  report. 


376-41-SM. 

APPLICANT— George  A.  Bourne,  for  St.  Paul  Corrugat¬ 
ing  Company,  owner. 

SUBJECT— Lux-Right  Metal  Areawalls  (for  basement 
window  wells),  approval  of. 

APPEARANCES— 

For  Applicant:  George  A.  Bourne. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . '••••  0 

THE  RESOLUTION  (376-41-SM) 

Whereas,  George  A.  Bourne,  for  St.  Paul  Corrugating 
Company,  owner,  filed  on  April  28,  1941,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  the  Lux-Right  Metal  Areawalls  (for 
basement  window  wells)  ;  and  . 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  ’ the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  9,  1942. 

Re:  Cal.  No.  376-41-SM. 

Subject:  Lux-Right  Metal  Areawalls  (for  basement 
window  wells),  approval  of. 

The  St.  Paul  Corrugating  Company  of  St.  Paul,  Min¬ 
nesota,  filed  on  April  28,  1941,  an  application  with  the 
Board  of  Standards  and  Appeals  for  the  approval  of 
their  Corrugated  Tvpe  Areawalls  under  the  provisions 
of  C26-1 78.0b  and  C26-16.0.  Lux-Right  Areawalls  are 
made  in  two  types,  straight  areawalls  with  rounded 
corners  and  straight  front  used  where  the  yard  space 
is  limited  and  the  round  type  areawall  semicircular  in 
shape  providing  larger  well  space  and  greater  light  and 
used  where  projection  into  a  yard  is  not  a  factor. 

The  areawalls  are  made  from  sheet  steel.  All  area- 
walls  less  than  5'0"  wide  are  made  from  #16  gauge 
and  all  widths  over  5'0"  are  made  from  #14  gauge 
copper  bearing  steel  with  corrugations  234"  wide  and 
34"  deep.  Top  edge  of  all  walls  have  a  |J4"  diameter 
rolled  bead  centered  over  the  sheet;  lower  edge  of  all 
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walls  3'  high  and  higher  have  the  same  rolled  head  at 
the  bottom  edge.  The  edges  or  nailing  flanges  on  both 
sides  of  the  walls  are  the  corrugated  material  turned 
at  right  angles  with  the  wall  itself  with  the  outer  edge 
of  the  flanges  flattened  so  as  to  prevent  the  filtering  in 
the  well  of  the  back  fill  material.  These  flanges  have 
5/16"  diameter  nail  holes  punched  into  each  corruga¬ 
tion  with  the  hole  in  the  upper  corrugation  being  an 
elongated  J4"  hole  so  as  to  permit  the  use  of  bolts  or 
lag  screws  for  fastening. 

After  all  of  the  above  fabricating  is  completed,  the 
entire  wall  is  galvanized  by  the  Hot  Dip  process  which 
gives  it  a  coating  of  pure  zinc  averaging  from  2 *4  to  3 
ounces  per  square  foot  of  exposed  surface.  Hardened 
masonry  nails  are  supplied  for  fastening  the  walls  to 
the  foundation.  Samples  of  both  the  straight  and 
round  types  were  submitted  to  a  test  at  the  labora¬ 
tories  of  the  Pittsburg  Testing  Laboratory  and  identi¬ 
fied  as  Laboratory  No.  224044,  under  conditions 
simulating  those  that  the  areawall  is  subjected  to  in 
actual  service. 

Four  Lux-Right  Steel  Areawall  specimens  were  sub¬ 
mitted  for  physical  test  to  determine  their  resistance  to 
a  horizontal  thrust  and  the  weight  of  the  zinc  coating. 

These  Lux-Right  Areawalls  were  numbered  R4320, 
S4314,  R6220  and  S6218,  all  approximately  2'  0"  high. 
Specimens  R4320  and  R6220  were  of  the  “Round”  type 
and  S4314  and  S6218  were  of  the  Straight  type.  Each 
of  the  above  specimens  were  rounded  over  along  one 
edge  of  the  curved  surface  of  the  areawall.  The  end 
of  each  of  the  specimens  was  flattened  and  contained 
nailing  holes.  All  of  the  specimens  were  corrugated 
with  the  corrugations  running  lengthwise. 

Each  of  the  Lux-Right  Steel  Areawalls  was  fastened 
to  wooden  planks,  with  the  nails  supplied  for  that  pur¬ 
pose.  This  specimen  was  then  lowered  approximately 
one  foot  into  a  wooden  box,  approximately  6  feet  long, 
2  feet  wide  and  2  feet  deep.  This  box  contained  fine 
sand  which  took  up  all  of  the  space  underneath  the 
areawall.  A  distance  of  6  inches  remained  for  the 
specimen  to  be  compressed  into  the  sand.  Two  I-beams 
were  placed  upon  the  wooden  planks.  The  load  was 
applied  at  the  center  of  the  I-beams  and  areawalls 

This  arrangement  simulating  as  near  as  possible  the 
actual  loading  conditions  that  would  result  from  the 
earth  crowding  against  the  areawall.  The  amount  ol 
deflection  that  took  place  at  different  loadings,  was  re¬ 
corded  by  a  dial  gauge  (reading  to  0.001  inch)  tha 
had  been  placed  between  the  bottom  of  the  wooder 
planks  and  the  center  of  the  areawall. 

The  amount  of  deflection  that  was  produced  by  £ 
given  load  on  each  specimen  can  be  found  in  Table  I 
The  loads  at  which  buckling  occurred  are  also  listec 
for  each  specimen. 

Table  II  is  a  summary  of  the  actual  yield  loac 
and  Maximum  Load  for  each  of  the  specimens. 

The  average  thickness  over  the  galvanized  coatinf 
for  each  specimen  is  tabulated  in  Table  III. 


Table  T. 


Table  of  Deflections  of  Areawall  Specimens 

at 

Load  in 

Given  Loads. 

t - Deflection  in  inches  for  Specimens 

Pounds 

R4320 

S4314 

R6220 

S6211 

314 

0 

0 

0 

0 

2000 

0.106 

0.147 

0.123 

o.2i; 

3000 

4000 

0.218 

0.274 

0.268 

0.337 

0.41 

6000 

0.320 

0.405 

0.452 

0.60 

8000 

0.418 

0.582 

0.560 

0.82 

10000 

0.526 

0.902 

0.660 

1.08 

11000 

12000 

0.683 

1.700 

0.800 

1.39 

13000 

0.792 

0.900 

1.59 

13500 

14500 

1.032 

0.955 

1.120 

2.09' 
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Table  II 

Summary  of  Load  Tests  on  Areawall  Specimens. 


Yield 

Point  Load 
in  Pounds 

Maximum 
Load 
in  Pounds 

Remarks 

R4320 

14500 

15400 

Buckled  6  in.  below 

S4314 

10800 

11350 

nailing  ends. 

Failed  in  center  by 

i  R6220 

14500 

15850 

buckling. 

Failed  near  end  5  in. 

S6218 

14000 

16850 

below  nailing  holes. 
Fractured  near  end  6 

Specimen 

R4320 

Table  III. 

in.  below  nailing- 
holes. 

Average  thickness 
of  specimen  over 
coating  in  inches 

S4314 

R6220 

0.84 

S6218 

The  chemical  test  on  the  Lux-Right  Areawall  speci¬ 
mens  was  made  on  small  pieces  of  Areawall  metal  out 
from  each  specimen.  One  test  sample  was  taken  from 
each  end  of  each  specimen  after  it  had  failed  in  the 
load  test.  Extreme  care  was  exercised  to  keep  the 
coating  from  chipping  off  while  the  test  pieces  were 
being  cut  out.  The  amount  of  coating  was  to  be  de¬ 
termined  from  the  chemical  test. 

Table  IV. 

The  Results  of  the  Chemical  Test  on  Lux-Right 
Areazvall  Specimens. 

Amount  of  zinc  coating 


Specimen 

found  on  both  sides  taken 
as  a  unit.  In  ounces 

Thickness 
of  steel 

No. 

per  sq.  ft.  of  sheet 

Inches 

R4320 

5.37 

.0622 

S4314 

5.90 

.0613 

R6220 

6.98 

.0733 

S6218 

5.64 

.0733 

On  the 

Recommendations. 
basis  of  the  foregoing  data,  the 

Committee 

on  Tests  recommends  the  approval  under  C26-191.0  of 
Lux-Right  Straight  and  Round  Areawalls  as  manu¬ 
factured  by  the  St.  Paul  Corrugated  Company  of  St. 
Paul,  Minnesota,  for  use  only  within  the  building  line 
and  limited  to  one  and  twro  family  residence  structures 
in  varying  widths  from  2  ft.  to  6  ft.  2  in.  for  the 
round  type  and  2  ft.  to  8  ft.  for  the  straight  type  and 
to  a  depth  not  to  exceed  5  ft.  provided  that  the  mate¬ 
rials  used  in  the  additional  sizes  are  proportioned  on  the 
basis  of  the  type  of  material  it  is  used  with,  so  as  to 
develop  resistance  to  lateral  pressure  with  a  safety  fac¬ 
tor  of  not  less  than  3.  The  galvanizing  shall  be  not  less 
than  5  ounces  per  sq.  ft.  of  sheet  as  was  found  in  the 
test  specimens. 

It  is  further  recommended  that  each  areawall  be 
stamped  or  stenciled  reading  as  follows :  “Approved 
for  use  in  New  York  City  by  the  Board  of  Standards 
and  Appeals  under  Cal.  No.  376-41-SM.”  as  comply¬ 
ing  with  all  the  requirements  thereof. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


and 

V  hereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Lux-Right  Metal 
Areawall  (for  basement  window  wells),  on  condition  that 
the  material  be  manufactured,  installed  and  labelled,  stamped 
or  tagged  in  accordance  with  above  report. 


Adjourned:  4:25  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


415-38-SM. 

APPLICANT — E.  A.  Swenson,  for  The  Flintkote  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  approval  of  additional 
roof  specifications  re  Flintkote  Built-up  Roofing. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  Oh  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  report  of  Commit¬ 
tee  on  Tests. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  o 


THE  RESOLUTION  (415-38-SM) 

Whereas,  E.  A.  Swenson,  for  The  Flintkote  Company, 
owner,  filed  on  May  27,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Flintkote,  2  and  3  ply  Asphalt  Felt,  slag  or  gravel 
surface  re-roofing  and  Flintkote,  3  and  4  ply  Asphalt  Felt, 
slag  or  gravel  roofing  mineral  surface  shingle;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
July  20,  1938,  resolution  amended  April  18,  1939,  on  April 
1,  1941  and  May  19,  1942  and  applicant  requested  a  further 
amendment  of  the  resolution  to  include  the  approval  of 
additional  roofing  materials ;  and 

Whereas,  this  request  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  report  of  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  415-38-SM. 


September  29,  1942. 


Subject  :  Amendment  of  Resolution  to  include  approval 
of  additional  roofing  materials  of  the  Flintkote  Co. 

The  Flintkote  Company  of  New  York  filed  August  11, 
1942,  a  request  for  an  amendment  to  the  resolution 
adopted  by  the  Board  of  Standards  and  Appeals  July 
20,  1938,  amended  April  18,  1939,  April  1,  1941  and 
May  19,  1942  to  include  additional  roofing  materials 
which  were  tested  at  the  plant  of  the  manufacturer  and 
reported  in  Report  of  Committee  on  Tests,  as  approved 
April  18,  1939,  in  Bulletin  No.  17  of  Vol.  24,  tests  Nos. 
21  to  25,  inclusive,  but  not  included  in  previous  approval 
recommendations. 


Built  Up  Roofing  Material. 


Material 

Asphalt  Felts 

Sq.  ft.  per 

Published 

Average 

Wgt. 

Width 

roll 

Wgt. — roll 

5  rolls 

12  saturated 
Tarred  Felts 

36" 

432 

S2 

52.8 

12 

36" 

-  or  32" 

432 

52 

51.6  to  51.9 

Recommendations. 


CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


On  the  basis  of  the  tests  conducted  it  is  recommended 
that  these  additional  roof  specifications  and  the  specific 
roofing  materials  as  herein  tested  be  approved  and  that 
the  resolution  adopted  by  the  Board  July  20,  1938,  be 
amended  to  include  these  additional  roof  specifications 
and  roofing  materials  under  the  conditions  set  forth  in 
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this  report  and  the  report  of  the  Committee  on  Tests 
dated  July  16,  1938. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of 
additional  roofing  material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  c< 
hereby  amend  its  resolution  adopted  July  20,  1938,  | 
amended  by  resolution  of  April  18,  1939,  April  1,  1941  1 
May  19,  1942,  in  accordance  with  the  report  of  the  C<j 
mittee  on  Tests. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT 
CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFE 
TIVE  IN  ACCORDANCE  WITH  SECTION  (665,  SUBDIVISION  C)  <5<5<5,  PARAGRAPH  2 ,  ( 

THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  October  30,  1942  at  10:30  A.  M.,  Room  1013, 
Municipal  Building,  Manhattan,  on  Proposed  Amendment  to 
Rules  relative  to  Submerged  Inlets  and  Protective  Methods 
to  be  Applied  to  Prevent  Contamination  of  Water  Supply. 

NOTE — New  matter  in  italics;  old  matter  in  parenthesis 
(  )  to  be  omitted. 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph (s)  2  (and  3), 
of  the  New  York  City  Charter  (and  C26- 1268.0c  4) 
(14.7.1.3  BC)  (and  C26-1277.0h)  (14.8.2.8  BC)  pertaining 
to  Sections  C26-1268.0,c,4.  and  C 26- 127 7 , Oh.  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules 
shall  be  set  at  least  four  inches  above  the  flood  level 
rim  of  fixtures  or  as  otherwise  specifically  provided 
for  in  these  rules.  Each  fixture  with  submerged  inlets 
shall  be  independently  controlled  by  an  approved  vacu¬ 
um  breaker  or  breakers  the  full  size  of  supply  pipe, 
as  set  forth  in  these  rules. 

Rule  (3)  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  (overflow)  flood  level  rim  of 
the  fixture,  except  when  submerged  inlets  are  absolutely 
essential  for  the  proper  functioning  of  a  fixture,  or 
as  otherwise  provided  for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus 
or  coils  utilising  waste  water  shall  be  equipped  with 
an  approved  vacuum  breaker  located  at  least  four  feet 
above  the  highest  elevation  of  the  preheating  apparatus 
or  coil ,  with  a  check  valve  between  the  vacuum  breaker 
and  the  preheating  apparatus.  Any  hot  water  boiler 
supplied  through  such  preheating  device  and  having  an 
independent  cold  water  supply  line  shall  have  the  cold 
ivater  supply  line  equipped  with  a  vacuum  breaker  and 
check  valve  located  at  least  four  inches  above  the  high¬ 
est  elevation  of  the  boiler. 

Rule  (1)  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged 
inlets  supplied  directly  or  indirectly  from  the  City 
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Water  Supply  System  (and  not  supplied  from  sepa: 
riser  and  tank),  shall  be  equipped  with  an  appro 
vacuum  breaker  in  the  supply  line  not  less  than  f 
inches  above  the  (overflow)  flood  level  rim  of  the  j 
ture  (to  prevent  siphonage  or  backflow  of  contamim: 
water  into  the  housewater  distribution  piping 
checked  by  the  inspector.)  a 

Rule  (2)  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have1 
approved  vacuum  breaker  located  not  less  than  (c 
half)  three-quarter  inch  above  the  overflow  outlet 
the  flush  tank.  ; 

Ballcocks  controlling  water  supply  to  suction,  r 
or  other  intermediate  tanks  shall  be  located  at  It 
one  inch  above  the  flood  level  rim  of  the  tank  except 
that  in  roof  tanks  equipped  with  an  overflow  of  a  . 
at  least  one  commercial  diameter  larger  than  the  wt 
supply  pipe,  the  ballcock  may  be  located  two  inc 
above  the  highest  elevation  of  the  overflow  pipe.  '. 
overflow  and  emptying  pipes  of  roof,  suction  and  in 
mediate  tanks  shall  not  be  directly  connected  to  a  dn 
age  system,  notwithstanding  the  permissive  proviso 
of  Section  C 26-127 3. 0 ,d  for  connection  to  a  leader. 

Rule  (4)  5.  Sterilizers. 

Direct  water  supply  piping  connections  to  all  ste 
izers  are  prohibited,  except  that  any  sterilising  unit, 
which  a  claim  is  made  that  the  waste  trap  seal  can 
be  broken  by  siphonic  action  or  vacuum  or  that 
voater  supply  cannot  be  affected  by  siphonic  action,  ? 
be  used  only  when  approved  by  the  Board.  W' 
approved  sterilisers  are  used,  the  waste  piping  (f 
from  sterilizers  shall  not  connect  directly  with  ; 
drainage  system,  (such  waste  piping  shall  discha 
above  an  open,  water-supplied,  trapped  and  ven 
fixture). 

Rule  (5)  6.  Aspirators — Water  Siphons. 

Water  supply  connections  to  aspirators,  \vi 
siphons  or  similar  apparatus  shall  be  equipped  with 
approved  vacuum  breaker  and  check  valve,  the  ch 
valve  to  be  located  between  the  fixture  and  vacu 
breaker.  The  waste  pipe  for  this  type  of  appara 
shall  not  connect  directly  with  any  drainage  system  ( 
shall  discharge  above  an  open,  water  supplied,  trap 
and  vented  fixture). 


PUBLIC  HEARING 


ale  (6)  7.  Bidets — Bed  Pan  Washers. 

Installation  of  a  bidet  is  prohibited.  Water  supply 
connection  to  (bidets,)  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed 
pan  washers  equipped  zvith  an  approved  vacuum 
breaker  shall  be  governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  ster¬ 
ilizing  equipment  only  when  such  equipment  has  been 
approved  by  the  Board. 

Lule  7.  Roof  or  Suction  Tanks.) 

(Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank.) 

tie  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well  or  similar  type  pumps  shall  be  connected  to 
the  inlet  side  of  the  pump  and  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  pump  and  the  vacuum 
breaker. 

lie  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  (agency)  from  defective  condenser 


coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  independent 
wall  thicknesses  of  metal  separate  the  refrigerant  from 
the  city  water  supply.  Refrigeration  units  containing 
more  than  twenty  pounds  of  refrigerant  shall  be  pro¬ 
vided  with  an  additional  safeguard  in  the  form  of  an 
approved  relief  valve  installed  at  the  outlet  side  of  the 
check  valve,  such  relief  valve  being  set  at  five  pounds 
above  the  maximum  water  pressure  at  the  point  of 
installation. 

Rule  10.  Mortuary,  Dissection,  Operating 
and  Embalming  Tables  or  Equip¬ 
ment. 

Mortuary,'  dissection,  operating  and  embalming 
tables  or  equipment  shall  not  be  equipped  zvith  any  sub¬ 
merged  water  supply  inlets.  Hose  used  in  connection 
"with  such  equipment  shall  terminate  at  least  18  inches 
above  the  maximum  table  or  equipment  elevation  at 
which  fluids  can  overflow.  The  waste  pipe  for  this 
type  of  apparatus  shall  not  connect  directly  with  any 
drainage  system. 

Rule  11.  Dishwashers. 

Water  supply  to  automatic  dishwashers  shall  be 
equipped  zvith  an  approved  vacuum  breaker  and  a  check 
valve  between  the  vacuum  breaker  and  the  fixture.  The 
waste  pipe  for  this  type  of  apparatus  shall  not  connect 
directly  to  any  drainage  system. 


ANNUAL  REPORT 


DOCKET 

;es  pending  December  31,  1940 .  879 

;es  filed  up  to  December  31,  1941 .  1116 

.stored  to  Calendar .  149 


Miscellaneous  Applications 


juests  to  reopen .  586 

luests  to  amend .  206 

luests  to  rescind .  3 

[uests  for  extension  of  time .  88 

luests  for  extension  of  permit .  110 

(uests  for  approval  of  plans .  6 

Total .  3143 

posed  of  .  2221 


DISPOSITION  OF  CASES 

Withdrawn  .  \22 

Dismissed  . 43 

Denied  . 

Granted  .  24 

Granted  on  condition .  691 

Appliances  approved  .  61 

Appliances  dismissed,  disapproved  or  withdrawn .  11 

Materials  approved  . •. .  76 

Materials  dismissed,  disapproved  or  withdrawn .  23 

Rules  approved  .  q 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions 

Requests  to  reopen  granted .  543 

Requests  to  reopen  denied .  15 

Requests  to  amend  granted .  206 

Requests  to  amend  denied .  0 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  88 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  110 

Requests  for  extension  of  permit  denied .  0 

Plans  approved  . ”  ’  6 

Plans  disapproved .  0 

Requests  withdrawn  or  dismissed .  23 


es  pending  December  31,  1941 


.  922  Total 

MONEYS  RECEIVED 


2221 


3SCRIPTIONS 

0  Bulletin  . 

ash  Sales  . 

I  to  City  Treasurer 


OCT. 

NOV. 

DEC. 

TOTAL 

$  89.50 

$  80.00 

$  60.00 

$227.50 

27.00 

34.60 

42.62 

104.22 

$114.50 

$114.60 

$102.62 

$331.72 

IstQUAR.  2ndQUAR.  3rd  QUAR.  GR.  T’L. 
$282.50  $275.00  $167.50  $952.50 

130.51  95.75  109.39  439.87 


$413.01  $370.75  $276.89  $1392.37 
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ANNUAL  REPORT 


CASES  FILED  AND  PENDING  1941 


Filed  1941 

A 

BZ 

s 

SA 

JANUARY  .... 

49 

26 

2 

2 

Restored  . 

2 

5 

0 

0 

FEBRUARY  ... 

46 

24 

4 

6 

Restored  . 

3 

8 

0 

2 

MARCH  . 

37 

32 

5 

8 

Restored  . 

2 

8 

0 

1 

APRIL  . 

57 

32 

4 

6 

Restored  . 

1 

10 

0 

1 

MAY  . 

51 

40 

5 

1 

Restored  . 

7 

10 

1 

2 

TUNE  . 

64 

34 

5 

4 

Restored  . 

2 

15 

1 

0 

JULY  . 

48 

33 

4 

3 

Restored  . 

1 

8 

0 

0 

AUGUST  . 

11 

19 

1 

3 

Restored  . 

0 

0 

0 

0 

SEPTEMBER  . 

35 

43 

3 

4 

Restored  . 

7 

9 

0 

2 

OCTOBER  .... 

47 

12 

5 

4 

Restored  . 

1 

10 

0 

2 

NOVEMBER  .. 

56 

27 

7 

4 

Restored  . 

1 

9 

0 

1 

DECEMBER  . . 

45 

21 

6 

4 

Restored  . 

5 

6 

1 

0 

TOTAL  . 

578 

441 

54 

60 

PENDING 

Dec.  31,  1940.. 

95 

276 

4 

191 

GRAND  TOTAL 

673 

717 

58 

251 

DISPOSITION 

1941 

JANUARY  .... 

84 

41 

2 

3 

FEBRUARY  ... 

40 

35 

0 

4 

MARCH  . 

35 

36 

4 

5 

APRIL  . 

48 

40 

6 

2 

MAY  . 

65 

34 

10 

8 

JUNE  . 

45 

32 

2 

6 

JULY  . 

106 

50 

8 

10 

AUGUST  . 

1 

10 

0 

0 

SEPTEMBER  . 

21 

27 

2 

2 

OCTOBER  . 

25 

48 

1 

9 

NOVEMBER  .. 

53 

34 

5 

3 

DECEMBER  ... 

61 

33 

7 

20 

TOTAL  . 

584 

420 

47 

72 

PENDING 

Dec.  31,  1941.. 

89 

297 

11 

179 

SM 

SR 

M’L 

T’L 

GR.  T’ 

10 

0 

72 

161 

.  . 

1 

0 

0 

8 

169 

10 

0 

99 

189 

•  • 

0 

0 

0 

13 

202 

15 

0 

92 

189 

.  . 

1 

0 

0 

12 

201 

12 

0 

89 

200 

0 

0 

0 

12 

212 

12 

0 

123 

232 

.  . 

0 

0 

0 

20 

252 

8 

0 

112 

•  227 

.  . 

0 

0 

0 

18 

245 

8 

0 

86 

182 

.  . 

0 

0 

0 

9 

191 

8 

1 

0 

43 

•  • 

0 

0 

0 

0 

43 

11 

1 

93 

190 

•  • 

0 

0 

0 

18 

208 

16 

0 

83 

167 

.  . 

1 

0 

0 

14 

181 

10 

0 

68 

172 

.  . 

1 

0 

0 

12 

184 

5 

0 

82 

163 

1 

0 

0 

13 

176 

130 

2 

999 

2264 

2264 

311 

2 

0 

879 

879 

441 

4 

999 

3143 

3143 

10 

0 

72 

212 

8 

0 

99 

186 

.  . 

7 

0 

92 

179 

577 

14 

0 

89 

199 

.  . 

9 

0 

123 

249 

9 

0 

112 

206 

654 

19 

0 

86 

279 

0 

0 

0 

11 

•  . 

5 

0 

93 

150 

440 

3 

0 

83 

169 

.  . 

6 

0 

68 

169 

•  • 

9 

0 

82 

212 

550 

99 

0 

999 

2221 

2221 

342 

4 

0 

922 

922 

Code:  A Appeals  from  Administrative  Decisions.  BZ — Applications  under  Building 

Labor  Law.  SA — Applications  for  Approval  of  Appliances.  SM — Applications 
Adoption  of  Rules.  M’L  Miscellaneous  Docket. 


Zone  Resolution.  S — Application  for  Variation 
for  Approval  of  Materials.  SR — Applications 
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Address  all  communications  to  the  Chairman. 


CONTENTS 


his  issue  of  the  Bulletin  contains  in  the  order  given — 
ocket. 

ules  Directory, 
he  Hearing  Calendar. 

[mutes  of  Regular  Meeting  October  27,  1942,  at  10 
A.  M.,  Affecting  Calendar  Numbers  363-42-BZ,  539-42- 
BZ,  1076-22-BZ,  217-42-BZ,  558-42-BZ  and  673-42-A. 

[inutes  of  Regular  Meeting  October  27,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  177-42-BZ,  504-27-BZ, 
158-36-BZ,  615-37-BZ,  1183-39-BZ,  1493-39-BZ,  493-41- 
BZ,  762-41-BZ,  439-42-A,  746-42-A,  182-42-A,  706-42-A, 
80-42  A,  102-42-S,  646-42-S,  739-42-A,  748-42-S,  759-42- 
A,  226-35-SA,  533-38-SM,  166-34-SA,  289-37-SA,  749- 
39-SM,  142-41-SM,  238-41-SM,  290-41-SM,  345-41-SM, 
420-41-SM,  441-41-BZ,  446-41-SM,  462-41-SM,  528-41- 
SM,  663-41-SM,  687-41-SM,  692-41-SM,  921-41-SM, 
56-42-SM,  147-42-SA,  221-42-SA  and  222-42-SA. 

orrection  Affecting  Calendar  Number  401-42-S. 

eview  of  leases  acted  on  since  1916. 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will 'be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman. 
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CALENDAR 


DOCKET. 

A'eio  Cases  Filed  up  to  October  21 ,  1942. 

Cal.  No.  Dept.  Premises  Affected 

745-42-A — H.B.Q. — 76-36  137th  street,  block  bounded  by 
Park  Drive  East,  73rd  terrace,  136th  street,  137th  street 
and  77th  avenue  (Block  No.  6585,  Lot  No.  2),  Flushing, 
Borough  of  Queens,  Alt.  1747-42. 


746-42-A — F.D. — 341  West  72nd  street,  north  side,  280 
ft.  $y2  in.  west  of  Broadway  (Block  No.  1164,  Lot  No.  15), 
Borough  of  Manhattan,  31575-L.  C.  and  Decision. 


747- 42-A — -F.D. — 10-17  44th  avenue,  north  side,  125  ft. 
west  of  lltli  street  (Block  No.  453,  Lot  No.  6),  Long  Island 
City,  Borough  of  Queens,  93155-C. 

748- 42-S — F.D. — 40-09  21st  street,  east  side,  60  ft.  south 
of  40th  avenue  (Block  No.  410,  Lot  No.  9),  Long  Island 
City,  Borough  of  Queens,  Decision. 


749-42-BZ — H.B.M. — 756  St.  Nicholas  avenue,  east  side, 
437  ft.  8  in.  south  of  West  150th  street  (Block  No.  2053, 
Lot  No.  125),  Borough  of  Manhattan,  Decision  re  Certifi¬ 
cate  of  Occupancy. 


756- 42-A — H.B.Bx. — 1100  East  177th  street,  south  si 
intersection  of  Devoe  avenue  (Block  No.  3903,  Lot  Nos.  j 
and  90),  Borough  of  The  Bronx,  N.  B.  164-42. 

-  U 

757- 42-A — H.B.B. — 1517  54th  street,  north  side,  137 

6  in.  east  of  15th  avenue  (Block  No.  5477,  Lot  Nos.  65  a 
67),  Borough  of  Brooklyn,  Alt.  2907-42. 


738-42-A — H.B.B. — 316  South  5th  street,  south  side,  80 
west  of  Rodney  street  (Block  No.  2461,  Lot  No.  12),  Be 
ougli  of  Brooklyn,  Alt.  4356-41. 


759-42-A — H.B.Bx. — Barry  street,  100  ft.  south  of  0 
Point  avenue  (Block  No.  2605,  Lot  No.  350  and  part 
Lot  No.  2  and  Block  No.  2606,  part  of  Lot  No.  3),  Boron 
of  The  Bronx,  B.  N.  777-42. 


760- 42-A — H.B.M. — 47-49  East  65th  street,  north  si 
134  ft.  west  of  Park  avenue  (Block  No.  1380,  Lot  No.  3 
Borough  of  Manhattan,  Amendment  to  Alt.  1231-42. 

i 

761- 42-BZ — H.B  M. — 879-887  Eighth  avenue  and  300-.- 
West  53rd  street,  southwest  corner  (Block  No.  1043,  1 
Nos.  33*4  to  38  inclusive),  Borough  of  Manhattan,  Dc 
sion  re  Certificate  of  Occupancy. 


Restored  to  Calendar. 


750-42-BZ — H.B.M. — 876  St.  Nicholas  avenue,  east  side, 
114  ft.  10  in.  north  of  West  153rd  street  (Block  No.  2069, 
Lot  No.  46),  Borough  of  Manhattan,  Decision  re  Certificate 
of  Occupancy. 


751- 42-A — H.B.Bx. — 900  East  229th  street,  south  side, 
901  East  228th  street,  north  side  and  east  side  of  Bronx- 
wood  avenue,  from  East  228th  street  to  East  229th  street 
(Block  No.  4864,  Lot  No.  35),  Borough  of  The  Bronx, 
B.  N.  730-42. 

752- 42-A — H.B.Q. — 48-12  Grand  avenue,  south  side,  41.1 
ft.  west  of  49th  street  (Block  No.  2612,  part  of  Lot  No.  1; 
Block  No.  2613,  part  of  Lot  Nos.  37,  45  and  48;  Block  No. 
2625,  Lot  No.  1  and  Block  No.  2642,  Lot  No.  105),  Maspeth, 
Borough  of  Queens  (under  section  35,  General  City  Law 
re  bed  of  mapped  street— 49th  and  50th  streets),  Misc. 
5058-42. 


753-42-A — F.D. — 141-143  Atlantic  avenue,  north  side,  192 
ft.  7  in.  east  of  Henry  street  (Block  No.  275,  Lot  Nos.  13 
and  14),  Borough  of  Brooklyn,  92999-C. 


754-42-A — F.D. — 74-03  45th  avenue,  northeast  corner  of 
74th  street  (Block  No.  60,  Lot  No.  1),  Elmhurst,  Borough 
of  Queens,  92418-L.  C.  and  Decision. 


755-42-A— H.B.Bx.— 1910  Hennessy  place,  east  side, 
106.14  ft.  north  of  West  Burnside  avenue  (Block  No.  3228, 
Lot  No.  81),  Borough  of  The  Bronx,  Amendment  to  Alt. 
454-42. 


182-42-A^-F.D. — 242  West  41st  street,  south  side,  300 
east  of  Eighth  avenue  (Block  No.  1012,  Lot  No.  49),  B 
ough  of  Manhattan,  10448-L.  F.  and  Decisions. 


177-42-BZ — H.B.B. — 582-610  86th  street,  southeast  con 
of  Gatling  place  (Block  No.  6054,  Lot  Nos.  10,  20,  22  ; 
27),  Borough  of  Brooklyn,  N.  B.  109-42. 


DESIGNATIONS!  H.B. — Department  of  Housing  and  Buildit 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.K 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Departn 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department, 
F\D.  -Fire  Department. 


RULES 


Last  Pnbllcatton  In  Dnlle 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar. 
Certificates  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules . Inly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  '  lune 

Concrete  Rules  (Hydrated  Lime)...  Aug. 

Elevator  Rules  . . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . . . . . June 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . Aug. 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr. 
Fire  Retarding  Rules  for  Garages, 

etc . . . Pec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  .......  Ian. 

Fusion  Welding  and  Gas  Cutting 

Rules  May 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . Iune 

Insulating  Fibre  Board  Rules . Sept. 


17,  1942— Vol.  27,  No 
10,  1942— Vol.  27,  No 

25,  1941— Vol.  26,  No. 
13,  1937— Vol.  22,  No. 


24,  1941— Vol.  26,  No 
3,  1937— Vol.  22,  No 

3,  1936— Vol.  21,  No 

15,  1937— Vol.  22,  No 

16,  1942— Vol.  27,  No 
7,  1942— Vol.  27,  No 

4,  1942— Vol.  27,  Nc 

28,  1942— Vol.  27,  No 

16,  1941— Vol.  26,  No 
13,  1937— Vol.  22,  No 

21,  1919— Vol.  4,  No 

20,  1941— Vol.  26,  No 
7,  1925— Vol.  10,  No 

5,  1928— Vol.  13,  No 

22,  1942— Vol.  27,  Nc 
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CALENDAR 


Ln»t  Publication  In  llnllctln 

Burner  Rules  . Sept.  1,  1942— Vol.  27,  No.  32 

:ning  Protective  Assemblies, 

Rules  for  Inspection  of . July  28,  1942— Vol.  27,  No.  30 

nt,  Varnish  and  Lacquer  Spray- 

inK  Rules  ........  . Sept.  8,  1942— Vol.  27,  No.  36 

form  1  rucks,  Specifications  for.  Nov.  24,  1936 — Vol  21  No  47 

mbing  Rules  . Aug.  3.  1937— Vol.  22|  No!  31 

mbmg  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .Nov.  25,  1941— Vol.  26,  No  47A 

cedure,  Rules  of . Sept.  7,  1937— Vol.  22,  No.  36 

ngerating  Systems,  Extract  A. C.  Aug.  26,  1941— Vol.  26,  No  34 

iking  in  l-actories.  Rules  for - Oct.  13,  1942. — Vol  07  jq0  41 

inkier  Rules  . . June  29,  1937— Vol.  22,  No.'  26 

tidpipe  Fireline  Rules  . June  8,  1937— Vol.  22,  No.  23 

ictural  Alterations,  Reporting. .  .June  7,  1932— Vol.  17,  No.  23 

*  lru<*s-  ^uel,011.  etc . Nov.  24,  1936— Vol.  21,  No.  47 

k  I  rucks.  Gasoline,  etc  . Nov.  24,  1936— Vol.  21,  No.  47 

e  Glass  Rules  (Amendment  to 

Rule  505  of  industrial  Code)... Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

1 -Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

i?fi  «  '  Val^es  . . Nov.  25,  1941— Vol.  26,  No.  47A 

I  Oil  Burners  for  Domestic  and 

.Commercial  Use  . . Nov.  25,  1941 — Vol.  26,  No.  47A 

Oil  lipe  Terminals  . . Nov.  25,  1941— Vol.  26,  No.  47A 

V'  burners  for  Industrial  Tjse.Nov.  25,  1941— Vol.  26,  No.  47A 

1  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No.  47A 

Heaters  . . Nov.  25,  1941— Vol.  26,  No.  47A 

it,  V  arnish  and  Lacquer  Sprav- 

j"g  .^uipmem  . ...  '..Nov.  25,  1941— Vol.  26,  No.  47A 

kc  Oil  Burners  and  Space 

lieatenrs  . . Nov.  25,  1941— Vol.  26,  No.  47A 

mm  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


NOVEMBER  4,  1942,  10  A.  M. 

Zoning  Applications. 

OTICE  IS  HEREB\  GIVEN  by  the  Board  of  Stand- 
’  and  Appeals  of  a  public  hearing  under  the  provisions 
he  zoning  resolution,  Wednesday  morning,  November  4, 
at  10  o  clock  in  Room  1013,  Alunicipal  Building,  Man- 
an,  on  the  following  matters : 

r42-BZ— Application,  July  6,  1942,  under  section  7b 
he  zoning  resolution,  of  Edwin  H.  Thatcher,  applicant 
behalf  of  Polytechnic  Institute  of  Brooklyn,  owner,  to 
nit  in  a  business  use  district,  for  a  term  of  two  (2) 
s,  the  parking  and  storage  of  more  than  five  (5)  motor 
cles;  premises  244-266  Fourth  street,  south  side,  97  ft. 
f  jn- Teast  Fourth  avenue  and  275-299  Fifth  street 
pek  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn. 

42-BZ— Application,  February  18,  1942,  under  sec- 
5  21  and  7h  of  the  zoning  resolution,  of  Oscar  I.  Silver- 
e,  applicant,  on  behalf  of  Harry  Lipkin,  owner,  to  per- 
in  a  business  use  district,  the  erection  and  maintenance 
ourteen  (14)  individual  one  car  garages  and  six  (6)  in- 
iual  one  truck  garages  or  to  permit  the  alternate  use  of 
premises  for  parking  and  storage  of  more  than  five  (5) 
>r  vehicles ;  premises  669-677  McDonald  avenue,  east 
40  ft.  south  of  Cortelyou  road  (Block  No.  5385,  Lot 
s-  87  and  92),  Borough  of  Brooklyn. 

L42-BZ  Application,  August  5,  1942,  under  section 
»f  the  zoning  resolution,  of  J.  M.  Berlinger,  applicant, 
.behalf  of  Janetta  Whitridge,  Mary  Whitehouse  and 
riet  Aldrich,  owners,  to  permit  in  a  retail  use  district, 
a  term  of  two  (2)  years,  the  parking  and  storage  of 
3  than  five  (5)  motor  vehicles;  premises  4-8  West  58th 
■t,  south  side,  135  ft.  west  of  Fifth  avenue  (Block  No. 

,  Lot  No.  44),  Borough  of  Manhattan. 

,42-BZ— Application,  July  21,  1942,  under  section  7f 
he  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
’If  of  Lucval  Realty  Corporation  (Homecrest  Service 
on,  Incorporated,  lessee),  to  permit  in  a  business  use 
ict,  for  a  term  of  two  (2)  years,  the  parking  and 
ige  of  more  than  five  (5)  motor  vehicles;  premises 
-1110  (1106-1108  displayed)  Avenue  T,  south  side,  40 
ast  of  Coney  Island  avenue  (Block  No.  7315,  Lot  No. 
Borough  of  Brooklyn. 


G2S-42.BZ— Application,  August  18,  1942,  under  section 
'  1  ot  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Sylvester  Liotta,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the 
pai king  and  storage  of  more  than  five  (5)  motor  vehicles 
premises  1183-1185  Myrtle  avenue,  north  side,  117  ft.  6  in 
west  of  Troutman  street  and  12  Troutman  street  (Block  No' 
3182,  Lot  Nos.  6,  8  and  16),  Borough  of  Brooklyn. 

631-42-BZ  Application,  August  18,  1942,  under  section 
/h  of  the  zoning  resolution,  of  Max  Siegel,  applicant,  on 
behalf  of  Broad  Hill,  Incorporated  and  Park  Plains,  In¬ 
corporated,  owners,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1582-1598  White  Plains  road,  1880  East 
Fremont  avenue,  southeast  corner  and  1569-1577  Unionport 
road  (Block  No.  3952,  Lot  Nos.  1,  5,  6,  8,  9,  10,  11  and 
19),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  4,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

299-42-A — 1-7  DeKalb  avenue,  north  side,  between  Gold, 
Fleet  and  Prince  streets  and  224-228  Prince  street  (Block 
No.  2078,  Lot  No.  1),  Borough  of  Brooklyn. 

624-42-S — 1-7  DeKalb  avenue,  north  side,  between  Gold, 
Fleet  and  Prince  streets  and  224-228  Prince  street  (Block 
No.  2078,  Lot  No.  1),  Borough  of  Brooklyn. 

267-42-S — 456-474  Johnson  avenue,  south  side,  100  ft. 
west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32), 
Borough  of  Brooklyn. 

678-42-A— 129-92  Willets  Point  boulevard,  southeast 
corner  of  Northern  boulevard  (Block  No.  1833,  Lot  Nos. 
215,  221,  410  and  425),  Corona,  Borough  of  Queens. 

484-42-S — 32-36  to  32-46  47th  avenue,  south  side,  from 
32nd  place  to  33rd  street  (Block  No.  252,  Lot  Nos.  1  and 
17),  Long  Island  City,  Borough  of  Queens. 

684-42-S — 5102-5124  Second  avenue,  west  side,  from  51st 
to  52nd  streets,  5101-5123  First  avenue,  102-184  51st  street 
and  101-183  52nd  street  (1st  story);  (Block  No.  796,  Lot 
Nos.  1  and  6),  Borough  of  Brooklyn. 

407-42-A — 31-81  Steinway  street,  east  side,  100  ft.  north 
of  Broadway  (Block  No.  678,  Lot  No.  9),  Astoria,  Borough 
of  Queens. 

690-42-A — 80-06  47th  (Fitch)  avenue,  south  side,  433  ft. 
west  of  82nd  street  (Block  No.  1536,  Lot  Nos.  53,  55  and 
58),  Elmhurst,  Borough  of  Queens. 

683-42-S — 436-440  Lafayette  street,  west  side,  121  ft. 
south  of  Astor  place  (Block  No.  545,  Lot  No.  34),  Borough 
of  Manhattan. 

447-42- A— 510  Dahill  road,  west  side,  60  ft.  south  of  40th 
street  (Block  No.  5382,  Lot  No.  26),  Borough  of  Brooklyn. 

Appliances  for  Approval. 

134-35-SA — Fluid  Heat  (Gun  Type)  Oil  Burner.  Amend¬ 
ment  of  Resolution  to  include  additional  name  “Sherwood”. 

603-42-SA — Airco  Stationary  Acetylene  Generator,  300 
and  500  lbs.,  approval  of. 

53-42-SA — -Elevator  Appliance  Company  Electro-Me¬ 
chanical  Interlocks,  Tvpes  CD,  CS,  DS  and  ED  approval 
of. 
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CALENDAR 


NOVEMBER  10,  1942,  10  A.  M. 


Zoning  Applications. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  A  ovember  10, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 


363-42-BZ — Application,  May  5,  1942,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appli¬ 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner  to  permit 
in  a  residence  use  district  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles:  premises  650  Ihwaites  place,  south  side,  from 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  2U,  22, 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 


651-42-BZ— Application,  September  2,  1942,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  John  J.  Morro,  appli¬ 
cant  on  behalf  of  Paragon  Oil  Company,  Incorporated, 
owner,  to  permit  in  a  residence  use  district  the  extension 
of  a  gasoline  service  station;  premises  2458-24/0  Lropsey 
avenue,  northwest  corner  of  Bay  38th  street  (unopened)  ; 
(Block  No.  6928,  Lot  No.  50),  Borough  of  Brooklyn. 

617-42-BZ — Application,  August  12,  1942,  under  section 
7c  of  the  zoning  resolution,  of  John  F.  Payne,  applicant, 
on  behalf  of  Socony-Vacuum  Oil  Company,  Incorporated 
owner,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  new  accessory  (lubritorium)  building  on 
an  existing  gasoline  service  station;  premises  19/9  East 
177th  street,  northwest  corner  of  Pugsley  avenue  (Block 
No.  3794,  Lot  No.  50),  Borough  of  The  Bronx. 


714-42-BZ — Application,  September  30,  1942,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  John  E.  Cahill,  appli¬ 
cant,  on  behalf  of  Louis  Grossman,  owner,  to  permit  in  a 
residence  use  and  also  a  G  area  district,  the  erection  and 
maintenance  of  a  vestibule  (to  an  existing  dwelling)  which 
extends  into  a  front  yard  required  by  the  zoning  resolution ; 
premises  108-26  66th  road,  south  side,  220  ft.  east  of  108th 
street  (Block  No.  5175,  Lot  No.  18),  Forest  Hills,  Bor¬ 
ough  of  Queens. 


556-42-BZ— Application,  July  13,  1942,  under  section  21 
of  the  zoning  resolution,  of  William  C.  Sommerfeld,  appli¬ 
cant,  on  behalf  of  Richards  Saels  Corporation,  Incorporated, 
owner,  to  permit  in  a  business  use  district,  the  maintenance 
of  two  (2)  sets  business  (pawnbrokers)  signs;  premises 
9  Columbus  avenue,  east  side,  100  ft.  5  in.  north  of  West 
59th  street  (Block  No.  1112,  Lot  No.  64),  Borough  of 
Manhattan. 


577-42-BZ— Application,  July  15,  1942,  under  section  7c 
of  the  zoning  resolution,  of  George  H.  C.ohn,  applicant, 
on  behalf  of  Crew  Levick  Corporation,  owner  (Joseph  E 
Tohnston,  lessee),  to  permit  partly  in  a  business  use  and 
partly  in’ a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  for  parking  of  more  than  five 
(5)  motor  vehicles;  premises  1  Bay  Ridge  avenue  and  683o 
Shore  road,  northeast  corner  (Block  No.  5859,  Lot  Nos. 
10  and  12),  Borough  of  Brooklyn. 

727-42-BZ— Application,  October  7,  1942,  under  section 
71  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cant,  on  behalf  of  Green  Bus  Lines,  Incorporated,  owner, 
to  permit  in  a.11  undetermined  use  and  also  an  F  area  dis- 
trict,  the  erection  and  maintenance  of  an  extension  to  an 
existing  garage  for  more  than  five  (5)  motor  vehicles 
(buses)  ;  the  said  extension  does  not  comply  with  the  set¬ 
back  or  with  the  area  requirements  of  the  zoning  resolu¬ 
tion;  premises  148-02  to  148-18  147th  avenue,  south  side, 
from  148th  to  149th  streets  (Block  No.  4233,  Lot  No.  1), 
South  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  10,  1942,  2  P.  M. 

Appliance  and  Materials  for  Approval. 

473-42-SA— Allen  Iron  Body  2J4  in.  Fireline  Angle 
Valve,  Type  A,  175  lbs.  W.W.P. 

424-42-SM— Jackson  Metal  Nailable  Studs  and  Acces¬ 
sories  for  Non-Bearing  Interior  and  Exterior  l  artitionS' 
(reopened  July  28,  1942  re  amendment  of  resolution). 

855-41-SM — Swanpruf  (Flameproofing  Compound). 


NOVEMBER  17,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 
ards  and  Appeals  of  a  public  hearing  under  the  provision; 
of  the  zoning  resolution,  Tuesday  morning,  November  17 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man 
hattan,  on  the  following  matters : 

610-42-BZ— Application,  August  6,  1942,  under  section 
7h  and  21  of  the  zoning  resolution,  of  Mac  L.  Reiser,  appli 
cant,  on  behalf  of  Mary  Oginsky  and  Philip  Oginsky,  own 
ers  (Martha  Kozak,  lessee),  to  permit  in  a  residence  us 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor 
age  of  more  than  five  (5)  motor  vehicles;  premises  336-33 
(340  displayed)  New  Jersey  avenue,  west  side,  125  ft.  nort 
of  Belmont  avenue  (Block  No.  3738,  Lot  Nos.  30  and  31) 
Borough  of  Brooklyn. 

987-41-BZ — Application,  November  14,  1941,  under  set 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewette 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  pa 
mit  in  a  business  use  district,  the  reconstruction  of  and  tl 
erection  of  a  new  accessory  building  upon  an  existing  gast 
line  service  station;  premises  736-746  Linden  boulevard  an 
7Q6-804  Utica  avenue,  southwest  corner  (Block  No.  467. 
Lot  No.  6),  Borough  of  Brooklyn. 

95-40-BZ — Application  of  Samuel  Rosenblum,  applicaiV 
on  behalf  of  40  Central  Park  South,  Incorporated,  owne 
reopened  November  18,  1941,  under  section  7h  of  the  zonii 
resolution,  to  permit  in  a  retail  use  district,  for  a_  term  t 
two  (2)  years,  the  parking  of  more  than  five  (5)  mot< 
vehicles;  premises  41  West  58th  street,  north  side,  120  1 
cast  of  Sixth  avenue  (Block  No.  1274,  Lot  No.  6),  Borouj 
of  Manhattan. 

21 5-42-BZ— Application,  March  18,  1942,  under  sectic' 
7h  of  the  zoning  resolution,  of  John  C.  W  andell,  applicai 
on  behalf  of  Society  of  St.  Vincent  De  Paul,  owner  (  Artli 
Stevenson,  lessee),  to  permit  in  a  business  use  district,  ft 
a  term  of  two  (2)  years,  the  parking  and  storage  of  mo 
than  five  (5)  motor  vehicles;  premises  8101-8111  Thi 
avenue  and  302-318  81st  street,  southeast  corner  (Block 
5997,  Lot  Nos.  7  and  11),  Borough  of  Brooklyn. 

256-42-BZ— Application,  March  27,  1942,  under  sectii 
21  of  the  zoning  resolution,  of  Jack  Z.  Cohen,  applicant, 
behalf  of  Handalsons  Realty  Corporation,  owner,  to  peril 
in  a  residence  use  and  also  G  area  district,  the  conversi 
of  occupancy  of  a  one  family  ('welling  to  a  two  (2)  fam 
dwelling;  premises  665  East  17th  street,  cast  side,  156 
Ts  in.  south  of  Foster  avenue  (Block  No.  5238,  Lot  No.  3. 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Cliairm 


NOVEMBER  17,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

752-42-A — 48-12  Grand  avenue,  south  side.  41.1  ft.  w 
of  49th  street  (Block  No.  2612,  part  of  Lot  Nos.  1,  28  i 
37),  Maspeth,  Borough  of  Queens  (under  section  35,  G 
eral  City  Law  re  bed  of  mapped  street — 49th  street  and  o 
street). 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  27,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Hum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
n  Tuesday  morning,  October  20,  1942  and  Tuesday  after- 
oon,  October  20,  1942,  were  approved  as  printed  in  Bulletin 
\o.  43,  Vol.  27. 


ZONING  CASES. 

63-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Estate  of  Jennie 
Adee,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning- 
resolution,  to  permit  in  a  residence  use  district  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  three  (3)  motor  vehicles. 
’REMISES  AFFECTED — 650  Thwaites  place,  south  side, 
from  Olinville  avenue  to  Barker  avenue,  2224 
Barker  avenue  and  2211  Olinville  avenue  (Bock 
No.  4338,  Lot  Nos.  12,  20,  22,  24,  27,  29,  31  and 
33),  Borough  of  The  Bronx. 

.PPEARANCES — 

For  Applicant :  Henry  Nordheim,  G.  B.  Fargis  and 
Clifford  Adee. 

For  Opposition  :  S.  M.  Birnbaum. 

•  For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

>CTION  Ob'  BOARD — Laid  over  to  November  10,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


39-42-BZ. 

.PPLICANT — Edwin  H.  Thatcher,  for  Polytechnic  Insti¬ 
tute  of  Brooklyn,  owner. 

UBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

REMISES  AFFECTED — 244-266  Fourth  street,  south 
side,  97  ft.  IOJ2  in.  east  of  Fourth  avenue  and  275- 
399  Fifth  street  (Block  No.  984,  Lot  Nos.  11  and 
22),  Borough  of  Brooklvn. 

PPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

iCTION  OF  BOARD — Laid  over  to  November  4,  1942  at 
10  A.  M.  on  written  request  of  applicant. 


176-22  BZ. 

PPLICANT — Tobias  Goldstone,  for  Rubar  Realty  Corpo¬ 
ration,  owner. 

UBJECT — Application  reopened  September  22,  1942  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  alteration  and  change  of  use 
of  a  building  from  public  garage  for  more  than 
five  (5)  motor  vehicles  to  public  garage  for  more 
than  five  (5)  motor  vehicles  and  a  newspaper  dis¬ 
tributing  station,  which  will  include  the  storage  of 
more  than  five  (5)  motor  vehicles. 

REMISES  A FFECT ED— 204-210  Saratoga  avenue  and 
29-37  Hull  street,  northwest  corner  (Block  No. 
1531,  Lot  No.  38),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

For  Opposition:  Benjamin  Grindrod,  Max  Weid- 
meyer,  Robert  Weidmeyer  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  riON  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1076-22-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  under  section  7-g  of  the  zoning 
resolution,  was  granted  by  the  Board  on  November  28, 
1922,  on  certain  conditions,  affecting  premises  204-210  Sara¬ 
toga  avenue  and  29-37  Hull  street,  northwest  corner  (Block- 
No.  1531,  Lot  No.  38),  Borough  of  Brooklyn;  and 
Whereas,  Tobias  Goldstone,  for  Rubar  Realty  Corpora¬ 
tion,  present  owner,  requested  a  reopening  of  the  application 
and  an  amendment  of  the  resolution,  to  permit  the  alteration 
and  change  of  use  of  this  building  from  a  public  garage  for 
more  than  five  (5)  motor  vehicles  to  a  public  garage  for 
more  than  five  (5)  motor  vehicles  and  a  newspaper  distrib¬ 
uting  station,  which  will  include  the  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  September  22,  1942,  and  set  for  hearing  on  Octo¬ 
ber  14,  1942 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  27,  1942,  by  the  Board  of  Standards  and  Ap¬ 
peals,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Hull  street,  Saratoga  avenue  and  Ful¬ 
ton  street  are  in  business  use  districts;  MacDougal  street  is 
in  business  and  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  14,  1942,  re  Alt.  Applic.  No.  2132-42,  reads: 
“Proposed  change  of  occupancy  from  that  originally 
approved  by  the  Board  of  Standards  and  Appeals  to  be 
referred  back  to  the  Board  for  consideration.” 

and 

Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
a  firewall  dividing  the  building  at  approximately  99  ft.  west 
of  Saratoga  avenue  building  line  and  occupy  the  rear  portion 
west  of  the  proposed  wall  as  a  storage  garage  for  twenty- 
five  (25)  cars  and  the  front  portion,  facing  on  Saratoga 
avenue,  as  a  newspaper  distributing  station  and  as  a  storage 
garage  for  ten  (10)  cars,  which  cars  are  to  be  used  solely 
for  the  distributing  of  newspapers  and  for  offices  in  con¬ 
nection  with  said  newspaper  distributing  business ;  and 

Whereas,  the  applicant  contends  that  by  subdividing  the 
building  and  the  change  of  use  of  the  front  portion  to  a 
use  which  will  be  a  conforming  use  other  than  the  storage 
of  ten  cars  and  the  reduction  in  storage  and  in  the  traffic 
of  27  automobiles,  which  formerly  occupied  the  front  por¬ 
tion,  the  condition  of  the  occupancy  and  use  of  the  building 
will  be  improved;  that  a  survey  of  the  surrounding  property 
indicates  that  conditions  have  not  changed  since  the  grant¬ 
ing  of  the  original  variance  by  the  Board,  that  in  view  of 
these  facts,  it  is  requested  the  Board  grant  a  modification 
and  amendment  of  the  original  resolution,  so  as  to  permit 
the  alteration  and  use  of  the  building,  as  proposed ;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  28,  1922,  by 
adding  thereto : 

“That  in  the  event  the  owner  desires  to  occupy  the 
building  in  part  as  a  storage  garage  toward  the  westerly 
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end  and  for  the  nczvspapcr  distributing  station  and 
storage  o)  cars  used  in  connection  therewith  toward  the 
easterly  end ,  as  indicated  on  revised  plans  marked  Re¬ 
ceived'  October  26,  1942”,  such  occupancy  may  be  per¬ 
mitted,  provided  the  middle  doorway  on  Hull  street  is 
blocked  up;  that  the  entrance  for  the  distributing  sta¬ 
tion  shall  be  normally  through  the  easterly  doorway  on 
Hull  street;  that  the  existing  doorway  on  Saratoga 
avenue  shall  be  used  only  for  emergency  use  and  shall 
be  normally  kept  closed;  that  there  shall  be  constructed 
along  the  northerly  wall  inside  the  building,  a  concrete 
bumper  8  in.  in  height  and  12  in.  in  width  along  the 
wall  for  a  distance  of  approximately  35  ft.,  equivalent 
to  the  depth  of  the  adjoining  residential  building  to  the 
north;  that  the  distributing  tables  shall  be  made  of  in¬ 
combustible  materials,  with  no  table  placed  nearer  to  the 
north  wall  than  one  foot;  that  the  existing  gasoline 
p-umps  may  be  relocated,  so  that  one  pump  shall  be 
near  the  doorzvay  to  Hull  street  toward  the  east  and  one 
near  the  doorzvay  to  the  storage  garage  to  the  zvest; 
that  such  pumps  shall  be  located  so  as  to  be  at  least 
tzoo  feet  azvay  from  the  line  of  the  jamb  of  the  door 
as  extended  and  shall  be  protected  zvith  concrete  curb¬ 
ing  to  prevent  damage  to  the  pump;  that  a  masonry  wall 
shall  be  constructed  from  floor  to  ceiling  for  the  full 
height  of  the  building  to  separate  the  westerly  space  to 
be  occupied  as  a  storage  garage  from  the  easterly  space 
to  be  occupied  for  newspaper  distribution;  that  such 
wall  shall  be  fire-stopped  through  to  the  roof  boarding; 
that  there  shall  be  constructed  in  such  wall  a  fire-door 
approved  for  1^2  hours  at  either  side  of  such  zvall  to 
provide  a  second  means  of  exit  but  normally  kept  closed; 
that  there  shall  be  no  loading  or  unloading  of  nezvs- 
papers  other  than  inside  the  easterly  portion  of  the 
building;  that  no  motor  vehicles  used  in  such  distribu¬ 
tion  service  shall  be  at  any  time  parked  outside  opposite 
adjoining  buildings;  that  the  zvork  of  distributing  nezvs- 
papers  shall  be  maintained  zvith  as  little  noise  as  pos¬ 
sible  so  as  to  be  reasonably  unobjectionable  to  adjoining 
occupancies ;  that  no  openings  shall  be  constructed  in  the 
northerly  or  westerly  walls;  that  no  repairing  of  motor 
vehicles  shall  be  performed  on  the  premises;  that  no 
gasoline  shall  be  sold  to  passing  motor  vehicles,  except 
'from  the  pump  located  in  the  storage  garage  portion  of 
the  premises;  that  all  permits  required  shall  be  obtained 
and  all  zvork  completed  within  six  (6)  months  from  the 
date  of  this  amended  resolution.” 


217-42-BZ. 

APPLICANT— Henrv  Nordheim,  for  Mollie  Barth,  owner. 
SUB  I ECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 1S8  East  205th  street,  south 
side,  80  ft.  east  of  Grand  concourse  (Block  No. 
3311,  Lot  No.  105),  Borough  of  The  Bronx. 

APPEARANCES—  . 

For  Applicant:  Henry  Nordheim  and  Mollie  Barth. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  ^ 

THE  RESOLUTION  (217-42-BZ) 

Whereas,  Henry  Nordheim,  for  Mollie  Barth  owner,  filed 
March  18,  1942,  an  application  under  section  71  i  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 


ing  and  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises:  158  East  205th  street,  south  side,  80  ft.  east  of  Grand 
Concourse  (Block  No.  3311,  Lot  No.  105),  Borough  of  The 
Bronx;  and  fl 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  27,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  205th  street  and  Grand  Concourse 
are  in  a  residence  use  district ;  East  204th  Street  is  in  a  busi¬ 
ness  use  district ;  and  1 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  5,  1942,  reads : 

“Please  be  advised  that  your  application  for  a  certifi¬ 
cate  of  occupancy  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  at  the  above  premises,  is 
denied,  as  : 

1.  Premises  are  located  partly  in  a  residence  district 
and  partly  in  a  business  district,  where  such  use  is  pro¬ 
hibited  by  Art.  2,  Sections  3  and  4,  respectively,  of  the 
Zoning  Resolution  of  the  City  of  New  York.” 

and 

Whereas,  the  applicant  states  that  the  premises  have  a 
frontage  of  53  ft.  on  East  205th  street  and  a  depth  ol  130  ft., 
an  irregular  shaped  area  at  rear  of  plot  (having  a  depth  of 
approximately  18  ft.)  is  located  in  a  business  use  district; 
that  the  remainder  of  the  plot  is  in  a  residence  use  district;1 
that  upon  the  plot  are  located  a  2-story  frame  dwelling,  a 
2-car  metal  garage  and  a  2-car  masonry  garage;  that  it  is 
proposed  to  use  part  of  the  vacant  portion  of  the  plot  for  a1 
term  of  two  (2)  years  for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  Board  found  that  Certificate  of  Occupancy, 
No.  886,  issued  December  11,  1928,  filed  by  the  applicant  does 
not  apply  to  the  premises  in  question,  but  apparently  applied 
to  a  garage  formerly  erected  on  the  adjoining  lot,  No.  1 07, 
and  which  was  demolished  upon  erection  of  the  present  multi¬ 
ple  dwelling  on  the  plot  and  should  now  be  cancelled ;  and  ' 
Whereas,  Certificate  of  Occupancy  No.  990  was  issued 
August  18,  1922,  against  N.B.  Application  No.  804-22  for  thri 
existing  two-car  metal  garage  now  on  the  front  of  lot  105, 
but  no  permit  or  certificate  of  occupancy  appears  to  have 
been  issued  for  the  two-car  masonry  garage  behind  the 
metal  garage ;  and 

Whereas,  the  premises  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  *i 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  h  of  the  zoning  resolution.  1 1 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7-h  thereof  for  i 
term  of  two  (2)  years  from  the  date  of  this  resolution,  tc, 
permit  the  unbuilt-upon  portion  of  the  premises  to  be  occu¬ 
pied  for  the  parking  and  storage  of  not  over  ten  (10)  motor 
vehicles  in  addition  to  the  storage  in  existing  garages,  or 
condition  that  such  cars  parked  or  stored  shall  be  of  th( 
pleasure-car  type  only  and  only  those  in  condition  for  oper 
ation ;  that  the  premises  shall  be  maintained  in  a  neat  condi 
tion  and  adequately  fenced ;  that  an  adequate  barricade  o- 
fence  shall  be  maintained  toward  the  rear  of  the  plot  at  tin 
top  of  the  sloping  portion;  that  no  signs  shall  be  erected  oi 
the  premises  advertising  the  parking  and  storage  use,  excep 
there  may  be  a  sign  at  the  entrance,  advertising  such  use  an< 
the  rates  charged,  provided  the  sign  does  not  exceed  ten  (10 
square  feet  in  area;  that  the  existing  curb  cut  may  be  main 
tained  and  shall  not  be  increased;  that  all  permits  require 
shall  be  obtained  and  all  work  completed  within  three  (3 
months  from  the  date  of  this  resolution. 


558-42-BZ. 

APPLICANT — Fairgate  Holding  Corporation,  owner.  I 
SUBJECT — Application  (re  decision  of  the  borough  super 
intendent)  under  section  7h  of  the  zoning  resolutior 
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lo  permit  partly  in  a  retail  use  and  partly  in  a 
residence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

’REMISES  AFFECTED — 96-05  63rd  road,  northeast  cor¬ 
ner  of  96th  street  (Block  No.  2085,  Lot  Nos.  155, 
157,  159  and  101),  Rego  Park,  Borough  of  Queens. 
\  PP  EAR ANC ES — 

For  Applicant:  Francis  Finkelhor  and  A.  J.  Jin- 
ishian. 

For  Opposition ;  None. 

For  Administration:  Fred  Dahlem  and  Joseph  A. 
Burke,  Dep’t  of  Housing  and  Buildings. 
\CTION  OF  BOARD — Application  granted  on  condition. 
JTHE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

I'HF.  RESOLUTION  ( 558-42- BZ) 

Whereas,  Fairgate  Holding  Corporation,  owner,  filed  July 
3,  1942,  an  application  under  section  7h  of  the  zoning  reso- 
ution,  to  permit  partly  in  a  business  use  and  partly  in  a 
esidence  use  district,  for  a  term  of  two  (2)  years,  the  park- 
ng  and  storage  of  more  than  five  (5)  motor  vehicles;  prem- 
ses  96-05  63rd  road,  northeast  corner  of  96th  street  (Block- 
Jo.  2085,  Lot  Nos.  155,  157,  159  and  101),  Rego  Park,  Bor¬ 
ough  of  Queens ;  and 

\\  hereas,  a  public  hearing  was  held  on  this  application  by 
he  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  27,  1942  after  due  notice  by  publication  in  the 
lulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
esolution  show  that  63rd  road  is  in  a  business  and  retail  use 
district ;  96th  street,  is  in  a  residence,  business  and  retail 
ise  district ;  97th  street  is  in  a  residence  and  business  use 
listrict ;  and  62nd  drive  is  in  a  residence  and  retail  use  dis- 
rict ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
lated  June  26,  1942,  on  Misc.  Applic.  No.  3420-42,  reads: 

“1.  The  use  of  these  premises  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  in  a  business 
district  and  extending  into  a  residence  district,  is  con¬ 
trary  to  Art.  2,  Sec.  3  and  4a,  Subdivision  15  of  the 
i  zoning  resolution.  Not  further  considered.” 

.nd 

Whereas,  the  applicant  states  that  the  premises  consist 
>f  a  plot  of  ground  having  a  frontage  of  105  ft.  on  63rd 
oad  and  232  ft.  on  96th  street,  that  the  northerly  part  of 
he  plot  extends  into  a  residence  use  district  for  a  distance 
■f  approximately  132  ft.,  the  remainder  is  in  a  business  use 
listrict;  that  it  is  proposed  to  use  the  plot,  for  a  term  of 
wo  years,  for  parking  and  storage  of  more  than  five  motor 
ehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
nspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
n  which  to  exercise  its  discretion  to  grant  a  variance  under 
ection  7,  subdivision  h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lerebv  make  a  variation  in  the  application  of  the  use  dis- 
listrict  regulations  of  the  zoning  resolution  and  that  the 
‘•pplication  be  and  it  hereby  is  granted  under  section  7h 
hereof  for  a  term  of  two  (2)  years  from  the  date  of  this 
esolution,  to  permit  the  parking  and  storage  of  more  than 
ive  (5)  motor  vehicles  on  lots  101,  155,  157  and  159  of 
Hock  No.  2085,  on  condition  that  the  entire  plot  shall  be 
traded  substantially  to  the  grade  of  63d  road  and  shall  be 
urfaced  with  clean  gravel,  steam  cinders  or  other  suitable 
naterial  properly  rolled  and  treated  with  an  asphalt  binder : 
hat  there  shall  be  maintained  on  the  interior  lot  lines  and 
treet  building  line,  a  substantial  fence  not  less  than  5  feet  in 
leight ;  that  such  fence  may  be  of  wood  and  along  63d 
•oad  and  for  a  distance  of  100  feet  down  96th  street  and 
•hall  be  of  the  picket  type;  that  such  fence  shall  be  kept 
>ainted  and  maintained  in  good  structural  condition ;  that 


entrance  to  the  premises  shall  be  solely  from  96th  street 
with  two  entrances,  each  not  over  15  feet  in  width,  one  to¬ 
ward  the  north  and  one  toward  the  south  with  curb-cuts 
opposite  of  similar  width;  that  proper  aisles  shall  be  main¬ 
tained  at  all  times  for  easy  entrance  and  egress ;  that  dur¬ 
ing  the  term  of  this  variance,  the  premises  shall  be  used 
for  no  other  use  and  no  cars  shall  be  stored  thereon  except 
those  of  the  pleasure-car  type  and  those  in  operable  condi¬ 
tion ;  that  no  building  shall  be  erected  on  the  premises,  ex¬ 
cept  there  may  be  erected  a  building  not  over  100  sq.  ft.  in 
area  or  one  story  in  height,  to  be  occupied  solely  as  an 
office  and  shelter  for  the  attendant;  that  such  building  may 
be  of  frame  and  located  near  the  proposed  southerly  en¬ 
trance  substantially  where  shown  on  plans  filed  with  this 
application;  that  no  parking  shall  be  maintained  within  the 
bed  of  96th  street;  that  no  signs  shall  be  erected  on  the 
premises,  except  there  may  be  a  sign  attached  to  the  fence 
near  63d  road,  advertising  the  parking  and  storage  use, 
provided  such  sign  is  not  over  15  sq.  ft.  in  area,  does  not 
extend  beyond  the  building  line  and  is  not  illuminated  and 
advertises  only  the  parking  and  storage  use  and  the  rates 
charged;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

673-42-A. 

APPLICANT — Tobias  Goldstone,  for  Rubar  Realty  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 204-210  Saratoga  avenue  and 
29  Hull  street,  northwest  corner  (Block  No.  1531, 
Lot  No.  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

For  Opposition :  Benjamin  Grindrod,  Max  Weid- 
meyer,  Robert  Weidmeyer  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

'THE  RESOLUTION  (673-42-A) 

Whereas,  Tobias  Goldstone,  for  Rubar  Realty  Corpora¬ 
tion,  owner,  filed  on  September  14,  1942,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises : 
204-10  Saratoga  avenue,  and  29-37  Hull  street,  northwest 
corner  (Block  No.  1531,  Lot  No.  38),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  19,  1942,  on  Alt.  Applic.  2132-42  reads: 
“Proposed  to  store  newspapers  in  a  divided  form  where 
volatile  oils  are  stored,  is  contrary  to  Ch.  19.149.0,  Ch. 
19.65  of  the  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (15  ft.)  in  height,  73  ft.  11  in.  by  150  ft.  in  area,  of 
class  3  construction,  located  in  a  business  use  district,  erected 
in  1923  and  occupied:  cellar — boiler  room;  1st  floor — storage 
garage  for  more  than  5  cars;  proposed  to  be  used:  cellar- 
same;  1st  floor — storage  garage  and  newspaper  distributing 
station ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  erected  under  N.  B.  Applic.  No.  806-23,  pursuant  to 
a  variance  granted  by  the  Board  under  Cal.  No.  1076-22-BZ 
and  two  550  gallon  gasoline  storage  tanks  and  two  approved 
pumps  were  installed;  that  it  is  proposed  to  sub-divide  .this 
building  by  a  fire  wall  and  to  use  the  rear  portion  for  the 
storage  garage  for  approximately'  25  cars  and  the  front 
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portion  of  the  building  as  a  newspaper  distributing  station 
and  for  the  storage  of  10  automobiles,  which  automobiles 
are  to  be  used  in  the  conduct  of  the  newspaper  distributing 
business;  that  it  is  proposed  to  relocate  the  present  pump 
in  the  rear  portion  of  the  building  and  to  allow  the  present 
pump  to  remain  at  the  front  of  the  building;  that  the 
relocated  pumps  will  serve  the  automobiles  stored  in  the 
storage  portion  of  the  building  and  the  front  pump  will  be 
used  for  serving  gasoline  to  the  automobiles  stored  in  the 
front  portion  of  the  building;  that  all  newspapers  will  be 
received  at  the  front  of  the  building  and  will  be  sorted  and 
counted  therein ;  that  there  will  be  no  waste  paper  left  on  the 
premises  at  any  time  and  all  newspaper  returns  will  he 
immediately  dispatched  to  the  publishers ;  that  all  newspapers 
will  be  removed  from  the  premises  within  a  few  hours  after 
receipt ;  that  it  is  absolutely  essential  for  the  applicant  to 
store  gasoline  in  the  transacting  of  his  business. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  #2132-42,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  requirements  of  the  amended  resolution  adopted  this 
day  under  Cal.  No.  1076-22-BZ  shall  be  complied  with  and 
that  no  volatile  oil  shall  be  stored  in  the  building,  except 
that  gasoline  may  be  stored  in  tanks  installed  in  accordance 
with  the  requirements  and  except  in  the  tanks  of  the  motor 
vehicles  stored  on  the  premises;  that  no  lubricating  oil  or 
grease  shall  be  stored  in  the  portion  of  the  building  pro¬ 
posed  to  he  occupied  as  a  distributing  station  for  newspapers. 


Adjourned:  11:50  A.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  27,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

177-42-BZ. 

APPLICANT — Lama  and  Proskauer,  for  John  F.  Mc¬ 
Kenna,  owner. 

SUBJECT — Application  for  consideration  on  a  new  pro- 
posal  (re  decision  of  the  borough  superintendent) 
under  section  21  of  the  zoning  resolution,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  business 
building  (stores,  bowling  alleys  and  skating  rink)  ; 
the  proposed  building  does  not  comply  with  section 
19h  of  the  zoning  resolution  (previously  granted  on 
condition  for  a  term  of  two  (2)  years  re  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 582-610  86th  street,  southeast 
corner  of  Gatling  place  (Block  No.  6054,  Lot  Nos. 
19,  20,  22  and  27),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


504-27-BZ. 

APPLICANT — Colonial  Beacon  Oil  Company,  for  Hanlyn 
Realty  Corporation,  owner. 


SUBJECT— Application  for  consideration — reopening  an 
extension  of  time — re  Application  (decision  of  tl 
acting  borough  superintendent)  previously  grante 
on  condition,  under  section  7c  of  the  zoning  resoh 
lion,  permitting  in  a  business  use  district,  the  alter; 
tion  and  reconstruction  of  a  gasoline  station,  prev 
ously  granted  by  the  Board,  so  as  to  include 
lubritorium  and  auto  laundry  and  also  the  use  c 
part  of  the  plot  for  parking  and  storage  of  moi 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 200-218  West  230th  street  an 
5485  Broadway,  southwest  corner  (Block  No.  340: 
Lot  No.  652),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  time  e> 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME—  . 
Affirmative :  Chairman  Murdock,  Commissioners  j 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative:  . 1 

THE  RESOLUTION  (504-27-BZ) 

Whereas,  this  application,  to  permit  in  a  business  m 
district,  the  erection  and  maintenance  of  a  gasoline  servic 
station,  affecting  premises  200-218  West  230th  street  an 
5485  Broadway,  southwest  corner  (Block  No.  3402,  Lot  N? 
652),  Borough  of  The  Bronx,  was  granted  by  the  Boai 
on  October  28,  1927;  resolution  amended  October  28,  194 
resolution  further  amended  and  plans  approved,  December  h 
1941,  and  applicant  requested  an  extension  of  time  to  obtai 
permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  do( 
hereby  amend  the  resolution  of  October  28,  1927,  as  amende 
October  28,  1941,  and  December  16,  1941,  only  in  so  far  ; 
it  has  reference  to  the  completion  of  the  work,  so  that  ; 
amended,  this  portion  of  the  resolution  shall  read: 

“that  all  permits  shall  be  obtained  and  all  work  con 
pleted  within  one  (1)  year  from  the  date  of  th 
amended  resolution.” 


158-36-BZ. 

APPLICANT — Francis  Finkelhor,  for  Gustave  Linde' 
lessee  (City  of  New  York,  present  owner). 
SUBJECT — Application  for  consideration — reopening  ar 
extension  of  permit — re  Application  (decision  ( 
the  commissioner  of  buildings)  previously  grantf 
on  condition,  under  section  7h  of  the  zoning  res' 
lution,  for  a  period  of  two  (2)  years,  the  parkir 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 83-26  Austin  street,  south  sid 
180  ft.  east  of  Lefferts  botdevard  (Block  No.  333 
part  of  Lot  No.  25),  Kew  Gardens,  Borough  ( 
Queens. 

APPEARANCES— 

For  Applicant :  Francis  Finkelhor. 

ACTION  OF  BOARD- -Application  reopened  and  pern- 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMED 
Affirmative:  Chairman  Murdock,  Commissioners 
•Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative:  . 

THE  RESOLUTION  (158-36-BZ) 

Whereas,  Gustave  Lindell,  for  Kew  Club  Realty  Corpor 
tion,  owner,  filed,  May  29,  1936,  an  application  under  secti< 
7h  of  the  zoning  resolution,  to  permit  in  a  business  u 
district  the  storage  and  parking  of  more  than  five  (5)  mot 
vehicles;  premises:  83-26  Austin  street,  south  side,  180  : 
east  of  Lefferts  boulevard  (Block  No.  3338,  part  of  Lot  N 
25),  Kew  Gardens,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Boa 
November  24,  1936,  on  certain  conditions,  permit  extend 
September  27,  1938  and  September  10,  1940;  and 
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I  Whereas,  Francis  Finkelhor,  for  Gustave  Lindcll,  lessee 
(City  of  New  York,  present  owner),  requested  a  further 
(extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  of  No¬ 
vember  24,  1936,  as  amended  on  September  27,  1938  and 
■September  10,  1940,  only  so  far  as  it  has  reference  to  term 
(of  permit,  so  that  as  amended  that  portion  of  the  resolution 
shall  read : 

"granted,  under  section  7,  subdivision  h,  for  a  term  of 
two  (2)  years,  from  the  date  of  this  amended  resolu¬ 
tion.” 


615-37-BZ. 

APPLICANT — Joseph  Maggio,  lessee,  for  Beers  Trusts 
(Lucius  H.  Beers  and  Sherman  Baldwin,  trustees), 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7b  of  the  zoning  resolution, 
permitting  for  a  temporary  term  of  two  (2)  years, 
in  a  retail  use  district,  the  storage  and  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 456-460  West  41st  street,  south 
side,  100  ft.  east  of  Tenth  avenue  (Block  No.  1050, 
Lot  Nos.  59,  60  and  60^4 ),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  Maggio. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Qiief  Murphy  4 
Negative:  .  0 

l'HE  RESOLUTION  (615-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
esolution,  to  permit  in  a  retail  use  district  the  parking  and 
torage  of  more  than  five  (5)  motor  vehicles,  premises 
(56-460  West  41st  street,  south  side,  100  ft.  east  of  Tenth 
fivenue  (Block  No.  1050,  Lot  Nos.  59,  60  and  OO1/^),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  June  21,  1938, 
,>n  certain  conditions,  permit  extended  November  13,  1940, 
knd  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
(icreby  amend  the  resolution  adopted  on  June  21,  1938,  as 
intended  on  November  13,  1940,  only  so  far  as  it  refers  to 
die  term  of  the  permit,  so  that  as  amended  this  portion  of 
lie  resolution  shall  read : 

“granted,  under  section  7h  thereof,  for  a  temporary 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution.'’ 


1183-39-BZ. 

APPLICANT — Thomas  F.  McCarthy,  for  Stephen  Mauri- 
ello,  present  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  period  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

’REMISES  AFFECTED— 3057  Webster  avenue,  north 
side,  298.78  ft.  east  of  Mosholu  Parkway  North 
(Block  No.  3331,  Lot  No.  73),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (1183-39-BZ) 

Whereas,  Henry  Nordheim,  for  Josephine  Mauriello, 
owner,  filed  September  26,  1939,  an  application  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  3057  Webster  avenue,  north  side,  298.78  ft.  east  of 
Mosholu  Parkway  North  (Block  No.  3331,  Lot  No.  73), 
Borough  of  The  Bronx ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
October  1,  1940,  on  certain  conditions  and  applicant  requested 
an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  1,  1940,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

“granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


1493-39-BZ. 

APPLICANT — Henry  W.  S.  Bangert,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  (2)  years,  the  transient  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 88-05  to  88-11  168th  place,  east 
side,  37.50  ft.  south  of  88th  avenue  (Block  No. 
9820  (892),  Lots  Nos.  38  and  41),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Henry  W.  S.  Bangert. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  A^OTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1493-39-BZ) 

Whereas,  Valentine  Bangert,  for  Henry  W.  S.  Bangert, 
owner,  filed  December  11,'  1937,  application  under  section 
7h  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  88-05  and  88-11  168th  place,  east  side, 
37.50  ft.  south  of  88th  avenue  (Block  No.  9820  (892),  Lot 
Nos.  38  and  41),  Jamaica,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
November  13,  1940,  on  certain  conditions  and  applicant  re¬ 
quested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  13,  1940,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  to  per¬ 
mit  *  *  *” 

493-41-BZ. 

APPLICANT — Colonial  Beacon  Oil  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  an  accessory  building  on  an  ex¬ 
isting  gasoline  service  station. 
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PREMISES  AFFECTED— 2322-2326  First  avenue  and  401  . 
blast  119tli  street,  northeast  corner  (Block  No. 
1807,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLTION  (493-41-BZ) 

Whereas,  Joseph  B.  Lynch,  for  Colonial  Beacon  Oil 
Company,  owner,  filed  May  31,  1941,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  an  accessory 
building  on  an  existing  gasoline  service  station;  premises 
2322-2326  First  avenue  and  401  East  119th  street,  northeast 
corner  (Block  No.  1807,  Lot  No.  1),  Borough  of  Manhattan; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
September  30,  1941,  on  certain  conditions  and  applicant  re¬ 
quested  an  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  30,  1941,  only  in 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  the  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


762-41-BZ. 

APPLICANT — Arthur  Harris  (lessee),  for  The  Guardian 
Life  Insurance  Company  of  America,  owner. 
SUBJECT— Application  for  consideration — reopening  and 
extension  of  time— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  the  alteration  and  conversion  of 
occupancy  of  part  of  an  existing  building,  located 
partly  in  a  business  use  and  partly  in  a  residence 
use  district,  to  a  public  restaurant;  also  the  pro¬ 
posed  alteration  does  not  comply  with  the  building 
zone  resolution  as  to  the  location  of  entrances  to 
and  show  windows  in  the  proposed  business  use. 
PREMISES  AFFECTED — 82-84  Pierrepont  street  and  178 
Henry  street,  southwest  corner  (Block  No.  242, 
Lot  No.  37),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arthur  Harris. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (762-41-BZ) 

Whereas,  this  application,  to  permit  the  alteration,  con¬ 
version  of  occupancy  of  part  of  an  existing  building  located 
partly  in  a  business  use  district  and  partly  in  a  residence  use 
district,  to  a  public  restaurant ;  also  the  proposed  alteration 
does  not  comply  with  the  requirements  of  the  building  zone 
resolution  as  to  the  location  of  entrances  to  and  show  win¬ 
dows  in  the  proposed  business  use;  premises  82-84  Pierre¬ 
pont  street  and  178  Henry  street,  southwest  corner  (Block- 
No.  242,  Lot  No.  37),  Borough  of  Brooklyn,  was  granted 
by  the  Board  January  27,  1942,  on  certain  conditions,  under 
section  7e  of  the  zoning  resolution,  time  extended  April  28, 
1942  and  applicant  requested  a  further  extension  of  time  to 
complete  the  work ;  and 


Whereas,  the  applicant  states  that  all  of  the  requirements 
of  the  Board’s  resolution  adopted  January  27.  1942,  as 
amended  April  28,  1942,  have  been  complied  with  and  that 
the  only  work  remaining  to  be  done  is  additional  work  not 
required  under  the  Board’s  resolution,  and  that  all  permits 
have  been  obtained.  j 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  27,  1942, 
as  amended  April  28,  1942,  only  so  far  as  it  has  reference  to 
completion  of  the  work,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read  :  _ 

“that  all  work  shall  be  completed  within  three  (31 
months  from  the  date  of  this  amended  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS.  • 

439-42-A. 

APPLICANT— 15-17  West  84th  street,  Incorporated,  owner 
(Herman  Mermeistein,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 15  West  84th  street,  north  side, 
220  ft.  west  of  Central  Park  West  (Block  No.  1198, 

'  Lot  No.  23);  (1st  floor  west— front  room),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  C.  Kane. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Hearing  closed.  Appeal  laid  ovei 
for  decision  by  the  Board;  no  date  set. 


746-42-A. 

APPLICANT— Rodney  M.  Ollinger,  for  Wood-Dolsor| 
Co.,  Inc.,  owner.  _  I 

SUBIECT — Appeal  from  an  order  and  a  decision  of  tlu 
fire  commissioner. 

PREMISES  AFFECTED— 241  West  72nd  street,  nortl 
side,  280  ft.  5J4  in.  west  of  Broadway  (Block  No 
1164,  Lot  No.  15),  Borough  of  Manhatan. 

APPEARANCES—  !  i 

For  Applicant:  Joseph  G.  Jatfe,  Rodney  M.  Ollin 
ger  and  W.  H.  Peepels. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1943,  foi 
further  consideration  by  the  Board  after  Mr.  Ollin 
ger  has  taken  a  Civil  Service  Examination  am 
obtained  a  certificate  from  the  Boiler  Squad,  ane 
on  the  understanding  that  the  system  shall  no 
be  operated  but  that  the  refrigerant  shall  be  pumper 
down  into  the  receiver. 


182-42-A. 

APPLICANT — New  York  Tribune,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  am 
restoration  to  calendar — re  Appeal  from  an  orde 
and  decisions  of  the  fire  commissioner  (previoush 
withdrawn). 

PREMISES  AFFECTED— 242  West  41st  street,  south 
side,  300  ft.  east  of  Eighth  avenue  (Block  Nc 
1012,  Lot  No.  49),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  E.  G.  Manion. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  t 
the  Calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners  i 
Savage  and  Blum  and  Deputy  Chief  Murphy  < 
Negative:  .  , 


706-42-A. 

APPLICANT — Elias  K.  Herzog,  for  New  York  City  Om 
nibus  Corporation,  owner  (West  Shore  Servic 
Station,  Incorporated,  lessee). 
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UBJ  HCT — Appeal  from  a  decision  of  the  borough  super- 

,  1  intendent. 

PREMISES  AFFECTED — 653  West  42nd  street,  north¬ 
west  corner  of  12th  avenue  (Block  No.  1090,  Lot 
No.  1),  Borough  of  Manhattan. 

\  1  *1  ’  E  A  R  AN  C  ES — 

For  Applicant :  None. 

[ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


30-42-A. 

APPLICANT — Morris  Sendar,  for  127  Fourth  Avenue 
Corporation,  owner  (Sendar  and  Kay  Company, 
Incorporated,  lessee ) . 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 127-133  Fourth  avenue  and  100- 
104  East  13th  street,  southeast  corner  (Block  No. 

558,  Lot  Nos.  7  and  10),  Borough  of  Manhattan. 

'appearances — 

For  Applicant :  Daniel  J.  Levowits,  Morris  Sendar 
and  Joseph  Lau. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

|THE  RESOLUTION  (80-42-A) 

Whereas,  Morris  Sendar,  for  127  Fourth  Avenue  Corp., 
owner  (Sendar  and  Kay  Co.,  Inc.,  lessee),  filed  January  26, 
1942.  an  appeal  from  an  order  and  decision  of  the  lire 
[commissioner,  premises  127-133  Fourth  avenue  and  100-J04 
East  13th  street,  southeast  corner  (Block  No.  558,  Lot  Nos. 

7  and  10),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  8941 -LF,  issued  by  the  fire  com¬ 
missioner  June  19,  1940,  reads: 

“1.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire  satisfactory 
to  the  Fire  Commissioner  in  cellar.  C 19- 161 .0,  Adm. 
Code.” 

[and 

i  Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  30,  1941,  reads: 

“In  reference  to  your  request  to  accept  an  opening 
from  sidewalk  to  cellar  in  lieu  of  the  automatic  sprin¬ 
kler  system  required  by  item  1  or  Order  8941 -LF,  an 
inspection  has  been  made  and  the  proposed  opening  is 
not  considered  adequate,  your  request  must  therefore  be 
denied.” 

;and 

Whereas,  the  applicant  states  the  building  is  7  stories 
(84  ft.  8  in.)  in  height,  75  ft.  by  91  ft.  7  in.,  irregular,  in 
area;  of  Class  3  construction;  erected  in  1895;  located  in  a 
’business  district ;  occupied :  cellar,  storage,  shipping,  2  per¬ 
sons;  1st  floor,  salesroom,  office,  8  persons;  2nd  floor  to  7th 
floor,  warehouse,  1  person  per  floor,  for  which  no  certificate 
of  occupancy  has  been  issued ;  and 
Whereas,  the  applicant  contends  the  building  is  equipped 
with  a  standpipe  system,  is  occupied  by  one  tenant  through¬ 
out  in  business  of  distribution  of  china  and  glassware;  that 
the  six  upper  floors  are  used  for  warehouse  purposes ;  that 
the  2nd  floor  is  used  for  salesroom  and  office  and  cellar 
is  used  for  shipping  and  warehouse  purposes;  that  the  cost 
of  installing  a  sprinkler  system  in  the  cellar  would  be  pro¬ 
hibitive;  that  in  lieu  of  installing  same,  it  is  proposed  to 
construct  a  fireproof  stairway  from  cellar  to  street  on  the 
Fourth  avenue  side  of  building,  as  shown  on  plans  filed 
with  this  appeal,  thus  giving  direct  access  from  the  cellar 
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to  the  street;  that  in  addition  thereto,  such  packing  material 
as  may  be  used  in  the  cellar,  will  be  kept  in  all-metal  con¬ 
tainers;  that  there  are  16  water  pails  and  fire  extinguishers 
on  each  floor  of  the  building,  including  the  cellar. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  8941-LF,  Obj.  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  (/ranted  on  condition  that 
the  existing  exits  consisting  of  two  stairways  from  the  13th 
Street  side  to  the  basement,  shall  be  maintained  and  in 
addition,  a  new  stairway  shall  be  constructed  substantially 
as  indicated  on  plans  filed  with  this  appeal,  marked  “Re¬ 
ceived  January  26,  1942”,  leading  from  the  main  cellar  to 
the  existing  vestibule  leading  to  Fourth  Avenue;  that  the 
proposal  as  to  maintaining  packing  material  in  the  cellar  in 
metal  containers  shall  be  complied  with ;  that  such  portable 
fire-fighting  appliances  shall  be  furnished  and  maintained  as 
the  fire  commissioner  shall  direct;  that  proper  plans  shall 
be  filed  with  the  Department  of  Housing  and  Buildings  for 
the  proposed  stairway ;  that  the  standpipe  system  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


102-42-S. 

APPLICANT — Alfred  H.  Eccles,  for  Bernadel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decisions 
of  the  borough  superintendent. 

PREMISES  AFFECT  ED — 40-09  21st  street,  east  side, 
58.22  ft.  south  of  40th  avenue  (Block  No.  410,  Lot 
No.  9),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (102-42-S) 

Whereas,  Alfred  H.  Eccles,  for  Bernadel  Realty  Cor¬ 
poration,  owner,  filed  February  3,  1942,  an  application  for 
variation  of  the  labor  law,  as  cited  in  decisions  of  the  bor¬ 
ough  superintendent;  premises  40-09  21st  street,  east  side, 
58.22  ft.  south  of  40th  avenue  (Block  No.  410,  Lot  No.  9), 
Long  Island  City,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  2,  1942,  on  Misc.  Applic.  402-41,  reads: 

“6c.  Partitions  not  made  of  incombustible  materials. 
Wood  partitions  allowed  provided  the  following  is  com¬ 
plied  with : 

1.  Automatic  sprinklers. 

2.  Space  used  for  offices  or  show  rooms. 

3.  Separated  from  other  portions  by  partitions  of 

incombustible  materials. 

(Sec.  270  sub.  6  Labor  Law)” 

and 

Whereas,  -the  decision  of  the  borough  superintendent, 
dated  October  19,  1942,  re  Misc.  Applic.  402-41,  reads: 

“9.  The  two  subdivided  floor  areas  on  the  5th  floor 
are  not  provided  with  two  means  of  egress  for  each 
of  the  two  tenants  (Sec.  270  sub.  3,  L.L.).” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  (75  ft.)  in  height,  241  ft.  11  in.  by  48  ft.  6  in.  and 
56  ft.  8  in.  in  area ;  of  Class  1  construction ;  erected  in  1920 ; 
located  in  an  unrestricted  use  district  and  occupied:  1st 
floor,  mfg.  surgical  bandages,  27  persons ;  2nd  floor,  ma¬ 
chine  shop,  59  persons ;  3d  floor,  textile  printing,  40  persons ; 
4th  floor,  woodworking  shop,  39  persons;  5th  floor,  printing- 
machine  shop,  39  persons;  6th  floor,  mfg.  electrical  appli¬ 
ances  and  novelties,  40  persons;  proposed  to  be  occupied: 
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same  on  all  floors;  number  of  persons  per  floor  as  follows: 
1st,  50;  2nd,  59;  3rd,  4th,  5th  and  6th,  50  persons  per 
floor;  that  the  building  is  equipped  with  a  sprinkler  system 
and  a  standpipe  system ;  that  there  are  two  38  in.  interior 
stairs  constructed  of  reinforced  concrete  with  6  in.  terra 
cotta  enclosures;  equipped  with  fireproof,  self-closing  doors; 
and 

Whereas,  the  applicant  contends  as  to  objection  6-c,  that 
the  partitions  are  existing  and  were  erected  prior  to  the 
time  the  present  owner  took  title  and  are  located  on  all 
floors;  that  permission  is  requested  to  continue  the  use  of 
the  combustible  partitions  on  all  floors  except  those  in  the 
office  spaces  on  the  3rd  and  6th  floors,  which  are  permitted 
hv  reason  of  the  fact  they  are  separated  from  the  rooms  in 
which  manufacturing  is  done  by  partitions  of  incombustible 
material ;  that  each  floor  is  occupied  by  a  single  tenant, 
except  the  fifth  floor  which  is  occupied  by  two  tenants;  and 

Whereas,  the  applicant  contends  as  to  Objection  No.  9, 
that  the  northerly  half  of  the  5th  floor  is  occupied  by  a 
printing  shop  with  25  persons  and  is  served  by  a  fireproof 
stairway  at  the  northwest  corner  of  the  building  and  has  a 
secondary  means  of  egress  by  means  of  an  automatic  fire 
door  leading  to  the  elevator  corridor  at  the  center  of  the 
building,  where  access  is  maintained  to  the  southerly  half 
of  the  building  through  a  similar  automatic  fire  door  and 
egress  can  be  bad  through  the  machine  shop,  which  occupies 
the  southerly  half  of  the  floor,  to  a  fireproof  stairway, 
which  serves  the  machine  shop  as  a  primary  means  of 
egress  and  that  the  secondary  means  of  egress  for  the 
machine  shop  is  through  the  same  automatic  fire  door 
elevator  corridor  and  the  second  automatic  fire  door  leading 
to  the  printing  shop  on  the  north  side  and  thence  to  the 
primary  means  of  egress  located  at  the  northwest  corner  of 
the  building,  as  shown  on  plan  filed  with  the  borough  super¬ 
intendent,  October  19,  1942;  that  the  availability  of  the 
secondary  means  of  egress  for  each  half  of  the  fifth  floor 
is  maintained  by  inspection  by  the  superintendent  of  the 
building  each  night,  to  insure  that  the  automatic  fire  doors 
leading  to  each  space  are  not  closed  unless  the  tenant  of  the 
space  at  the  opposite  end  of  the  building  has  ceased  work, 
so  that  at  all  times  during  working  hours,  each  tenant  has 
available  the  secondary  means  of  egress  through  the  eleva¬ 
tor  corridor,  as  indicated  on  plans;  that  the  space  occupied 
by  each  tenant  is  separated  from  the  balance  of  the  floor 
by  4-inch  terra  cotta  partitions  to  ceiling  and  the  small 
number  of  occupants  in  each  half  of  the  floor  would  be 
provided  a  safe  place  of  refuge  within  the  elevator  corri¬ 
dor,  even  if  the  tenant  occupying  the  other  half  of  the 
building  had  inadvertently  locked  the  fire  door ;  and 

Whereas,  Violation  No.  2726-40  issued  October  10,  1941, 
was  for  change  in  occupancy  from  factory  to  tenant  factory 
without  securing  a  new  certificate  of  occupancy  and  the 
eretion  of  partitions  subdividing  buildings  enclosing  rest 
rooms,  toilets,  offices,  etc.,  without  securing  the  approval  of 
the  Department  of  Housing  and  Buildings;  exits  obstructed 
by  partitions;  exit  lights  and  signs  not  provided;  doors  in 
partitions  not  open  in  direction  of  egress  and  not  44  inches 
wide;  and 

Whereas,  Violation  No.  2727-4(1  issued  December  29, 
1941,  was  for  erecting  combustible  partitions  in  fireproof 
building,  which  is  in  violation  of  Section  270  of  the  Labor 
Law ;  and 

Whereas,  Misc.  Applic.  402-41  was  filed  to  remove  these 
violations ;  and 

Whereas,  the  existing  Certificate  of  Occ.  Q7016B  issued 
Feb.  8,  1923,  permitted  the  use  of  the  building,  which  is 
classified  as  brick  construction,  to  be  used  as  a  loft  building 
throughout,  150  lbs.  liveload.  Number  of  occupants  per¬ 
mitted — not  stated. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  402-41,  and  the  application  be  and  it  here¬ 
by  is  granted  as  to  Objection  No.  6c,  on  condition  that  all 
wood  partitions  throughout  the  building,  not  meeting  the 
requirements  of  the  Building  Code  or  the  Labor  Law  there¬ 
for,  shall  be  removed  within  two  years  or  replaced  by 


lawful  partitions;  that  any  bins  or  racks  shall  have  a  clear 
space  over  same  of  at  least  18  inches  under  the  sprinkler; 
as  to  Objection  No.  9,  that  the  doors  in  the  partition  as 
shown  shall  be  maintained  and  left  open  at  all  times  during 
working  hours,  so  as  to  provide  a  second  means  of  exit  to 
either  portion  of  the  fifth  floor;  that  the  conditions  as  shown 
on  plans  filed  with  the  borough  superintendent  under  Misc. 
Applic.  No.  402-41,  dated  October  19,  1942,  are  considered 
as  the  basis  of  this  variance;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  other  than  as  varied  by  the 
Board  under  Cal.  No.  748-42-S ;  that  Certificate  of  Occu¬ 
pancy  No.  Q7016B  shall  be  corrected  by  the  issuance  of  a 
new  certificate,  correctly  setting  forth  the  construction  and 
height  of  the  building,  the  permitted  occupancy  per  floor 
and  the  permitted  use  of  the  building. 

646-42-S. 

APPLICANT — Levy  and  Berger,  for  Perma  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 1882-1886  86th  street  and  8602- 
8612  19th  avenue,  southwest  corner  (2nd  floor)  ; 
(Block  No.  6371,  Lot  No.  53),  Borough  of  Brook¬ 
lyn. 

APPEARANCES—  ■  \ 

For  Applicant:  Joseph  Levy,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (646-42-S) 

Whereas,  Levy  and  Berger,  for  Perma  Holding  Corpo¬ 
ration,  owner,  filed  on  August  31,  1942,  an  application  for 
variation  of  the  requirements  of  the  Labor  Law  affecting  f 
premises  1882-1884  86th  street  and  8602-8612  19th  avenue, 
southwest  corner  (2nd  floor)  ;  (Block  No.  6371,  Lot  No. 
53),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  August  31,  1942  on  Alt.  Applic.  No.  2496-42  reads: 

“1.  Provide  two  means  of  egress  from  2nd  floor 
complying  with  the  provisions  of  Sec.  270  of  the  Labor 
Law.”  1  | 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (28  ft.)  in  height,  40  ft.  by  100  ft.  in  area  at  first 
floor,  40  ft.  by  30  ft.  in  area  at  typical  floor;  of  class  3 
construction,  erected  in  1918,  located  in  a  business  use  dis- . 
trict  and  occupied:  cellar — boiler  room  and  storage;  1st 
floor — stores ;  2nd  floor — store  and  showroom — 25  persons ; 
no  change  in  use  or  occupancy  is  proposed,  except  for  the  : 
2nd  floor,  which  will  be  used  for  light  manufacturing  with 
an  occupancy  of  35  persons;  that  the  building  is  equipped  , 
with  one  4  ft.  wide  stairs  of  wood  construction  enclosed ; 
in  wood  studs,  metal  lath,  44  in-  Portland  cement  mortar  , 
both  sides  at  first  story  and  6  in.  terra  cotta  blocks  at  2nd 
story  and  equipped  with  fireproof  self-closing  door;  that 
Certificate  of  Occupancy  No.  95540  issued  February  14, 
1940,  permits  the  use  of  the  building  as  stores  and  show¬ 
room  writh  a  total  occupancy  of  25  persons  on  the  2nd  floor 
and  indicates  the  liveload  of  the  building  to  be  75  lbs.  on 
the  first  floor  and  on  the  2nd  floor ;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  as  a  post  office  and  was  later  altered  into  stores 
and  showroom ;  that  it  is  proposed  to  change  the  use  of 
the  second  floor  for  light  manufacturing  of  ladies’  blouses 
and  sportswear,  35  persons  with  the  present  liveload  of  75 
lbs.  per  sq.  ft. ;  that  one  exit  will  consist  of  the  existing 
wood  stairway  enclosed  in  fire-retarded  partition  and  soffit 
of  stairs  is  fire-retarded ;  that  the  present  hall  of  the  2nd 
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tory  is  now  enclosed  in  6  in.  terra  cotta  blocks  with  2  ft. 
in.  by  7  ft.  fireproof  self-closing  door  leading  to  hall; 
lal  the  stairway  is  now  provided  with  two  sprinkler  heads 
onnected  from  the  domestic  water  supply  system ;  that  the 
roposed  secondary  exit  will  consist  of  a  fire-escape  bal- 
ony  4  ft.  wide  with  22  in.  clear.  45  degree  counter-balanced 
tairs  on  the  86th  street  front,  as  indicated  on  plans  filed 
ith  the  borough  superintendent;  that  only  the  second  floor 
ill  he  used  for  manufacturing  and  this  floor  has  sufficient 
xits  for  the  small  area  and  the  small  occupancy. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  wake  a  variation  in  the  requirements  of  the  Labor 
.aw  as  cited  in  a  decision  of  the  borough  superintendent 
n  Alt.  Applic.  No.  2496-42,  and  that  the  application  be 
nd  is  hereby  is  granted  as  to  Objection  No.  1  on  condition 
lat  the  area  of  the  second  floor  shall  not  be  extended ; 
at  the  existing  stairway  to  19th  avenue  shall  be  main¬ 
lined;  that  the  door  leading  thereto  from  the  second  floor, 
hall  be  made  3  ft.  8  in.  in  width ;  that  there  shall  be  in- 
alled  as  proposed,  a  counter  balanced  ladder  on  the  86th 
reet  side,  as  indicated  on  plans  filed  with  the  borough 
jperintendent  dated  August  24,  1942 ;  that  in  all  other  re¬ 
jects,  the  building  and  occupancy  shall  comply  with  all 
nvs,  rules  and  regulations  applicable  thereto,  other  than 
s  modified  by  the  Board  under  Cal.  No.  739-42-A. 


39-42-A. 

PPLICANT — Levy  and  Berger,  for  Perma  Holding  Cor¬ 
poration,  owner. 

UBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

REMISES  AFFECTED— 1882-1886  86th  street  and  8602- 
8612  19th  avenue,  southwest  corner  (2nd  floor)  ; 
(Block  No.  6371,  Lot  No.  53),  Borough  of 
Brooklyn. 

PPEARANCES — 

For  Applicant:  Joseph  Levy,  Jr. 

For  Administration:  Fred  Dahlem.  Dep’t  of  Hous¬ 
ing  and  Buildings. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

HE  RESOLUTION  (739-42-A) 

Whereas,  Levy  and  Berger,  for  Perma  Holding  Corpora- 
on,  owner,  filed  on  October  16,  1942,  an  appeal  from  a 
icision  of  the  borough  superintendent  affecting  premises 
182-1884  86th  street,  and  8602-8612  19th  avenue,  southwest 
>rner  (2nd  floor)  ;  (Block  No.  6371,  Lot  No.  53),  Bor- 
igh  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
ited  August  28,  1942,  on  Alt.  Applic.  No.  2496-42  reads: 
“2.  Live  load  of  75  lbs.  per  sq.  ft.  for  factory  is 
not  acceptable  as  120  lbs.  per  sq.  ft.  is  required  by 
Sec.  7.3.2.3  of  Building  Code.” 
id 

Whereas,  the  applicant  states  that  the  building  is  two 
•ories  (28  ft.)  in  height,  40  ft.  by  100  ft.  in  area,  at  first 
aor — 40  ft.  by  30  ft.  in  area  at  2nd  floor,  of  class  3  con- 
ruction,  erected  in  1918,  located  in  a  business  use  district 
id  occupied :  cellar — boiler  room  and  storage — no  persons  ; 
;t  floor — stores ;  2nd  floor — store  and  showroom — 25  per¬ 
ms;  proposed  to  be  occupied:  cellar — same;  1st  floor — 
ime;  2nd  floor — light  manufacturing  of  ladies’  blouses  and 
>ortswear — 35  persons,  for  which  Certificate  of  Occupancy 
o.  95440  was  issued  February  14,  1940,  permitting  the  use 
.  the  building  as  stores  and  showroom ;  and 
Whereas,  the  applicant  contends  that  the  2nd  floor  of  the 
lilding  is  only  40  ft.  by  30  ft.  in  area  and  it  is  designed 
i  carry  a  liveload  of  75  pounds  per  sq.  ft.;  that  this  floor 
ill  be  used  for  light  manufacturing  only,  in  which  light 
:wing  machines  are  used  for  manufacturing  ladies’  blouses 


and  sportwear  and  that  the  load  will  be  posted  in  a  con¬ 
spicuous  place  and  will  not  be  exceeded  at  any  time. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  2496-42,  Obj.  No.  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  requirements  of  the  resolution  adopted  by 
the  Board  under  Cal.  No.  646-42-S  shall  be  complied  with; 
that  the  occupancy  of  the  second  floor  shall  at  no  time 
exceed  the  proposed  liveload  of  75  pounds  per  superficial 
foot  and  that  the  liveload  on  this  floor  shall  be  so  posted. 


748-42-S. 

APPLICANT — Patlie  Engineering  and  Tool  Manufacturing 
Division  of  Ley  Realty  Co.,  Inc.,  lessee  (Bernadcl 
Realty  Corporation,  owner). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 40-09  21st  street,  cast  side,  60 
ft.  south  of  40th  avenue  (Block  No.  410,  Lot  No. 
9),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Sidney  Mattisen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Thomas  A.  Larkin,  Eire 
Dep’t. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (748-42-S) 

YVuereas,  Pathe  Engineering  and  Tool  Manufacturing 
Division  of  Ley  Realty  Co.,  Inc,,  applicant  and  lessee,  for 
Bernadel  Realty  Corporation,  owner,  filed  on  October  21, 
1942,  an  application  for  variation  of  the  labor  law,  premises 
40-09  21st  street,  east  side,  60  ft.  south  of  40th  avenue 
(Block  No.  410,  Lot  No.  9),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
September  22,  1942,  reads : 

“In  response  to  your  communication  of  September 
18th  with  respect  to  the  bolting  of  exit  doors  of  prem¬ 
ises  at  40-09  21st  Street,  Queens,  you  will  please  be 
advised  that  your  request  to  install  panic  bolts  or  any 
other  type  of  bolt  is  denied. 

The  provisions  of  the  Labor  Law  are  mandatory  and 
the  Fire  Commissioner  is  left  no  discretion.  The  law 
provides  that  all  doors  leading  into  and  out  of  any  fac¬ 
tory  in  the  State  of  New  York  must  be  maintained  un¬ 
bolted,  unlocked  and  unfastened  during  working  hours.” 

and 

Whereas,  the  applicant  was  convicted  on  September  25, 
1942,  on  two  charges  of  violating  the  Labor  Law  (locked 
doors)  and  fined  $50  and  $100  in  the  Magistrate’s  Court; 
and 

Whereas,  the  building  is  as  described  in  Calendar  No. 
102-42-S ;  and 

Whereas,  the  applicant  contends  that  it  operates  a  tool 
and  metal  manufacturing  business  on  the  2nd  floor;  that  the 
materials  manufactured  are  non-inflammable  and  are  essen¬ 
tial  for  national  defense;  that  the  applicant  has  been  in¬ 
structed  by  the  Federal  authorities  to  install  a  panic  bolt  on 
the  door  leading  to  the  northerly  stairway,  second  floor,  as 
indicated  on  diagram  filed  with  this  application  marked 
“Received  October  21,  1942”;  that  the  building  is  fully 
sprinklered;  that  there  is  an  entrance  door,  which  is  main¬ 
tained  at  the  westerly  end  of  the  building,  where  persons 
desiring  to  enter  the  plant,  are  interviewed;  that  egress  can 
be  had  to  the  opposite  half  of  the  floor  bv  means  of  fire 
doors  dividing  the  two  portions  of  the  floor  occupied  by  the 
applicant;  that  only  one  person  in  the  plant  is  qualified  to 
determine  who  may  be  admitted  and  it  is  essential  all  per¬ 
sons  be  admitted  only  through  the  entrance  where  the  in- 
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terviewing  staff  is  maintained  marked  “Main  Exit’  on  plan- 
filed  with  this  application;  and  that  permission  is  requested 
for  the  duration  of  the  war,  to  maintain  a  panic  bolt  on 
the  second  floor  exit  door,  as  indicated  on  plans;  and 

Whereas,  it  appears  that  the  building  is  not  equipped  with 
an  automatic  fire  alarm  system  as  stated  by  the  applicant. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  tbe  fire  commissioner  dated 
September  22,  1042,  and  the  application  be  and  it  hereby  is 
(/ranted  on  condition  that  no  door  shall  be  equipped  with  a 
panic  bolt  except  the  exit  door  to  the  northwest  corner  of 
the  building  leading  to  stairway  to  street,  as  indicated  on 
plan  filed  with  this  application  marked  “Received  October 
21,  1942”;  that  such  panic  bolt  shall  be,  of  an  approved 
type;  that  the  fire  doors  toward  the  center  of  the  floor  at 
die  elevator  lobby,  shall  remain  openahle  at  all  times  dur¬ 
ing  working  hours  ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  other  than  as  varied  by  tbe  Board 
under  Cal  .No.  102-42-S;  that  this  variance  shall  continue 
only  during  the  term  of  the  present  emergency. 


759-42-A. 

APPLICANT — C.  J.  Taylor  for  National  Gypsum  Com 
pany,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— South  side  of  Oak  Point  ave¬ 
nue,  83.02  ft.  south  of  the  intersection  of  Barry 
street  (Block  No.  2605,  Lot  No.  350  and  part  of 
Lot  No.  2  and  Block  No.  2606,  part  of  Lot  No.  3), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Cyrus  J.  Taylor. 

For  Administration:  Fred  Dablem,  Dept  ol  Hqus- 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION -(759-42-A) 

Whereas,  C.  J.  Taylor,  for  National  Gypsum  Company, 
owner,  filed  October  26,  1942,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent,  premises  south  side  ol 
Oak  Point  avenue,  82.03  ft.  south  of  the  intersection  of 
Barry  street  (Block  No.  2605,  Lot  No.  350  and  part  of  Lot 
No.  2,  and  Block  No.  2606,  part  of  Lot  No.  3),  Borough  of 
The  Bronx ;  and 

Whereas,  the  decision  of  the  acting  borough  superinten¬ 
dent,  re  B.  N.  777-42,  dated  October  26,  1942,  reads : 

“2.  Proposed  use  of  frame  construction  for  this 
loading  bin  within  the  fire  limits  is  contrary  to  Section 
4.1.2  and  4.2.1  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  approximately  360  ft.  by  800  ft.  in  area;  located  in 
an  unrestricted  use  district,  upon  which  there  exists  the 
plant  of  the  National  Gypsum  Company  and  upon  which  it 
is  proposed  to  erect  a  frame  loading  bin  approximately  47 
ft.  by  33  ft.  in  area,  where  shown  on  plans  filed  with  this 
appeal,  marked  “Received  October  27,  1942”  and  constructed 
to  a  height  of  approximately  55  ft. ;  of  Class  4  construction 
with  steel  supports,  as  indicated  on  Plan  No.  P-138422  filed 
October  20,  1942,  with  Building  Notice  772-42  with  the  bor¬ 
ough  superintendent,  Department  of  Housing  and  Buildings; 
that  the  proposed  Class  4  construction  above  the  steel  sup¬ 
porting  members  will  consist  of  wood  studs  surfaced  on  the 
interior  with  2-inch  wood  siding;  that  the  loading  bin  is  to 
be  used  for  the  loading  of  Bauxite  into  railroad  cars  on 
trucks  located  under  the  proposed  loading  bin ;  and 


Whereas,  the  applicant  contends  that  wood  frame  con¬ 
struction  has  been  designed,  because  it  is  impossible  to  ob¬ 
tain  the  steel  studs  to  construct  a  steel  bin;  that  the  pro¬ 
posed  bin  will  be  a  temporary  structure  to  facilitate  loading 
of  Bauxite  into  railroad  cars  for  shipment  to  the  Aluminum 
Company  of  Canada  and  will  be  of  no  use  to  the  owners  of 
these  premises  after  the  present  emergency  is  over  and 
consequently  the  loading  bin  will  be  demolished. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  B.  N.  777-42,  Obj.  No.  2,  be  and  it  hereby  is, 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  proposed  loading  bin  shall  be  constructed  , 
substantially  as  indicated  on  plans  filed  with  tbe  borough 
superintendent  dated  October  20,  1942  and  for  use  only 
during  the  term  of  the  present  war  emergency,  for  the 
purpose  proposed;  that  at  the  end  of  such  emergency  the1 
structure  shall  be  entirely  removed. 


APPLIANCES  AND  MATERIALS  SUBMITTED  r, 
FOR  APPROVAL. 

226-35-SA.  i 

APPLICANT — United  Stove  Company,  owner. 

SUBJECT — Savoil  Cabinet  Heaters  and  Cooker,  Models 
100,  200,  201  and  300,  approval  of. 
APPEARANCES—  H 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written; 

request  of  applicant.  flJ 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners  I 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  OJ 


533-38-SM. 

APPLICANT — American  3  Way-Luxfer  Prism  Co.,  Inc., 
owner. 

SUBJECT — Approval'of  Daylight  Rooflights,  manufactured 
by  American  3  Way-Luxfer  Prism  Co.,  Inc. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  03 


DISMISSALS.  1 

The  chairman  called  attention  to  the  fact  where  the  lob- 
lowing  applicants  had  filed  applications  with  the  Board  for 
approval  of  their  respective  appliances  and  materials ;  and 
Whereas,  the  applicants  were  duly  advised  by  the  Board 
to  prosecute  their  applications  for  approval :  and 

Whereas,  the  applicants  failed  to  complete  the  papers  in 
the  subject  cases  or  failed  to  prosecute  the  applications  for 
approval,  as  follows : 

166-34-SA. 

APPLICANT- — Lynn  Products  Company,  owner;  Murray 
Cohen,  agent. 

SUBJECT — Application  reopened  October  28,  1941  re  Lynn 
Power  Oil  Burner,  Models  IB,  1F-2A-2C  and  3A. 
approval  of  (previously  approved  re  Models  1,  2 
and  3). 

DATE  FILED— October  14,  1941. 

289-37-SA. 

APPLICANT — Erik  B.  Anderson,  for  Alida  Manufacturing 
Company,  owner. 

SUBIECT — Lido  Oil  Burner,  Models  D  and  C,  approval  ot. 
DATE  FILED— June  14,  1937. 
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49-39-SM. 

PPLICANT — Plastics  Products  Company,  owner. 

»UB  I ECT — Plastoid  C  loset  Bowl  Compound,  approval  of. 
•ATE  FILED— June  7,  1939. 

fr - 

42-41-SM. 

PPLICANT — Elias  Goff,  for  Brikerete  Associates,  Incor¬ 
porated,  owner. 

UBJECT — Brikerete,  approval  of. 

ATE  FILED— February  17,  1941. 

38-41-SM. 

PPLIC  ANT — Louis  J.  Gouin,  owner. 

UBIECT — Gouin  Sanitary  Toilet  Seat  Lift,  approval  of. 
ATE  FILED— March  21.  1941. 


I0-41-SM. 

PPLICANT — Imperia  Brothers,  owner. 

UBIECT — Imperia  Concrete  Blocks,  approval  of. 
•ATE  FILED— April  7,  1941. 


45-41-SM. 

PPLICANT — Walker  American  Corporation,  owner. 

UBJECT — Walker  Plastic  Molded  Screen  (wall  cover¬ 
ing),  approval  of. 

ATE  FILED— April  19,  1941. 

20-41-SM. 

PPLICANT — World  Dyeing  and  Finishing  Company,  In¬ 
corporated,  owner. 

UBJECT — World  Dyeing  and  Finishing  Company  Flame¬ 
proofing  Compound,  approval  of. 

ATE  FILED— May  7,  1941. 


11-41-BZ. 

PPLICANT — Klink  Chemical  Corporation,  owner. 
UBJECT — Klink  Flameproofing  Compound,  approval  of. 
ATE  FILED— May  14,  1941. 

16-41-SM. 

PPLICANT — Chelsea  Realistic  Products,  Incorporated, 
owner. 

UBJECT — Chelsea  Realistic  Products,  Incorporated, 
Sodium  Silicate,  approval  of. 

ATE  FILED— May  15,  1941. 

32-41-SM. 

PPLICANT — W.  J.  Sutcliffe  Company,  owner. 

UBTECT — “Flozon”  Paints  and  Varnishes,  approval  of. 
ATE  FILED— May  20,  1941. 

’8-41-SM. 

PPLICANT — Seal-O-Sash  Company,  owner. 

UBJECT — Scal-O-Sash  (for  protecting  and  preserving 
Steel  Sash),  approval  of. 

ATE  FTLED— June  10,  1941. 


53-41-SM. 

PPLICANT — Weyerhaeuser  Sales  Company,  owner. 
UBJECT — Weyerhaeuser  Nu-Loc  Studding,  approval  of. 
ATE  FILED— July  16,  1941. 

J7-41-SM. 

PPLICANT — Radiator  Specialty  Company,  owner. 
UBIECT — Titeseal  (joint  sealing  product),  approval  of. 
ATE  FILED— July  23,  1941. 

I2-41-SM. 

PPLICANT — Miller  Marine  Decking,  Incorporated, 
owner. 

UBJECT — Miller  Marine  Decking  Incorporated  Magnesite 
Composition  Flooring,  approval  of. 

ATE  FILED— July  25.  1941. 


921-41-SM. 

APPLICANT— T  lie  Korfund  Company,  Incorporated, 

owner. 

SUBJECT — Korfund  Steel  Bound  Natural  Cork  Plates, 
approval  of. 

DATE  FILED — October  30,  1941. 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative:  . 1 .  0 

Resolved,  that  the  foregoing  applications  be  and  they  here¬ 
by  arc  dismissed  for  lack  of  prosecution. 


56-42-SM. 

APPLICANT — Emanuel  M.  Click,  for  Armstrong  Cork 
Company,  owner. 

SUBJECT — Armstrong’s  Cushiontone  (Acoustical  Mate¬ 
rial),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (56-42-SM) 

Whereas,  Emanuel  M.  Click,  for  Armstrong  Cork  Com¬ 
pany,  owner,  filed  on  January  16,  1942,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Armstrong’s  Cushiontone  (Acoustical 
Material)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  26,  1942. 

Re:  Cal.  No.  56-42-SM. 

Subject:  Approval  of  Armstrong’s  Cushiontone. 

The  Armstrong  Cork  Co.  of  New  York,  N.  Y.,  filed 
on  January  16,  1941,  with  the  Board  of  Standards  and 
Appeals  an  application  under  the  requirements  of  Sec¬ 
tion  C26- 178.0b  of  the  Administrative  Code  for  ap¬ 
proval  of  its  material  known  as  Armstrong’s  Cushion¬ 
tone  for  use  as  an  acoustical  material  under  the  per¬ 
tinent  provisions  of  the  Administrative  Code. 

Armstrong’s  Cushiontone  consists  of  wood  chips  of 
Southern  Yellow  Pine  pulped  and  formed  into  a  fibrous 
board  of  specified  thickness,  which  is  then  cut  into 
standard  sizes.  After  inspection  as  to  size  and  thick¬ 
ness,  the  four  edges  of  the  tile  are  beveled  and  the 
surface  of  the  tile  mechanically  perforated  with  484 
3/16  in.  diameter  holes  to  each  square  foot.  After  an¬ 
other  inspection  for  uniformity  in  size,  thickness  and 
accuracy  of  the  drilled  holes,  a  two-coat  casein  paint 
finish  is  applied.  After  drying,  the  material  is  again 
inspected  and  packed  in  cartons  for  shipment. 

Color,  sizes  and  thicknesses  are  as  follows : 

Standard  color : 

Ivory. 

Standard  Thicknesses : 

A1 — */  in.  perforations  Y  in.  deep. 

A2 — in.  perforations  l/i  in.  deep. 

A3 — %  in.  perforations  Y\  in.  deep. 

Standard  unit  sizes: 

12  in.  by  12  in.,  12  in.  by  24  in. 

Cushiontone  can  be  installed  on  any  rigid,  level  sur¬ 
face  by  the  use  of  an  approved  acoustical  cement  and 
may  be  erected  by  a  mechanical  system  where  desired 
or  may  be  erected  to  furring  strips  by  nailing.  Four 
holes  in  each  corner  of  each  unit  are  “short  drilled” 
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to  provide  adequate  nail  holding  facilities  for  the  last- 
mentioned  type  of  construction. 

Tests  on  Armstrong’s  Cushiontone  reported  in  Bul¬ 
letin  VIII  of  the  Acoustical  Materials  Association,  in¬ 
dicate  that  the  noise  reduction  coefficients  of  this  mate¬ 
rial  range  from  .55  for  /2  in.  thickness  to  .7a  for  76  in. 
thickness,  with  variations  in  between  due  to  types  of 
mountings.  The  following  table  shows  these  variations  : 

Noise 

Reduction 


Material 

Thickness 

Mounting 

Coefficient 

Size  Tested 

Cushiontone 

z/i  in. 

1 

.55 

12"  X  12" 

Cushiontone 

/z  in. 

2 

.60 

12" X 12" 

Cushiontone 

H  in. 

1 

.60 

12" X 12" 

Cushiontone 

5/s  in. 

2 

.60 

12"  x 12" 

Cushiontone 

Ys  in. 

1 

.70 

12"  x  12" 

Cushiontone 

Ys  in. 

2 

.75 

12" x 12" 

Mounting  #1 — Cemented  to  plaster  board,  considered 
equivalent  to  cementing  to  plaster  or  concrete  ceiling. 
Mounting  #2— Nailed  to  1  in.  by  2  in.  furring,  12  in. 


Tests  on  Cushiontone  made  by  the  U.  S.  Department 
of  Commerce  Bureau  of  Standards  (Report  dated  Oc¬ 
tober  17,  1941)  show  the  following  sound  absorption 
qualities:  (Samples  consisted  of  72  12  in.  by  12  in. 
units;  Nos.  1,  2  and  3  were  nailed  to  13/16  in.  x  2  in. 
furring,  12  in.  on  centers ;  Nos.  4,  5  and  6  were  cemented 
to  gypsum  wallboard.) 


Frequency 
(cycles  per  second) 

No.  1 

-Coefficient  of  I 
No.  2  ’  No.  3 

Sound  Absorption- 
No.  4  No.  5 

No.  6 

Vi  in. 

H  m. 

n  in. 

yi  in. 

Vi  m. 

%  in. 

128  . 

0.07 

0.06 

0.10 

0.06 

0.08 

0.09 

256  . 

.46 

.49 

.54 

.18 

,19 

.25 

512  . 

.59 

.68 

.77 

.56 

.63 

.73 

1024  . 

.67 

.83 

.91 

.71 

.82 

.84 

2048  . 

.74 

.76 

.69 

.65 

.74 

.67 

4096  . 

.68 

.74 

.67 

.57 

.81 

.56 

Noise  coefficient 

.60 

.70 

.75 

.55 

.60 

.60 

Wt.  in  pounds 
p.  s.  f . 

.79 

.91 

1.19 

.79 

.91 

1.19 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval,  under  Section  C26-191.0 
of  the  Administrative  Code,  of  Armstrong’s  Cushion¬ 
tone  as  acoustical  material  for  use  in  New  York  City 
under  the  pertinent  provisions  of  the  Code.  Phis  mate¬ 
rial  may  not  be  used  where  combustible  materials  are 
prohibited.  The  Committee  further  recommends  that 
each  package  or  container  of  these  acoustical  materials, 
for  use  in  New  York  City,  be  marked,  stamped  or 
labelled  “Approved  for  Use  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  56- 
42-SM”.  The  Committee  also  recommends  that  the 
applicant  expedite  their  request  for  approval  of  the 
basic  fibre  board  used  herein  and  filed  under  Cal.  No. 
483-40- SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Armstrong’s  Cushion¬ 
tone  (Acoustical  Material),  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


147-42-SA. 

APPLICANT — Staley  Elevator  Company,  Incorporated 
owner. 

SUBJECT — Staley  Elevator  Hoistway  Door  Interlock,  Typi 
RL-2,  approval  of. 

APPEARANCES— 

For  Applicant:  Fred  M.  Sollay  and  A.  M.  Fristakl 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  - 
Negative:  . i-C 


THE  RESOLUTION  (147-42-SA) 


Whereas,  Staley  Elevator  Company,  Incorporated,  owner 
filed  on  February  19,  1942,  an  application  with  the  Board  o, 
Standards  and  Appeals  for  approval  of  the  appliance  knovvi 
as  the  Staley  Elevator  Hoistway  Door  Interlock,  Type 
RL-2 ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads  :y 

REPORT  OF  COMMITTEE  ON  TESTS.  . 


June  17,  1942. 


Re:  Cal.  No.  147-42-SA. 

Subject:  Staley  Elevator  Hoistway  Door  Interlock 
Type  RL-2,  approval  of. 

The  Staley  Elevator  Company,  Inc.,  filed  on  Febrin 
ary  19,  1942,  with  the  Board  of  Standards  and  Ap 
peals  an  application  for  approval  of  its  appliance  knowij 
as  the  Staley  Elevator  Hoistway  Door  Interlock,  Typ 
RL-2,  under  the  requirements  of  Sec.  C26-178.0,b  an! 
Article  14  of  the  Administrative  Code. 

The  Staley  Elevator  Hoistway  Door  Interlock,  Typ 
RL-2  (Figure  1),  is  a  double  contact  door  lock  for  usj 
on  swinging  doors  and  in  conjunction  with  a  retirin; 
cam  on  the  car.  The  interlock  consists  of  a  cast  iroi 
box  approximately  8  in.  x  3/s  in.  x  \]/2  in.  deep.  Tw> 
sets  of  contacts,  shown  at  C  and  D,  are  each  fastened 
to  a  bakelite  insulating  strip,  and  mounted,  one  on  eac  j 
side  of  the  box.  Each  set  of  contacts  consists  of  twj 
brass  studs  between  which  a  circuit  can  be  made  o 
broken  by  means  of  the  short  circuiting  strips  E  and  I 
respectively.  These  short  circuiting  strips,  or  contacts 
made  of  Phosphor  Bronze  are  mounted  on  bakelite  in  j 
sulation.  The  short  circuiting  strip  F  is  mounted  o 
a  cast  iron  lever,  which  in  turn  is  secured  to  the  bo: 
by  means  of  a  steel  pin  in  such  a  manner  that  th 
short  circuiting  strip  assembly  is  free  to  move  througi 
a  limited  arc  about  this  pin  as  a  center.  Contact  at  1, 
is  made  or  broken  by  the  movement  of  the  level 
attached  to  F.  Normally  the  contacts  at  D  are  hel< 
open  by  a  compression  spring,  and  are  only  closed  whej 
the  door  lock  catch  enters  the  box  and  presses  again? 
the  contact  lever.  The  short  circuiting  strip  assembl 
E  is  mounted  on  a  bronze  “Latch  and  Contact  Arm”  6 
which  in  turn  is  securely  fastened  by  means  of  a  s€ 
screw  to  a  cold  rolled  steel  shaft  which  passes  througj 
bearing  holes  in  the  box  and  permits  a  slight  angula 
movement  of  contact  strip  E,  thereby  making  or  break; 
ing  the  contact  at  C.  Normally  the  contact  at  C  i; 
held  closed  by  a  compression  spring,  and  in  this  posi 
tion  the  “Latch  and  Contact  Arm”  lock  the  Door  Loci 
Catch  thereby  preventing  the  opening  of  the  hoistwa, 
door.  The  malleable  iron  lock  release  arm  located  o 
the  outside  of  the  box  is  secured  by  a  set  screw  to  th 
shaft  which  also  carries  the  latch  and  contact  arm.  i 
wooden  roller  on  the  end  of  the  lock  release  arm  i 
adjusted  to  make  contact  with  the  retiring  cam  ai 
tached  to  the  car  when  the  retiring  cam  drops.  O 
the  back  the  box  is  closed  by  means  of  a  .020"  thic 
sheet  steel  with  a  strip  of  mica  insulation  on  the  insid' 
The  front  cover  is  a  cast  iron  casting,  also  provide: 
with  mica  insulation  on  the  inside. 
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Operation. 

The  interlock  is  mounted  on  the  side  of  the  door 
buck,  approximately  3"  from  the  top  of  the  buck,  and 
the  door  lock  catch  mounted  on  the  door  in  such  a 
position  that  it  will  properly  engage  the  contact  lever 
and  latch  arm  when  the  door  is  closed.  The  lock  re¬ 
lease  arm  is  adjusted  on  the  shaft  in  such  a  position 
that  with  the  retiring  cam  raised  the  roller  just  clears 
the  cam.  When  the  car  comes  to  a  stop,  the  gate 
operator  functions  mechanically  or  else  a  separate  mo¬ 
tor  de-energizes  and  permits  the  retiring  cam  to  drop 
down  by  gravity  and  spring  action  to  its  non-operating 
position,  thereby  engaging  the  lock  release  arm  on  the 
interlock  shaft.'  This  action  rotates  the  latch  and  con¬ 
tact  arm  which  unlocks  the  door  by  releasing  the  door 
lock  catch  and  opens  the  control  circuit  at  Contacts  C. 
On  opening  the  door  the  circuit  is  broken  at  D  by  the 
removal  of  the  door  lock  catch  from  the  box.  When 
the  hoistway  door  is  closed,  the  door  lock  catch  en¬ 
gages  with  the  contact  lever  and  closes  the  contacts  D 
through  the  strip  F.  This  permits  the  energizing  of 
the  mechanism  operating  the  retiring  cam  which  is  then 
drawn  to  its  “up”  position.  The  lock  release  arm 
follows  the  motion  of  the  retiring  cam  to  the  limit  of 
the  release  arm  travel,  thus  rotating  the  contact  strip 
E  and  the  Latch  and  Contact  Arm  G.  The  arm  G 
thus  engages  the  Door  Lock  Catch,  locking  the  door 
until  such  time  as  the  retiring  cam  again  operates  the 
release  arm.  After  the  arm  G  has  engaged  the  Door 
Lock  Catch,  the  contacts  C  are  short  circuited  by  the 
strip  E  and  permit  the  control  circuit  of  the  car  to  be 

energized.  . 

Samples  of  this  interlock  were  subjected  by  Columbia 
University  Testing  Laboratories  (Report  No.  E-l)  to 
each  of  the  following  tests  as  prescribed  by  Article  14 
of  the  Administrative  Code  and  the  Report  indicates  that 
the  interlock  has  successfully  met  the  requirements 
thereof. 

1  Endurance  Test  — C26-1180.0 

Current  Interruption  Test — C  26-1181.0 
Test  in  Moist  Atmosphere — C26-1182.0 
Test  without  Lubrication  — C26-1 183.0 
Misalignment  Test  — C26-1 184.0 

Insulation  Test  — C26-1185.0 

The  applicant  has  filed  a  letter,  dated  June  15,  1942, 
certifying  that  the  clearances  between  working  parts  ot 
this  appliance  are  such  that  it  will  successfully  function 
within  the  temperature  range  set  forth  in  Sec.  C26- 
1179.0. 


2. 

3. 

4. 

5. 

6. 


Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Staley  Elevator 
Hoistway  Door  Interlock,  Type  RL-2,  as  having  met 
the  requirements  of  Article  14  of  the  Administrative 
Code  for  use  in  New  York  City,  when  installed  in  ac¬ 
cordance  with  the  pertinent  provisions  of  the  Adminis¬ 
trative  Code.  All  appliances  manufactured  under  this 
approval  shall  be  marked  with  a  decalcomania  reading: 
“Approved  by  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  147-42-SA”.  This  approval  supersedes 
all  other  existing  approvals. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  y.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 

appliance.  _  ,  ,  ,  .  ,  . 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Staley  Elevator 


Hoistway  Door  Interlock,  Type  RL-2,  on  condition  that  the 
appliance  be  manufactured,  installed,  and  labelled,  stamped 
or  tagged  in  accordance  with  the  above  report. 


221-42-SA. 

APPLICANT— Smith  Welding  Equipment  Corporation, 
owner. 

SUBJECT— Smith’s  Type  D  and  Type'J  Portable  Acetylene 
Generators,  K815,  K830,  K850,  K 1515,  K1530  and 
K1550,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  :  . j  0 


THE  RESOLUTION  (221-42-SA) 

Whereas,  the  Smith  Welding  Equipment  Corporation, 
owner,  filed  on  March  19,  1942,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  Smith’s  Type  D  and  Type  J  Portable 
Acetylene  Generators,  K815,  K830,  K850,  K1515,  K1530  aiu 
K1550;  and  _  , 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  1  ests  reads: 

REPORT  Ol'  COMMITTEE  ON  TESTS. 

October  26,  1942. 

Re:  Cal.  No,  221-42-SA. 

Subject:  Smith’s  Type  D  and  J  Portable  Acetylem 
Generators,  K815,  K830,  K850,  K 1 5 1 5 ,  K1530  an< 
K1550.  II 

The  Smith  Welding  Equipment  Corporation  ol  Min 
neapolis,  Minnesota,  filed  March  19,  1942,  an  applicatioi 
with  the  Board  of  Standards  and  Appeals  for  approva 
of  the  above  Acetylene  generators  under  the  provision 
of  C19-92.0  and  C19-93.0  Administrative  Building  Code 

These  are  portable  automatic  medium  pressure  (no 
over  15  lbs.  per  square  inch)  acetylene  generators  of  th 
carbide  to  water  feed  type,  using  #14  N.D.  (no  dust 
carbide.  Automatic  feeding  of  carbide  is  obtained  b 
the  rise  and  fall  of  pressure  within  the  generator,  whicl 
actuates  a  flexible  diaphragm  connected  to  the  fee 
valve  rod.  The  design  of  the  feed  valve  hopper  is  sue 
that  it  must  he  removed  from  the  generator  before  i 
can  be  changed.  The  apparatus  is  designed  to  he  tram 
ported  from  place  to  place.  The  generators  are  mad 
in  15  lb.,  30  lb.  and  50  lb.  capacities.  The  15  It 
generator  has  a  maximum  rated  capacity  per  hour  o 
30  cu.  ft.;  the  30  lb.  of  50  cu.  ft.  and  the  50  lb.  of  10 
cu.  ft. 

Construction  Details : 

Generator  Shell — The  cylindrical  portion,  as  well  a 
the  top  is  of  No.  16  USg  (0.062  in.)  black  iron,  whil 
the  bottom  is  of  No.  14  USg  (0.078  in.)  material.  A 
vertical  and  circumferential  joints  in  the  assembly  ar 
welded.  The  bottom  is  welded  to  the  shell  at  a  heigl 
such  as  to  raise  it  well  above  the  floor.  The  lowe 
rim  of  the  shell  is  reinforced  by  a  band-iron  ring  sp( 
welded  in  place. 

Generating  water  is  admitted  into  the  machine  throug 
the  mouth  of  the  shell  when  the  carbide  hopper  is  r< 
moved.  A  standard  pipe  ell,  normally  closed  by  a  pip 
plug  is  welded  to  the  side  of  the  generator  as  a  watt 
level  indicator.  The  proper  amount  of  water  is  intrr 
duced  into  the  machine  when  overflow  occurs  at  th 
fitting. 

Two  steel  studs  diametrically  opposite  each  other  ai 
welded  to  the  top  of  the  generator.  These  studs  engag 
slotted  openings  in  extensions  of  the  hopper  base  cas 
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ins  and  are  provided  with  nuts  for  securing  the  hopper 
in  place  on  the  shell.  A  steel  flange  is  welded  to  the 
mouth  of  the  generator  and  serves  as  a  seat  for  the 
hopper  gasket. 

This  machine  is  provided  with  a  revolving  sludge 
agitator  that  consists  of  a  cold-rolled  steel  shaft  welded 
to  a  sheet-steel  paddle.  The  outer  end  of  the  shaft 
passes  through  a  stuffing  box  welded  to  the  shell,  while 
its  opposite  end  is  supported  by  a  sheet-steel  bracket 
welded  in  place. 

A  removable  sheet-steel  splash  tube  is  inserted  into 
the  mouth  of  the  generator  to  assist  in  avoiding  the 
splashing  of  water  on  the  feed  valve  during  the  time 
the  machine  is  being  moved.  Substantial  carrying  han¬ 
dles  are  provided  on  the  generator.  These  handles  are 
formed  from  cold-rolled  steel  and  their  ends  are  welded 
in  place  on  diametrically  opposite  sides  of  the  shell. 
The  sludge  outlet  valve  is  of  cast  iron  and  is  of  the 
threaded  plug  type.  It  is  screwed  on  a  short  pipe  nipple 
welded  to  the  generator. 

Carbide  Hopper — The  conical  bottom  and  the  cylin¬ 
drical  portion  are  formed  from  No.  16  USg  (0.062  in.) 
i  black  iron.  All  joints  in  the  assembly  are  welded. 

After  the  hopper  is  assembled,  it  is  given  a  heavy  coat 
|  of  asphaltic  base  paint  to  retard  corrosion.  A  heavy 
cast-iron  base  is  bronze  welded  to  the  mouth  of  the 
[  hopper.  This  base  is  constructed  with  a  centrally-posi¬ 
tioned  opening  for  reception  of  the  carbide  feed  rod. 
The  lower  face  of  the  base  is  constructed  with  a  cir¬ 
cular  raised  seat.  Slots  are  provided  in  the  extended 
ends  of  the  base,  which,  when  the  hopper  is  in  posi¬ 
tion,  engage  the  retaining  studs  welded  to  the  top  of  the 
generator.  A  rubber  face  gasket  is  used  for  making  up 
the  joint  between  the  hopper  base  and  the  flange  welded 
to  the  mouth  of  the  generator.  When  the  nuts  on  the 
i  retaining  studs  are  properly  tightened  a  leak-tight  joint 
I  is  made.  A  cast  angle  iron  is  bronze  welded  to  the 
upper  rim  of  the  hopper  body  for  making  attachment 
of  the  cast-iron  bonnet,  which  is  secured  by  14  cap 
screws.  The  hopper  is  charged  with  carbide  through 
!  a  spud  bronze  welded  to  the  conical  bottom.  This 
flange  is  tapped  for  reception  of  the  carbide  filling  plug 
which  is  provided  with  a  rubber  gasket. 

Feeding  Mechanism — The  feed  rod  is  of  54  in.  cold- 
rolled  steel,  and  its  lower  end  is  machined  with  a  cir¬ 
cumferential  groove.  The  diameter  of  the  rod  with 
relation  to  the  opening  in  the  hopper  mouth  is  such 
that  a  close  fit  is  obtained  when  the  feed  mechanism 
\  is  in  the  closed  position.  A  bronze  boss  is  welded  to 
the  upper  portion  of  the  rod  to  prevent  it  from  falling 
through  the  carbide  feed  valve  should  the  rod  become 
1  disengaged.  The  upper  end  of  the  feed  rod  is  pivoted 
l  to  a  cast-iron  swivel  by  a  rivet,  the  end  of  which  is 
well  peened  over.  The  threaded  portion  of  the  swivel 
'  passes  through  an  opening  in  the  diaphragm  and  is 
screwed  into  the  cast-iron  spring  base.  The  two  steel 
pressure  springs  are  slipped  over  the  upper  end  of  the 
spring  base  and  their  lower  ends  seat  on  an  integrally- 
cast  shoulder.  A  shouldered  cast-iron  follower  seats  on 
the  upper  ends  of  the  spring  and  is  normally  in  contact 
with  the  pressure  adjusting  screw  threaded  into  the 
.  spring  housing. 

An  opening  is  provided  in  the  spring  base  for  re¬ 
ception  of  a  horizontal  semisteel  crank,  the  ends  of 
,  which  are  supported  by  projecting  into  openings  in  the 
spring  housing.  A  brass  machine  screw  threaded  into 
I  the  spring  housing  engages  a  circumferential  recess  in 
the  crank.  This  screw  prevents  the  crank  from  work¬ 
ing  out  of  position,  but  still  permits  it  to  rotate.  One 
end  of  the  crank  is  provided  with  a  cast-iron  lever 
’  secured  by  a  steel  pin.  When  the  feed  mechanism  is 
placed  in  the  locked  position,  the  spring-loaded  locking 
pin  on  the  lever  engages  an  opening  in  the  spring  hous- 
i  ing.  This  generator  is  placed  in  operation  by  releasing 
the  locking  lever.  The  lever  is  then  rotated  through  a 
small  arc  until  a  pressure  of  approximately  4  lb.  per 
sn.  in.  is  built  up  in  the  generator.  Subsequently,  the 
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feeding  mechanism  will  operate  automatically  in  ac¬ 
cordance  with  the  demand  for  gas. 

Feeding  of  carbide  is  dependent  upon  the  rise  and 
fall  of  pressure  within  the  generator,  which  acts  on  the 
diaphragm,  thus  imparting  a  reciprocating  motion  to 
the  feed  rod.  The  springs  acting  on  the  diaphragm 
tend  to  hold  the  feed  rod  in  the  open  position.  As  gas 
is  generated,  pressure  on  the  diaphragm  compresses  the 
springs  and  raises  the  rod  above  the  feed  position. 
When  the  pressure  decreases  the  rod  again  assumes  the 
feed  position,  thus  permitting  another  feed  of  carbide. 
When  there  is  no  pressure  in  the  generator,  the  feed 
rod  drops  to  the  point  where  it  closes  the  mouth  of 
the  hopper.  Similarly,  in  case  of  diaphragm  failure 
sufficient  to  relieve  the  pressure  within  the  generator, 
the  feed  rod  will  assume  the  closed  position.  Adjust¬ 
ment  of  the  operating  pressure  is  obtained  by  turning 
the  adjusting  screw  down  until  a  predetermined  pres¬ 
sure  is  obtained.  The  length  of  the  adjusting  screw  and 
the  strength  of  the  pressure  springs  are  such  that  a 
pressure  in  excess  of  15  lb.  per  sq.  in.  cannot  be  ob¬ 
tained  ever  with  the  screw  turned  all  the  way  down. 
The  feed  valve  is  located  at  a  height  of  at  least  10  in. 
above  the  level  of  the  generating  water. 

Flash-Back  Check  is  formed  from  No.  16  USg  (0.062 
in.)  sheet  steel  with  welded  joints.  After  forming  the 
assembly  is  given  a  heavy  coat  of  asphaltic  base  paint 
to  retard  corrosion.  Water  is  introduced  into  the  flash¬ 
back  check  through  a  spud  welded  to  the  side  of  the 
body.  A  pipe  ell  normally  closed  by  a  plug  is  threaded 
on  the  spud.  The  proper  amount  of  water  is  admitted 
into  the  flash-back  check  when  overflow  occurs  at  the 
fill  fitting.  Another  spud  provided  with  a  plug  is 
welded  to  the  bottom  of  the  assembly  to  drain  the 
water  chamber.  The  cover  is  of  cast  iron  and  is 
secured  by  nine  cap  screws  to  a  ring  welded  to  the 
upper  end  of  the  body.  The  joint  between  the  cover 
and  ring  is  made  up  with  a  rubber  face  gasket.  A 
spud,  on  which  is  threaded  a  pipe  tee,  is  welded  in 
place  on  the  top  of  the  generator.  A  brass  check  lift 
type  of  check  valve  is  installed  in  the  connecting  pip¬ 
ing  to  prevent  water  being  forced  back  into  the  genera¬ 
tor  due  to  a  back  pressure  of  oxygen  from  an  im¬ 
properly  operating  torch. 

The  upper  portion  of  the  flash-back  check  is  filled 
with  hair  felt  which  is  located  between  two  screens 
attached  to  the  centrally-located  gas  inlet  pipe  threaded 
into  an  opening  in  the  cover.  All  piping  and  fittings 
used  in  the  assembly  of  this  machine  are  galvanized. 

Relief  Valve — This  generator  is  provided  with  only 
one  relief  valve  which  is  connected  to  the  flash-back 
check  cover  and  is  of  the  spring-loaded  diaphragm 
type.  The  words  “Never  set  to  over  15  lb.  per  sq.  in.” 
are  cast  on  the  valve  bonnet. 

Interference  Mechanism — The  relief  valve  interfer¬ 
ence  is  so  constructed  that  it  must  be  operated  during 
the  cleaning  and  recharging  period.  It  consists  of  a 
rod,  one  end  of  which  is  secured  to  the  valve  operating 
stem.  A  sheet-steel  plate  in  the  form  of  an  angle  is 
attached  to  the  opposite  end  of  the  rod.  This  plate 
covers  one  of  the  hopper  retaining  studs  welded  to  the 
top  of  the  generator.  Before  the  carbide  hopper  can 
be  removed  for  recharging,  it  is  necessary  to  raise  the 
interference  rod,  in  order  to  clear  the  stud,  thus  oper¬ 
ating  the  relief  valve. 

The  Type  J  generator  differs  from  the  Type  D  in 
that  it  has  a  carbide  observation  window  in  the  hopper 
made  of  duolite  safety  glass  partitioned  in  a  casting 
welded  to  the  hopper  and  sealed  from  leakage  by  a 
gasket  on  the  inner  side  of  the  glass,  and  one  on  the 
outer  side  of  the  glass  held  in  place  by  a  cast  clamping 
ring,  non-mechanical  circulation  of  all  water  in  the 
generator  by  means  of  a  pump  incorporating  the  prin¬ 
ciple  that  utilizes  the  generated  acetylene  to  circulate 
all  the  water.  There  are  no  moving  parts.  A  regulat¬ 
ing  unit  to  regulate  outlet  pressure  is  built  into  the 
outlet  of  each  Type  J. 
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These  generators  have  been  approved  by  the  Under¬ 
writers  Laboratories  Guide  #20.CS.05  File  A(>2X. 
These  generators  were  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  of  this  Board,  accompanied  by  the 
representative  of  the  Division  of  Combustibles,  Fire 
Department,  at  Teaneck,  N.  J.,  and  found  to  operate  as 
designed.  The  models  differ  as  to  size  and  capacity, 
as  follows : 

Type  D — K815  15  lbs.  shell  diant.  18"  and  Type  J  K1515 

K830  30  lbs.  shell  diam.  21"  and  Type  J  K1530 

K850  50  lbs.  shell  diam.  24"  and  Type  J  K1550 

Recommendations. 

On  the  basis  of  the  inspection  and  test  and  the  report 
of  the  Underwriters  Laboratories,  the  Committee  recom¬ 
mends  the  approval  of  the  Smith’s  Type  D  and  J 
Portable  Acetylene  Generator,  K815,  K830,  K850, 

K1515,  K1530  and  K1550,  provided  the  generators  are 
constructed  and  operated  in  accordance  with  this  re¬ 
port  and  the  provisions  of  C19-92.0  and  C19-93.0  of  the 
Administrative  Building  Code,  where  legally  permitted 
to  he  installed  and  operated  and  that  each  generator 
shall  have  a  label  permanently  affixed,  reading  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  221-42-SA.” 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Smith’s  Type  D  and 
Type  J  Portable  Acetylene  Generators,  K815,  K830,  K850, 
K1515,  K1530  and  K1550,  on  condition  that  the  appliance 
be  manufactured,  installed,  and  labelled,  stamped  or  tagged 
in  accordance  with  the  above  report. 


222-42-SA. 

APPLICANT — Smith  Welding  Equipment  Corporation, 
owner. 

SUBJECT — Smith’s  Type  L  Stationary  Acetylene  Gener¬ 
ators,  K2100,  K2200,  K2300  and  K2500,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Clue f  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (222-42-SA) 

Whereas,  the  Smith  Welding  Equipment  Corporation, 
owner,  filed  on  March  19,  1942,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  Smith’s  Tvpe  L  Stationary  Acetylene  Gener¬ 
ators,  K2100,  K2200,  K2300  and  K2500;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  14,  1942. 

Re:  Cal.  No.  222-42-SA. 

Subject:  Smith’s  Type  L  Stationary  Acetylene  Gener¬ 
ators,  K2100,  K2200,  K2300  and  K2500,  approval  of. 


The  Smith  Welding  Equipment  Corporation  of  Minm 
apolis,  Minnesota,  filed  on  March  19,  1942  an  applic; 
tion  with  the  Board  of  Standards  and  Appeals  ft 
approval  of  the  above  appliances  under  the  provisior 
of  C19-92.0  and  C19-93.0  of  the  Administrative  Buildin 
Code. 

General  Character: 

This  is  a  stationary  automatic  acetylene  generator  c 
the  medium  pressure  type  (not  over  15  psi)  for  us 
with  oxy-acetylene  welding  and  cutting  systems.  It  i 
of  the  carbide-to-water  feed  type  employing  J4  by  1/1 
in.  carbide.  The  feed  mechanism  is  of  the  table  typ 
operated  by  a  gas-driven  motor.  Energy  for  drivin 
the  motor  is  derived  from  the  rise  and  fall  of  pressur 
within  the  generating  chamber,  which  forces  gas  throug 
the  motor  in  accordance  with  the  demand.  A  photc 
graph  of  the  200  lb.  size  of  machine,  which  is  reprt 
sentative  of  the  other  sizes  in  which  the  generator 
made,  is  on  file. 

Sices: 

This  generator  is  made  in  the  following  sizes: 

Generating  Rated  C. 


Carbide  Canacity 

Water 

Producii 

( 54  by  1/12  in. 

Capacity— 

Capacit 

Model  No. 

Carbide)- — Lb. 

Gat." 

CFH 

K2100 

100 

100 

200 

K2200 

200 

200 

400 

K2300 

300 

300 

600 

K2500 

500 

500 

1000 

Each  machine  has  a  rated  maximum  gas  producii 
capacity  (double  rating  of  2  cfh  per  pound  of  ca 
bide.  The  water  capacity  of  the  generating  chambt 
of  each  size  of  machine  is  such  that  not  less  than 
gallon  of  water  is  provided  for  each  pound  of  carbk 
that  can  be  introduced  into  the  hopper. 

.Assembly : 

Each  machine  consists  essentially  of  the  generati 
shell  assembly,  the  carbide  hopper,  the  carbide  fee 
mechanism,  the  motor,  the  hydraulic  back  pressure  chec 
the  relief  valves,  the  relief  valve  interference,  and  tl 
necessary  piping  and  fittings. 

All  sizes  of  machines  employ  the  same  type  of  carbk 
feed  mechanism  and  are  similar  in  construction  wit 
the  exception  of  the  main  over-all  dimensions. 

Construction  Details: 

Generator  Shell  Assembly — This  assembly  of  the  a( 
ditional  sizes  of  machines  is  similar  in  constructio 
Parts  of  the  shell  assembly  are  of  sheet  steel  wii 
welded  joints.  Below  are  given  the  gauges  of  sheet  ste 
used  in  the  shell  assembly  of  each  size  of  generator. 


Model 

I.o  we  r 

C  vlindrical 

Upper 

Conical 

Upper 

Cylindrical 

Shell 

Top  o 

No. 

Section 

Section 

Section 

Bottom 

Cove 

K2100 

14  USG 

14  USG 

14  USG 

12  USG 

12  US 

K2200 

,  12  USG 

12  USG 

14  USG 

10  USG 

12  US 

K2300 

10  USG 

to  use. 

14  USG 

12  USG 

12  US! 

K2500 

10  USG 

10  USG 

12  USG 

10  USG 

12  US 

Each  generator  bottom  is  welded  to  the  shell  at  sue 
a  height  as  to  raise  it  a  short  distance  above  the  flo( 
level.  Reinforcement  of  the  lower  edge  of  the  shell 
accomplished  by  a  band-iron  ring  spot-welded  in  plac 
After  the  shell  has  been  assembled,  the  inner  surfa* 
above  the  water  line  is  coated  with  asphalt  base  pain 
whereas  the  exterior  surface,  including  the  bottom, 
coated  with  rust-resisting  paint. 

An  angle-iron  ring  is  welded  to  the  upper  edge  of  tl 
shell  and  the  generating  chamber  cover  is  clamped  t 
this  ring  by  bolts  with  nuts,  the  joint  being  made  t 
with  a  rubber  gasket. 

Each  size  of  machine  is  provided  with  an  agitator 
facilitate  the  removal  of  sludge.  The  agitator  consis 
essentially  of  a  sheet  steel  paddle  attached  to  a  coI< 
rolled  steel  shaft.  One  end  of  the  shaft  is  support* 
by  and  rotates  in  a  fitting  secured  to  the  shell  on  tl 
inside.  The  opposite  end  of  the  shaft  passes  throug 
a  gland  type  of  stuffing  box  and  terminates  on  the  ou 
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side  of  the  shell.  This  end  of  the  shaft  is  provided 
with  a  handle. 

Each  generator  is  provided  with  a  sludge  outlet  valve 
threaded  on  a  section  of  standard  iron  piping  welded 
to  the  shell  at  the  apex  of  the  conical  bottom.  This 
valve  is  of  the  threaded  plug  type,  the  body  and  the 
plug  being  of  cast-iron. 

Water  is  admitted  into  the  generating  chamber 
through  a  cast-iron  threaded  ptyjg  type  of  valve  threaded 
on  a  standard  pipe  nipple  welded  to  the  side  of  the 
generator  shell.  A  cast-iron  funnel  fitting  is  threaded 
into  the  inlet  of  the  valve  and  is  designed  with  an  inter¬ 
ference  grille  to  prevent  a  hose  being  inserted  too  far 
into  the  inlet  when  filling  the  generating  chamber  with 
water.  When  water  appears  in  the  upper  portion  of  the 
funnel,  this  indicates  that  the  generator  has  been  filled 
to  tbe  proper  level.  A  name  plate  indicating  the  proper 
water  level  is  attached  to  the  generator  shell  adjacent 
to  the  water  fill  opening  as  a  precautionary  manner.  A 
cylindrical  No.  16  USG  sheet  steel  skirt  is  provided 
within  the  generating  chamber.  The  upper  edge  of  this 
skirt  is  welded  to  the  conical  intermediate  section  of  the 
shell.  This  skirt  is  provided  with  a  conical  No.  16 
USG  sheet  steel  extension  welded  to  the  lower  edge  of 
the  cylindrical  portion.  The  function  of  this  skirt  is 
described  in  a  subsequent  section  under  “Motor.” 

Carbide  Hopper— The  hopper  body  consists  essen¬ 
tially  of  a  conical  bottom  and  a  cylindrical  upper  sec¬ 
tion.  The  upper  edge  of  the  cylindrical  portion  of  the 
hopper  body  is  welded  to  the  generator  top  or  cover 
plate.  The  hopper  body  of  the  100,  200,  and  300  lb. 
sizes  of  machines  is  of  No.  16  USG  galvanized  sheet 
steel,  whereas  the  hopper  of  the  500  lb.  machine  is  of 
No.  14  USG  galvanized  sheet  steel.  Joints  in  the  as- 
■  sembly  are  welded. 

A  conical  galvanized  sheet  steel  drip  skirt  is  welded 
to  the  lower  portion  of  the  hopper  body  to  avoid  con¬ 
densation  from  dripping  on  tbe  carbide  feed  table  located 
directly  below  tbe  hopper  mouth.  A  conical  sheet  steel 
baffle  is  provided  within  the  hopper  to  avoid  the  pos¬ 
sible  bridging  of  carbide. 

Carbide  is  introduced  into  tbe  hopper  through  a  fill 
f  opening  in  the  generator  top  or  cover  plate.  This  open¬ 
ing  is  normally  closed  by  a  cast-iron  cover  with  a 
round  rubber  gasket.  The  cover  is  clamped  in  place  by 
a  bolted  clamping  bar  arrangement.  The  500  lb.  size  of 
machine  is  provided  with  two  carbide  fill  openings  to 
facilitate  charging  of  the  hopper. 

Carbide  Feed  Mechanism— Centrally  located  on  the 
lower  face  of  the  generator  top  or  cover  plate  is  a 
standard  Y%  in.  pipe  coupling  welded  in  position.  One 
end*  of  a  length  of  standard  Y%  in.  piping  is  threaded 
into  the  coupling  and  serves  to  support  the  carbide  feed 
table.  This  table  is  of  No.  10  USG  galvanized  sheet 
steel  and  is  located  in-  below  tjie  mouth  of  the 
hopper.  The  table  is  provided  with  a  centrally  located 
hole  and  is  slipped  over  the  lower  end  of  tbe  support 
pipe.  It  is  then  secured  to  this  pipe  by  two  half  coup¬ 
lings,  one  on  each  side  of  the  table.  _  _ 

Within  the  feed  table  support  pipe  is  a  in.  cold- 
rolled  steel  shaft,  the  upper  end  of  which  terminates 
at  the  coupling  welded  to  the  lower  face  of  the  geneia- 
tor  cover  plate.  This  rod  is  secured  to  the  suppoit 
pipe  by  a  rivet.  The  lower  portion  of  the  rod  extends 
through  another  length  of  standard  Y&  in.  piping.  Two 
sweep  bars,  diametrically  opposite  each  other,  are  welded 
to  the  upper  end  of  this  latter  pipe,  these  bars  being 
drilled  for  attachment  of  the  ends  of  a  Va  in-  diameter 
asbestos  rope  in  contact  with  the  upper  face  of  the  feed 
table.  During  operation  of  the  generator,  the  sweep 
bars  with  asbestos  rope  attached,  rotate  and  cause  car¬ 
bide'  to  fall  from  the  feed  table  into  the  generating 
chamber,  the  feed  table  being  stationary. 

A  bevel  gear  which  engages  another  similar  gear  on 
a  horizontal  drive  shaft  is  secured  to  the  lower  end  ot 
the  sweep  bar  drive  pipe  by  two  set  screws.  1  nesc 
gears  are  of  steel,  tinned.  In  turn,  a  vertical  gear  en 
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piece  is  attached  to  the  lower  end  of  the  shaft  by  rivets. 
This  end  piece  serves  to  support  the  drive  pipe. 

Similarly,  the  horizontal  drive  shaft  is  of  jj4  in.  cold- 
rolled  steel  and  its  inner  end  is  machined  square.  This 
end  of  the  shaft  extends  into  a  guide,  which  in  turn  is 
attached  to  the  horizontal  drive  gear  by  two  set  screws. 
The  gear  of  the  horizontal  shaft  rotates  on  a  short  shaft 
machined  with  a  head,  the  end  of  this  shaft  opposite  tbe 
head  being  riveted  to  the  vertical  gear  end  piece.  The 
horizontal  shaft  passes  through  a  gland  type  of  stuffing 
box  on  the  side  of  the  generator  shell  and  terminates 
on  the  outside  where  it  is  connected  to  the  driving 
motor,  described  in  the  following  section. 

Motor — The  gas  driven  motor  housing,  and  the  cover 
plate  are  of  cast-iron.  Bolts  with  nuts  are  used  for 
clamping  the  cover  to  the  housing,  the  joint  being 
made  leak-tight  by  a  rubber  gasket.  Openings  tapped 
with  standard  pipe  threads  are  provided  in  the  housing 
for  connection  of  piping  by  means  of  which  the  motor 
is  connected  to  the  generator. 

One  end  of  a  length  of  standard  iron  piping  is  welded 
to  the  lower  portion  of  the  cylindrical  skirt  within  the 
generator  shell.  This  pipe  is  also  welded  in  place  at 
the  point  where  it  passes  through  the  opening  in  the 
generator  shell  and  is  connected  to  the  inlet  in  the  motor 
housing  at  the  bottom.  This  inlet  communicates  with 
the  interior  of  the  cylindrical  skirt.  Another  section 
of  piping  is  welded  to  the  outer  shell  and  in  turn  is 
connected  to  the  outlet  in  the  top  of  the  motor  housing. 
This  outlet  communicates  with  the  annular  space  be¬ 
tween  the  inner  cylindrical  skirt  and  the  generator  shell. 
These  connections  are  made  by  standard  1  in.  iron  piping 
and  listed  unions. 

Within  the  motor  housing  is  an  impeller  wheel,  con¬ 
sisting  of  a  series  of  vanes  formed  of  No.  24  USG 
galvanized  sheet  steel  mounted  on  a  Y&  >n-  shaft.  One 
end  of  the  shaft  rotates  in  a  bearing  in  the  motor  hous¬ 
ing  cover,  whereas  the  opposite  end  extends  to  the 
outside  through  a  gland  type  of  stuffing  box.  A  spacer 
is  provided  on  the  shaft  to  hold  the  impeller  in  align¬ 
ment.  Sufficient  clearance  is  provided  between  the  im¬ 
peller  and  the  motor  housing  to  avoid  striking  of  parts. 
A  brake  wheel  formed  of  No.  14  USG  sheet  steel  is 
attached  to  a  hub,  by  machine  screws  with  nuts,  the  hub 
in  turn  being  mounted  on  the  impeller  shaft  by  a  set 
screw. 

A  cast-iron  brake  spring  housing  is  secured  to  the 
upper  portion  of  the  motor  housing  by  cap  screws,  a 
rubber  diaphragm  with  fabric  insertion  being  clamped 
between  the  spring  housing  and  the  motor  housing. 
The  diaphragm  is  provided  with  a  centrally  located 
hole  for  reception  of  a  shouldered  and  threaded  disc 
fitting  over  the  threaded  end  of  which  is  slipped  a 
diaphragm  plate.  A  nut  threaded  on  the  disc  clamps 
the  parts  together.  Into  the  diaphragm  disc  fitting  is 
threaded  a  brake  shaft  which  extends  through  a  spring 
adjusting  screw  threaded  into  the  spring  housing. 

The  inner  end  of  the  spring  seats  over  the  diaphragm 
disc  nut,  whereas  the  opposite  end  is  provided  with  a 
cup  fitting.  This  cup  is  in  contact  with  the  adjusting 
screw.  Adjustment  of  the  spring,  which  in  turn  regu¬ 
lates  the  generator  operating  pressure,  is  obtained  by 
the  adjusting  screw.  The  strength  of  the  spring  and 
the  length  of  the  adjusting  screw  are  such  that  when 
the  screw  is  turned  in  as  far  as  it  will  go,  the  maximum 
operating  pressure  is  United  to  11  psi. 

A  hard  fiber  disc  located  in  a  cup  is  threaded  on  the 
outer  end  of  the  brake  shaft.  A  screw  with  a  hard 
fiber  disc  held  in  a  retainer  is  threaded  into  an  opening 
in  the  spring  housing  and  is  provided  with  a  lock  nut. 
This  screw  serves  as  a  backing  for  the  brake  wheel. 

A  sprocket  is  secured  to  the  motor  impeller  shaft  by 
a  set  screw.  Similarly,  a  sprocket  is  provided  on  tbe 
outer  end  of  the  horizontal  shaft  of  the  carbide  feed 
mechanism.  Connection  between  tbe  two  sprockets  is 
made  by  an  endless  chain.  An  idler  consisting  of  a 
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pulley  mounted  on  a  shaft  is  in  contact  with  the  drive 
chain  to  keep  the  latter  in  alignment.  The  idler  pulley 
shaft  is  secured  to  an  arm,  which  in  turn  is  attached  to 
the  motor  housing  by  a  cap  screw.  Moving  parts  of 
the  mechanism  on  the  outside  of  the  generator  are  pro¬ 
tected  by  substantial  guards.  A  spring-loaded  locking 
pin  is  mounted  on  the  chain  guard  to  lock  the  feed 
mechanism  during  the  recharging  period  or  when  the 
generator  is  not  in  use.  When  the  pin  is  placed  in  the 
locked  position  it  engages  the  teeth  on  the  horizontal 
drive  shaft  sprocket,  thus  preventing  rotation  of  the 
mechanism. 

Operation  of  this  generator  is  as  follows: 

Subsequent  to  charging  the  generator  with  water  and 
carbide,  etc.,  it  is  first  necessary  to  operate  the  carbide 
feed  mechanism  manually  before  automatic  operation  can 
be  resumed.  This  is  accomplished  by  rotating  the  motor 
brake  wheel  by  hand  until  several  pounds  pressure  have 
been  built  up,  after  which  the  mechanism  will  operate 
automatically  in  accordance  with  the  demand  for  gas. 
During  the  initial  starting,  the  generator  is  purged  of 
gas-air  mixtures. 

Carbide  from  the  hopper  builds  up  on  the  feed  table 
directly  below  the  hopper  mouth  at  a  definite  angle* of 
pile,  carbide  being  fed  to  the  table  in  proportion  to  the 
gas  consumption.  When  the  feed  mechanism  is  initially 
rotated  by  hand,  this  causes  the  sweep  bars  at  the  feed 
table  to  rotate.  At  each  rotation  a  small  amount  of 
carbide  is  swept  off  the  table  by  the  sweep  bar  rope, 
the  carbide  thus  swept  off  dropping  into  the  generating 
water. 

When  gas  pressure  is  generated  within  the  inner  cylin¬ 
drical  skirt,  the  water  level  in  this  skirt  recedes  until  the 
motor  inlet  pipe  is  exposed,  whereupon  gas  enters  this 
inlet  and  passes  through  the  motor  and  thence  is  dis¬ 
charged  from  the  motor  outlet  pipe  into  the  annular 
space.  Gas  passing  through  the  motor  acts  on  the  motor 
impeller,  which  causes  the  latter  to  rotate  and  provide 
the  power  for  driving  the  feed  mechanism.  When  the 
pressure  builds  up  to  11  psi,  the  spring-loaded  diaphragm 
actuated  brake  mechanism  incorporated  in  the  motor 
comes  into  play.  The  disc  end  of  the  brake  shaft  is 
forced  against  the  brake  wheel  to  prevent  further  opera¬ 
tion  of  the  feed  mechanism.  Pressures  within  the  inner 
skirt  and  annular  space  then  equalize. 

Openings  are  provided  in  the  inner  skirt  slightly  below 
the  motor  inlet  pipe.  A  slight  over-production  of  gas 
results  in  these  openings  being  exposed,  whereupon  gas 
escapes  into  the  annular  space.  Similarly,  this  results  in 
the  equalization  of  pressures  between  the  inner  skirt  and 
the  annular  space. 

Gas  is  taken  from  the  annular  space  between  the  inner 
skirt  and  the  generator  shell  well  above  the  maximum 
water  level.  As  gas  is  used  this  results  in  a  reduction  of 
pressure  within  the  annular  space,  and  the  release  of  the 
brake  wheel.  This  pressure  differential  again  permits 
the  passage  of  gas  through  the  motor,  which  in  turn 
drives  the  feed  mechanism  to  give  a  further  feed  of 
carbide  until  the  pressure  has  been  built  up  to  the  pre¬ 
determined  point.  In  actual  operation,  the  motor  oper¬ 
ates  smoothly  to  drive  the  carbide  feed  mechanism  in 
relation  to  the  demand  for  gas. 

Hydraulic  Back  Pressure  Check — This  is  similar  on 
all  sizes  of  machines  with  the  exception  of  over-all 
dimensions.  The  cylindrical  portions  of  the  body  and 
the  bottom  are  of  No.  14  USG  sheet  steel  with  welded 
joints.  After  forming,  the  inner  surface  of  the  bodv 
is  coated  with  asphalt  base  paint,  whereas  the  exterior 
surface  is  coated  with  rust-resisting  paint. 

A  cast-iron  cover  is  clamped  to  an  angle-iron  ring  by 
l>olts  with  nuts,  the  ring  being  in  contact  with  the 
flanged  rim  of  the  body.  A  rubber  gasket  is  used  for 
making  up  the  joint  between  the  cover  and  the  angle- 
iron  ring.  Baffle  plates  are  provided  within  the  assem¬ 
bly  to  prevent  an  excessive  amount  of  water  being  en¬ 
trained  with  the  issuing  gas. 

Water  is  introduced  into  the  chamber  through  a 
standard  pipe  ell  threaded  on  a  section  of  piping  welded 


in  place,  the  pipe  being  provided  with  a  slot  on  the 
underside.  The  fill  opening  is  normally  closed  by  a 
standard  pipe  plug.  When  water  overflows  at  the  fill 
opening,  this  indicates  that  the  chamber  has  been  filled 
to  the  proper  level. 

A  standard  pipe  fitting,  on  which  is  threaded  a  tee,  is 
welded  to  the  bottom  of  the  chamber.  The  lower  open¬ 
ing  in  this  tee  permits  draining  of  the  water  chamber 
when  necessary,  but  is  normally  closed  by  a  pipe  plug. 
Standard  iron  piping  is  used  for  making  connection  be¬ 
tween  the  gas  outlet  opening  in  the  generator  and  the 
hydraulic,  back  pressure  check  inlet.  Connection  of  this 
piping  at  the  generating  chamber  is  made  to  a  pipe  fitting 
welded  in  place.  A  check  valve  of  the  lift  type  is 
installed  in  the  piping  to  avoid  water  being  forced  back 
into  the  generator,  due  to  a  back  pressure. 

Relief  Valves — Each  size  of  machine  is  provided  with 
both  a  generating  chamber  relief  valve  and  a  hydraulic 
hack  pressure  relief  valve.  The  500  lb.  size  of  generator 
is  provided  with  two  generating  chamber  relief  valves  to 
provide  the  required  relief  capacity  for  this  size  of 
device,  these  two  valves  being  arranged  to  operate  in 
unison  with  the  interference  arrangement. 

Each  valve  is  of  the  spring-loaded  diaphragm  type. 
Both  the  body  and  the  bonnet,  between  which  the  dia¬ 
phragm  is  clamped,  are  of  cost-iron  secured  together 
by  eight  bolts  with  nuts.  The  diaphragm  is  of  rubber 
with  a  fabric  insertion  and  has  a  thickness  of  %  in. 
The  valve  disc  is  of  rubber  and  is  held  in  a  retainer 
threaded  on  the  valve  seat.  The  disc,  when  the  valve 
is  in  the  closed  position,  seats  on  a  brass  fitting  threaded 
into  the  lower  portion  of  the  body  at  the  outlet.  Ad¬ 
justment  of  the  pressure  opening  is  obtained  by  a  screw 
threaded  into  the  top  of  the  valve  bonnet.  A  cap  pro¬ 
vided  over  this  screw  and  held  in  place  by  a  machine 
screw  is  designed  to  discourage  tampering  with  the 
adjustment.  Manual  operation  of  the  valve  is  accom¬ 
plished  by  a  cam  form  of  shaft,  on  the  outer  cud  of 
which  is  secured  a  handle  connected  to  the  interference 
arrangement. 

The  generating  chamber  relief  valve  is  adjusted  by  the 
manufacturer  to  start  venting  at  a  pressure  not  over  15 
psi,  and  the  words  “Never  set  to  over  15  psi”  arc  cast 
on  the  valve  bonnet.  The  hydraulic  back  pressure  check 
relief  valve  may  be  adjusted  to  start  venting  at  a  pres¬ 
sure  not  over  20  psi. 

Relief  Valve  Interference — Is  so  designed  that  it  is 
necessary  to  operate  each  valve  (raise  it  from  its  seat) 
during  the  process  of  cleaning  and  recharging  the  gen¬ 
erator.  The  interference  consists  essentially  of  a  cross 
bar,  the  ends  of  which  are  pivoted  to  the  handles  of 
the  generating  chamber  and  the  hydraulic  back  pressure 
check  relief  valves.  A  sheet  steel  housing  is  welded  to 
the  interference  bar,  which,  when  the  valves  are  in  the 
closed  position,  covers  a  portion  of  the  carbide  fill 
cover  clamp  on  the  generator  cover.  Before  access  can 
be  had  to  the  carbide  fill  opening  cover,  it  is  necessary 
to  move  the  interference  bar  to  one  side,  thus  opening 
the  relief  valves. 

Piping  and  Fittings — All  piping  connections  are  made 
by  standard  galvanized  steel  piping.  The  areas  above 
the  carbide  feed  mechanism  motor  diaphragm  and  I  he 
relief  valve  diaphragms  are  connected  to  vent  piping 
assembled  on  the  generator  at  the  factory  so  that  these 
areas  as  well  as  the  relief  valve  outlets  can  be  vented 
to  the  outside  of  the  building.  A  rotating  stem  type 
of  valve  incorporating  a  gland  type  of  stuffic  box’  is 
installed  in  a  section  of  piping  between  the  hydraulic 
hack  pressure  check  relief  valve  and  the  generator  gas 
outlet  piping  leading  to  the  hydraulic  check.  During 
the  period  of  purging  the  generator  of  gas-air  mixtures, 
this  valve  is  opened  slightly  to  purge  the  annular  space 
between  the  inner  skirt  and  the  generator  shell. 

The  models  of  the  generators  differ  only  as  to  size, 
K2100  being  100  lbs.  capacity,  K2200  200  lbs.  capacity, 
K2500  500  lbs.  and  K2500,  500  lbs.  capacity. 

These  generators  have  been  approved  by  the  Undcr- 
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MINUTES 


writers  Laboratories  Guide  #20  C3-2,  November  I, 
1941,  File  A581. 

Tbe  generator  was  inspected  and  tested  at  Teaneck, 
N.  J.  by  tbe  Committee  on  Tests  of  the  Board,  accom 
panied  by  the  representative  of  tbe  Division  of  Com¬ 
bustibles,  Fire  Department. 

Recommendations. 

On  the  basis  of  these  tests  and  tbe  report  of  the 
Underwriters  Laboratories,  the  Committee  recommends 
the  approval  of  the  Smith’s  Type  L  Stationary  Acety 
lene  Generator,  Models  K2100,  K2200,  K2300  and  IC2500, 
provided  tbe  generators  are  installed  and  operated  in 
accordance  with  tbe  provisions  of  C19-92.0  and  C19-93.0 
Administrative  Code,  where  legally  permitted  to  be  in¬ 
stalled  and  operated,  and  with  the  provisions  of  this 
re]K)rt  and  the  report  of  the  Underwriters  Laboratories 
and  that  each  generator  shall  bear  a  label  permanently 
affixed,  reading  “Approved  bv  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City,  under  Cal.  No. 
1  222-42-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

nd 

Whereas,  this  report  recommended  the  approval  of  this 
.ppliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
■lereby  approve  the  appliance  known  as  Smith’s  Type  L  Sta- 
ionarv  Acetylene  Generators,  K2100,  K2200,  K2300  and 
£2500,  on  condition  that  the  appliance  be  manufactured, 
nstalled,  and  labelled,  stamped  or  tagged  in  accordance  with 
he  above  report. 


\djourned  :  3  :45  P.  M. 

Joseph  T.  Doyi.e,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
md  Appeals  held  on  October  15,  1942,  as  t Lev  appeared 
n  Bulletin  No.  42,  Vol.  27,  are  hereby  corrected  to  read  as 
ollows : 

rHE  RESOLUTION  (401-42-S) 

Whereas,  S.  Walter  Katz,  for  The  Gerry  Estates,  Inc., 
iwner  (T.  A.  Management  Corp.,  lessee),  filed  on  May  15, 

*  Correction — The  words  “front  shall  be  glazed  with  pol- 
shed  plate  glass”  omitted  in  line  59  of  the  resolution  and 
he  words  “fronts  may  be  glased  with  double  thick  glass 
tbin'e  the  street  floor”  inserted  therefor. 


1942,  an  application  for  variation  of  the  requirements  of 
the  Labor  Law  affecting  65-67  Madison  avenue,  east  side, 
24  ft.  9  in.  north  of  East  27th  street  and  27-29  East  27th 
street  (Block  No.  857,  Lot  No.  22),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  18,  1942,  on  Alt.  Applic.  No.  482-42,  reads : 

“2.  All  windows  shall  be  fireproof  and  comply  with 
provisions  of  Section  262  and  264  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  seven 
stories  (89  ft.  6  in.)  in  height;  49  ft.  4  in.  by  100  ft.  in  area, 
with  an  L  running  to  East  27th  street,  28  ft.  5  in.  in 
width,  of  Class  1  construction ;  located  in  a  restricted  retail 
use  district;  erected  1923  and  used  and  occupied  as  follows: 
cellar,  storage  and  boiler  room,  15  persons;  first  floor, 
stores,  20  persons ;  second  to  seventh  floors,  inclusive,  show 
rooms  and  offices,  30  persons  each  floor ;  pent  house,  rest 
room  and  tank  house,  75  persons ;  and  proposed  to  be  used 
and  occupied  as  follows :  Cellar,  same ;  first  floor,  same ; 
second  to  seventh  floors,  inclusive,  show  rooms  and  offices, 
and  25  per  cent  manufacturing,  30  persons  per  floor ;  pent 
house,  office,  10  persons ;  that  the  building  is  equipped  with 
a  sprinkler  system,  standpipe  system  and  interior  alarm  sys¬ 
tem  ;  that  there  are  two  3  ft.  8  in.  steel  stairs  enclosed  in 
6  in.  terra  cotta  partitions  equipped  with  fireproof  self-clos¬ 
ing  doors  and  leading  from  roof  bulkhead  direct  to  street; 
and 

Whereas,  the  applicant  contends  that  the  application  in 
question  was  filed  with  the  borough  superintendent  for  the 
change  of  occupancy  from  offices  and  show  rooms  to  offices, 
show  rooms,  and  25%  manufacturing;  that  the  windows 
affected  are  those  on  each  street  front ;  that  the  largest 
single  pane  of  glass  above  the  second  floor  is  3  ft.  4  in.  by 
3  ft.  4  in. ;  that  on  the  second  floor,  the  largest  window  is 
approximately  8  ft.  by  8  ft.  6  in. ;  that  the  largest  show 
window  on  the  first  floor  is  approximately  6  ft.  3  in.  by  9 
ft.  3  in. ;  that  the  first  floor  windows  are  glazed  with  in. 
polished  plate  glass;  that  the  windows  above  the  first  floor 
are  glazed  with  double  thick  glass;  that  all  frames  and  sash 
are  wood;  that  it  would  be  a  great  hardship  for  the  owner 
to  be  compelled  to  replace  all  windows  with  those  having 
the  maximum  size  legal  lights. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  482-42,  Objection  No.  2,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  in 
all  other  respects  the  building  shall  comply  with  all  other 
requirements  of  the  labor  law  and  all  other  laws,  rules  and 
regulations,  including  the  zoning  resolution,  other  than  as 
modified  by  the  Board  under  Cal.  No.  408-42-BZ ;  that  the 
plans  of  the  building  shall  be  re-examined  to  determine  that 
all  requirements  of  all  laws  applicable  are  complied  with; 
that  the  windows  on  the  lot  line  shall  be  fireproof  and  self¬ 
closing,  glazed  with  wire  glass;  that  the  windows  on  the 
street  fronts  may  be  glased  zvith  double  thick  glass  above  the 
street  floor  and  the  size  of  panes  shall  not  be  increased  in 
area;  that  the  standpipe,  sprinkler  and  interior  fire  alarm 
systems  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner. 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en- 
itled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve- 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  tbe  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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ANNUAL  REPORT 


The  Annual  Report  of  the  Board  of  Standards  and  Appeals  for  the  year  1941,  appears  in  Bulletin  No. 
43.  Volume  27,  dated  October  27.  1942.  The  following  statistical  report  is  a  recapitulation  of  the  Board’s 
action  on  cases  filed,  disposed  of,  and  pending,  for  the  years  1916  to  1941  inclusive,  together  with  the  total 
of  each  category. 
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JOSEPH  J.  DOYLE,  Chief  Clerk.  HARRIS  H.  MURDOCK,  Chairman.  1 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the. 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


Copies,  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1942  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Denartments,  Bureaus,  Offices  and 


offices  of  the  Board  and  of  the  further  publication  of  the. 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the: 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  al 
cases  promptly ;  therefore,  no  appeal  or  application  wil 
be  held  in  abeyance  by  reason  of  failure  of  the  appellan 
or  applicant  to  file  necessary  data,  or  by  any  other  methoc 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  foi 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  dat; 
required  by  law  are  supplied,  as  specified  on  the  blanl 
appeal  or  application  forms. 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  o 
the  City  Record,  Room  2213,  Municipal  Building,  Man 
hattan.  Price  50  cents ;  by  mail,  five  cents  per  copy  mus 
be  added  for  postage. 
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Methods  to  be  applied  to  Prevent  Contamination  of 
Water  Supply. 

pproved  Anti-Siphon  Devices  (Vacuum  Breakers). 


Andrew  Gull  Corporation  vs.  City  of  New  York. — Cord 
Meyer  Company  as  owners  contracted  to  furnish  a  large  quantity 
of  earth  for  fill  for  an  extension  to  the  Brooklyn  Navy  Yard  to  be 
taken  from  their  vacant  land  in  Queens  where  above  the  established 
grade  of  the  streets.  The  Department  of  Housing  and  Buildings 
claimed  such  removal  of  soil  was  contrary  to  Section  C76-388.0  as 
amended  August  26,  1939.  The  owner  refused  to  apply  for  a  permit, 
claiming  that  the  amended  section  is  applicable  only  to  excavations 
and  not  to  leveling  as  contemplated  (above  street  grade)  and  that 
the  law  as  amended  is  unconstitutional. 

To  determine  these  questions  actions  were  brought  for  a  declara¬ 
tory  judgment  and  an  injunction.  Mr.  Justice  Smith  in  Supreme 
Court,  Special  Term,  after  lengthy  analysis  of  the  law  and  the  intent 
behind  it,  decided  that  “In  view  of  the  fact  that  *  *  *  contem¬ 

plated  leveling  will  not  create  any  excavations,  holes  or  pits — that 
they  do  not  come  under  the  purview  of  Section  C26-388.0  as  amended 
on  August  26,  1939  *  *  .  *”  and  that,  “plaintiffs  are  entitled  to 

a  declaratory  judgment  to  that  effect  and  to  an  injunction  restraining 
the  city  authorities  from  interfering  with  plaintiffs’  proposed  opera¬ 
tions.”  The  Court  found  it  unnecessary  to  pass  on  the  question  of 
constitutionality  of  the  law.  (N.  Y.  Law  Tournal  October  27,  1942, 
pages  1211-12). 

Note:  Amendment  to  the  law  is  advisable  to  define  “Excavation” 
and  also  to  provide  for  condition  where,  under  section  4,  paragraph 
16  of  the  Multiple  Dwelling  Law,  the  grade  of  the  lot  may  be  taken 
as  not  more  than  three  feet  above  established  street  grade  (curb  level). 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman 
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DOCKET. 

Nezv  Cases  I' tied  up  l<>  \ovcmbcr  3,  1942. 

Cal.  No.  Dept.  Premises  Affected 

762- 42-SM— Method  of  Construction  (Prefabricated 
Framing  for  Insulux  Glass  Block),  manufactured  by 
Owens-Illinois  Glass  C  ompany,  Material. 

763- 42- A — F.D. — 232  and  233  South  street,  west  side,  246 
ft.  3  in.  east  of  Market  Slip  (Block  No.  249.  Lot  Nos.  13 
and  14),  Borough  of  Manhattan,  32248-L.C,  32323-L.C. 

764- 42-A— F.D.— ' 9-11  Dutch  street,  west  side,  127  ft. 
south  of  Fulton  street  (Block  No.  78,  Lot  No.  24),  Borough 
of  Manhattan,  7223-L.F.  and  Decision. 

765- 42-S — F.D. — 46  Evergreen  avenue,  west  side,  45  ft. 
north  of  Forrest  street  (Office  36  Forrest  street)  ;  (Block 
No.  3142,  part  of  Lot  No.  1),  Borough  of  Brooklyn,  De¬ 
cision. 


766- 42-S— F.D.— 67-69  Noll  street  and  66-74  Evergreen 
avenue,  northwest  corner  (Office  36  Forrest  street)  ;  (Block 
No.  3146,  part  of  Lot  No.  1),  Borough  of  Brooklyn,  De¬ 
cision. 

767- 42-S — F.D. — 84-90  Stanwix  street  and  38-44  Montieth 
street,  southeast  corner  (Office  36  Forrest  street)  ;  (Block 
No.  3142.  part  of  Lot  No.  1),  Borough  of  Brooklyn,  De- 


RULES 

I.nst  I 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . . . ^eb. 

Carbon  Dioxide  Liquefier,  Rules.  ...Mar. 
Certificates  of  Occupancy,  approved 

form  . *°v- 

Concrete  Flat  Slabs,  Rules. ........  I  uly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  use 
of  >une 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . ,  ar‘ 

Exit  Rules  (Revolving  Doors) . )une 

Factorv  Exit  Rules  . a  ne 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  .  ........Aug. 

Fire-resistive,  Flameproof  Mate- 

rials,  etc.,  Rules  for  Testing  of  Apr. 
Fire  Retarding  Rules  for  Garages, 

etc.  . . ....•••••*  ^cc. 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for. ......  .Jan- 

Fusion  Welding  and  Gas  Cutting 
Rules 

Gas  Sliut-Off  Rules  . fTr- 

Hatchway  Protection  . 

Insulating  Fibre  Board  Rules . 

Oil  Burner  Rules  . ....Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . July 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . .  •  •  •  So r>t. 

Platform  Trucks,  Specifications  for.  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  -Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for.... Oct. 

Sprinkler  Rules  . |une 

Standpipe  Fireline  Rules  . . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . .  .  Apr. 


*ublieation  in  Bulletin 


17,  1942— Vol.  27,  No.  7 
10,  1942— Vol.  27,  No.  10 


25,  1941— Vol.  26,  No.  47 
13,  1937— Vol.  22,  Ne.  28 


24,  1941— Vol.  26,  No.  25 

3,  1937— Vol.  22,  No.  31 

3,  1936— Vol.  21,  No.  5 

15,  1937— Vol.  22,  No.  24 

16,  1942— Vol.  27,  No.  2- 

7,  1942— Vol.  27,  No.  id 

4,  1942— Vol.  27,  No.  3 


28,  1942— Vol.  27,  No.  II 


16,  1941— Vol.  26,  No.  5( 

13,  1937— Vol.  22,  No.  1! 

21,  1919— Vol.  4,  No.  : 


20,  1941— Vol.  26,  No.  2f 
7,  1925— Vol.  10,  No.  1 
5,  1928— Vol.  13,  No.  2 
22,  1942— Vol.  27,  No.  3 
1,  1942— Vol.  27,  No.  3, 


28,  1942— Vol.  27,  No.  3' 


8,  1942— Vol.  27,  No.  3 
24.  1936— Vol.  21,  No.  4, 
3,  1937— Vol.  22,  No.  3 


25,  1941— Vol.  26,  No.  47. 

7,  1937— Vol.  22,  No.  3 
26,  1941— Vol.  26,  No.  3 
13,  1942— Vol.  27,  No.  4- 
29,  1937— Vol.  22,  No.  2. 

8,  1937— Vol.  22,  No.  2 
7,  1932— Vol.  17,  No.  2 

24,  1936— Vol.  21,  No.  4 
24,  1936— Vol.  21,  No.  4 


10.  1923— Vol.  8.  No.  1 


cision. 

768- 42-S — F.D. — 63  Noll  street,  north  side,  84  ft.  west  of 
Evergreen  avenue  (Office  36  Forrest  street);  (Block  No. 
3146,  part  of  Lot  No.  1),  Borough  of  Brooklyn,  Decision. 

769- 42- A— H.B.Q. — 41-12  and  41-14  63rd  street,  west  side, 

150  ft.  south  of  Woodside  avenue  (Block  No.  1337.  part  ol 

Lot  No.  27),  Woodside,  Borough  of  Queens,  Alt.  1892-42. 

\ 

770- 42-A— F.D. — Storage,  packaging  and  distribution  of 
combustible  mixture  known  as  “3M  Wax  Finish”  in  one 
gallon  glass  bottles,  (capacity  of  bottles  not  in  conformity 
with  Administrative  Code  Specifications),  Decisions. 

771- 42-S _ H.B.M. — 462  West  Broadway,  west  side,  240 

ft.  m  in.  south  of  West  Houston  street^  (Block  No.  516. 
Lot  No.  31).  Borough  of  Manhattan,  Decision. 


Restored  to  Calendar. 

982-39-BZ—H.B.M.— 406-420  West  55th  street,  south 
side,  100  ft.  west  of  Ninth  avenue  (Block  No.  1064,  Lot  Nos. 
37  to  42.  inclusive).  Borough  of  Manhattan,  Decision  r< 
Certificate  of  Occupancy. 


nir^iOTV ATIONS i  H.B. — Department  of  Housing  and  Buddings; 

•  I  i| _ Department  of  Housing  and  Buildings,  Brooklyn:  1I.B.M. 

t  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De- 

Department  ol v  gnd  Buddings,  Queens;  H.B.R.— Department 

if  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing^ "and  Buildings,  Bronx;  H.D.-Healtb  Department,  and 
|J\I) _ Fire  Department. 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47. 

Fireline  Hose  Valves  . Nov.  2s,  1941 — Vol.  26,  No.  47. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  2a,  94  -Vo  .  26,  No.  47 

Fuel  Oil  Pipe  Terminals  . ...Nov.  2o,  1941  \  ol.  26,  No.  47 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  2a,  1941 — Vol.  26,  No.  47 

Fuel  Oil  Pumps  . Nov.  25,  1941-Vo 1.  26,  No.  47 

Gas  Heaters  . Nov.  2o,  1941— Vol.  26,  No.  47' 

Paint,  Varnish  and  Lacquer  Spray-  ..  , 

ing  Equipment  . Nov.  2o,  1941 — Vol.  26,  No.  47 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47 

Vacuum  Breakers  . Nov.  10,  1942—  Vol.  27.  No. 


NOVEMBER  10,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan 
ards  and  Appeals  of  a  public  hearing  under  the  provisio 
of  the  zoning  resolution,  Tuesday  morning,  November  1 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Ma 
hattan,  on  the  following  matters : 

363-42-BZ— Application,  May  5,  1942,  under  sections  ! 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  app 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  pern 
in  a  residence  use  district  for  a  term  of  two  (2)  yeai 
the  parking  and  storage  of  more  than  three  (3)  mot 
vehicles;  premises  650  Thwaites  place,  south  side,  fre 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  a 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  ^ 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

651-42-BZ — Application,  September  2.  1942.  under  se 
tion  7c  of  the  zoning  resolution,  of  John  J.  Morro.  apf 
cant,  on  behalf  of  Paragon  Oil  Company,  Incorporat; 
owner,  to  permit  in  a  residence  use  district,  the  extensi 
of  a  gasoline  service  station ;  premises  2458-2470  Crops 
avenue,  northwest  corner  of  Bav  38th  street  (unopened 
(Block  No.  6928.  Lot  No.  50),  Borough  of  Brooklyn,  i 
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617-42-BZ — Application,  August  12,  1942,  under  section 
7c  of  the  zoning  resolution,  of  John  F.  Payne,  applicant, 
on  behalf  of  Socony-Vacuum  Oil  Company,  Incorporated, 
owner,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  new  accessory  (lubritorium)  building  on 
an^  existing  gasoline  service  station;  premises  1979  East 
177th  street,  northwest  corner  of  Pugsley  avenue  (Block 
No.  3794,  Lot  No.  50),  Borough  of  The  Bronx. 

714-42-BZ — Application,  September  30,  1942,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  John  E.  Cahill,  appli¬ 
cant,  on  behalf  of  Louis  Grossman,  owner,  to  permit  in  a 
residence  use  and  also  a  G  area  district,  the  erection  and 
maintenance  of  a  vestibule  (to  an  existing  dwelling)  which 
extends  into  a  front  yard  required  by  the  zoning  resolution; 
premises  108-26  66th  road,  south  side,  220  ft.  east  of  108th 
street  (Block  No.  5175,  Lot  No.  18),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

556-42-BZ— Application,  July  13,  1942,  under  section  21 
of  the  zoning  resolution,  of  William  C.  Sommerfeld,  appli¬ 
cant,  on  behalf  of  Richards  Saels  Corporation,  Incorporated, 
owner,  to  permit  in  a  business  use  district,  the  maintenance 
}f  two  (2)  sets  business  (pawnbrokers)  signs;  premises 

9  Columbus  avenue,  east  side,  100  ft.  5  in.  north  of  West 
59th  street  (Block  No.  1112,  Lot  No.  64),  Borough  of 
Manhattan. 

577-42-BZ— Application,  July  15,  1942,  under  section  7c 
of  the  zoning  resolution,  of  George  H.  Cohn,  applicant, 
on  behalf  of  Crew  Levick  Corporation,  owner  (Joseph  E. 
Johnston,  lessee),  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  for  parking  of  more  than  five 
(5)  motor  vehicles ;  premises  1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  corner  (Block  No.  5859,  Lot  Nos. 

10  and  12),  Borough  of  Brooklyn. 

^27-42-BZ — Application,  October  7,  1942,  under  section 
l\  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cant,  on  behalf  of  Green  Bus  Lines,  Incorporated,  owner, 
o  permit  in  an  undetermined  use  and  also  an  F  area  dis- 
rict,  the  erection  and  maintenance  of  an  extension  to  an 
existing  garage  for  more  than  five  (5)  motor  vehicles 
(buses)  ;  the  said  extension  does  not  comply  with  the  set- 
pack  or  with  the  area  requirements  of  the  zoning  resolu- 
ion ;  premises  148-02  to  148-18  147th  avenue,  south  side, 
rom  148th  to  149th  streets  (Block  No.  4233,  Lot  No.  1), 
^outh  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  10,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

61-42-A — 1555  Third  avenue,  southwest  corner  of  Loril- 
ird  place  and  539-545  East  1 84th  street,  north  side,  50  ft. 
.'est  of  Lorillard  place  (Block  No.  3052,  Lot  No.  37),  Bor- 
ugh  of  The  Bronx. 

►  I 

99-42-A— 1-7  DeKalb  avenue,  north  side,  between  Gold, 
‘leet  and  Prince  streets  and  224-228  Prince  street  (Block 
Jo.  2078,  Lot  No.  1),  Borough  of  Brooklyn. 

24-42-S— 1-7  DeKalb  avenue,  north  side,  between  Gold, 
deet  and  Prince  streets  and  224-228  Prince  street  (Block 
Jo.  2078,  Lot  No.  1),  Borough  of  Brooklyn. 

41-42-S — 13  Christopher  avenue,  east  side,  103  ft.  2  in. 
outh  of  East  New  York  avenue  (Block  No.  3676,  Lot  No. 
),  Borough  of  Brooklyn. 

07-42-A— 233  West  151st  street  and  220-234  West  152nd 
treet.  south  side,  100  ft.  east  of  Macombs  place  (Block  No. 
037,  Lot  No.  1),  Borough  of  Manhattan. 


584-41-A— 121  Bay  23rd  street,  east  side,  100 ft.  south 
ot  Benson  avenue  (Block  No.  6408,  Lot  No.  16),  Borough 
of  Brooklyn. 

Appliance  and  Materials  jor  Approval . 

473-42-SA — Allen  Iron  Body  2J4  in.  Fireline  Angle 
Valve,  Type  A,  175  lbs.  W.W.P. 

424-42- SM  Jackson  Metal  Nailable  Studs  and  Acces¬ 
sories  for  Non- Bearing  Interior  and  Exterior  Partitions 
(reopened  July  28,  1942  re  amendment  of  resolution). 

855-41-SM  Swanpruf  (Flameproofing  Compound). 


NOVEMBER  17,  1942,  10  A.  M. 

Zoning  Applications. 

i\ O  1  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  (lie  zoning  resolution,  /  uesday  morning,  November  17, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters  ; 

539-42-BZ  Application,  July  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applicant 
on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  244-266  Fourth  street,  south  side,  97  ft 
10 lA  m.  east  of  Fourth  avenue  and  275-299  Fifth  street 
(Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn. 

607-42- BZ  Application,  August  5,  1942,  under  section 
7h  of  the  zoning  resolution,  of  J.  M.  Berlinger,  applicant, 
on  behalf  of  Janetta  Whitridge,  Mary  Whitehouse  and 
Harriet  Aldrich,  owners,  to  permit  in  a  retail  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  4-8  West  58th 
street,  south  side,  135  ft.  west  of  Fifth  avenue  (Block  No. 
1273,  Lot  No.  44),  Borough  of  Manhattan. 

610-42-BZ — Application,  August  6,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Mac  L.  Reiser,  appli¬ 
cant,  on  behalf  of  Mary  Oginsky  and  Philip  Oginsky,  own¬ 
ers  (Martha  Kozak,  lessee),  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  336-338 
(340  displayed)  New  Jersey  avenue,  west  side,  125  ft.  north 
of  Belmont  avenue  (Block  No.  3738,  Lot  Nos.  30  and  31), 
Borough  of  Brooklyn. 

987-41-BZ — Application,  November  14,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  reconstruction  of  and  the 
erection  of  a  new  accessory  building  upon  an  existing  gaso¬ 
line  service  station;  premises  736-746  Linden  boulevard  and 
796-804  Utica  avenue,  southwest  corner  (Block  No.  4675, 
Lot  No.  6),  Borough  of  Brooklyn. 

95-40-BZ — Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  40  Central  Park  .South,  Incorporated,  owner, 
reopened  November  18,  1941,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  retail  use  district,  for  a  term  of 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  41  West  58th  street,  north  side,  120  ft. 
east  of  Sixth  avenue  (Block  No.  1274,  Lot  No.  6),  Borough 
of  Manhattan. 

215-42-BZ  -Application,  March  18,  1942,  under  section 
7h  of  the  zoning  resolution,  of  John  C.  Wandell,  applicant, 
on  behalf  of  Society  of  St.  Vincent  De  Paul,  owner  (Arthur 
Stevenson,  lessee),  to  permit  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  8101-8111  Third 
avenue  and  302-318  81st  street,  southeast  corner  (Block  No. 
5997,  Lot  Nos.  7  and  11),  Borough  of  Brooklyn. 
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256-42-BZ— Application,  March  27  1942,  under  section 

21  of  the  zoning  resolution,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Handalsons  Realty  Corpora.tion  owner,  to  permit 
in  a  residence  use  and  also  G  area  district  the  conversion 
of  occupancy  of  a  one  family  dwelling  to  a  two  (2)  fa  i> 
dwelling;  premises  665  East  17th  street,  east  £>de,  ‘6  ft. 

%  in.  south  of  Foster  avenue  (Block  No.  5238,  Lot  Wo.  3U, 
Borough  of  Brooklyn. 


under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
and  also,  the  erection  and  maintenance  of  garages  for  four 
(4)  motor  vehicles;  premises  115-119  1  ruxton  street,  north 
side,  142  ft.  9J4  in.  west  of  Conway  street  (block  No.  1544, 
Lot  Nos.  42  and  44),  Borough  of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  17,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 


752-42-A— 48-12  Grand  avenue,  south  side,  41.1  ft  west 
of  49th  street  (Block  No._2612,  part  of  Lot  Nos.  1,  28  and 
37)  Maspeth,  Borough  of  Queens  (under  section  35,  Gen 
eral  City'  Law'  re  bed  of  mapped  street— 49th  street  and  50th 

street). 


484-42-S— 32-36  to  32-46  47th  avenue,  south  side,  from 
32nd  place  to  33rd  street  (Block  No.  2o2,  Lot  Nos.  1  an 
17),  Long  Island  City,  Borough  of  Queens. 


Appliance  and  Materials  for  Approval. 


367-42-SA— Holland  Gun  Type  Oil  Burner,  Models  H-4, 
Sl-4,  M-4,  and  L-4. 


800-39-SM — U.  S.  Gypsum  Co.  Gypsum  Plaster,  Red  l  op 
and  Samson  Brands. 


289-41-SM — Monarch  Hydrated  Finishing  Lime,  Mon¬ 
arch  Masons  Lime,  Monarch  Brick  Mortar. 


NOVEMBER  24,  1942,  10  A.  M. 


926-28-BZ — Application  of  Joseph  B.  Lynch,  applicant  on 
behalf  of  The  Texas  Company,  owner,  reopened  December 
16  1941  under  section  7c  of  the  zoning  resolution,  to  permit 
in’ a  residence  use  district  the  extension  of  an  accessory 
building  (for  lubritory  use)  and  also,  the  rearrangement  oi 
pumps  on  an  existing  gasoline  service  station,  which  was 
previously  acted  upon  by  the  Board ;  premises  2633-2643 
Ocean  avenue  and  2002  Avenue  V,  southeast  corner  (Block 
No.  7381,  Lot  No.  1),  Borough  of  Brooklyn. 


Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

•  •  1  .  .  j  ! 'I  *  <>  in/14^11111/'!  A/  /  1  1 1 1 1f  i*  I 


li  as  anu  ^  , - °  at  u  o\ 

of  the  zoning  resolution,  Tuesday  morning  Novembe,  24, 

1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man 

hattan,  on  the  following  matters: 


58-30-BZ— Application  of  Charles  M.  Spindler  applicant 
on  behalf  of  Lillian  Kaplan,  owner,  reopened  July  23,  1942, 
under  sections  7c  and  7f  of  the  zoning  resolution  to  permit 
in  a  business  use  district,  the  extension  of  a  gasoline  service 
station  (previouslv  granted  by  the  Board)  and  also,  tor  a 
term  of  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  73-13  to  73-21  Cooper  avenue 
and  71-34  to  71-38  73rd  place,  northwest  corner  (Block  No. 
3691,  Lot  No.  19),  Glendale,  Borough  of  Queens. 


676-42-BZ— Application,  September^  17,  1942,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  I* rank  Straub,  applicant 
on  behalf  of  Monte  Realty  Company,  Incorporated,  owner,  to 
permit  in  a  residence  use  district,  the  alteration  and  conver¬ 
sion  of  occupancy  of  a  four  (4)  story  building,  erected  as 
a  stable  to  store,  showroom,  offices  and  light  manufactuiing. 
premise’s  357  West  17th  street,  north  side  lOO  ft.  east  o 
Ninth  avenue  (Block  No.  741,  Lot  No.  5),  Borough  of 
Manhattan. 


HARRIS  H.  MURDOCK,  Chairman 


107-42-BZ— Application,  February  5,  1942,  under  section 
7c  of  the  zoning  resolution,  of  John  F.  Payne,  applicant  on 
behalf  of  Socony-Vacuum  Oil  Company,  Incorporated,  owner, 
to  permit  in  a  business  use  district,  the  erection  of  an  acces¬ 
sory  building  upon  a  plot  now  occupied  as  a  gasoline  service 
station;  the  Vehicular  entrance  to  the  gasoline  service  station 
is  located  within  200  ft.  of  an  entrance  to  a  public  play¬ 
ground  ;  premises  401-413  Dahill  road  and  2-12  Cortelyou 
road,  southeast  corner  (Block  No.  5384,  Lot  No.  1),  Bo 
OUgh  of  Brooklyn. 


NOVEMBER  24,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

267-42-S— 456-474  Johnson  avenue,  south  side,  100  ft 
west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32)1 
Borough  of  Brooklyn. 


127-35-BZ — Application  of  Jack  Z.  Cohen,  applicant  on 
behalf  of  Joseph  Angelone,  owner,  reopened  June  30,  1942, 


DECEMBER  1,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

407-42-A— 31-81  Steinway  street,  east  side,  100  ft.  nort> 
of  Broadway  (Block  No.  678,  Lot  No.  9),  Astoria,  Boroug 
of  Queens. 

447-42-A— 510  Dahill  road,  west  side,  60  ft.  south  of  40t 
street  (Block  No.  5382,  Lot  No.  26),  Borough  of  Brookly 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  OCTOBER  30,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


RULES 

835-38-SR. 

SUBJECT— Amendment  to  Rules  relative  to  Submerg 
Inlets  and  Protective  Methods  to  be  applied  to  P 
vent  Contamination  of  Water  Supply. 
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APPEARANChS — William  A.  Cody,  Alexander  Koral, 
James  S.  McCormack,  Gustave  Goldman,  Ormond 
Burke,  Arthur  C.  Bangs,  John  Lowe  and  H.  B. 
Ferguson. 

AC  1  ION  OF  BOARD — Laid  over;  new  date  of  hearing  to 
be  announced. 


Adjourned:  11:05  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  MORNING,  NOVEMBER  4,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  October  27,  1942,  and  Tuesday  after¬ 
noon,  October  27,  1942,  were  approved  as  printed  in  Bulletin 
No.  44,  Vol.  27. 


ZONING  CASES. 

539-42-BZ. 

APPLICANT — Edwin  H.  Thatcher,  for  Polytechnic  Insti¬ 
tute  of  Brooklyn,  owner. 

SUBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 244-266  Fourth  street,  south 
side,  97  ft.  10J4  in.  east  of  Fourth  avenue  and  275- 
399  Fifth  street  (Block  No.  984,  Lot  Nos.  11  and 
22),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Harold  Klorfein,  Dep't  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  17,  1942,  at 
10  A.  M.  on  written  request  of  applicant. 


607-42-BZ. 

APPLICANT — J.  M.  Berlinger,  for  Janetta  Whitridge, 
Mary  Whitehouse  and  Harriet  Aldrich,  owners. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 4-8  West  58th  street,  south 
side,  135  ft.  west  of  Fifth  avenue  (Block  No.  1273, 
Lot  No.  44),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  J.  M.  Berlinger,  C.  I.  Goldman  and 
William  Sloane. 

For  Opposition :  R.  J.  Stark  and  Harold  Klorfein, 
Dept,  of  Parks. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  17.  1942 
at  10  A.  M.  for  further  consideration  by  the  Board. 
No  further  argument. 


144-42-BZ. 

APPLICANT — Oscar  I.  Silverstone,  for  Harry  Lipkin, 
owner. 

SUBJECT — Application  (re  decisions  of  the  borough  super¬ 
intendent)  under  sections  21  and  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 


erection  and  maintenance  of  fourteen  (14)  indi¬ 
vidual  one  car  garages  and  six  (6)  individual  one 
truck  garages  or  to  permit  the  alternate  use  of  the 
premises  for  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 669-677  McDonald  avenue,  east 
side,  40  ft.  south  of  Cortelyou  road  (Block  No. 
5385,  Lot  Nos.  87  and  92),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Oscar  I.  Silverstone  and  Harry 
Lipkin. 

For  Opposition :  Maxwell  H.  Levy,  Philip  F.  Di 
Costanzo  and  Miriam  Heller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  .  1 

Negative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Murphy .  3 


THE  RESOLUTION  (144-42-BZ) 

Whereas,  Oscar  I.  Silverstone,  for  Harry  Lipkin,  owner, 
filed  on  February  18,  1942,  an  application  under  sections  21 
and  7h  of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  fourteen 
(14)  one  car  garages  and  six  (6)  individual  one  truck 
garages  or  to  permit  the  alternate  use  of  the  premises  for 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  669-677  McDonald  avenue,  south  side,  40  ft.  south 
of  Cortelyou  road  (Block  No.  5385,  Lot  Nos.  87  and  92), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  4,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  McDonald  avenue  is  in  a  business  use 
district ;  East  2nd  street  is  in  a  residence  and  business  use 
district  and  Cortelyou  road  is  in  a  business  use  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  21,  1942  on  N.  B.  Applic.  Nos.  1886-1887 — 
1942,  reads: 

“Proposed  individual  garages  for  fourteen  motor 
vehicles  and  six  motor  trucks  to  be  located  in  a  business 
use  district  are  contrary  to  Art.  II,  Sec.  4(a),  subd.  15 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  18,  1942  on  N.  B.  Applic.  No.  1133-42,  reads: 
“Parking  and  storage  of  more  than  five  motor  vehicles 
on  a  plot  located  in  a  business  use  district  is  contrary 
to  Art.  TI,  subd.  4a,  subd.  15  of  the  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  160  ft.  on  McDon¬ 
ald  avenue  and  a  depth  of  110  ft.;  that  upon  the  southerly 
part  of  the  plot  (Lot  87),  there  are  located  three  one-car 
garages  and  a  one  story  storage  room  for  cream,  cheese 
and  butter  and  a  one  story  taxpayer  (stores)  ;  that  the 
northerly  part  of  the  plot  (Lot  92),  is  now  vacant;  that  it 
is  proposed  to  use  this  portion  of  the  plot  (60  ft.  by  110 
ft.  in  area),  for  fourteen  individual  one-car  garages  and 
for  six  individual  one-truck  garages ;  that  it  is  alternately 
proposed  to  use  the  plot,  for  a  term  of  two  (2)  years,  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  and  that  the  driveway  to  the  proposed  uses  on  Lot 
92,  is  located  on  Lot  87 ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  failed 
to  substantiate  his  basis  of  appeal  under  section  21  of  the 
zoning  resolution  and  that  there  was  no  justification  for  the 
exercise  of  the  Board’s  discretion  to  grant  a  zoning  vari- 


1109 


MINUTES 


ance  under  section  7,  subdivision  h,  for  the  use  oj i  the  plot 
for  parking  and  storage  of  more  than  five  (5)  motor 

vehicles  • 

Resolved,  that  the  decisions  of  the  borough  superintendent 

on  N  B.  Applic.  Nos.  1886,  1887  and  1132-42,  be  and  they 
hereby  are  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


581-42-BZ. 

APPLICANT — Paul  Friedman,  for  Lucval  Realty  Corpora¬ 
tion,  owner  (Homecrest  Service  Station,  Incorpo¬ 
rated,  lessee). 

SUB TECT— Application  (re  decision  of  the  borough  supei- 
intendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  ot 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED  — 1108-1110  (1106-1108  dis- 

played)  Avenue  T,  south  side,  40  ft.  east  of  Coney 
Island  avenue  (Block  No.  7315,  Lot  No.  3),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES—  ,  .  T 

For  Applicant:  Paul  Friedman  and  James 

D’Albro. 

For  Opposition :  None.  , 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Dous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 

of  Education.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 


THE  RESOLUTION  (581-42-BZ) 

Whereas,  Paul  Friedman,  for  Lucval  Realty  Corporation, 
owner  (Homecrest  Service  Station,  Incorporated  lessee), 
filed  on  Tuly  21,  1942,  an  application  under  section  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  tor 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  1108-1110  (1106-1  lUb 
displayed)  Avenue  T,  south  side,  40  ft.  east  of  Coney  Island 
avenue  (Block  No.  7315,  Lot  No.  3),  Borough  of  Brooklyn; 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  4,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Coney  Island  avenue  is  in  a  business 
use  district;  Avenue  T  is  in  residence  and  business  use 
district;  East  12th  street  is  in  a  residence  use  district;  and 
Whereas  the  decision  of  the  borough  superintendent  on 
B  N.  Applic.  No.  1613-42,  dated  July  8,  1942,  reads: 

“1.  Parking  and  storage  of  more  than  five  motor 
vehicles  within  a  business  district  is  contrary  to  Art. 
II,  Sec.  4,  Par.  15  of  the  Zone  Resolutions.  Application 
denied.” 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  of  ground  having  a  frontage  of  40  ft.  and  a  depth  of 
110  ft.;  that  upon  the  easterly  rear  of  the  plot,  there  are 
some  frame  structures;  that  it  is  proposed  to  use  the  re¬ 
mainder  of  the  plot  for  a  term  of  two  (2)  _  years,  for 
parking  and  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  this  was  a  proper  case  m 
which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  f  of  the  zoning  resolution ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
he  and  it  hereby  is  granted  under  section  7-f  thereof,  for  a 
term  of  two  (2)  vears  from  the  date  of  this  resolution,  to 


permit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  only  motor  vehicles  of  the  pleasure  car  type  and  those 
capable  of  operation  shall  be  so  parked  or  stored ,  that  j 

plot  shall  be  leveled  substantially  to  the  grade  of  Coney 
Island  avenue  and  shall  be  surfaced  with  clean  gravel,  steam 
cinders  or  other  suitable  material  properly  rolled  and  treated  i 
with  a  binder ;  that  the  existing  fencing  along  the  interior  ] 
lot  lines  to  the  east  and  south  shall  be  maintained  and  m 
addition  there  shall  be  a  fence  which  may  be  of  wood  con-  j 
struction,  not  less  than  5  feet  6  in.  in  height  along  the  street  j] 
building  line  of  Avenue  4  for  a  distance  of  appioximateh  1 
35  feet;  that  there  shall  be  no  additional  curb  cuts  or  en¬ 
trances  to  the  premises  from  Avenue  T ;  that  during  the  •' 
time  of  this  variance,  the  premises  shall  be  occupied  for  no  'j 
other  use  than  herein  permitted  and  no  building  shall  be 
erected,  except  that  the  existing  frame  structures  at  the 
rear  of  the  plot  may  be  continued,  provided  they  are  in  no  j 
way  occupied  in  connection  with  the  parking  use  or  the 
gasoline  station  use,  but  are  continued  for  the  use  of  the 
owner  of  the  adjoining  lot,  No.  5,  as  indicated ;  that  the 
parking  and  storage  shall  be  under  the  control  of  the  adjoin-  j 
ing  gasoline  station;  that  no  signs  shall  be  erected  except  a  i 
sign  may  be  exhibited  in  connection  with  the  gasoline  station  '] 
as  to  the  parking  and  storage  uses  permitted  on  Lot  No.  3  <j 
and  the  rates  charged ;  that  such  portable  fire-fighting  appli-  j 
ances  shall  be  maintained  as  the  fire  commissioner  sha 
direct;  that  all  permits  required  shall  be  obtained  and  all  > 
work  completed  within  three  (3)  months  from  the  date  of 
this  resolution. 


625-42-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Sylvester  Liotta,  ' 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  i 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1183-1185  Myrtle  avenue,  north 
side,  117  ft.  6  in.  west  of  Troutman  street  and  12 
Troutman  street  (Block  No.  3182,  Lot  Nos.  6,  8  and  ^ 
16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None.  ; 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous-  j 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ^  .  .  I 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  C  hief  Murphy  4  j 
Negative :  .  ®  ] 

THE  RESOLUTION  (625-42-BZ)  J 

Whereas,  Lama  and  Proskauer,  for  Sylvester  Liotta, 
owner,  filed  August  18,  1942,  an  application  under  section 
7-h  of  the  zoning  resolution,  to  permit  in  a  business  use  \ 
district  for  a  term  of  two  (2)  years,  the  parking  and  storage  | 
of  more  than  five  (5)  motor  vehicles,  premises— 1 183-11 8a  < 
Myrtle  avenue,  north  side,  117  ft.  8  in.  west  ot  Troutman 
street  and  12  Troutman  street  (Block  No.  3182,  Lot  Nos. 
6,  8  and  16),  Borough  of  Brooklyn;  and  _  .  .  . 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting,: 
November  4.  1942,  after  due  notice  by  publication  in  thej 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Myrtle  avenue  is  in  a  business  use 
district;  Bushwick  avenue  is  in  unrestricted,  business  and 
retail  use  districts;  Troutman  street  is  in  unrestricted  and 
business  use  districts;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1942,  reads: 
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“Proposed  parking  and  storage  of  more  than  5  cars 
within  a  business  use  district  is  contrary  to  Art.  2,  Sec. 
4a — 15  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
an  irregularly  shaped  plot  having  a  frontage  of  56  ft.  7  in. 
on  Myrtle  avenue,  25  ft.  on  Troutman  street  and  a  distance 
of  approximately  95  ft.  along  the  westerly  lot  lines  and  that 
it  is  proposed  to  use  the  plot,  for  a  term  of  two  years,  for 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  Department  of  Housing  and  Buildings  re¬ 
port  that  a  zoning  violation  was  placed  against  the  premises 
on  October  28,  1940,  because  of  the  parking  and  storage  use 
being  carried  on  without  a  permit  and  that  on  November 
14.  1941,  the  Magistrate  imposed  a  fine  of  $10.00;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for 
a  term  of  two  (2)  years,  to  permit  the  premises  to  be 
occupied  for  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  that  the  premises  shall  be  leveled 
substantially  to  the  grade  of  Myrtle  avenue,  and  shall  be 
surfaced  with  clean  gravel,  steam  cinders,  or  other  suitable 
material  properly  rolled  and  treated  with  a  binder ;  that 
during  the  term  of  this  variance,  the  premises  shall  be  occu¬ 
pied  for  no  other  use  than  as  herein  permitted ;  that  no 
building  shall  be  erected  thereon,  except  there  may  be 
erected  a  building  to  be  occupied  solely  as  an  office  and 
shelter  for  the  attendant,  provided  such  building  does  not 
exceed  lfiO  sq.  ft.  in  area,  and  is  not  over  one  story  in 
height ;  that  this  building  may  be  of  frame,  and  shall  be 
erected  adjoining  the  proposed  entrance  to  the  plot  from 
Myrtle  avenue ;  that  the  existing  curb  cuts  from  Myrtle  ave¬ 
nue,  12  ft.  in  width,  shall  not  be  increased;  that  no  entrance 
to  the  plot  shall  be  from  Troutman  street;  that  the  existing 
corrugated  metal  fence  on  the  Myrtle  avenue  building  line 
and  the  existing  wood  fence  on  Troutman  street  shall  be 
maintained ;  that  substantial  fences  shall  be  maintained  on 
the  interior  lot  lines  where  walls  of  adjoining  buildings  do 
not  occur ;  that  all  fences  shall  be  kept  in  good  structural 
condition  and  kept  painted  (no  display  signs  shall  be  posted 
thereon)  ;  that  no  signs  shall  be  erected  on  the  premises, 
except  there  may  be  a  sign  attached  to  the  fence  near  the 
entrance  to  Mvrtle  avenue,  advertising  the  parking  and  stor¬ 
age  use  and  the  rates  charged,  provided  such  sign  does  not 
exceed  15  sq.  ft.  in  area;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
resolution. 


631-42-BZ. 

APPLICANT — Max  Siegel,  for  Broad  Hill,  Incorporated 
and  Park  Plains,  Incorporated,  owners. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1582-1598  White  Plains  road, 
1880  East  Tremont  avenue,  southeast  corner  and 
1569-1577  Unionport  road  (Block  No.  3952,  Lot 
Nos.  1,  5,  6,  8,  9,  10,  11  and  19,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  Jacob  Aisenberg. 
For  Opposition:  Robert  Dowling,  Sally  Tessler 
and  Earl  I.  Gallant, 


For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (631-42-BZ) 

Whereas,  Max  Siegel,  for  Broad  Hill,  Inc.  and  Park 
Plains,  Inc.,  owners,  filed  August  18,  1942,  an  application, 
under  section  7h  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  1582-1598  White  Plains  road, 
1880  East  Tremont  avenue,  southeast  corner  and  1569-1577 
Unionport  road  (Block  No.  3952,  Lot  Nos.  1,  5,  6,  8,  9, 
10,  11  and  19),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  4,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  Tremont  avenue  is  in  business, 
unrestricted  and  residence  use  districts ;  Unionport  road  is 
in  business,  retail,  unrestricted  and  residence  use  districts; 
White  Plains  road  is  in  business  and  unrestricted  use  dis¬ 
tricts;  Guerlain  street  is  in  residence  and  business  use  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  17,  1942,  and  as  amended  September  3,  1942, 
reads : 

“In  answer  to  your  communication  of  the  28th  nit. 
relative  to  an  application  for  a  certificate  of  occupancy 
for  the  parking  and  storing  of  more  than  five  (5)  motor 
vehicles  at  the  above  premises,  please  be  advised  that 
application  is  denied,  as  the  premises  are  located  partly 
in  a  business  district  and  partly  in  a  residence  district, 
where  such  use  is  contrary  to  Sections  3  and  4,  Article 
2  of  the  Zoning  Resolution  of  the  City  of  New  York.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
an  irregular  plot  having  a  frontage  of  85  ft.  on  East  Tre¬ 
mont  avenue,  223  ft.  on  White  Plains  road  and  99  ft.  on 
Unionport  road;  that  a  gore-shaped  area  at  the  central  por¬ 
tion  of  the  plot  is  in  a  residence  use  district;  that  the 
remainder  is  in  a  business  district  and  that  it  is  proposed 
to  use  the  plot,  for  a  term  of  two  (2)  years,  for  the  park¬ 
ing  and  storage  of  more  than  5  motor  vehicles ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  of  the  zoning  reso¬ 
lution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  August  17,  1942,  and  amended  September  3,  1942,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


Adjourned:  11  :45  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  NOVEMBER  4,  1942 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum,  and  Deputy  Chief  Murphy. 


ZONING  CASES. 

982-39-BZ. 

APPLICANT — Regan  and  Barrett,  for  Chapmald  Realty 
Corporation,  owner. 
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SUBIECT— Application  for  consideration— reopening  and 
rehearing  under  section  7h  of  the  zoning  resolution 
_ rc  Application  (decision  of  the  borough  superin¬ 
tendent  )  previously  denied,  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two 
(2)’ years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 406-420  West  55th  street,  south 
"side  100  ft.  west  of  Ninth  avenue  (Block  No.% 
1064,  Lot  Nos.  37  to  42,  inclusive),  Borough  o! 
Manhattan. 

APPEARANCES—  , 

•  For  Applicant :  Edward  G.  Balkm. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  ...v . 


709-41-BZ. 

APPLICANT— Colonial  Beacon  Oil  Company  (lessee),  for 
Tohn  T.  Dooling,  owner.  . 

SUB TECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED— 1924-1930  East  177th  street  and 
1960  Newbold  avenue,  southwest  corner  (Block  No. 
3795,  Lot  No.  30  and  parts  of  Lot  Nos.  27  and  31), 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

ACTION  OF  BOARD— Application  withdrawn  on  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


Negative : 


0 


1011-41-BZ. 

APPLICANT— Colonial  Beacon  Oil  Company  (lessee),  for 
Charles  F.  Deshler  and  Effie  H.  Corbett,  owners. 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7t  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance,  for  a  term  of  years,  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 1708  Eastern  boulevard  and 
950  Sound  View  avenue,  southeast  corner  (Block 
No.  3661,  Lot  No.  58  and  parts  of  Lot  Nos.  50 
and  60),  Borough  of  The  Bronx. 

APPEARANCES— 


For  Applicant :  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy'  Chief  Murphy  4 
Negative :  .  ^ 


PREMISES  AFFECTED— 896-908  Eighth  avenue,  260-2(»6 
West  54th  street,  southeast  corner,  and  255  West 
53rd  street  (Block  No.  1025,  Lot  No.  3),  Borough 
of  Manhattan. 

APPEARANCES — 

For  Applicant:  Sanford  Smith. 

ACTION  OF  BOARD— Application  reopened  and  permit 

extended.  _ _ 

THE  \T)TE  TO  REOPEN  AND  EXTEND  PERM  I  I  — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  “I 


THE  RESOLUTION  (554-37-BZ) 

Whereas,  Smith  and  Weber  (lessees),  for  Board  of 
Transportation,  City  of  New  York,  owner,  filed  November 
23,  1937,  an  application  under  the  zoning  resolution,  to 
permit,  partly  in  a  retail  use  district  and  partly  in  a  business 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  896-908  Eighth  avenue,  260-266 
West  54th  street,  southeast  corner,  and  255  West  53rd  street  >j 
(Block  No.  1025,  Lot  No.  3),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board 
November  15,  1938,  on  certain  conditions,  the  resolution 
amended  January  31,  1939,  and  permit  extended  October  29, 
1940,  and  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby7  amend  its  resolution  of  November  15,  1938,  asi 
amended  January  31,  1939,  and  October  29,  1940,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read  :  _  f 

“granted,  under  section  7,  subdivision  h  of  the  zoning 
resolution  for  a  term  of  two  (2)  years  from  the  date: 
of  this  amended  resolution.” 


692-38-BZ. 

APPLICANT — Leopold  Friedman,  for  Hawthorne  Amuse¬ 
ment  Corporation,  owner.  J 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  ; 
term  of  two  (2)  years,  the  transient  parking  ol 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 31-73  Bay  19th  street,  east  side 
254  ft.  south  of  86th  street^  (Block  No.  6370,  par 
of  Lot  No.  23),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Sher.  j 

ACTION  OF  BOARD— Application  reopened  and  pernii 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT-: 
Affirmative:  Chairman  Murdock,  Commissioners  { 
Savage  and  Blum  and  Deputy  Chief  Murphy  ‘ 
Negative  .  1 


THE  RESOLUTION  (692-38-BZ) 


554-37-BZ. 

APPLICANT— Smith  and  Weber  (lessees),  for  Board  of 
Transportation,  City  of  New  York,  owner. 

SUB  TECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting,  partly  in  a  retail  use  and  partly  in  a 
business  use  district,  the  transient  parking  of  more 
than  five  (5)  motor  vehicles  for  a  temporary  period 
of  two  (2)  years. 


Whereas,  this  application,  under  section  7h  of  the  zonin 
resolution,  to  permit  in  a  business  use  district,  for  a  tern 
porary  period  of  not  more  than  two  (2)  years,  the  parkin 
of  more  than  five  (5)  motor  vehicles,  premises  31-73  Ba 
19th  street,  east  side,  254  ft.  south  of  86th  street  (Block  Net 
6370,  part  of  Lot  No.  23),  Borough  of  Brooklyn,  ws 
granted  by  the  Board  November  22,  1938,  on  certain  cor 
ditions,  permit  extended  November  6,  1940,  and  the  applicai 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dot 
hereby  amend  its  resolution  of  November  22,  1938,  £ 
amended  November  6,  1940,  only  so  far  as  it  has  referent 
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lo  the  term  ot  permit,  so  that  as  amended  this  portion  of  the 
resolution  shall  read  : 

“(/ranted  under  section  7h  for  a  term  of  two  (2)  years 
Irom  the  date  of  this  amended  resolution.” 


586-39-BZ. 

APPLICANT  —Lama  and  Proskauer,  for  Mary  L.  Moll 
and  Charles  London,  owners. 

SI  BJ  E(  1 — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  sections  7g  and  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
alteration  and  extension  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  the  inclusion  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 130-440  Atlantic  avenue,  south 
side,  256  ft.  3  in.  west  of  Nevins  street  (Block  No. 
184,  Lot  Nos.  14,  17  and  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  London. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


THE  RESOLUTION  (586-39-BZ) 

i  W hereas,  this  application,  under  sections  7g  and  21  of 
he  zoning  resolution,  to  permit  in  a  business  use  district 
he  alteration  and  extension  of  a  garage  for  more  than  five 
;5)  motor  vehicles  and,  also,  the  inclusion  of  a  gasoline 
•ervice  station,  premises  430-440  Atlantic  avenue,  south  side, 
!56  ft.  3  in.  west  of  Nevins  street  (Block  No.  184,  Lot  Nos. 
4,  17  and  18),  Borough  of  Brooklyn,  was  granted  by  the 
loard  March  12,  1940,  on  certain  conditions,  the  resolution 
imended  and  plans  approved  October  22,  1940,  time  extended 
October  7,  1941,  and  the  applicant  requested  a  further  exten- 
ion  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lerebv  amend  the  resolution  adopted  on  May  12,  1940  as 
imended  October  22,  1940,  and  October  7,  1941,  only  so  fai¬ 
ls  it  has  reference  to  obtaining  permits  and  completion  of 
he  work  so  that  as  amended  this  portion  of  the  resolution 
-hall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution." 


129-40-BZ. 

APPLICANT — The  New  York  Central  Railroad  Company, 
owner. 

iUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

’REMISES  AFFECTED — 2750  AVebster  avenue,  east  side. 
1051  ft.  south  of  Bedford  Park  boulevard  (Block- 
No.  3273,  part  of  Lot  No.  101),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  A.  G.  Knapp  and  R.  F.  Henze. 

vCTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

'HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative .  0 


THE  RESOLUTION  (1 129-40-BZ) 

Whereas,  Henry  Nordheim,  for  The  New  York  Cen¬ 
tral  Railroad  Company,  owner,  filed  November  28,  1940, 
an  application  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  2750  Webster 
avenue,  east  side,  1051  ft.  south  of  Bedford  Park  boulevard 
(Block  No.  3273,  part  of  Lot  No.  101),  Borough  of  The 
Bronx ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
October  21,  1941,  on  certain  conditions  and  applicant  re 
quested  an  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  ot  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  21,  1941,  onlv 
so  tar  as  it  has  reference  to  obtaining  permit  and  completing 
the  work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“in  view  of  statement  by  applicant  that  all  work  has 
been  done  except  obtaining  the  permit  for  the  curb  cut, 
application  for  which  has  been  filed,  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three 
(3)  months  from  the  date  of  this  amended  resolution.” 


266-41-BZ. 

APPLICANT— Paul  Friedman,  for  Martin  Edwards  and 
Catherine  Edwards,  owners. 

SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  time  to  complete — re 
Application  (decision  of  the  borough  superintend¬ 
ent)  previously  granted  on  condition,  under  sections 
7c  and  7g  of  the  zoning  resolution,  permitting  partly 
in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  group  of 
four  (4) buildings  for  the  storage,  in  the  aggre¬ 
gate,  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 55-02  to  55-32  Flushing  avenue, 
south  side,  from  55th  to  56th  streets,  60-01  to  60-09 
55th  street  and  60-02  to  60-18  56th  street  (Block 
No.  2648,  Lot  Nos.  15,  26,  28,  29,  31.  34,  36,  37 
and  39),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . .  0 

THE  RESOLUTION  (266-41-BZ) 

W hereas,  this  application,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  group  of  four  (4)  buildings  for  the 
storage,  in  the  aggregate,  of  more  than  five  (5)  rnotor 
vehicles,  premises  55-02  to  55-32  Flushing  avenue,  south 
side,  from  55th  street  to  56th  street,  60-01  to  60-09  55th 
street  and  60-02  to  60-18  56th  street  (Block  No.  2648,  Lot 
Nos.  15,  26,  28,  29,  31,  34,  36,  37  and  39),  Maspeth,  Borough 
of  Queens,  was  granted  by  the  Board  September  30.  1941, 
on  certain  conditions,  under  sections  7c  and  7g  of  the  zoning 
resolution;  resolution  amended  December  2,  1941,  and  Mav 
19,  1942;  and 

Whereas,  Paul  Friedman,  for  Martin  Edwards  and  Cath¬ 
erine  Edwards,  owners,  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  September  30,  1940.  as 
amended  through  resolution  of  May  19,  1942,  only  so  far  as 
it  has  reference  to  obtaining  permits  and  completion  of  the 
work  and  in  view  of  statement  by  the  applicant  that  a 


minutes 


portion  of  the  work  lias  been  completed  and  that  permits 
rive  been  obtained  for  the  balance,  that  all  work  shall  be 
completed  within  one  (1)  year  from  .he  date  of  th.s 
ZU;I  resolution  and  that  the  borough  superm.enrkn  maj 
issue  a  temporary  certificate  of  occupancy  to  permit  tic 
occupancy  of  such  portions  of  the  buddingasarecompklec, 
that  the  existing  entrance  and  curb  cut  on ‘Flushing  avenu  ; 
as  indicated  on  plans  marked  “Received  October  5,  1942 
and  the  temporary  woven  wire  fence  erected  along  1 
building  line  of  Flushing  avenue  may  be  continued  until  the 
remaining  structures  are  completed. 


389-41-BZ.  .  „  x 

APPLICANT — F.  and  M.  Habrich,  Incorporated  (lessee), 
for  Freda  Habrich,  owner. 

SUB TECT— Application  for  consideration— reopening  and 
amendment  of  resolution-re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  inclusion  ot  a 
motor  vehicle  repair  shop  in  a  building  occupied  as 

PREMISES' ^FFECTED— 138-19  lOlsl  avenue,  northwest 

corner  of  Sanders  place  (Block  No.  10010,  Lot  No. 
24),  Jamaica,  Borough  of  Queens. 

APPEARANCES—  „  ,  .  , 

For  Applicant :  Max  L.  Flabrich. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended.  nucr,. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU 
TION _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy7  Chief  Murphy  _ 
Negative:  . 


THE  RESOLUTION  (389-41-BZ) 


fireproof  construction  and  enlerable  only  from  the  ex¬ 
terior;  that  there  shall  be  no  openings  in  the  side  lot 
line  walls  to  adjoining  premises;  that  the  Certificate  oi 
Occupancy  shall  be  amended  so  as  to  cover  the  use  and 
occupancy  of  the  building  as  herein  permittee  . 

Resolved  further,  that  the  door  to  the  spray  booth 
shown  on  plans  herein  referred  to  as  Received  May  1, 
1941”  may  be  omitted  provided  that  in  all  other  respects 
the  requirements  of  the  resolution  adopted  by  the  Board 
on  December  2,  1941  are  complied  with 

Resolved  further,  that  the  use  of  the  building  shall  be 
Primarily  as  a  service  station  occupied  in  connection  villi 
the  sale  of  neve  and  used  automobiles  and  servicing  work 
in  connection  therewith,  consisting  of  greasing,  fainting 
and  minor  repairs  and  adjustments  to  motor  vehicles, 
including  the  use  of  acetylene  and  oxygen  in  connection 
with  welding  apparatus  used  in  such  zvork  provided 
such  equipment  is  subject  to  a  permit  issued  by  the  jin 
commissioner  and  provided  the  welding  shall  not  b( 
carried  on  zvithin  the  same  space  as  the  paint  spraying. 


Whereas,  Charles  Lee  Koester,  for  Freda  Habrich,  ownei 
(F  and  M.  Habrich,  lessees),  filed  May  1,  1941,  an  appli¬ 
cation  under  section  7c  of  the  zoning  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  m  an  unrestricted 
use  district,  the  inclusion  of  a  motor  vehicle  repair  shop  in 
a  building  occupied  as  a  garage ;  premises  138-19  lOUt 
avenue,  northwest  corner  of  Sanders  place  (Block  No.  HM)1  . 
Lot  No.  24),  Jamaica,  Borough  of  Queens  ;  and 

Whereas,  this  application  was  granted  by  the  Hoard  on 
November  25,  1941,  on  certain  conditions  resolution 

amended  on  July  14,  1942,  and  applicant  requested  a  further 

amendment  of  the  resolution.  '  .  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby7  amend  its  resolution  adopted  N  ovember  ,  14  ,  as 
amended  by  resolution  adopted  by  the  Board  on  July  14, 
1942  so  that  as  amended,  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7-c  thereof,  to  permit  the  extension  and  alteration  ot 
the  building  as  proposed  and  substantially  as  indicated 
on  the  plan  marked  "Received  May  1,  1941,“  on  condi¬ 
tion  that  the  building  shall  not  be  further  increased  in 
height  or  area;  that  the  design  indicated  tor  the  facades 
on  101st  avenue  and  Sanders  place  shall  be  carried  out 
substantially  as  shown ;  that  all  existing  roof  signs  shall 
be  removed  and  no  roof  signs  shall  be  constructed;  that 
all  signs  overhanging  the  building  line  shall  be  removed 
and  no  signs  constructed  other  than  those  shown  on 
elevation  drawing  marked  “Received  May  1,  1941  :  that 
the  use  of  the  building  shall  be  primarily  a  service  sta¬ 
tion  occupied  in  connection  with  the  sale  of  new  and 
used  automobiles  and  the  servicing  work  in  connection 
therewith  consisting  of  greasing,  auto  painting  and 
minor  repairs  and  adjustments;  that  the  boiler-room 
=hall  be  separated  from  the  balance  of  the  building  by 


390-41-BZ. 

APPLICANT — F.  and  M.  Habrich,  Incorporated  (lessee) 
for  Freda  Habrich  and  Edna  M.  Went,  owners. 

SUB  TECT — Application  for  consideration— reopening  an< 
amendment  of  resolution— re  Application  (decisioi 
of  the  borough  superintendent)  previously  grants 
on  condition,  under  section  7h  of  the  zoning  resQ 
lution,  permitting  in  a  business  use  district,  tor 
term  of  two  (2)  years,  the  use  of  the  caster 
portion  of  the  premises  with  a  frontage  oT  100  i 
to  be  occupied  for  the  sale  of  used  cars  and  t ha 
the  proposed  building  is  constructed  and  used  solel 
throughout,  except  for  the  washing  of  cars,  as  a 
indoor  showroom.  . 

PREMISES  AFFECTED— 138-24  101st  avenue  south  sid 
208.73  ft.  east  of  Remington  street  (Block  Nj 
10018,  Lot  Nos.  9  and  11),  Jamaica,  Borough  c 
Queens. 

APPEARANCES-  . 

For  Applicant:  Max  L.  Habrich. 

ACTION  OF  BOARD — Application  reopened  and  resoli 

tion  amended.  nrrAr  t 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLI, 

TION —  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative :  . 


THE  RESOLUTION  (390-41-BZ) 


Whereas,  Charles  Lee  Koester,  for  hreda  Habrich  a. 
Edna  M.  Went,  owners  (F.  &  M.  Habrich,  lessees),  hi 
May  1,  1941,  an  application  under  section  7h  of  the  zonii 
resolution,  to  permit  in  a  business  use  district,  the  converse 
of  occupancy  of  an  existing  building  to  a  motor  vehicle  i 
pair  shop  and  garage  for  more  than  five  (5)  motor  vehicbj 
and  the  extension  of  this  building  for  use  as  a  garage  1 
more  than  five  (5)  motor  vehicles  and  auto  laundry,  and  al 
use  of  the  remainder  of  the  premises  as  a  used  car  lc 
premises  138-24  101st  avenue,  south  side,  208.73  ft.  east 
Remington  street  (Block  No.  10018,  Lot  Nos.  9  and  L. 
Jamaica,  Borough  of  Queens ;  and  1 

Whereas,  this  application  was  granted  by7  the  Boat  cl, 
January  20,  1942,  on  certain  conditions,  time  extended 
Tuly  14,  1942  and  applicant  requested  an  amendment 

the  resolution.  ,  „  _  ,  ,  .  .  ,  , ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  d< 
hereby  amend  its  resolution  adopted  on  January  20,  1942, 
amended  by  resolution  adopted  July  14,  1942,  so  that 
amended,  the  resolution  shall  read:  I 

“Resolved,  that  the  Board  of  Standards  and  Appt, 
does  hereby  make  a  variation  in  the  application  of 
use  district  regulations  of  the  zoning  resolution,  : 
that  the  application  be  and  it  hereby  is  granted  un 
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section  7 h  thereof,  for  a  term  of  two  (2)  years  January 
20,  1942,  to  permit  the  easterly  portion  of  the  premises 
with  a  frontage  of  100  ft.  to  be  occupied  for  the  sale  of 
used  cars  on  condition  that  the  premises  shall  be  main¬ 
tained  substantially  as  indicated  on  plans  filed  with  this 
application;  that  there  shall  be  constructed  a  masonry 
wall  approximately  2  ft.  in  height  parallel  to  the  street 
building  lines  as  indicated  and  with  not  over  2  curb  cuts 
to  101st  avenue,  each  not  exceeding  12  ft.  in  width;  that 
such  wall  shall  be  located  to  prevent  cars  on  display 
from  extending  over  the  street  building  line ;  that  this 
application  is  granted  only  on  condition  that  a  permit 
is  obtained  from  the  Department  of  Housing  and  Build¬ 
ings  for  the  proposed  automobile  showroom  building 
and  laundry  additions  toward  the  east  as  indicated  on 
such  plans  and  that  such  building  is  constructed  and 
that  except  for  the  washing  of  cars  that  such  building 
shall  be  used  solely  throughout  as  an  indoor  showroom 
complying  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  no  signs  advertising  the  sale  of  used  cars 
shall  be  maintained  on  or  attached  to  the  indoor  sales 
room  building. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  occupy  the  rear  portion  of  the  showroom  building 
as  herein  permitted  toward  the  rear,  as  a  machine  shop 
for  manufacturing  airplane  parts,  such  use  may  be  per¬ 
mitted  during  the  term  of  the  present  war  emergency, 
provided  all  lawful  requirements  therefor  are  complied 
with;  that  walls  shall  be  maintained  separating  such 
rear  portion  from  the  front  portion,  which  is  to  be 
continued  as  an  automobile  showroom.” 


698-41-BZ. 

APPLICANT — Simon  Cohen,  'for  B  and  F  Holding  Cor¬ 
poration,  owner  (Sarah  Brodsky,  lessee). 
SUBJECT — Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  (2)  3rears,  the  seasonal  transient  parking 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 157  Beach  61st  street,  south¬ 
west  corner  of  Larkin  avenue  (Block  No.  354,  Lot 
No.  47),  Arveme,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Simon  Cohen. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (698-41-BZ) 

Whereas,  Simon  Cohen,  for  B  and  F  Holding  Corpora¬ 
tion,  owner  (Sarah  Brodsky,  lessee)  filed  July  29,  1941,  an 
application  under  section  7h  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  157  Beach 
61st  street,  southwest  corner  of,  Larkin  avenue  (Block  No. 
354,  Lot  No.  47),  Arverne,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
April  28,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  28,  1942,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended,  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  all  work  completed 


except  for  the  issuance  of  the  certificate  of  occupancy, 
that  all  work  shall  be  completed  and  all  permits  and 
certificate  of  occupancy  obtained  within  three  (3)  months 
from  the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

267-42-S. 

APPLICANT — Sidney  L.  Strauss,  for  MacFarlane  Fire 
Prevention  Corporation,  for  Meyline  Realty  Cor¬ 
poration,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 456-474  Johnson  avenue,  south 
side,  100  ft.  west  of  Porter  avenue  (Block  No. 
2992,  Lot  Nos.  25-32),  Borough  of  Brooklyn.  , 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  November  24,  1942 
at  2  P.  M.,  for  further  consideration  by  the  Board. 


299-42-A. 

APPLICANT— Sidney  L.  Strauss,  for  B.  F.  Keith  Corpo¬ 
ration,  owner  (The  Linder  Dental  Laboratory,  les¬ 
see). 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 1-7  DeKalb  avenue,  north  side, 
between  Gold,  Fleet  and  Prince  streets  and  224-228 
Prince  street  (Block  No.  2078,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  November  10,  1942 
at  2  P.  M.,  for  further  consideration  by  the  Board. 


407-42-A. 

APPLICANT — Arthur  Weiser,  for  28th  Properties,  Incor¬ 
porated,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
October  14,  1942 — re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 

PREMISES  AFFECTED — 31-81  Steinwav  street,  east  side, 
100  ft.  north  of  Broadway  (Block  No.  678,  Lot 
No.  9),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  1,  1942  at 
2  P.  M.,  for  further  consideration  by  the  Board, 
after  inspection  by  a  committee  of  the  Board. 


447-42-A. 

APPLICANT — Herman  Wolff  and  Isaac  Kallich,  for  Jew- 
ish  Training  School  Academy  Yavne,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 510  Dahill  road,  west  side,  60 
ft.  south  of  40th  street  (Block  No.  5382,  Lot  No. 
26),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herman  Wolff  and  Isaac  Kallich. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD— Laid  over  to  December  1,  1942  at 
2  P.  M.,  for  further  consideration  by  the  Board, 
after  inspection  by  a  committee  of  the  Board. 


484-42-S. 

APPLICANT— Frank  C.  Keller,  for  Ford  Instrument  Com¬ 
pany,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  m  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 32-36  to  32-46  47th  avenue, 
south  side,  from  32nd  place  to  33rd  street  (Block 
No.  252,  Lot  Nos.  1  and  17),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frank  C.  Keller.  > 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep  t. 
ACTION  OF  BOARD — Laid  over  to  November  17,  1942 
at  2  P.  M.,  on  request  of  applicant. 


624-42-S. 

APPLICANT— Sidney  L.  Strauss,  for  B.  F.  Keith  Corpo¬ 
ration,  owner  (The  Linder  Dental  Laboratory,  les¬ 
see).  .  ,  •  ,  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 1-7  DeKalb  avenue,  north  side, 
Gold  Fleet  and  Prince  streets  and  224-228  Prince 
street  (Block  No.  2078,  Lot  No.  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  November  10,  1942 
at  2  P.  M.,  for  further  consideration  by  the  Board. 


678-42-A. 


APPLICANT— Manoug  Exerjian,  for  Lincoln  Associates, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 129-92  Willets  Point  boulevard, 
southeast  corner  of  Northern  boulevard  (Block  No. 
1833,  Lot  Nos.  215,  221,  410  and  425),  Corona, 


Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Building's. 

ACTION  OF  BOARD— Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  9 


THE  RESOLUTION  (678-42-A) 

Whereas,  Manoug  Exerjian,  for  Lincoln  Associates, 
owner,  filed  on  September  18,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  129-92 
Willets  Point  boulevard,  southeast  corner  of  Northern  boul¬ 
evard  (Block  No.  1833,  Lot  Nos.  215,  221,  410  and  425), 
Corona,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  15.  1942,  on  N.  B.  Applic.  No.  1099-42 
resds i 

“1.  Erection  of  frame  building  inside  the  fire  limits 
is  contrary  to  4.1.2  B.C.  Further  erection  of  frame 
buildings  used  for  other  than  residence  purposes  is 
contrary  to  4.1.3  B.C.” 

and 


Whereas,  the  applicant  has  requested  withdrawal  of  this 
appeal  for  the  reason  that  the  owners  have  decided  not  to 
proceed  with  the  work. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdraw t. 


683-42-S. 

APPLICANT— DeWald  Radio  Manufacturing  Corporation 
(lessee),  for  O.  B.  Potter  Properties,  Incorporated,' 

owner.  .. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decisions 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 436-440  Lafayette  street,  west! 
side,  121  ft.  south  of  Astor  place  (Block  No.  545, j 
Lot  No.  34),  Borough  of  Manhattan. 


A  Til  ITT  A  I)  A 


For  Applicant:  Solomon  Wald. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition,  i 


THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  * 
N  egative :  .  * 


THE  RESOLUTION  (683-42-S) 

Whereas,  DeWald  Radio  Manufacturing  Corporation 
(lessee),  for  O.  B.  Potter  Properties,  Inc.,  owner,  file< 
September  17,  1942,  an  application  for  variation  of  th< 
Labor  Law,  as  cited  in  decisions  of  the  borough  superin: 
tendent;  premises,  436-440  Lafayette  street,  west  side,  121  ftl 
south  of  Astor  place  (Block  No.  545,  Lot  No.  34),  Borougl 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  July  24,  1942,  reads: 

“This  is  to  acknowledge  your  letter  of  June  23,  194^ 
requesting  permission  to  install  panic  locks  on  the  door 
leading  to  the  fire  exits  on  the  5th  and  6th  floors  wind 
you  occupy  at  the  above  premises.  i 

Please  be  advised  that  Section  272  of  the  State  Labe 
Law  requires  that  ‘no  door  leading  into  or  out  of  an 
factory  or  any  floor  thereof  shall  be  locked,  bolted  o; 
fastened  during  working  hours’. 

This  department  is  without  power  to  vary  the  requirt 
ments  of  this  law,  and  must  therefore  rule  that  th' 
doors  remain  unlocked.” 

and 

Whereas,  the  said  decision  was  repeated  in  a  decision  o 
the  borough  superintendent,  dated  September  1,  1942;  an 
Whereas,  the  applicant  states  the  building  is  six  stork;, 
(90  ft.)  in  height,  100  ft.  by  125  ft.  in  area;  Class  3  cot 
struction;  erected  in  1890;  unrestricted  district;  equippei 
with  a  standpipe,  sprinkler,  interior  fire  alarm  systems,  or, 
4  ft.  wide  interior  stairs,  of  slate  construction,  fireproc 
enclosure,  equipped  with  fireproof  doors  extending  froi 
roof  to  street  and  one  exterior  stairs  extending  to  roof  h 
ladder  with  egress  from  termination  through  No.  740  Broa< 
way ;  that  windows  on  the  course  of  fire  escape  are  fireproof 
that  the  building  is  occupied  as  follows:  subcellar,  storaj 
of  metal  goods,  no  persons ;  cellar,  storage  of  metal  good 
10  persons;  1st  floor,  offices  and  assembly  of  metal  good 
40  persons;  2nd  floor,  mfg.  novelties,  40  persons;  3d  floo 
electrical  supplies,  10  persons;  4th  floor,  hat  mfg.,  60  pe 
sons ;  5th  floor,  mfg.  radio  and  electrical  apparatus,  12  pe 
sons;  6th  floor,  mfg.  radio  and  electric  apparatus,  1 
persons ;  and 

Whereas,  the  applicant  contends  that  by  direction  of  tl 
U.  S.  Army  Signal  Corps,  panic  bolts  were  installed  on  5 
and  6th  floor  exits,  as  indicated  on  plans  filed  with  tb 
appeal ;  that  these  panic  bolts  do  not  in  any  way  hinder  tl 
safety  of  employees,  but  merely  safeguard  the  war  produ 
tion  in  which  the  plant  is  engaged  and  it  is  therefore  r 
quested  the  Board  permit  the  panic  bolts  to  remain ;  and 
Whereas,  the  applicant  has  filed  copy  of  order  signed  1 
the  Plant  Protection  Officer  of  the  United  States  Arm 
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requesting  that  panic  bolts  be  installed  on  the  doors  leading 
io  fire  escapes  on  the  5th  and  6th  floors. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  moke  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
dated  July  24,  1942,  and  the  application  be  and  it  hereby  is 
granted  on  condition  that  the  panic  bolts  shall  be  of  an 
approved  type  and  shall  be  installed  only  on  the  door 
leading  to  the  exterior  fire  stair  exit  and  on  the  fifth  and 
,  sixth  floors  only ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  other  than  as  modified  by  the  Board 
under  Cal.  No.  78-35-A,  as  to  the  standpipe  system ;  that 
guards  shall  be  maintained  at  the  door  on  both  the  fifth  and 
sixth  floors  leading  to  the  primary  means  of  exit;  that  this 
variance  may  be  continued  only  during  the  term  of  the 
present  emergency. 

684-42-S. 

APPLICANT — Bemis  Bro.  Bag  Company,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 5102-5124  Second  avenue,  west 
side,  from  51st  to  52nd  streets,  5101-5123  First 
avenue,  102-184  51st  street  and  101-183  52nd  street 
(1st  story)  ;  (Block  No.  796,  Lot  Nos.  1  and  6), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  W.  Hause. 

For  Administration:  Thomas  A.  Larkin,  hire  Dept. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (684-42-S) 

Whereas,  Bemis  Bros.  Bag  Company,  applicant  and 
owner,  filed  September  21,  1942,  an  application  for  variation 
of  the  Labor  Law,  as  cited  in  an  order  and  a  decision  of 
the  fire  commissioner,  premises:  5102-5124  Second  avenue, 
west  side,  from  51st  to  52nd  streets,  5101-5123  First  avenue, 
102-184  51st  street  and  101-183  52nd  street  (1st  story); 
(Block  No.  796,  Lot  Nos.  1  and  6),  Borough  of  Brooklyn; 
and 

Whereas,  Order  No.  8131-LF,  issued  by  the  fire  com¬ 
missioner  February  21,  1942,  reads: 

“2.  Unlock  and  remove  panic  bolts  from  doors  1st 
story.  Section  272  Labor  Law.” 

and 

Whereas,  the  above  order  was  referred  to  in  a  decision 
of  the  fire  commissioner  dated  September  14,  1942 ;  and 

Whereas,  the  applicant  states  that  the  building  is  one 
and  three  stories,  and  pent-house  (57  ft.)  in  height.  200  ft. 
by  300  ft.  in  area;  Class  1  construction;  erected  in  1921: 
located  in  an  unrestricted  district  and  occupied  as  follows: 
1st  floor,  storage  and  opening  of  bales,  20  persons;  2nd 
floor,  mfg.  bags,  storage  and  administrative  offices,  100  per¬ 
sons;  3rd  floor,  mfg.  bags,  250  persons;  the  building  is 
equipped  with  sprinkler,  standpipe  and  interior  fire  alarm 
systems;  that  fire  drills  are  maintained;  that  there  are  four 
5  ft.  fireproof  stairs  in  the  building  leading  to  the  roof, 
three  of  which  lead  direct  to  street  and  one  to  court  at 
rail  siding ;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  equip  the  two  rear  doors  of  the  building,  one 
lacing  on  51st  street  and  one  on  52nd  street,  with  panic 
bolts  to  comply  with  an  order  from  the  Engineering  Pro¬ 
curement  Division  of  the  War  Department,  in  order  to 
prevent  sabotage;  that  the  two  doors  at  front  of  building 
lead  to  51st  street  front  at  2nd  avenue  and  on  2nd  avenue 
will  be  kept  open  and  guarded  in  compliance  with  the  Labor 
Law ;  that  the  plant  is  engaged  in  production  of  war  mate¬ 
rials  and  the  installation  of  panic  bolts,  as  requested,  is 
necessary;  that  applicant  has  filed  copy’  of  communication 


from  the  War  Department  directing  the  installation  of  panic 
bolts  in  question. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  "variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner  on  Order 
No.  8131-LF,  and  the  application  be  and  it  hereby  is  granted 
as  to  Item  No.  2,  on  condition  that  the  panic  bolts  shall  be 
of  an  approved  type  and  shall  be  installed  only  on  the  ex¬ 
terior  doors,  one  to  51st  street  and  one  to  52nd  street,  a-- 
indicated  on  plans  filed  with  this  appeal ;  that  this  variance 
shall  continue  only  during  the  term  of  the  present  emer¬ 
gency;  that  the  fire-fighting  equipment  shall  be  maintained 
as  set  forth,  to  the  satisfaction  of  the  fire  commissioner  and 
fire  drills  shall  be  maintained;  that  no  railroad  cars  shall  be 
permitted  to  remain  opposite  the  exit  and  Siamese  connection 
on  52nd  street;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


690-42-A. 

APPLICANT— Industrial  Engineering  Company,  for  Kolls- 
man  Instrument  Division  of  Square  D  Company, 
lessee,  acting  for  and  on  behalf  of  Defense  Plant 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 80-06  47th  (Fitch)  avenue, 
south  side,  433  ft.  west  of  82nd  street  (Block  No. 
1536,  Lot  Nos.  53,  55  and  58),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  J.  A.  Flynn  and  Walter  E.  Retz. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Mnrdock,  Commissioners 
Savage  and  Blum  and  Deputy'  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (690-42-A) 

Whereas,  Industrial  Engineering  Company,  for  Kollsman 
Instrument  Division  of  Square  D  Company,  lessee  acting  for 
and  in  behalf  of  Defense  Plant  Corporation,  owner,  filed 
September  22,  1942,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent;  premises  80-06  47th  (Fitch)  avenue, 
south  side,  433  ft.  west  of  82nd  street  (Block  No.  1536,  Lot 
Nos.  53,  55  and  58),  Elmhurst,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  M.  Applic.  No.  3966-42,  dated  July  16,  1942,  reads: 
“2.  Chimney  does  not  conform  to  Rule  12.1.  Oil 
Burner  Rules,  Board  of  Standards  and  Appeals.” 
and 

Whereas,  the  applicant  states  that  the  building  which  is 
now  under  construction  will  he  5  stories  (60  ft.)  in  height. 
200  ft.  by  100  ft.  10  in.  in  area ;  of  Class  1  construction ; 
equipped  with  a  standpipe  system :  located  in  an  unrestricted 
use  district  and  used  throughout  for  manufacturing;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  two  Pacific  Boilers,  No.  6081,  each  107  H.P.,  with 
an  operating  pressure  of  10  lbs.  steam  pressure  (maximum) 
and  fired  with  one  each  Todd  Rotary  Fuel  Oil  Burner, 
Size  C,  Type  R-A*H  and  will  have  a  capacity  of  6,937,500 
B.T.U.  per  hour  each ;  also  one  H.  B.  Smith  No.  834  High 
Test  hot  water  summer  boiler  fired  with  a  Hart  Model  D2 
Oil  Burner,  capacity  1,400,000  B.T.U.  per  hour;  that  the 
estimated  temperature  at  the  point  of  smoke  breeching 
entering  chimney  is  500°  F. ;  that  Rule  12.1  of  the  Oil 
Burner  Rules  is  discriminatory'  against  this  type  of  fuel : 
that  if  the  boilers  were  fired  by  any  other  fuel  than  oil,  there 
would  be  no  objection  to  having  boilers  connected  to  a 
common  breeching  entering  one  flue  or  chimney;  that  com¬ 
pliance  with  the  objection  appealed  would  be  a  hardship 
and  necessitate  a  considerable  expense  to  the  owners  of  the 
premises ;  and 
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Whereas,  the  applicant  states  that  the  heating  boilers  are 
alternates  and  only  one  will  be  operated  at  a  time  and  the 
proposed  hot  water  boiler  will  be  operated  only  in  the 
summer,  when  the  heating  boiler  is  not  in  operation;  that 
each  heating  boiler  is  equipped^  with  its  own  automatic 
damper;  that  the  construction  of  the  chimney  complies  in 
every  respect  with  the  Code  requirements  therefor  tor  a 

medium  temperature  device.  •  ,  ,  . 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  3966-42,  Obj.  No.  2  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  boilers  shall  be  maintained  and  oper¬ 
ated  as  shown  on  plan  filed  with  this  appeal  and  as  herein  set 
forth ;  that  in  all  other  respects,  the  installation  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 


756-42-A. 

APPLICANT— L.  Reyner  Samet,  for  Frances  Mount  Dear, 
Richard  F.  Mount  and  Elizabeth  J.  Mount,  owners. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 

superintendent.  , 

PREMISES  AFFECTED— 1100  East  177th  street,  south 
side,  intersection  of  Devoe  avenue  (Block  No. 
3903,  Lot  Nos.  50  and  90),  Borough  of  The  Bronx. 


APPEARANCES—  ,  A11  _  _  t  , 

For  Applicant:  Tex  O’Rourke,  Allen  B.  Lates  and 

L.  Ryner  Samet.  , 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD— Recessed  to  November  6,  1942  at 
10  A.  M.  and  then  granted  on  condition. 


THE  VOTE—  ,  ,  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy  . 

Negative:  . . 

Absent :  Commissioner  Savage  . 


THE  RESOLUTION  (756-42-A) 

Whereas,  L.  Reyner  Samet,  for  Frances  Mount  Dear, 
Richard  F.  Mount  and  Elizabeth  J.  Mount,  owners,  filed  on 
October  23,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1100  East  177th  street, 
south  side,  intersection  of  Devoe  avenue  (Block  No.  3903, 
Lot  Nos.  50  and  90).  Borough  of  The  Bronx;  and 

Where \s  the  decision  of  the  borough  superintendent 
dated  October  20,  1942,  on  N.  B.  Applic.  No.  164-42  reads: 

“1.  These  two  structures,  used  for  public  assembly, 
the  area  of  each  being  6,400  square  feet,  must  be  of 
Class  I  or  Class  II  construction,  as  per  Section  4.2.1  of 


stands  inside  the  building  under  Cal.  No.  1080-41- A ;  that 
each  section  of  168  seats  in  the  grandstand  is  separated  by 
two  4  ft.  aisles  and  no  person  will  he  seated  more  than 
7  seats  from  an  aisle;  that  the  bleachers  are  10  in.  to  10  it. 
in  height  and  of  steel  construction  and  more  than  adequate 
to  support  2352  persons  in  each  grandstand,  that  govern¬ 
mental  regulations  prohibit  the  use  of  material  otliei  than 
wood  for  flooring  or  for  footings ;  that  steel  cannot  be  pro¬ 
cured  for  the  flooring;  that  if  compelled  to  support  the 
structures  on  concrete  blocks,  the  cost  would  make  the  oper¬ 
ation  prohibited  by  the  WPB  regulations;  that  the  wood 
footings  and  flooring,  which  it  is  proposed  to  use,  arc  in  tlu, 
possession  of  the  owners  and  the  proposed  construction  caij 
be  completed  without  purchasing  any  new  materials ,  thai] 
the  owners  have  entered  into  an  agreement  with  the  Citv 
of  New  York,  whereby  the  sum  of  $2500  a  month  is  to  b. 
paid  on  account  of  current  and  tax  arrears :  that  the  Ami;, 
has  fixed  no  rent  for  the  property  taken;  that  the  owner 
are  left  with  the  portion  of  the  plot  now  m  question  oi 
which  it  is  proposed  to  erect  the  soccer  field  and  a  swimminj 
pool,  in  order  to  secure  the  income  necessary  to  carry  on 
the  taxpaying  agreement  with  the  City;  and  it  is  lurtlie. 
requested '  that  relief  be  granted  by  the  Board  on  th 

objections  herein  appealed.  .  .  , 

Resolved,  that  the  decision  of  the  borough  superintended 
on  N  B.  Applic.  No.  164-42,  Objection  Nos.  1  and  2,  be  an 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  i 
granted  on  condition  that  the  proposed  bleacher  grandstand 
and  the  proposed  soccer  field  shall  be  located  substantiall 
as  indicated  on  plan  marked  “Received  November  5,  1742;; 
that  such  stands  shall  be  of  steel  frame  construction,  beini 
the  same  stands  as  formerly  passed  on  for  use  in  the  Co 
seurn  building  on  the  same  premises  (bee  Cal.  No.  iU8i 
41-A)  ;  that  such  stands  may  be  erected  on  wood  footing 
and  may  have  wood  superstructure  for  seats,  walkways  ar 
stairs,  substantially  as  were  formerly  constructed  and  use 
in  the  Coliseum  building ;  that  no  additional  bleachers  sha 
be  constructed  unless  they  are  of  the  same  general  const  nr, 
tion ;  that  the  space  underneath  the  bleachers  shall  be  lev  elk 
and  surfaced  with  clean  gravel  over  which  there  shall  be 
layer  of  steam  cinders ;  that  such  surfacing  shall  be  treafi. 
with  calcium  chloride  or  other  suitable .  non-inflammab 
material  to  prevent  vegetable  growth;  that  the  space  und 
the  bleachers  shall  be  kept  clean  daily;  that  such  portab 
fire  fighting  appliances  shall  be  maintained  as  the  fire  cor 
missioner  shall  direct;  that  such  grandstands  may  be  pe 
mitted  only  so  long  as  they  are  used  as  proposed  and 
accordance  with  the  requirements  of  this  resolution ;  th 
entrances  and  exits  to  the  proposed  soccer  field  shall 
maintained  over  adjoining  lots  under  the  same  ownersn 
from  East  177th  street. 


the  Building  Code.  , 

2.  The  proposed  use  of  wood  footings  for  these 
structures  is  contrary  to  Section  8.3. 1.3  of  the  Building 
Code.” 

Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
two  sections  of  bleacher  type  steel  frame  grandstands,  each 
32  ft.  by  200  ft.  in  area,  10  ft.  in  height,  supported  on  3  in. 
by  8  in  fir  flats  and  to  occupy  the  premises  consisting  of  an 
area  of  312  ft.  by  339  ft.  as  a  soccer  playing  field;  and 
Whereas,  the  applicant  contends  that  on  September  23rd, 
the  U.  S.  Army  took  possession  of  the  Coliseum  building,  a 
soccer  field  adjoining  the  Coliseum  building  and  a  large 
parking  lot  immediately  to  the  rear ;  that  since  the  acquisi¬ 
tion  of  the  premises  by  the  Army,  the  owners  removed  fro11) 
the  Coliseum  building,  all  of  the  bleacher  or  grandstand 
seats;  that  the  soccer  field  which  was  taken  by  the  Army, 
was  leased  for  regularly  scheduled  games  and  accordingly, 
the  owner  desires  to  utilize  the  portion  of  the  premises  in 
question  as  a  soccer  field  to  continue  these  regularly  sched¬ 
uled  games;  that  as  the  Building  Code  makes  no  specific 
reference  to  an  open-air  stadium,  it  is  felt  that  the  owner 
should  not  be  governed  with  regulations  which  obviously 
refer  to  enclosed  buildings:  that  the  seating  arrangements 
are  the  same  as  were  approved  by  the  Board  for  the  grand- 


769-42-A. 

APPLICANT— Charles  M.  Lobejager,  for  Lawrencevi 
Realty  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  supt 
intendent. 

PREMISES  AFFECTED — 11-12  and  41-14  63rd  stre 
west  side,  150  ft.  south  of  Woodside  avenue  (Blc 
No.  1337,  part  of  Lot  No.  27),  Woodside,  Boron 
of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Lobejager. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hoi 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  .  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 

Negative:  . 

THE  RESOLUTION  (769-42- A) 

Whereas,  Charles  Lobejager,  for  Lawrenceville  Re;1 
Corp.,  owner,  filed  on  October  30,  1942,  an  appeal  fror 
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decision  of  the  borough  superintendent,  affecting  premises 
41-12  and  41-14  63rd  street,  west  side,  150  ft.  south  of 
Woodside  avenue  (Block  No.  1337,  part  of  Lot  No.  27), 
Woodside,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  28,  1942,  on  Alt.  Applic.  No.  1892-42,  reads: 

“1.  The  conversion  of  a  frame  dwelling  located  with 
in  the  fire  limits  to  business  use  is  contrary  to  Section 
4.1.5  .of  the  Building  Code.” 

and 

Whereas,  the  applicant  stales  that  the  buildings  are  three 
stories  (35  ft.)  in  height,  40  ft.  by  50  ft.  in  area;  of  Class  4 
construction ;  located  in  a  business  use  district ;  erected  about 
1900,  occupied  as  Class  A  Multiple  dwellings;  that  it  is 
proposed  to  be  occupied :  cellar,  boiler  room  and  storage ; 
first  floor,  offices,  20  persons ;  second  floor,  offices,  10  per¬ 
sons  ;  third  floor,  storage  of  records,  1  person ;  and 

Whereas,  the  applicant  contends  that  the  proposed  build 
ing  now  consists  of  two  three-storv  frame  dwellings,  cellar 
is  used  for  heating  and  storage  purposes  only ;  that  the 
first  floor  is  divided  into  two  four-room  apartments  and  the 
second  and  third  floors  into  two  five-room  apartments ;  that 
it  is  proposed  to  retain  the  present  use  of  the  cellars  as 
boiler  room  and  storage  of  fuel ;  use  the  first  floor  for 
interviews  of  prospective  employees ;  second  floor  as  offices, 
and  third  floor,  storage  of  records ;  that  it  is  proposed  to 
cut  two  new  doorways  between  the  two  buildings  on  each 
of  the  first  and  second  floors,  so  as  to  provide  free  passage; 
that  stairways  are  wood  from  cellar  to  roof,  with  skylights 
over  same;  that  the  front  exit  will  be  altered  to  a  single 
3  ft.  8  in.  clear  opening  and  additional  side  exit  will  be 
installed  in  the  north  wall ;  that  new  windows  will  be  cut 
in  the  north  and  south  walls  in  the  first  and  second  floors, 
to  provide  additional  light  and  new  toilet  rooms  installed  on 
the  second  and  third  floors ;  that  certain  bathrooms  will  be 
removed,  as  indicated  on  plan  filed  with  this  appeal;  that 
the  War  Department  requires  that  no  unauthorized  person 
be  admitted  to  the  factory  building  and  it  is  necessary  that 
the  owner  and  the  F.B.I.  investigate  persons  seeking  em¬ 
ployment  in  the  factory  buildings  and  for  this  reason  it  is 
requested  the  Board  grant  permission  to  occupy  these  t\yo 
frame  buildings,  when  altered,  as  a  single  building  for  use 
of  interviewing,  recording  and  the  issuance  of  application 
forms  and  the  storage  of  records  in  connection  with  employ¬ 
ment;  that  the  owners  are  receiving  many  applications  from 
prospective  employees  and  that  in  view  of  the  fact  the 
applicant  is  engaged  in  defense  work  and  that  the  War 
Department  has  requested  this  matter  be  expedited,  it  is 
requested  the  Board  grant  this  modification ;  and 

Whereas,  the  buildings  in  question  were  erected  under 
Applic.  No.  819-1905,  as  frame  tenements. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1892-42,  Obj.  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  be  occupied  as  proposed, 
only  during  the  term  of  the  present  emergency  and  such 
use  shall  be  discontinued  upon  termination  thereof ;  that  any 
door  openings  that  are  cut  in  the  brick  filled  wall  between 
the  two  former  tenement  buildings  shall  not  exceed  3  ft. 
8  in.  in  width  and  shall  be  protected  by  approved  fireproof 
doors ;  that  any  window  openings  in  such  wall  shall  not 
exceed  10  sq.  ft.  in  area  and  shall  be  fireproof  with  any 
glass  therein  wire  glass  and  such  windows  shall  be  made 
self-closing-  that  the  cellar  ceiling  throughout  shall  be  pro¬ 
tected  with  metal  lath  and  plaster ;  that  the  interior  and 
exterior  means  of  exit  shall  be  maintained,  provided  they 
are  as  shown  including  the  exterior  fire  escape  heretofore 
erected  in  compliance  with  the  Tenement  House  Law  and 
except  that  one  exit  to  the  street  from  the  first  story 
towards  the  front  may  be  discontinued  provided  a  side  exit 
is  constructed  in  substitution  therefor  as  shown  on  plans 
filed  with  this  appeal  with  a  passageway  protected  with 
fire-retarding  partitions  leading  thereto;  that  the  storage 
proposed  for  the  third  story  shall  be  only  such  papers  as 
are  required  -in  connection  with  the  use  as  proposed  for 
this  building;  that  the  floors  shall  be  capable  of  sustaining 
a  live  load  of  50  lbs.  per  superficial  foot  and  such  loading 


shall  be  posted ;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  throughout  as  the  fire  commissioner  shall 
direct;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


527-41-A. 

APPLICANT — Benjamin  Levine,  attorney,  for  Premo 
Pharmaceutical  Laboratories,  Incorporated,  lessee, 
for  Estate  of  Moses  Gardner  and  Adolph  Bauer, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 143-447  Broadway,  west  side, 
150  ft.  north  of  Howard  street  and  20-24  Mercer 
street  (Block  No.  231,  Lot  Nos.  37  and  38),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  J.  O’Brien  and  Benjamin 
Levine. 

,  For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amend  ed. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (527-41-A) 

Whereas,  Theodore  A.  Blackman,  lor  Premo  Pharma¬ 
ceutical  Laboratories,  Inc.,  lessee,  for  the  estate  of  Moses 
Gardner  and  Adolph  Bauer,  owners,  filed  on  June  10,  1941 
an  appeal  from  an  order  of  the  fire  commissioner ;  premises 
143-447  Broadway,  west  side,  150  ft.  north  of  Howard 
street  and  20-24  Mercer  street  (Block  No.  231,  Lot  Nos. 
37  and  38),  Borough  of  Manhattan:  and 

Whereas,  Order  No.  25695-LC,  issued  by  the  fire  com¬ 
missioner,  dated  May  12,  1941,  reads: 

“With  reference  to  your  application  dated  February 
24,  1941  for  a  permit  to  maintain  a  wholesale  drug 
store,  at  above  location.  I  regret  to  inform  you  that 
this  department  is  without  power  to  grant  such  a 
permit  for  the  reason  :  . 

Section  C-19-136.0-3,  Article  24  of  the  New  York 
City  Administrative  Code  prohibits  the  issuance  of  such 
permit  in  any  building  which  is  occupied  as  a  work¬ 
shop  or  factory,  except  in  buildings  constructed  of  fire 
resisting  materials  throughout  and  when  the  portion 
of  such  building  occupied  by  the  applicant  is  separated 
from  the  rest  of  the  building  by  fireproof  walls  and 
floors.  And,  whereas,  the  manufacture  of  dresses  and 
costumes  is  carried  on  in  the  building  numbered  447 
Broadway. 

You  are  heretofore,  hereby,  advised  to 

1.  Discontinue  the  maintenance  of  a  wholesale  drug 
store,  or  drug  and  chemical  supply  house  on  these 
premises.  Section  Cl Q- 1 34.0,  Article  24  of  the  Ad¬ 
ministrative  Code.” 

and 

Whereas,  the  building  known  as  443  Broadway  is  five 
stories  and  basement  (80  ft.)  in  height;  50  ft.  by  200  ft. 
in  area ;  of  Class  3  construction ;  and  the  building  known 
as  447  Broadway  is  five  stories,  and  basement  (80  ft.)  in 
height;  24.11  ft.  by  200  ft.  in  area:  of  Class  3  construction 
There  is  a  sprinkler  system  in  No.  443  Broadway  and  also  a 
standpipe  system.  No.  447  is  unsprinklered  and  is  not  pro 
vided  with  a  standpipe  system.  The  buildings  are  approxi¬ 
mately  50  years  of  age.  No.  443  Broadway  is  occupied  : 
basement,  first,  second  and  fifth  floors,  one  tenant  for  the 
storage  of  cotton  piece  goods,  26  persons;  on  the  third 
and  fourth  stories  for  the  manufacture  of  pharmaceuticals, 
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25  persons.  No.  -447  Broadway  is  occupied :  basement  and 
liVsi  floor,  silk,  cotton  bedspreads,  woolen  piece  goods,  6 
persons;  second  floor,  textiles,  7  persons;  third  and  fourth 
floors,  laboratory,  manufacture  and  packaging  ol  pharma¬ 
ceuticals;  fifth  floor,  manufacturing  and  repairing  of  theat¬ 
rical  costumes,  12  persons;  and 

Whereas,  the  applicant  contends  that  No.  442  Broad- 
wav  is  completely  sprinklered  with  central  station  valves 
alarm  service;  that  No.  447  Broadway  which  is  the  budd¬ 
ing  in  question  is  not  sprinklered;  that  the  tenant  of  the  fifth 
floor  engaged  in  the  alteration  and  repair  ot  theatrical 
costumes  will  vacate  the  premises  on  February  1,  1943;  that 
it  is  now  proposed  to  extend  the  wet  sprinkler  system  troni 
No  443  to  the  building  in  question  at  447  Broadway  on  the 
third  and  fourth  floors,  or  to  fire  retard  the  ceiling  ol  the 
fourth  floor  and  to  similarly  fire  retard  all  partitions  lead¬ 
ing  to  the  stairs  or  elevator  shafts,  and  also  to  equip  tin 
openings  of  such  partitions  with  kalamein  doors  and  frames; 

Whereas,  this  appeal  was  granted  by  the  Boaid  on  July 
15  1941,  on  certain  conditions,  resolution  amended  on  De¬ 
cember  2,  1941  and  applicant  requested  a  further  amendment 
of  the  resolution,  to  omit  requirement  for  obtaining  Cer¬ 
tificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  July  15,  1941.  as 
amended  on  December  2,  1941,  so  that  as  amended,  the 

resolution  shall  read :  .  .  XT 

“Resolved,  that  the  order  of  the  fire  commissioner  No. 
25695-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
two  floors  in  447  Broadway,  namely  the  3rd  and  4t  i, 
occupied  by  the  same  concern  that  occupies  443  Broad¬ 
way  for  the  manufacture  and  storage  of  drugs,  may  be 
occupied  for  the  manufacture  of  drugs  deemed  not 
extra-hazardous  by  the  Fire  Department,  provided  such 
floors  in  447  Broadway  are  separated  from  443  Broad - 
way  by  horizontal  exits  having  approved  sliding  fire 
doors  on  either  side  of  the  wall  at  all  openings;  that  the 
sprinkler  system  now  installed  in  443  Broadway'  shall  be 
maintained  and  shall  be  extended  so  as  to  cover  also 
the  two  floors,  namely  the  3rd  and  4th,  occupied  by  this 
tenant  at  447  Broadway;  that  such  sprinkler  system  shall 
be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner  and  in  accordance  with  all  requirements  therefor 
and  shall  be  connected  with  fire  headquarters  through 
a  central  station  service;  that  unless  the  5th  floor  of  44/ 
Broadway,  now  occupied  for  the  manufacture  and  im¬ 
pairing  of  theatrical  costumes  is  immediately  vacated, 
the  ceiling  under  same  shall  be  fire-retarded;  that  in 
all  other  respects  the  building  and  occupancy  of  447 
Broadway  shall  comply  with  the  requirements  of  the 
Labor  Law  and  all  other  rules,  laws  and  regulations  ap¬ 
plicable  thereto.” 


SUBJECT— Application  reopened  September  9,  1941— re 

amendment  of  Resolution  to  include  approval  under 
name  of  Sherwood  Oil  Burner  (previously  approved  j 
re  Fluid  Heat  (Gun  Type)  Oil  Burner). 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  THE  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  r 


THE  RESOLUTION  (134-35-SA) 


Whereas,  Irving  T.  Hecht,  for  Anchor  Post  hence  Com¬ 
pany,  owner,  filed  May  25,  1935,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap- 
pliance  known  as  the  Fluid  Heat  (Gun  type)  Oil  Buhki, 

Model  P :  and  . ,  ,  ,  ..  ,  T 

Whereas,  this  appliance  was  approved  by  the  Boaid  June 

25,  1935,  on  certain  conditions ;  and 

Whereas,  on  June  18,  1940,  the  resolution  was  amended, 
permitting  the  marketing  of  this  oil  burner  undei  the  namei 
Torridheet,  Model  P  and  Westinghouse,  Model  P ;  and 
W hereas,  the  applicant  requested  a  further  amendment  ol 
the  resolution,  to  permit  the  burner  to  be  marketed  undei 
the  name,  Sherwood  Oil  Burner,  Model  P ;  and  j 

Whereas,  this  application  was  reopened  by  vote  ot  tlu 
Board  on  September  9,  1941,  and  referred  to  the  Committee 
on  Tests  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  iests  reads. 


REPORT  OF  COMMITTEE  ON  TESTS 


November  2,  1942. 


Cal.  No.  134-35-SA.  . 

Subject:  Amendment  of  resolution  to  include  nann 
Sherwood  Oil  Burner. 

The  Board  of  Standards  and  Appeals  on  June  2.-, 
1935,  approved  the  Fluid  Heat  (Gun  lype)  Oil  Burnei 
Model  P,  for  use  in  domestic  and  commercial  installa 
tions  with  fuel  oil  not  heavier  than  4  he  resolutioi 

was  amended  June  18,  1940,  to  permit  marketing  as  th 
Torridheet,  Model  P,  and  as  the  Westinghouse,  Model  I 
Request  has  been  made  for  permission  to  market  th 
burner  under  the  name  Sherwood  Oil  Burner,  Model  I 
and  the  application  was  reopened  September  9,  1941  fo 
report  by  the  Committee  on  Tests. 

The  Committee  has  examined  into  this  matter  and  i 
view  of  the  statements  that  there  have  been  no  stiuc 
tural  changes  in  the  burner  and  that  the  burner  conform 
to  Rule  4.1.2  of  the  Oil  Burner  Rules,  the  Committe! 
recommends  that  permission  be  granted  to  market  thi 
burner  as  the  Sherwood  Oil  Burner,  Model  P,  under  tl. 
conditions  set  forth  in  the  resolution  of  June  25,  19311 


(Sgd.)  BERNARD 


APPLIANCES  AND  MATERIAL  SUBMITTED 
FOR  APPPROVAL 

490-41-SM. 

APPLICANT — The  Richmond  Fireproof  Door  Company. 

owner.  _  _  , 

SUBJECT — The  Richmond  Fireproof  Door  Company  3 

Hour  Swinging  Metal  Doors  (in  pairs),  approval 

of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


A.  SAVAGE. 
Commissioner, 


CHARLES  M. 


BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Test 


and 


Whereas,  this  report  recommended  the  amendment  of  tl 
resolution,  to  include  in  the  approval,  the  Sherwood  C 

Burner,  Model  P.  ,  ,  .  .  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  do, 
hereby  amend  the  resolution  of  June  25,  1935  and  appro' 
the  appliance  known  as  the  Sherwood  Oil  Burner,  Model 
on  condition  that  the  appliance  be  manufactured,  instalk 
and  labelled,  stamped  or  tagged  in  accordance  with  the  abo 
report. 


134-35-SA.  , 

\PPLI  CANT— Sherwood  Brothers  Incorporated  (Oil 

Heating  Division),  for  Anchor  Post  Fence  Com¬ 


53-42-SA. 

APPLICANT — Elevator  Appliance  Company,  Incorporati 


pany,  owner. 


owner. 
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SUBJECT — Elevator  Appliance  Company,  Incorporated, 
Electro-Mechanical  Interlocks,  Types  CD,  CS.  I)S 
and  ED,  approval  of. 

APPEARANCES 

For  Applicant :  Harry  R.  Cullmer. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (53-42-SA) 

Whereas,  the  Elevator  Appliance  Co.,  Inc.,  owner,  filed  on 
January  16,  1942,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Elevator  Appliance  Co.  Inc.,  Electro-Mechanical  Interlocks, 
Types  CD,  CS,  T)S  and  ED;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  4,  1942. 

Re:  Cal.  No.  53-42-SA. 

Subject:  Elevator  Appliance  Company,  Electro- 

Mechanical  Interlocks,  Types  CD,  CS,  DS,  ED. 

The  Elevator  Appliance  Company,  Inc.,  New  York, 

N.  Y.,  filed  on  January  16,  1942,  with  the  Board  of 


Standards  and  Appeals,  an  application  under  the  re¬ 
quirements  of  Section  C26-1 78.0b  of  the  Administrative 
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Code,  for  approval  of  its  Electro-Mechanical  Interlocks, 
Types  CD,  CS,  DS,  and  ED  for  use  in  New  York  City 
under  the  provisions  of  Article  14  of  the  Administrative 
Code. 

The  Type  DS  Interlock,  Fig.  1  with  parts  as  identified, 
is  of  the  double  contact  type  used  on  swinging  doors 
with  a  retiring  cam  and  cam  operating  mechanism.  The 
sheet  iron  switch  box  is  6}i"  x  x.  1-13/16"  deep 

and  is  provided  with  3/32"  wrought  iron  covers  on  two 
sides.  A  5/16"  laminated  bakelite  shelf  carrying  two 
contacts  (10)  is  held  in  slots  milled  in  the  box.  A 
contact  bridge  (8)  mounted  on  a  bakelite  support  is 
secured  to  the  contact  lever  (13)  which  is  fastened 
to  the  box  by  a  loose  pin  which  permits  an  angular 
motion  of  the  lever  and  bridge.  A  bevelled  nose  on  the 
lever  protrudes  through  a  hole  in  the  box  to  engage 
with  a  bronze  plate  on  the  door.  Another  bakelite  shelf 
carrying  two  contacts  (11)  is  placed  in  slots  milled  in 
the  box  about  2 Y%'  below  the  upper  shelf.  A  contact 
bridge  mounted  on  a  bakelite  support  is  secured  to  the 
contact  bolt  (6S)  and  is  permitted  an  angular  move¬ 
ment  around  a  shaft  through  the  contact  bolt.  An 
actuating  lever  (9)  protrudes  through  the  back  of -the 
box ;  inside  the  box  this  lever  is  provided  with  a  pin 
which  engages  a  slot  in  the  contact  bolt  (6S)  and  out¬ 
side  the  box  the  cam  lever  (7)  is  mounted  in  such  a 
position  that  the  roller  will  engage  the  retiring  cam  on 
the  car.  This  assembly  is  mounted  on  the  door  buck 
approximately  4-13/32"  above  the  center  of  the  standard 
latch.  Near  the  top  of  the  door  buck  is  mounted  the 
switchlocking  lever  which  is  connected  by  the  locking 
bar  to  the  switch  bolt  (21)  which  in  turn  extends 
through  a  hole  in  the  top  of  the  box  and  engages  a  lug 
on  the  contact  lever  and  locks  this  lever  in  position 
when  the  door  is  open.  When  the  door  is  in  its  closed 
position  with  the  retiring  cam  on  the  car  raised,  the 
contact  bolt  (6S)  protrudes  into  an  orifice  in  the  door 
plate,  and  the  operating  circuit  is  closed  through  con¬ 
tacts  (11)  ;  the  strike  plate  at  the  top  of  the  door 
engages  with  a  switch-looking  lever,  the  locking  bar 
and  bolt  is  raised,  the  contact  lever  (13)  is  forced  into 
the  box  by  the  door  plate  and  the  cam  operating  circuit 
closed  through  two  contacts  at  (10)  and  bridge  (8). 

When  the  car  is  at  the  landing  with  the  retiring  cam 
released,  it  engages  the  roller  on  the  cam  lever  and 
rotates  the  actuating  lever  a  few  degrees.  This  motion 
is  transmitted  through  the  pin  in  the  actuating  lever 
and  slot  in  the  contact  bolt  to  withdraw  the  bolt  from 
the  door  plate  and  to  open  the  car  operating  circuit  at 
contacts  (11).  The  door  may  then  be  opened,  and  as  it 
is  opened  the  door  plate  moves  from  in  front  of  the 
contact  lever,  which  is  then  rotated  through  a  limited 
arc  by  gravity,  and  opens  the  cam  operating  circuit  at 
(10).  When  the  door  is  open  the  strike  plate  at  the 
top  of  the  door  no  longer  engages  the  locking  lever,  and 
the  switch  locking  bolt  drops  against  the  lug  on  the 
contact  lever,  locking  the  cam  operating  circuit  in  the 
open  position. 

When  the  door  closes,  the  strike  plate  at  the  top  of 
the  door  pushes  on  the  locking  lever,  raising  the  locking 
bar  and  disengages  the  locking  bolt  from  the  lug  on 
the  contact  bar.  The  door  plate  then  engages  the  bev¬ 
elled  nose  on  the  contact  lever  (13),  pushing  it  into  the 
box  and  closing  the  cam  operating  circuit  at  (10). 
When  this  circuit  is  completed  the  retiring  cam  is  raised 
and  moves  away  from  the  cam  lever  roller.  The  contact 
bolt  (6D)  spring  and  gravity  actuated  then  drops  into 
the  orifice  in  the  door  plate  thus  locking  the  door,  and 
the  contact  bridge  engages  the  two  contacts  (11)  there¬ 
by  closing  the  circuit  at  this  point. 

The  type  “CS”  Interlock  is  identical  with  the  type 
“DS”  except  that  it  is  placed  in  a  different  position  on 
the  door  and  the  auxiliary  locking  bolt  used  on  the  type 
“DS”  is  omitted. 

The  type  “ED”  is  similar  to  the  type  “DS”  except 
that  a  different  design  of  potential  contact  bolt  is  used. 
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The  tvpe  “CD”  is  identical  with  the  type  “ED’  ex¬ 
cept  that  it  is  mounted  in  a  different  position  on  the 
door  frame  and  the  auxiliary  locking  bolt  used  on  the 
type  “ED”  is  omitted. 

Test. 

These  interlocks  were  tested  at  Columbia  University’s 
Engineering  Testing  Laboratories  (Report  No.  E-3 )  in 
accordance  with  requirements  of  Group  ,  Sub-Article 
y  of  Article  14  of  the  Administrative  Code,  the  type 
“DS”  Interlock  was  subjected  to: 

1.  Endurance  Test  .  Section  C26-  80. 

2  Test  in  Moist  Atmosphere .  Section  C26-11X2.U 

3.  Current  Interruption  Test .  Section  C26-  82 

4.  Test  without  Lubrication .  Section  £26-1183.1) 

5.  Misalignment  Test .  Section  C26-  84. 

6.  Insulation  Test . : .  Section  C26-1 185.0 

Because  of  common  similarity  the  type  t  S  wa> 

subjected  to  onlv  the  Misalignment  Test,  the  Lype  ED 
to  the  Endurance  and  the  Misalignment  rests  and  the 
Tvpe  “CD”  to  the  Misalignment  Test.  All  the  inter¬ 
locks  tested  successfully.  The  applicant  has  filed  a  letter 
certifying  that  the  clearances  between  working  parts  ot 
the  device  are  such  that  they  will  satisfactorily  function 
within  the  temperature  range  as  required  by  Section 
C26-1 179.0. 

R  e  comm  enda  tions. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval,  under  Section  C26-1  M.u 
of  the  Administrative  Code,  of  the  Elevator  Appliance 
Company’s  Electro-Mechanical  Interlocks,  lypes  CD, 
DS,  CS;  and  ED  (Fig.  1)  as  having  met  the  require¬ 
ments  of  Sub-Article  9,  Group  1  of  Article  14  of  the 
Administrative  Code,  for  use  in  New  \ork  City,  w  en 
installed  in  accordance  with  the  pertinent  provisions  ot 
the  Code.  The  committee  further  recommends  that  all 
appliances  manufactured  under  this  approval  shall  <■ 
permanently  marked,  labelled,  or  stamped  reading  as 
follows:  “Approved  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  53-42-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


and  Appeals  for  approval  of  the  appliance  known  as  die 
Airco  Stationary  Acetylene  Generators,  300  lb.  and  5UU  lb. 

capacity;  and  .  .  „ 

Whereas,  this  appliance  was  submitted  to  the  Lommittec 

on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  30,  1042. 


Re  Cal.  No.  603-42-SA. 

Subject:  Airco  Stationary  Acetylene  Generators,  3(X) 
lb.  and  500  lb.  capacity,  approval  of. 

The  Air  Reduction  Sales  Co.  filed  on  July  3,  1942,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Airco  Stationary  Acetylene  Gcner-j 
ators,  300  lbs.  and  500  lbs.,  single  and  double  rated, 
under  the  pertinent  provision  of  the  Administrative 
Building  Code. 

These  are  stationary  automatic  acetylene  generators 
of  the  medium  pressure  type  (not  over  15  lb  per  sq. 
in.)  for  use  with  oxy-acetylene  welding  and  cutting 
systems.  Each  machine  operates  on  the  carbide-to-watev 
principle.  The  carbide  feed  mechanism  of  each  machine 
is  similar  in  design  and  is  of  the  circular  platform  type 
operated  by  a  weight-driven  motor. 


Use —  . 

These  stationary  generators  are  intended  to  be  in 
stalled  and  used  for  the  installation  and  operation  of  ga: 
systems  for  welding  and  cutting. 

Side  and  Rating — 

The  sizes  and  ratings  of  these  generators  are  indicate! 


below : 


Commodity  Carbide 
No.  Capacity 
8020311  300  lb. 

8020312  300  lb. 

8020512  500  lb. 


Carbide 

Size 

1  Ya,  by  -K  in. 
yA  by  1/12  in. 
Vx  by  1/12  in. 


Maximum  Rat  in; 
Cu.  Ft. 

of  Gas  Per  Hr. 

300 

600 

1000 


The  total  amount  of  carbide  that  can  be  introduce 
into  the  hopper  to  fill  all  available  space  shall  not  ex 
ceed  in  number  of  pounds  the  numbei  of  gallons  o 
water  contained  in  the  generating  chamber. 


LESLIE  V.  HUBER, 

C  hief  Engineer, 
Committee  on  Tests. 


^Whereas,  this  report  recommended  the  approval  of  this 

Resolved,  that  the  Board  of  Standards  and.  Appeals  does 
hereby  approve  the  appliance  known  as  the  Elevator  Appli¬ 
ance  Co  Inc.,  Electro-Mechanical  Interlocks,  Types  CD, 
CS  DS  and  ED,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


603-42-SA. 

APPLICANT— Air  Reduction  Sales  Company,  owner 

SUBJECT— Airco  Stationary  Acetylene  Generators,  300  lb. 
and  500  lb.  capacity,  approval  of. 

APPEARANCES—  ^  _  _  _T 

For  Applicant :  Joseph  D.  McNamara. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 

THE  RESOLUTION  (603-42-SA) 

Whereas,  the  Air  Reduction  Sales  Co.,  owner  filed  on 

Tuly  31.  1942,  an  application  with  the  Board  of  Standards 
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Assembly — 

Each  generator  consists  essentially  of  the  followin 
parts  or  assemblies. 


1.  Generator  shell 

2.  Water  filling  and  overflow  systems 

3.  Carbide  hopper  and  feed  mechanism 

3.  Feeding  regulator 

5.  Relief  valves 

6.  Hydraulic  back  pressure  check 

7.  Interference  arrangements 

8.  Piping  and  fittings 

The  generator  shell  is  made  in  three  main  sectioi 
consisting  of  the  cylindrical  lower  portion,  the  upp 
conical  portion  and  the  bottom.  These  parts  are  ' 
sheet  steel  and  all  joints  in  the  assembly  are  welde 
After  forming,  the  shell  assembly  and  cover  are  coat' 
by  the  hot  galvanizing  process. 

Generator  Diameter  Upper  and  Lower 

Size  of  Shell  Portions  of  Shell  Rotto 


300  lb.  42J4  in.  No.  12  USg  (0.104  in.)  3/16 
500  lb.  54J4  in.  No.  10  USg  (0.134  in.)  3/16 


A  cylindrical  sheet-steel  support  is  welded  to  the  lov 
portion  of  the  shell  as  shown.  This  support  raises,  t 
generator  bottom  well  above  the  floor,  and  is  provid 
with  a  series  of  ventilation  openings. 

An  angle  iron  is  welded  to  the  top  of  the  shell  a 
serves  as  a  seat  for  the  generator  cover.  This  cover 
secured  to  the  angle  iron  by  in.  bolts  with  nuts,  1 
joint  being  made  up  with  a  rubber  gasket. 
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Each  generator  is  provided  with  a  lever  gate  type  of 
sludge  draw-off  valve  threaded  on  a  pipe  fitting  welded 
to  the  generator  bottom. 

A  revolving  sludge  agitator  of  bolted  galvanized  steel 
bar  and  sheet -steel  construction,  is  carried  on  a  cold 
rolled  steel  rod  which  passes  through  a  stuffing  box 
incorporating  a  shouldered  gland  beveled  at  its  inner  end. 
The  stuffing  box  recess  is  also  beveled.  The  opposite 
end  of  the  agitator  rod  finds  a  bearing  in  a  strip  of 
band  iron  welded  to  the  inside  of  the  shell.  The  outer 
end  of  the  rod  is  formed  into  a  handle. 

Water- Filling  and  Overflow  Systems — The  water-fill¬ 
ing  and  overflow  systems  are  equipped  with  1*4  in. 
galvanized  piping.  The  former  consists  of  a  water¬ 
filling  funnel  which  is  piped  to  the  water  chamber  of 
i  the  hydraulic  back  pressure  check  and  from  thence 
through  the  side  of  the  generator  shell  to  a  vertical 
water-seal  pipe  which  terminates  approximately  3  ft. 
below  the  normal  water  level  in  the  generator. 

The  water  overflow  system  is  equipped  with  a  similar 
water-seal  pipe  which  is  piped  through  the  side  of  the 
generator  shell  to  a  vertical  water  overflow  discharge 
pipe,  the  upper  end  of  which  is  open  to  the  atmosphere 
in  such  a  manner  as  to  prevent  the  water  overflow 
system  from  functioning  as  a  syphon. 

All  pipe  connections  to  sheet-metal  parts  are  made 
through  proper  spuds  or  couplings  welded  to  the  sheet 
metal. 

Both  the  water-filling  and  the  water  overflow  sys¬ 
tems  are  equipped  with  1*4  in.  lubricated  plug  type*  of 
shut-off  valves.  There  are  two  of  these  in  the  water¬ 
filling  system  and  one  in  the  water  overflow  system. 
The  former  are  located  between  the  water-filling  funnel 
and  the  hydraulic  back  pressure  check  chamber  and  also 
between  the  latter  and  the  filling  water-seal  pipe.  The 
overflow  shutoff  valve  is  situated  between  the  overflow 
water-seal  pipe  and  the  overflow  discharge  pipe.  All 
three  of  these  valves  are  mechanically  interconnected  so 
as  to  be  operable  in  unison  by  means  of  a  single  con¬ 
trol  handle,  hereafter  referred  to  as  the  “main  control 
handle.” 

This  assembly  is  such  that — 

1 .  The  flash  back  check  chamber  is  filled  to  the  proper 

level  whenever  the  generator  is  charged. 

2.  The  proper  amount  of  water  is  introduced  into  the' 

generating  chamber. 

3.  The  distance  between  the  maximum  water  level  and 

the  lowest  part  of  the  feed  mechanism  is  not  less 

than  10  in. 

Carbide  Hopper  and  Feed  Mechanism — The  carbide 
hopper  hangs  in  the  top  of  the  shell,  being  supported  by 
a  ring  of  *4  by  in.  band  iron,  except  in  the  case  of 
the  500  lb.  machine  when  the  band  iron  is  Y  by  44  in. 
This  ring  is  riveted  to  the  upper  edge  of  the  holder 
and  rests  on  three  or  four  band-iron  lugs  welded  to  the 
inside  of  the  generator  shell,  about  :}4  in.  below  the 
top  at  equidistant  points  around  the  circumference. 

The  sides  of  the  hopper  are  straight,  the  conical 
bottom  being  riveted  in  place.  The  hopper  is  filled 
through  two  openings  in  the  cover  which  are  closed  by 
threaded  cast-iron  plugs.  The  edge  of  each  filling  open¬ 
ing  extends  upward  from  the  generator  top,  and  is 
rounded  to  form  a  seat  for  a  3/16  in.  by  5/16  in. 
rubber  gasket  which  is  carried  in  a  recess  in  each  plug, 
above  the  threads. 

In  the  single  rated  300  lb.  generator  three  galvanized 
links,  fastened  to  clips  riveted  to  the  hopper,  support  a 
ring  of  1  by  %  in.  galvanized  band  iron  which  is  some¬ 
what  larger  than  the  throat  (5*4  in.)  so  that  the  ring 
i  can  hang  freely,  and  have  the  lower  edge  extend  about 
,  H  in.  below  the  edge  of  the  throat. 

Tn  the  300  lb.  double  rated  machine  the  distance  be 
tween  the  bottom  of  the  hopper  spout  and  the  platform 
has  been  decreased  in  order  to  accommodate  the  use  of 
C  V\  by  1/12  in.  carbide.  A  11^4  in.  circular  plate  made 
of  0.08  in.  galvanized  sheet  steel  is  fastened  by  lock 


nuts  to  a  in.  rod  which  passes  up  through  a  vertical 
tube  in  the  center  of  the  holder.  This  tube  is  supported 
by  a  bridge  of  1*4  by  '/\  in.  galvanized  band  iron  riveted 
to  the  sides  of  the  holder. 

In  the  case  of  the  500  lb.  generator,  a  conically 
formed  feeding  plate  is  substituted  for  the  circular  plate 
mentioned  above,  and  a  special  set  of  six  spirally-formed 
plows  are  employed.  The  plate  is  of  No.  22  gauge 
(0.031  in.)  galvanized  sheet  metal,  11  *4  in.  in  diameter. 

A  nut  with  four  prongs  projecting  upward,  threaded 
onto  the  upper  end  of  the  rod,  supports  the  plate.  The 
prongs  engage  with  the  driving  machanism.  In  the  300 
lb.  single  rated  generator,  the  circular  plate  is  carried 
about  3y  in.  below  the  edge  of  the  throat  and  in  the 
300  lb.  double  rated  machine,  this  dimension  is  2-54  in. 
The  piling  angles  of  the  carbide  used  are  such  that  the 
positions  of  the  parts  prevent  the  carbide  from  dropping 
into  the  water  when  the  feed  mechanism  is  at  rest. 

A  second  ring  made  of  1  by  %  in.  band  iron,  is  hung 
concentrically  with  the  first  mentioned  ring  and  in  a 
similar  manner.  This  second  ring  is  about  11  y2  in.  in 
diameter,  and  the  lower  edge  is  about  y  in.  above  the 
lower  edge  of  the  smaller  ring.  It  will  be  noted  that  the 
outer  ring  hangs  practically  over  the  edge  of  the  metal 
disc  or  plate  on  which  the  carbide  rests,  as  noted  above. 

Four  sheet-metal  vanes  are  riveted  to  the  outer  ring 
at  equidistant  points  around  the  periphery.  These  vanes 
are  made  of  galvanized  sheet  steel,  0.050  in.  in  thickness, 
and  the  lower  edges  of  the  vanes  extend  \y  in.  below 
(he  outer  ring.  One  end  of  each  vane  is  out  with  a 
point  which  projects  inward,  about  2  in.  beyond  tin; 
vertical  projection  of  the  ring,  into  the  carbide  on  the 
plate.  As  the  plate  is  rotated  by  the  feed  mechanism, 
the  carbide  is  forced  off  the  edge  and  into  the  generating 
water  by  these  vanes. 

The  carbide  is  not  likely  to  bind  in  the  parts  as  the 
projecting  vanes  are  carried  on  the  outer  ring  which  i* 
suspended  from  three  short  galvanized  chains,  thus  al¬ 
lowing  considerable  play. 

A  sheet-metal  band,  about  16  in.  in  diameter  and  \y 
in.  in  width,  is  soldered  to  the  bottom  of  the  carbide 
hopper,  around  the  rings,  and  serves  to  prevent  con¬ 
densation  from  running  onto  the  carbide  before  it  i« 
fed  into  the  generating  water.  The  lowest  part  of  the 
feed  mechanism  is  never  less  than  10  in.  above  the 
highest  water  level. 

A  '*4  in.  stainless  steel  rod  passes  through  a  stuffing 
box  in  the  generator  top.  A  cast  lug  threaded  on  the 
bottom  of  this  rod  engages  the  pronged  casting  on  the 
rod  which  turns  the  carbide  plate.  The  ;*4  in.  rod  is 
operated  by  a  weight-driven  clock-work  mounted  on  the 
generator  top.  The  lower  end  is  guided  by  the  stuffing 
box  and  the  upper  end  is  aligned  by  means  of  a  bracket 
carried  by  the  frame  work  which  supports  the  motor. 
This  frame  work  consists  of  a  bridge  welded  from  2  by 
4  in.  channel  iron. 

A  *4  in-  galvanized  wire  cable  supports  the  driving 
weights  which  consist  of  a  number  of  castings  aggre¬ 
gating  about  240  lbs.  The  bridge  which  is  bolted  to  the 
top  of  the  generator,  holds  a  roller  beyond  the  edge  of 
the  generator  top.  This  roller  is  a  guide  for  the  cable, 
and  serves  to  keep  the  weights  clear  from  the  shell. 
The  motor  has  an  adjustable  centrifugal  governor,  and 
is  rewound  by  means  of  a  special  ratchet  wrench. 

Carbide  Feeding  Regulator — This  regulator  is  mounted 
on  the  top  of  the  generator.  The  regulator  body  is 
provided  with  a  threaded  opening,  for  reception  of  a 
drilled  cap  screw,  which  extends  through  an  opening  in 
the  generator  cover,  the  head  of  this  screw  being  on  the 
underside  of  the  cover.  A  rubber  gasket  is  used  be¬ 
tween  the  cover  and  the  regulator  to  seal  against  leakage. 

The  regulator  body,  the  spring  housing  and  the  cover 
plate  are  of  cast-iron.  A  1/16  in.  fabric  reinforced 
rubber  diaphragm  is  clamped  between  the  regulator  body 
and  the  spring  housing.  A  gasket  cut  from  listed  sheet 
packing  is  provided  between  the  body  and  the  dia- 


1123 


MINUTES 


phragm.  Six  *4  in.  cap  screws  clamp  the  body  and  the 
spring  housing  together. 

The  regulator  diaphragm  is  backed  by  a  cast-iron 
plate.  One  end  of  cadmium  coated  steel  spring  seats 
over  a  shoulder  on  the  diaphragm  plate  whereas  the 
opposite  end  of  the  spring  seats  over  a  shoulder  on  a 

cast-iron  pressure  ring.  . 

The  regulator  cover  diaphragm  is  of  fabric  reiniorced 
rubber  with  a  thickness  of  1/16  in.  A  gasket  cut  from 
listed  sheet-packing  is  used  for  making  up  the  joint 
between  the  cover  plate  and  the  diaphragm.  Six  T4  m. 
cap  screws  clamp  the  cover  to  the  spring  housing. 

\  centrally  located  hole  is  provided  in  the  upper  dia¬ 
phragm  for  passage  of  the  threaded  portion  of  a  dia¬ 
phragm  stud.  1  his  stud  is  threaded  into  the  diaphiagm 
plate.  A  steel  washer  is  slipped  over  the  threaded  end 
of  the  stud  and  is  located  between  the  diaphragm  and 

the  stud  body.  ., 

Adjustment  of  the  spring  is  obtained  by  three  equal  l> 
spaced  set  screws  threaded  into  the  regulator  cover 
plate.  These  screws  bear  against  the  spring  pressure 

ring.  .  ,  . 

Two  integrally  cast  arms  are  provided  on  the  cover 
plate,  between  which  is  pivoted  a  cast-brass  operating 
lever.  One  end  of  this  lever  seats  in  a  recess,  in  the 
diaphragm  stud  and  is  pivoted  in  place  by  a  %  in.  steel 
pin.  A  cadmium-coated  steel  cantilever  type  spring  is 
attached  to  the  operating  lever  by  two  machine  screws. 
The  opposite  end  of  this  lever  is  drilled  for  reception  ot 
a  steel  rod  which  controls  the  movement  of  a  double 
acting  frictional  brake  in  the  motor  assembly  The 
latter  is  located  adjacent  to  a  brake  wheel  carried  by  the 

motor  governor  shaft.  .  .  .  .  , 

A  band  iron  lever  installed  horizontally  is  pivoted  to 
lugs  on  the  feeding  regulator.  One  end  of  this  lever  is 
actuated  by  the  regulator  operating  lever  whereas  the 
other  end  surrounds  the  feeding  shaft  which  communi¬ 
cates  the  power  of  the  motor  through  the  top  ol  the 
generator  to  the  carbide  feeding  plate  located  below 
the  hopper  mouth. 

The  feeding  shaft  is  fitted  with  a  safety  collar 
equipped  with  two  projecting  stop  pins  so  disposed  as 
to  be  engaged  by  the  shaft  encircling  end  of  the  hori¬ 
zontal  lever.  .  , 

Feeding  of  carbide  is  dependent  upon  the  rise  and 
fall  of  pressure  within  the  generator  which  acts  on  the 
diaphragm  of  the  feeding  regulator.  The  motion  of  the 
diaphragm  is  transmitted,  by  the  mechanism  described 


above,  to  the  double  acting  brake  of  the  motor,  thus 
causing  the  motor  to  start  and  stop  in  accordance  witn 
the  demand  for  generation  of  gas.  I  his  mechanism  also 
stops  the  motor  when  the  pressure  is  relieved,  as  when 
the  generator  is  opened  for  recharging.  . 

If  for  any  reason  an  excessive  pressure  is  developed 
in  the  generator,  a  portion  of  the  regulator  operating 
lever  contacts  the  horizontal  band  iron  lever,  thus  caus¬ 
ing  its  feed  shaft  encircling  end  to  engage  the  stop 
pins  on  the  feed  shaft.  This  serves  to  lock  the  feeding 
shaft  against  further  rotation  and  the  feeding  of  carbide 
until  the  source  of  the  disturbance  has  been  removed. 

The  pressure  at  which  this  locking  occurs  is  adjusted 
at  the  factory  to  a  level  of  approximately  16  lb.  per  sq. 
in.  In  this  manner  the  feeding  regulator  serves  to 
furnish  an  emergency  stop  as  well  as  to  regulate  carbide 

feeding.  .  „  ...  ,. 

It  is  not  expected  that  this  lock  emergency  will  ordi¬ 
narily  function.  It  would  function  in  case  of  some 
severe  arrangement  such  as  a  racing  of  the  generatoi 
motor  as  a  result  of  a  broken  governor  which  could 
conceivably  come  about  as  a  result  of  gross  carelessness 
or  wilful  and  deliberate  tampering.  . 

Relief  Valves— The  generating  chamber  is  provided 
with  a  relief  valve.  It  is  provided  with  1J4  in.  inlet 
and  outlet  pipe  threads  and  carries  a  metal  plate  which 
reads  “Never  Set  to  Over  15  Pounds  per  Square  Inch. 
It  is  mounted  close  to  the  generator  on  one  of  the  vent 
lines. 


The  body  is  made  of  cast  iron,  the  seat  is  tinned 
brass,  the  stem  is  brass,  and  the  adjusting  nut  is  stain¬ 
less  steel. 

It  is  provided  with  a  rubber  diaphragm  which  serves 
to  close  the  valve  under  the  influence  ol  a  backing  plate 
stressed  by  a  valve  spring  whose  compression  is  ad¬ 
justable  by  means  of  an  adjustment  bushing  provided 
for  that  purpose.  The  pressure  at  which  the  valve  will 
automatically  relieve  excess  pressure  is  determined  by  the 
adjustment  secured,  through  the  use  of  this  bushing. 
When  properly  adjusted,  this  bushing  is  sealed  against 
further  adjustment  by  means  of  a  lead  and  wire  seal 
threaded  through  one  or  more  of  the  drillings  in  this 
bushing  which  are  provided  for  that  purpose. 

The  manual  operation  of  this  valve  is  accomplishes 
bv  drawing  on  an  axially  disposed  valve  stem  whicl 
penetrates  the  end  of  the  cover  casting  and  which  i: 
flexibly  connected  with  the  backing  plate  above  men 

tioned.  _ 

For  convenience  of  operation,  the  movement  ot  the 
stem  under  manual  control  is  effected  through  tin 
agency  of  a  link  and  lever  system.  This  mechanisn 
includes  a  vertical  control  shaft  operable  by  either  o 
two  control  handles,  one  being  located  adjacent  to  tin 
top  plate  of  the  generator  and  the  other  about  half  wa; 
up  the  side  of  the  generator. 

The  relief  valve  serves  to  relieve  excess  pressur 
from  the  hydraulic  back  pressure  check  chamber,  bein, 
piped  directly  to  the  top  of  that  chamber  by  means  o 
1 1/2  in.  pipe.  The  outlet  is  to  be  piped  to  the  outsid 
of  the  building  for  venting.  In  details  of  constructio 
and  mode  of  operation,  it  is  similar  to  the  main  relie 
valve  just  described,  except  that  it  is  not  provided  wit 
a  means  of  adjustment,  the  dimensions  involved  in  th 
design  being  such  that  an  automatic  relief  pressure  c 
not  over  20  lb.  per  sq.  in.  is  obtained  upon  assembh 
It  will  be  noted  that  this  valve  operates  in  unison  wit 
the  main  relief  valve  when  manual  operation  is  cor 
sidered. 

Hydraulic  Back  Pressure  Check— The  cyhndnc; 
chamber  and  the  cover  are  of  No.  10  USg  (0.14  in 
pressed  steel,  galvanized  after  forming.  The  chambe 
has  a  diameter  of  about  10  in.  and  a  height  of  18  in. 

The  chamber  and  cover  are  joined  by  a  bolted  coi 
struction,  the  joint  being  made  up  with  a  rubber  gaske 
Fittings  for  pipe  connections  to  the  assembly  are  welde 
in  place. 

The  assembly  is  largely  supported  bv  means  of  tl 
generator  piping,  but  is  also  braced  by  a  3/16  by  Y\  i 
galvanized  steel  band.  This  band  is  tightly  drawn  abo 
the  chamber  bv  a  5/16  in.  wrought-iron  turnbuckle. 

The  appliance  has  been  approved  bv  the  Underwritei 
Laboratories,  Lab.  File  #A461.  The  Committee  < 
Tests  Accompanied  by  the  representative  of  the  Divisn 
of  Combustibles  of  the  Fire  Department  inspected  ai 
tested  this  appliance  at  181  Pacific  Avenue,  Jersey  Cit 
Recommendations. 

On  the  basis  of  the  inspection  and  test  and  the  repc 
of  the  Underwriters’  Laboratories,  the  Committee  ' 
Tests  recommends  the  approval  of  Airco  Stationa 
Acetvlene  Generator,  300  and  500  lbs.,  single  and  dout 
rated,  provided  the  generators  are  constructed  and  opc 
ated  in  accordance  with  the  report  and  the  provisions 
C19-92.0  of  the  Administrative  Code,  where  legally  pc 
mitted  to  be  installed  and  operated,  and  provided  tl 
each  generator  shall  have  a  label  permanently  affix 
reading:  “Approved  by  the  Board  of  Standards  a 
Appeals  for  use  in  New  York  City  under  Cal.  > 
603-42-SA.” 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Te: 
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and 

Whereas,  this  report  recommended  the  approval  of  ihi-. 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Airco  Stationary 
Acetylene  Generators,  300  lb.  and  300  lb.  capacity,  on  eon 
dition  that  the  appliance  he  manufactured,  installed,  and 
labelled,  stamped  or  tagged  in  accordance  with  the  above 
report. 


Adjourned,  4:10  I’.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  October  14,  1942,  as  they  appeared 
in  Bulletin  No.  42,  Vol.  27,  are  hereby  corrected  to  read  as 

follows : 

341-42-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Mae  Feioia, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  an 
undertaking  establishment. 

PREMISES  AFFECTED — 39  Madison  street,  north  side, 
66  ft.  2  in.  east  of  Oliver  street  (Block  No.  279, 
Lot  No.  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Benjamin  Goodrich  and  Patsy 
Morace. 

For  Opposition :  Robert  San  Angelo  and  G.  Gold¬ 
man,  Board  of  Education. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

*Correction— The  address  of  premises  corrected  to  read  “59  Madison 
street,  north  side,  66  ft.  2  in.  east  of  Oliver  street.” 


Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chiet  Murphy  4 

THE  RESOLUTION  (341-42-BZ) 

Whereas,  Ferdinand  Savignano,  for  Mac  Feioia,  owner, 
filed  April  24,  1942,  an  application  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  an 
undertaking  establishment;  premises  39  Madison  street, 
north  side,  66  ft.  2  in.  east  of  Oliver  street  (Block  No. 
279,  Lot  No.  31),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Madison  street,  Henry  street  and 
Oliver  street  are  each  in  residence  and  retail  use  districts; 
Catherine  street  is  in  a  retail  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  No.  2719-41,  dated  April  18,  1942,  as  amended 
July  31,  1942,  reads: 

“2.  Proposed  use  of  building  as  an  undertaking  es¬ 
tablishment  in  a  residence  district  is  contrary  to  Secs. 
6  &  3  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  of  Class  3  construction,  having  a  frontage  of  21  ft. 
1  in.  and  a  depth  of  104  ft.  6  in.  and  is  two  stories  and 
basement  in  height  and  that  it  is  proposed  to  convert  the 
occupancy  of  the  existing  building  to  an  undertaking  estab¬ 
lishment;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  is  there¬ 
fore  not  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  2719-41,  objection  No.  2,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


i 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT 
CONTAMINATION  OF  WATER  SUPPLY 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFEC¬ 
TIVE  IN  ACCORDANCE  WITH  SECTION  (665,  SUBDIVISION  C)  <5(5(5,  PARAGRAPH  2,  OF 

THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  December  4,  1942  at  10:30  A.  M.,  Room  1013, 
Municipal  Building,  Manhattan,  on  Proposed  Amendment  to 
Rules  relative  to  Submerged  Inlets  and  Protective  Methods 
to  be  Applied  to  Prevent  Contamination  of  V  ater  Supply. 

NOTE — New  matter  in  italifs;  old  matter  in  parenthesis 
(  )  to  be  omitted. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  ot  Stand- 
I  ards  and  Appeals  by  Section  666,  paragraph (s)  2  (and  3), 


of  the  New  York  City  Charter  (and  C26-1268.0c  4) 
(14.7.1.3  BC)  (and  C26-1277.0h)  (14.8.2.8  BC)  pertaining 
to  Sections  C26-1268.0,c,4.  and  C26-1277 .Oh.  of  the  Ad¬ 
ministrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules 
shall  be  set  at  least  four  inches  above  the  flood  level 
rim  of  fixtures  or  as  otherwise  specifically  provided 
for  in  these  rules.  Each  fixture  with  submerged  inlets 
shall  be  independently  controlled  by  an  approved  vacu¬ 
um  breaker  or  breakers  the  full  size  of  supply  pipe, 
as  set  forth  in  these  rules. 
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Rule  (3)  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  (overflow)  flood  level  rim  of 
the  fixture,  except  when  submerged  inlets  are  absolutely 
essential  for  the  proper  functioning  of  a  fixture,  or 
as  otherwise  provided  for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus 
utilising  waste  zvater  shall  he  equipped  zvith  an  ap¬ 
proved  vacuum  breaker  located  at  least  four  feet 
above  the  highest  elevation  of  the  preheating  apparatus 
or  coil,  with  a  check  valve  between  the  vacuum  breaker 
and  the  preheating  apparatus.  Any  hot  zvater  boiler 
supplied  through  such  preheating  device  and  having  an 
independent  cold  water  supply  line  shall  have  the  cold 
zoater  supply  line  equipped  zvith  a  vacuum  breaker  and 
check  valve  located  at  least  four  inches  above  the  high¬ 
est  elevation  of  the  boiler. 

Rule  (1)  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged 
inlets  supplied  directly  or  indirectly  from  the  City 
Water  Supply  System  (and  not  supplied  from  separate 
riser  and  tank),  shall  be  equipped  with  an  approved 
vacuum  breaker  in  the  supply  line  not  less  than  four 
inches  above  the  (overflow)  flood  level  rim  of  the  fix¬ 
ture  (to  prevent  siphonage  or  backflow  of  contaminated 
water  into  the  housewater  distribution  piping  and 
checked  by  the  inspector.) 

Rule  (2)  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an 
approved  vacuum  breaker  located  not  less  than  (one- 
half)  three-quarter  inch  above  the  overflow  outlet  of 
the  flush  tank. 

Ballcocks  controlling  zvater  supply  to  suction,  rooj 
or  other  intermediate  tanks  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  tank  excepting 
that  in  roof  tanks  equipped  with  an  overflozv  of  a  size 
at  least  one  commercial  diameter  larger  than  the  water 
supply  pipe,  the  ballcock  may  be  located  tzvo  inches 
above  the  highest  elevation  of  the  overflow  pipe.  The 
overflow  and  emptying  pipes  of  roof,  suction  and  inter¬ 
mediate  tanks  shall  not  be  directly  connected  to  a  drain¬ 
age  system,  notwithstanding  the  permissive  provisions 
of  Section  C26-1273.0 ,d  of  the  Administrative  Building 
Code  for  connection  to  a  leader. 

Rule  (4)  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers 
are  prohibited,  except  such  equipment  as  is  approved 
by  the  Board.  When  approved  sterilisers  are  used, 
the  waste  piping  (for)  from  sterilizers  shall  not  con¬ 
nect  directly  with  any  drainage  system,  (such  waste 
piping  shall  discharge  above  an  open,  water-supplied, 
trapped  and  vented  fixture). 

Rule  (5)  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  (shall  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker)  is  prohibited  except  when  approved  by  the 
Board.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  (but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture). 

Rule  (6)  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connection  to  (Installation  of) 
a  bidet  is  prohibited.  Water  supply  connection  to 


(bidets,)  bed  pan  washers  or  similar  apparatus  shall 
be  equipped  with  an  approved  vacuum  breaker  and 
check  valve,  the  latter  located  between  the  fixture  and 
the  vacuum  breaker.  ITater  supply  to  bed  pan  washers 
equipped  zvith  an  approved  valve  shall  be  governed  by 
Rule  3. 

Bed  pan  washers  may  be  equipped  zvith  steam  con¬ 
nections  only  when  such  equipment  has  been  approved 
by  the' Board. 

(Rule  7.  Roof  or  Suction  Tanks.) 

(Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank.) 

Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  tc 
sump,  well  or  similar  type  pumps  zvhen  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  iidet  side  of  the  pump  ano 
be  equipped  with  an  approved  vacuum  breaker  ant 
check  valve,  the  check  valve  to  be  located  between  tht 
pump  and  the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  fo 
cooling  purposes  shall  be  equipped  with  an  approve! 
check  valve  to  prevent  possible  back  flow  of  ammoni: 
or  other  refrigerant  (agency)  from  defective  condense 
coils  or  jackets,  except  in  such  installations  where  th< 
water  supply  piping  is  entirely  outside  of  the  pipinj 
or  tank  containing  the  refrigerant  and  two  independen 
wall  thicknesses  of  metal  separate  the  refrigerant  fron 
the  city  water  supply.  Refrigeration  units  containinj 
more  than  twenty  pounds  of  refrigerant  shall  be  pro 
vided  with  an  additional  safeguard  in  the  form  of  ai 
approved  relief  valve  installed  at  the  outlet  side  of  th 
check  valve,  such  relief  valve  being  set  at  five  pound 
above  the  maximum  water  pressure  at  the  point  o 
installation.  Direct  zvater  connection  is  prohibited  un 
der  Section  C26-1223.0  Administrative  Building  Code 

Rule  10.  Mortuary ,  Dissection,  Operating 
and  Embalming  Tables  or  Equip 
ment. 

Mortuary,  dissection,  operating  and  cmbalmin. 
tables  or  equipment  shall  have  no  direct  zvater  sup  pi. 
connection.  Hose  used  zvith  such  equipment  shall  termi 
nate  at  least  12  inches  at  any  point  from  the  tabl 
or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Ma 

chines. 

Water  supply  to  dishwashing  and  laundry  machine 
shall  be  equipped  zvith  an  approved  vacuum  breaker  an 
a  check  valve  located  between  the  vacuum  breaker  an 
the  fixture.  The  vacuum  breaker  shall  be  located  c 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  o 

Apparatus. 

Water  supply  connections  to  any  tank  or  apparatu 
containing  any  chemical  shall  be  equipped  with  an  af 
proved  vacuum  breaker  and  a  check  valve  located  be 
tween  the  vacuum  breaker  and  the  tank  or  apparatus. 
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APPROVED  APPLIANCES 


ANTI-SIPHON  DEVICES  (VACUUM  BREAKERS)  APPROVED  BY  THE  BOARD  OF 
STANDARDS  AND  APPEALS  UP  TO  AND  INCLUDING  NOVEMBER  10,  1942. 


AMERICAN  RADIATOR  AND  STANDARD 
SAN  I T  A  R  V  COR  PO  R  ATI  ON. 

Standard  Sanitary  Tank  Vacuum  Breaker  (anti-vacuum 
ballcock).  Approved  under  Section  C26-1277.0. 

208-39-SA  V.  24  No.  31  P.1201 
Standard  Plate  B — 1942  Water  Controller  for  Low  Tank 
(for  water  closets)'.  1093-41-SM  V.  27  No.  8  P.  195 


JEATON-CAL1  )WKLL  MANUFACTURING 
I  COMPANY. 

Caldwell  Syphon  Breaker  and  Agitator,  No.  115  (for  use 
with  submerged  inlets).  Approved  under  Section 
C26- 1277.0  370-39-SA  V.  24  No.  22  P.  823 

Caldwell  Syphon  Breaker,  No.  125  (for  flush  valves). 
Approved  under  Section  C26-1277.0. 

165-39-SA  V.  24  No.  21  P.  769 


\ORM AN  BOOSEY  MANUFACTURING  CO. 

Boosev  No.  2010  Vacuum  Breaker. 

888-41- SM  V.  26  No.  52  P.  732 


BRIDGEPORT  BRASS  COMPANY. 

Bridgeport  Brass  Company  Vacuum  Breaker  (for  flush- 
ometer  units).  Approved  under  Section  C26-1277.0. 

61 1-40-SM  V.  25  No.  28  P.  1029 
V.  26  No.  42  P.  1402 


MODESTO  CALLEJO. 

Bidoro  Vacuum  Breaker,  Type  D  (for  flushometers  or 
other  submerged  inlets).  Approved  under  Section  C26- 
1277.0.  270-38-SA  V.  23  No.  29  P.941 


COLDWATER  BRASS  COMPANY. 
Anli-Back-Syphonage  Ballcock,  C.B.C.  No.  136.  Approved 
under  Section  C26-1277.0. 

439-39- S A  V.  24  No.  22  P.  824 


COYNE  &  DELANY  CO. 

Coyne  &  Delany  Vacuum  Breaker,  No.  50  (for  flusli- 
orneter  valves).  Approved  under  Section  C26-1277.0. 

908-40-SM  V.  26  No.  1  P.  21 

V.  27  No.  8  P.  194 

Covne  &  Delany  Vacuum  Breaker,  No.  95  (for  Audi¬ 
ometer  valves).  Approved. 

1 16-40-SM  V.  25  No.  24  P.  857 


COYNE  &  DELANY  CO. 

Delany  Vacuum  Breaker,  DV  No.  90  (for  flush  valves). 
Approved  under  Section  C26-1277.0. 

379-39-SA  V.  24  No.  22  P.  824 
Delany  Vacuum  Breaker,  DV  No.  88  (for  flush  valves). 
Approved  under  Section  C26-1277.0. 

842 -38- S A  V.  23  No.  51  P.'l625 


CRANE  COMPANY. 

Novae  Flush  Valve-Vacuum  Breaker.  Approved  under 
Section  C26-1277.0.  174-38-SA  V.  23  No.  29  P.  940 

Crane  C-7830  Vacuum  Breakers  for  Supply  Fixtures. 
Approved  under  Section  C26-1277.0. 

750-38-SA  V.  24  No.  5  P.  168 
Crane  Company  Vigilant  Vacuum  Breaker  (for  flush - 
ometer  valves).  Approved  under  Section  C26-1277.0. 

345-38-SA  V.  23  No.  29  P.  942 


V  F.  CURTIN  VALVE  CO. 

Curtin  Rotary  Ballcock.  Approved  under  Section  C26- 
1277.0  (14.8.2.8).  94-41-SM  V.26  No. 23  P.840 


DIERKER  COMPANY. 

Vacuum  Breaker  Unit  for  use  for  Dierker  Therapeutic 
Apparatus.  1059-41-SM  V.  27  No.  19  P.  539 


HEDGES  &  BROTHER. 

Hedges  &  Brother  Pilot  Vacuum  Breaker.  Approved 
under  Section  C26-1277.0. 

186-39-SA  V.  24  No.  14  P.  510 


IMPERIAL  BRASS  MFG.  CO. 

Imperial  Vacuum  Breaker,  Model  M-1139.  Approved 
under  Section  C26-1277.0. 

1439-39-SM  V.  25  No.  28  P.1025 
Watrous .  Flush  Valve  and  Vacuum  Breaker,  Models  Im¬ 
perial,  Majestic  and  Tewel.  Approved  under  Section 
C26- 1277.0.  351-38-SA  V.  23  No.  50  P.  1582 


KOHLER  COMPANY. 

Kohler  K-9251  Float  Valve  and  Vacuum  Breaker.  Ap¬ 
proved  under  Section  C26-1277.0. 

492-39- SM  V.  24  No.  31  P.1208 


BERNARD  MARSAK. 

Beal  Vacuum  Breaker  for  Flush  Valve  Equipped  Fixtures. 
Approved  under  Section  C26-1277.0. 

685-39-SM  V.  24  No.  27  P.  1029 


MAC  DONALD  HARDWARE  MFG.  CO. 

Kramer  Vacuum  Breaker.  Approved  under  Section  C26- 
1277.0.  1539-39-SM  V.  25  No.  50  P.  1665 


MURRAY  AND  SORENSON.  INC. 

Murray  and  Sorenson,  Inc.  Vacuum  Breaker  Types  1  and 
2.  Approved.  494-39-SM  V.  24  No.  29  P.  1 106 


NORTHERN  INDIANA  BRASS  CO. 

Nibco  Ace  Type  Back-Siphon  Ballcock.  Approved  under 
Section  C26- 1277.0.  416-39-SA  V.  24  No.  24  P.  913 

Nibco  King  Anti-Siphon  Ballcock,  No.  09A.  Approved  as 
above.  V.  25  No.  28  P.1029 


PELTON  AND  CRANE  COMPANY. 

Pelton  and  Crane  Company  Vacuum  Breaker.  Approved 
under  Section  C26-1277.0. 

1105-39-SM  V.26  No.  3  P.99 

Pelton  and  Crane  Vacuum  Breaker  Unit  used  with  Pelton 
Surgical  Cuspidor.  139-42-SM  V.  27  No.  19  P.  540 


PENBERTHY  INJECTOR  COMPANY. 

Penberthv  Vacuum  Breaker.  Approved  under  Section 
C26-1277.0.  1200-38-SA  V.  24  No.  1 1  P.  400 


SCOVILL  MANUFACTURING  COMPANY. 

Scovill  Vacuum  Breaker  Ballcock,  No.  18.  Approved 
under  Section  C26-1277.0. 

515-39-SM  V.  24  No.  27  P.  1029 
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APPROVED  APPLIANCES 


Scovill  M.V.B.  No.  21  and  No.  22  Ballcocks.  Approved. 

942-38-SA  V.  24  No.  7  P.  242 
Scovill  Vacuum  Breaker  Ballcock,  No.  24- VB.  Approved 
under  Section  C26- 1277.0. 

283-40-SM  V.  25  No.  21  P.  733 
Scovill  “S”  Vacuum  Breaker  Ballcocks.  Approved  under 
Section  C26-1277.0.  109-39-SA  V.  24  No.  11  P.  401 


SLOAN  VALVE  COMPANY. 

Sloan  Vacuum  Breaker  Model  \ -60-A.  Approved  under 
Section  C26-1277.0.  167-38-SA  V.  23  No.  29  P.940 

Sloan  V-100-A  Vacuum  Breaker.  Approved  under  Sec¬ 
tion  C26- 1277.0.  1224-39-SM  V.  24  No.  46  P.  1655 

Sloan  V-100-A  Vacuum  Breaker — improved  model.  Ap¬ 
proved  under  Section  C26-1277.0.  V.  25  No.  49  P.1635 
Sloan  V-100-B  Vacuum  Breaker.  Approved  under  Sec¬ 
tion  C26-1277.0.  1 39-40- SM  V.  25  No.  25  P.905 

Sloan  “Lo-Flo”  Flush  Valve  Water  Closet  Combination. 
\pproved  under  Section  C26-1277.0c  (14.8.2.3). 

57-41 -SM  V.  26  No.  24  P.  879 


SPEAK  MAN  COMPANY. 

Speakman  Company  I.  P.  S.  Back  Syphon  Preventor, 
sizes  J/»  in.,  A*  in.,  and  1  in.  Approved  under  the  pro¬ 
visions  of  Sec.  C26-1277.0h  (14.8.2.8). 

563-41 -SM  V.  26  No.  44  I’.  1465 


VAC-O-VENT  COMPANY. 

Vac-O-Vent  for  Plumbing  Fixtures,  Model  B.  Approved 
under  Section  C26- 1277.0. 

477-39-SM  V.  24  No.  24  P.914 


WATTS  REGULATOR  COMPANY. 

Watts  Vacuum  Breaker,  No.  88.  Approved  under  Section 
C26-1277.0.  346-39-SA  V.  24  No.  21  P.771 

V.  24  No.  46  P.  1651 


INDIANA  BRASS  CO. 

Indiana  Brass  Company  Anti-Syphon  Float  \  alve.  No.  88 
\pproved  under  Section  C26-1277.0. 

837-40-SM  V.  25  No.  49  P.163; 


RITTER  DENTAL  MFG.  COMPANY. 

Ritter  Model  C  Dental  Cuspidor.  Approved  under  Sec^ 
tion  C26-1277.0.  190-40-SM  V.  25  No.  15  P.  520 


WEBER  DENTAL  MFG.  COMPANY. 

Weber  Vacuum  Breaker  for  Dental  Cuspidors.  Approve! 
under  Section  C26-1277.0. 

413-40-SM  V.  25  No.  28  P.102 

Weber  Vacuum  Breaker  for  Dental  Cuspidors — improvei 
model.  Approved.  413-40-SM  V.  26  No.  30  P .  114* 


S.  S.  WHITE  DENTAL  MFG.  CO. 

S.  S.  White  Master  Dental  Unit.  Approved  under  Sec 
tion  C26-1277.0h  (14.8.2.8)  as  an  anti-siphon  device. 

1 354-39- S  A  V.  25  No.  9  P.  3C 

S.  S.  White  Non-Siphoning  Cuspidor  No.  7.  Approve 
under  Section  C26-1277.0. 

366-40-SM  V.  25  No.  21  P .7:1 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
bearing. 


offices  of  the  Board  and  of  the  further  publication  of  tl‘ 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tf 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failui 
to  receive  such  notice  is  no  excuse  for  neglect  to  appea, 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  z 
cases  promptly;  therefore,  no  appeal  or  application  wi' 
be  held  in  abeyance  by  reason  of  failure  of  the  appellai 
or  applicant  to  file  necessary  data,  or  by  any  other  methd 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  f<" 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  da- 
required  by  law  are  supplied,  as  specified  on  the  blar 


Third,  That  no  plea  of  ignorance  of  the  date .  of  the 
learing  can  be  entertained  in  view  of  this  publication  and 
f  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


THE  BUILDING  LAWS 


i 

Now  on  Sale 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  NOW  published  in  FOUR  SE 
ARATE  VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demob tr 
or  removal  of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LA 
the  PLUMBING  CODE,  ELEVATOR  RULES.  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDS 
CODE  OF  THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  IVO 


L  l  ;UiL  Ur  lnr,  u  i  i  wr  in  r.vv  iwi\i\,  me  mului  ld  d  vv  ,  V  *  •  ,  c. 

various  local  laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  ptate 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNlClr/ 

TNT  XT/-.  X#  .  x  r  t  r  *  rn'T'  \  \T  \rrilf  A  rnn  T  T  /""THT'A  7  'T'l .  ■ r 4.1,  „  c'Cki  /-»  f  f  rx  lit-  VAMimPC  1  C  xl  I  Ss2L  ll) 


these  volumes  are  now  .inLr.  ai  me  omee  oi  me  oupciviaui  ui  me  - 

BUILDING,  M  ANHATTAN,  NEW'  YORK  CTTY.  The  price  for  the  complete,  set  of  four  volumes  is  $4  ($4.1U 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  legislation,  $1  (by  mail  $1.10). 
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'his  issue  of  the  Bulletin  contains  in  the  order  given — 

locket. 

*ules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  November  10,  1942,  at  10 
A.  M.,  Affecting  Calendar  Numbers  363-42-BZ,  577- 
42-BZ,  617-42-BZ,  651-42-BZ,  556-42-BZ,  714-42-BZ 
and  727-42-BZ. 

Minutes  of  Regular  Meeting  November  10,  1942,  at  2 
P.  M.,  Affecting  Calendar  Numbers  641-30-BZ,  527- 
37-BZ,  342-40-BZ,  1-42-BZ,  265-40-BZ,  475-40-BZ,  354- 
32-BZ,  362-34-BZ,  460-37-BZ,  66-38-BZ,  216-41-BZ, 
1024-41-BZ,  581-41-A,  252-42-A,  299-42-A,  561-42-A, 
624-42-S,  641-42-S,  680-42-S,  707-42-A,  994-40- A,  255- 
42-S,  855-41-SM,  424-42-SM  and  473-42-SA. 

Correction  Affecting  Calendar  Numbers  1101-41-BZ  and 
700-40-SA. 

Factory  Exit  Rules. 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Cited  up  to  November  10,  1942. 

Cal.  No.  Dept.  Premises  Affected 

772-42-BZ — H.B.R. — 2053  Clove  road,  northeast  corner 
of  Mosel  avenue  (Block  No.  2921,  Lot  No.  18),  Grasmere, 
Borough  of  Richmond,  N.  B.  565-42,  Amendment. 


773-42-S — H.B.M. — 148-152  West  37th  street,  south  side, 
75  ft.  east  of  Seventh  avenue  (Block  No.  812,  Lot  No.  69), 
Borough  of  Manhattan,  B.  N.  3186-42. 


774-42-A— H.B.Q. — 148-02  to  148-16  147th  avenue,  south 
side,  from  148th  to  149th  streets  (Block  No.  4233,  Lot 
No.  1),  South  Jamaica,  Borough  of  Queens,  Alt.  1636-42. 


775-42-A — H.B.Q. — 109-15  14th  avenue,  north  side,  200 
ft.  west  of  111th  street  (Block  No.  4031,  Lot  Nos.  1  and 
25),  College  Point,  Borough  of  Queens,  Alt.  242-42. 


776-42-A — H.B.B. — 821-827  Bergen  street,  north  side, 
350  ft.  west  of  Classon  avenue  and  890-902  Dean  street 
(Block  No.  1141,  part  of  Lot  No.  28),  Borough  of  Brook¬ 
lyn,  Alt.  2895-42. 


777-42-A-— H.B.Bx. — 1409  Sedgwick  avenue,  west  side, 
125  ft.  south  of  West  171st  street  (Block  No.  2541,  part  of 
Lot  No.  45),  Borough  of  The  Bronx,  Sprinkler  Applic. 
38-42. 


778-42-A — F.D. — 280  Boerum  street,  south  side,  125  ft. 
west  of  White  street  (Block  No.  3082,  Lot  No.  44),  Bor¬ 
ough  of  Brooklyn,  93189-L.  C. 


779-42-A— H.B.B. — 3302  Fillmore  avenue,  southeast  cor¬ 
ner  of  East  33rd  street  (Block  No.  8500,  Lot  No.  40), 
Borough  of  Brooklyn,  B.  N.  2706-42. 


780- 42-A — F.D. — 755  East  134th  street,  north  side,  100 
ft.  west  of  Willow  avenue  and  147  Willow  avenue  (Block- 
No.  2563,  Lot  No.  45),  Borough  of  The  Bronx,  14950-L.  F., 
32485-L.  C. 

781- 42-SA — Derby  Type  B,  Electrically  Operated  Re¬ 
mote  Control  Valve  for  Standpipe  and  Sprinkler  Systems, 
Appliance. 

782- 42-A— F.D. — 203-269  37th  street,  north  side,  100  ft. 
west  of  Third  avenue  (Block  No.  695,  Lot  No.  1)  ;  (Build¬ 
ing  No.  1),  202-276  36th  street,  south  side,  100  ft.  west  of 
Third  avenue  (Block  No.  695,  Lot  No.  1);  (Building  No. 
2),  201-271  36th  street,  north  side,  100  ft.  west  of  Third 
avenue  (Block  No.  691,  Lot  No.  1)  ;  (Building  No.  3),  202- 
284  35th  street,  southwest  corner  of  Third  avenue  (Block 
No.  691,  Lot  No.  1);  (Building  No.  4),  17-97  35th  street, 
northwest  corner  of  Third  avenue  (Block  No.  687,  Lot  No. 
1);  (Building  No.  5),  18-96  34th  street,  southwest  corner 
of  Third  avenue  (Block  No.  687,  Lot  No.  1);  (Building 
No.  6),  17-97  34th  street,  northwest  corner  of  Third  avenue 
(Block  No.  683,  Lot  No.  1)  ;  (Building  No.  7),  18-98  33rd 
street,  southwest  corner  of  Third  avenue  (Block  No.  683, 


Lot  No.  1);  (Building  No.  8),  21-99  33rd  street,  norll 
side,  125  ft.  west  of  Third  avenue  (Block  No.  679,  Lot  Nq 
1);  (Building  No.  9),  872-890  Third  avenue,  nortliwes 
corner  of  33rd  street  (Block  No.  679,  Lot  No.  1)  ;  (Buildin; 
No.  10),  146-168  39th  street,  southwest  corner  of  Secom 
avenue  (Block  No.  706,  Lot  No.  1);  (Building  No.  19) 
131-183  41st  street,  northwest  corner  of  Second  avenu 
(Block  No.  711,  Lot  No.  1)  ;  (Building  No.  20),  52-94  39tl 
street,  southwest  corner  of  First  avenue  (Block  No.  70ti 
Lot  No.  24)  ;  (Building  No.  22),  52-94  39th  street,  soull 
side,  150  ft.  west  of  First  avenue  (Block  No.  706,  Lot  No 
24);  (Building  No.  23),  52-94  39th  street,  south  side,  24 
ft.  west  of  First  avenue  (Block  No.  706,  Lot  No.  24) 
(Building  No.  24),  4002-4024  First  avenue,  northwest  come, 
of  41st  street  (Block  No.  710,  Lot  No.  1);  (Building  Nr 
26),  Borough  of  Brooklyn,  9606-L.  F. 


783-42-A — F.D. — Packaging  of  Inflammable  Mixtur 
known  as  “Fly-Spray”  in  Glass  Bottles  (Capacity  ot  bottle* 1 
not  in  conformity  with  Administrative  Code  Specifications)* 
Decision. 


784-42-A— H.B.B. — 59  South  Ninth  street,  northeast  coi 
ner  of  Wythe  avenue  (Block  No.  2136,  Lot  No.  1),  Boi 
ough  of  Brooklyn,  Alt.  101-42. 


785- 42-A — F.D. — 23-10  43rd  avenue,  southeast  corner  c 
23rd  street  (Block  No.  436,  Lot  No.  20),  Long  Island  Cil\! 
Borough  of  Queens,  9038-L.  F.  and  Decisions. 

-  1 

786- 42-BZ — H.B.R. — 8  Crabtree  avenue,  southwest  coi 
ner  of  Bloomingdale  road  (Block  No.  7092,  Lot  No.  61 
Rossville,  Borough  of  Richmond,  Alt.  142-42. 

787- 42-BZ — H.B.Q. — 117-05  122nd  street,  east  side,  IQ 
ft.  south  of  Rockaway  boulevard  (Block  No.  11715,  Lot  N(* 
36),  Ozone  Park,  Borough  of  Queens,  Alt.  1255-42. 


788- 42-BZ — H.B.Q. — 43-01  104th  street,  southeast  conn 
of  43rd  avenue  (Block  No.  1987,  Lot  No.  75),  Corona,  Bor, 
ough  of  Queens,  Misc.  3725-42. 

- - - — -  j 

789- 42-A — F.D. — 300-306  East  145th  street,  southwe: 

corner  of  College  avenue  (Block  No.  2325,  Lot  No.  14; 
Borough  of  The  Bronx,  30362-L.  C.,  31786-L.  C.  and  Dfl 

cisions. 

— — - - 

790- 42-SM — Rocklath  and  Diamond  Liner  (Plaste! 
hoard),  manufactured  by  U.  S.  Gypsum  Company,  Materi; 
_ 

791- 42-A — H.B.M. — 165  West  71st  street,  north  sid 
130  ft.  5  in.  east  of  Broadway  (Block  No.  1143,  Lot  N 
7[A),  Borough  of  Manhattan,  Alt.  946-42,  Amendment,  j 


Restored  to  Calendar. 

641-30-BZ— H.B.Q.— 207-02  to  207-06  Hillside  avenu 
southeast  corner  of  207th  street  (Block  No.  10582,  Lot  N< 

1  and  3),  Bellaire,  Borough  of  Queens,  Misc.  328-42. 
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!-42-A — F.D. — 296-302  Seventh  street,  south  side,  214 
4' _>  in.  west  of  Fifth  avenue  (Block  No.  998,  Lot  Nos. 
28  and  26),  Borough  of  Brooklyn,  %75-L.  F. 

I-40-BZ — H.B.Q. — 12-02  31st  avenue,  southeast  corner 
42nd  street  and  31-15  42nd  street,  east  side,  97.5  ft.  south 
31st  avenue  (Block  692,  Lot  Nos.  36,  37,  40  and  part 
Lot  No.  51),  Misc.  5085-42. 


ISlti\ATl«.\Si  11. II.  —  Department  ot  Housing  anti  Buildings, 
11.11. — Department  of  Housing  and  Buildings,  Brooklyn;  H.U.A1. — 
lartment  of  Housing  anti  Buildings,  Manhattan;  H.ll.Q.. — De 
ttnent  of  Housing  anil  Buildings,  yueens;  ll.ll.lt. — Department 
Housing  and  Buildings,  Richmond;  H.ll.llx. — Department  of 
tsing  and  Buildings,  Bronx;  H.D. — Health  Department,  ami 
■I.  —  Fire  Department. 
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NOVEMBER  17,  1942,  10  A.  M. 

Zoning  Applications. 

JOT  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
'S  and  Appeals  of  a  public  hearing  under  the  provisions 
the  zoning  resolution,  Tuesday  morning,  November  17, 


1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters: 

539-42-BZ — Application,  July  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Edwin  H.  Thatcher,  applicant 
on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  244-266  Fourth  street,  south  side,  97  ft. 
10^4  in.  east  of  Fourth  avenue  and  275-299  Fifth  street 
(Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn. 

607-42-BZ — Application,  August  5,  1942,  under  section 
7h  of  the  zoning  resolution,  of  J.  M.  Berlinger,  applicant, 
on  behalf  of  Janetta  Whitridge,  Mary  Whitehouse  and 
Harriet  Aldrich,  owners,  to  permit  in  a  retail  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  4-8  West  58th 
street,  south  side,  135  ft.  west  of  Fifth  avenue  (Block  No. 
1273,  Lot  No.  44),  Borough  of  Manhattan. 

651-42-BZ — Application.  September  2,  1942,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  John  J.  Morro,  appli¬ 
cant,  on  behalf  of  Paragon  Oil  Company,  Incorporated, 
owner,  to  permit  in  a  residence  use  district,  the  extension 
of  a  gasoline  service  station;  premises  2458-2470  Cropsey 
avenue,  northwest  corner  of  Bay  38th  street  (unopened) ; 
(Block  No.  6928,  Lot  No.  50),  Borough  of  Brooklyn. 

610-42-BZ — Application,  August  6,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Mac  L.  Reiser,  appli¬ 
cant,  on  behalf  of  Mary  Oginsky  and  Philip  Oginsky,  own¬ 
ers  (Martha  Kozak,  lessee),  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  336-338 
(340  displayed)  New  Jersey  avenue,  west  side,  125  ft.  north 
of  Belmont  avenue  (Block  No.  3738,  Lot  Nos.  30  and  31), 
Borough  of  Brooklyn. 

95-40-BZ — Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  40  Central  Park  South,  Incorporated,  owner, 
reopened  November  18,  1941,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  retail  use  district,  for  a  term  of 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  41  West  58th  street,  north  side,  120  ft. 
east  of  Sixth  avenue  (Block  No.  1274,  Lot  No.  6),  Borough 
of  Manhattan. 

215-42-BZ — -Application,  March  18,  1942,  under  section 
7h  of  the  zoning  resolution,  of  John  C.  Wandell,  applicant, 
on  behalf  of  Society  of  St.  Vincent  De  Paul,  owner  (Arthur 
Stevenson,  lessee),  to  permit  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  8101-8111  Third 
avenue  and  302-318  81st  street,  southeast  corner  (Block  No. 
5997,  Lot  Nos.  7  and  11),  Borough  of  Brooklyn. 

256-42-BZ— Application,  March  27,  1942,  under  section 
21  of  the  zoning  resolution,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Handalsons  Realty  Corporation,  owner,  to  permit 
in  a  residence  use  and  also  G  area  district,  the  conversion 
of  occupancy  of  a  one  family  dwelling  to  a  two  (2)  family 
dwelling;  premises  665  East  17th  street,  east  side,  156  ft. 
V%  in.  south  of  Foster  avenue  (Block  No.  5238,  Lot  No.  31), 
Borough  of  Brooklyn. 

987-41-BZ — Application,  November  14,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  reconstruction  of  and  the 
erection  of  a  new  accessory  building  upon  an  existing  gaso- 
line  service  station ;  premises  736-746  Linden  boulevard  and 
796-804  Utica  avenue,  southwest  corner  (Block  No.  4675, 
Lot  No.  6),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

792-42-A — 796-804  Utica  avenue  and  736-746)  Linden 
boulevard,  southwest  corner  (Block  No.  4675,  Lot  No.  6), 
Borough  of  Brooklyn,  Misc.  8575-41. 

HARRIS  H.  MURDOCK,  Chairman. 
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NOVEMBER  17,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

752-42-A— 48-12  Grand  avenue,  south  side,  41.1  ft.  west 
of  49th  street  (Block  No.  2612,  part  of  Lot  Nos.  1,  28  and 
37),  Maspeth,  Borough  of  Queens  (under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 49th  street  and  50th 
street). 

484-42-S— 32-36  to  32-46  47th  avenue, _  south  side,  from 
32nd  place  to  33rd  street  (Block  No.  252,  Lot  Nos.  1  and 
17),  Long  Island  City,  Borough  of  Queens. 

696-42-A — 48-01  to  50-21  Metropolitan  avenue,  northwest 
corner  of  Flushing  avenue  (Block  No.  2611,  Lot  No.  165, 
Block  No  2624,  Lot  No.  54,  Block  No.  2623,  Lot  No.  49  and 
Block  No.  2625,  Lot  No.  25),  Maspeth,  Borough  of  Queens. 

744.42- A— 71  Taaffe  place,  east  side,  132  ft.  11  in.  north 
of  Park  avenue  (Block  No.  1883,  Lot  No.  7),  Borough  of 
Brooklyn. 

643-42-A — Foot  of  Conover  street,  20  ft.  west  of  Reid 
street  (Block  No.  595,  Lot  No.  None),  Pier  No.  44,  East 
River,  Borough  of  Brooklyn,  88a7-L.  F.  and  Decision. 

775-42-A — 109-15  14th  avenue,  north  side,  200  ft.  west  of 
111th  street  (Block  No.  4031,  Lot  Nos.  1  and  2a),  College 
Point,  Borough  of  Queens. 

Appliance  and  Materials  for  Approval. 

367-42-SA— Holland  Gun  Type  Oil  Burner,  Models  H-4, 
S 1-4,  M-4,  and  L-4. 

800-39-SM — U.  S.  Gypsum  Co.  Gypsum  Plaster,  Red  Top 
and  Samson  Brands. 

289-41-SM — Monarch  Hydrated  Finishing  Lime,  Mon¬ 
arch  Masons  Lime,  Monarch  Brick  Mortar. 


NOVEMBER  24,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  November  24, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters: 

107-42-BZ— Application,  February  5,  1942,  under  section 
7c  of  the  zoning  resolution,  of  John  F.  Payne,  applicant  on 
behalf  of  Socony-Vacuum  Oil  Company,  Incorporated,  owner, 
to  permit  in  a  business  use  district,  the  erection  of  an  acces¬ 
sory  building  upon  a  plot  now  occupied  as  a  gasoline  service 
station ;  the  vehicular  entrance  to  the  gasoline  service  station 
is  located  within  200  ft.  of  an  entrance  to  a  public  play¬ 
ground;  premises  401-413  Dahill  road  and  2-12  Cortelyou 
road,  southeast  corner  (Block  No.  5384,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

127-35-BZ— Application  of  Jack  Z.  Cohen,  applicant  on 
behalf  of  Joseph  Angelone,  owner,  reopened  June  30,  1942, 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
and  also,  the  erection  and  maintenance  of  garages  for  four 
(4)  motor  vehicles;  premises  115-119  Truxton  street,  north 
side,  142  ft.  9)4  in.  west  of  Conway  street  (Block  No.  1544, 
Lot  Nos.  42  and  44),  Borough  of  Brooklyn. 

926-28-BZ— Application  of  Joseph  B.  Lynch,  applicant  on 
behalf  of  The  Texas  Company,  owner,  reopened  December 
16,  1941,  under  section  7c  of  the  zoning  resolution,  to  permit 
in’ a  residence  use  district  the  extension  of  an  accessory 
building  (for  lubritory  use)  and  also,  the  rearrangement  of 


pumps  on  an  existing  gasoline  service  station,  which  w 
previously  acted  upon  by  the  Board ;  premises  2633-26 
Ocean  avenue  and  2002  Avenue  V,  southeast  corner  (Bio 
No.  7381,  Lot  No.  1),  Borough  of  Brooklyn. 

58-30-BZ— Application  of  Charles  M.  Spindler,  applica 
on  behalf  of  Lillian  Kaplan,  owner,  reopened  July  23,  19< 
under  sections  7c  and  7f  of  the  zoning  resolution,  to  pern 
in  a  business  use  district,  the  extension  of  a  gasoline  servi 
station  (previously  granted  by  the  Board)  and  also,  fori 
term  of  years,  the  parking  and  storage  of  more  than  fi 
(5)  motor  vehicles;  premises  73-13  to  73-21  Cooper  aven 
and  71-34  to  71-38  73rd  place,  northwest  corner  (Block  b 
3691,  Lot  No.  19),  Glendale,  Borough  of  Queens. 

676-42-BZ — Application,  September  17,  1942,  under  se^ 
tion  7c  of  the  zoning  resolution,  of  Frank  Straub,  applies 
on  behalf  of  Monte  Realty  Company,  Incorporated,  owner, 
permit  in  a  residence  use  district,  the  alteration  and  convi 
sion  of  occupancy  of  a  four  (4)  story  building,  erected 
a  stable,  to  store,  showroom,  offices  and  light  manufacturin 
premises  357  West  17th  street,  north  side,  100  ft.  east 
Ninth  avenue  (Block  No.  741,  Lot  No.  5),  Borough 
Manhattan. 

HARRIS  H.  MURDOCK,  Chainin'. 


NOVEMBER  24,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

267-42-S — 456-474  Johnson  avenue,  south  side,  100  jj 
west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-3' 
Borough  of  Brooklyn. 

584-41-A — 121  Bay  23rd  street,  east  side,  100 J4  ft.  soi 
of  Benson  avenue  (Block  No.  6408,  Lot  No.  16),  Boroi 
of  Brooklyn. 

Appliances  and  Material  for  Approval. 

191- 42-SA — E.  S.  Type  S.  Elevator  Interlocking  II 
vice  Hatchway  Unit  System. 

192- 42-SA — E.  S.  Positive  Barlock  (Type  B)  Eleva> 
Interlocking  Device  Hoistway  Unit  System. 

489-42-SM — Tomkins  Cove  Crushed  Limestone  (Ci 
Crete  Aggregate). 


DECEMBER  1,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Staj 
ards  and  Appeals  of  a  public  hearing  under  the  provisij 
of  the  zoning  resolution,  Tuesday  morning.  December 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  M': 
hattan,  on  the  following  matters : 

363-42-BZ— Application,  May  5,  1942,  under  sections1 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  ap. 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  pen 
in  a  residence  use  district  for  a  term  of  two  (2)  ye' 
the  parking  and  storage  of  more  than  three  (3)  me 
vehicles;  premises  650  Thwaites  place,  south  side,  f: 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  : 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,1 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

577-42-BZ— Application,  July  15,  1942,  under  section! 
of  the  zoning  resolution,  of  George  H.  Cohn,  applic; 
on  behalf  of  Crew  Levick  Corporation,  owner  (Joseph 
Johnston,  lessee),  to  permit  partly  in  a  business  use  I 
partly  in  a  residence  use  district,  the  extension  of  an  e;i 
ing  gasoline  service  station  for  parking  of  more  than 
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(5)  motor  vehicles;  premises  1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  corner  (Block  No.  5859,  Lot  Nos. 
10  and  12),  Borough  of  Brooklyn. 

119-42-BZ— Application,  February  10.  1942,  under  sec¬ 
tion  21  of  the  zoning  resolution  of  Goldenthal  Brothers, 
applicant  on  behalf  of  Peter  Anselmi,  owner,  to  permit  in 
a  business  use  district,  the  maintenance  of  eight  (8)  one- 
car  garages;  (two  (2)  for  accessory  use  and  six  (6)  to 
.  he  rented  to  individuals  not  residing  on  the  premises)  ; 
premises  28-04  39th  avenue,  southeast  corner  of  28th  street 
.  (Block  No.  398,  Lot  No.  21),  Long  Island  City,  Borough 
of  Queens. 

708-38-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Patrick  Carroll,  owner,  reopened  June 
16,  1942,  under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  on  an  existing  gasoline  service 
station  (the  gasoline  service  station  wras  previously  granted 
by  the  Board);  premises  92-28  Horace  Harding  boulevard, 
southeast  comer  of  Queens  boulevard  (Block  No.  2075,  Lot 
Nos.  5  and  6),  Elmhurst,  Borough  of  Queens. 

585-42-BZ — Application,  July  21,  FM2.  under  section  7c 
of  the  zoning  resolution  of  John  F.  Payne,  applicant  on 
behalf  of  Socony-Vacuum  Oil  Co.,  Inc.,  owner,  to  permit 
in  a  business  use  district,  the  alteration  and  conversion  of 
occupancy  of  an  accessory  building  on  an  existing  gasoline 
service  station,  from  storeroom  to  car-washing  and  lubri- 
torium ;  premises  168  Richmond  terrace  and  1-7  Stuyvesant 
place,  southerly  intersection  (Block  No.  12,  Lot  No.  11), 
St.  George,  Borough  of  Richmond. 

S03-25-BZ — Application  of  Lama  and  Proskauer,  apoli- 
cants  on  behalf  of  Rose  Rolland,  owner,  reopened  November 
5,  1941,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  ten  (10)  years,  the 
use  of  a  two  (2)  story  and  basement  building,  as  a  garage 
for  more  than  five  (5)  motor  vehicles;  the  Board  having 
previously  granted  a  one  ( 1 )  story  garage  for  more  than 


five  (5)  motor  vehicles  on  the  premises  in  question;  prem¬ 
ises  823-829  Classon  avenue,  east  side,  47  ft.  north  of  Lin¬ 
coln  place  (Block  No.  1178,  Lot  No.  3),  Borough  of 
Brooklyn. 

523-42-BZ — Application,  June  29,  1942,  under  section  21 
of  the  zoning  resolution  of  Clifford  L.  Snyder,  applicant  and 
lessee,  on  behalf  of  The  Fordham  Methodist  Episcopal 
Church,  owner,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  part  of  an  exist¬ 
ing  dwelling,  to  business  use  (Funeral  Director’s  Office)  ; 
premises  2545  Marion  avenue,  west  side,  149.45  ft.  north  of 
Fordham  road  (Block  No.  3286,  Lot  No.  69),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  1,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

407-42-A — 31-81  Steinway  street,  east  side,  100  ft.  north 
of  Broadway  (Block  No.  678,  Lot  No.  9),  Astoria,  Borough 
of  Queens. 

447-42- A — 510  Dahill  road,  west  side,  60  ft.  south  of  40th 
street  (Block  No.  5382,  Lot  No.  26),  Borough  of  Brooklyn. 


DECEMBER  4,  1942,  10:30  A.  M. 

Rules. 

835-38-SR — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  applied  to 
prevent  Contamination  of  Water  Supply. 

(For  Copy  of  Proposed  Amendments,  see  Bulletin  of 
November  10,  1942,  Vol.  27,  No.  45.) 


t 

MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  NOVEMBER  10,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  special  meeting  of  the  Board  held  on 
Friday  morning,  October  30,  1942,  and  the  regular  meetings 
of  the  Board  held  on  Wednesday  morning,  November  4, 
1942,  and  Wednesday  afternoon,  November  4,  1942,  were 
approved  as  printed  in  Bulletin  No.  45,  Vol.  27. 


ZONING  CASES. 

363-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Estate  of  Jennie 
Adee,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  three  (3)  motor  vehicles. 

PREMISES  AFFECTED — 650  Thwaites  place,  south  side, 
from  Olinville  avenue  to  Barker  avenue,  2224 
Barker  avenue  and  2211  Olinville  avenue  (Block  No. 
4338,  Lot  Nos.  12,  20,  22,  24,  27,  29,  31  and  33), 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Henry  Nordheim  and  George  B. 
Fargis. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  1,  1942  at 
10  A.  M.  on  request  of  applicant  and  owner’s  at¬ 
torney. 


577-42-BZ. 

APPLICANT — George  H.  Cohn,  for  Crew  Levick  Corpo¬ 
ration,  owner  (Joseph  E.  Johnston,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  extension  of  an  existing 
gasoline  service  station  for  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  corner  (Block  No.  5859,  Lot 
Nos.  10  and  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  George  H.  Cohn  and  Lillian  Taylor. 
For  Opposition :  H.  Henze  and  Harold  Klorfein, 
Dep’t  of  Parks. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Laid  over  to  December  1,  1942  at 
10  A.  M.,  for  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


617-42-BZ. 

APPLICANT — John  F.  Payne,  for  Socony-Vacuum  Oil 
Company,  Incorporated,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  new  accessory  (lubri- 
torium)  building  on  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED— 1979  East  177th  street,  north¬ 
west  corner  of  Pugsley  avenue  (Block  No.  3794, 
Lot  No.  50),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  John  F.  Payne. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar  pend¬ 
ing  the  filing  of  an  appeal  with  this  Board  relative 
to  a  variation  of  Section  35  of  the  General  City 
Law — re  bid  for  mapped  street.  The  premises  are 
now  on  the  City  map  for  use  as  a  public  place  and 
the  report  of  the  City  Engineer  of  the  Board  of 
Estimate  is  before  the  Mayor  for  approval  of  au¬ 
thorization  to  acquire  title. 


651-42-BZ. 

APPLICANT — John  J.  Morro,  for  Paragon  Oil  Company, 
Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2458-2470  Cropsey  avenue, 
northwest  corner  of  Bay  38th  street  (unopened)  ; 
(Block  No.  6928,  Lot  No.  50),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Polinsky  and  John  J.  Morro. 
For  Opposition:  None. 

For  Administration :  Fred  Dahlem  and  Morris 
Hannes,  Dep’t  of  Housing  and  Buildings,  and 
Harold  Klorfein,  Dep’t  of  Parks. 

ACTION  OF  BOARD — Laid  over  to  November  17,  1942 
at  10  A.  M.  Applicant  to  file  revised  plans  and  for 
further  consideration  by  the  Board. 

556-42-BZ. 

APPLICANT — William  C.  Sommerfeld,  for  Richards 
Sales  Corporation,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  maintenance 
of  two  (2)  sets  business  (pawnbrokers)  signs. 
PREMISES  AFFECTED — 9  Columbus  avenue,  east  side, 
100  ft.  5  in.  north  of  West  59th  street  (Block  No. 
1112,  Lot  No.  64),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  C.  Sommerfeld,  Joseph  F. 

Addonizio  and  Clarence  Kaskel. 

For  Opposition :  Albert  C.  Kelly. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (556-42-BZ) 

Whereas,  William  C.  Sommerfeld,  for  Richards  Sales 
Corp.,  Tnc.,  owner,  filed  July  13,  1942,  an  application  under 


section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  of  two  (2)  sets  of  business 
(pawnbrokers)  signs;  premises  9  Columbus  avenue,  east 
side,  100  ft.  5  in.  north  of  West  59th  street  (Block  No.  1112, 
Lot  No.  64),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  November  10,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Columbus  avenue  is  in  a  business,  un¬ 
restricted  and  retail  use  district;  Ninth  avenue  is  in  a  retail 
use  district ;  West  59th  street  is  in  a  business,  retail  and 
residence  use  district  and  West  60th  street  is  in  an  unre¬ 
stricted  and  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  11,  1942,  reads: 

“This  will  reply  to  your  letter  of  July  9,  1942,  re¬ 
questing  dismissal  of  zoning  Violation  17/1942,  filed  on 
premises  9  Columbus  avenue,  due  to  the  fact  that  the 
signs  in  question  existed  before  1916  and  were  removed 
during  the  alteration  to  the  front  of  the  building. 

Please  be  advised  that  these  signs  are  contrary  to 
Section  4,  Subdivision  49,  of  the  Building  Zone  Resolu¬ 
tion  and  may  not  be  replaced. 

Your  request  for  dismissal  of  this  violation  is  there¬ 
fore  denied.” 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  of  fireproof  construction ;  25  ft.  by  100  ft.  in  area,  six 
(6)  stories  in  height;  that  it  is  proposed  to  maintain,  at 
the  3rd  story,  and  also  at  the  5th  story,  levels  of  the  exist¬ 
ing  store  (pawnbroker)  and  storage  building,  two  pawn¬ 
broker  symbol  signs,  each  consisting  of  three  14  in.  diam¬ 
eter  balls  and  supporting  steel  framework  and  that  these 
symbols  project  about  7  ft.  beyond  the  building  line,  instead 
of  the  permissible  18  in.  beyond  the  building  line;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  the  applicant  had  established 
a  basis  of  appeal  under  section  21  of  the  zoning  resolution 
and  was,  therefore,  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  use  district  regulations  of 
the  zoning  resolution  and  that  the  application  be  and  it 
hereby  is  granted  under  section  21  thereof,  to  permit  the 
continuation  of  the  two  signs  in  question,  as  indicated  on 
plans  and  photographs  filed  with  this  application,  on  condi¬ 
tion  that  no  additional  signs  shall  be  erected  that  are  not  in 
compliance  with  the  zoning  resolution  and  other  laws  rela¬ 
tive  thereto;  that  such  signs  shall  not  extend  beyond  the 
building  for  a  greater  distance  than  shown  and  shall  not 
he  illuminated ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  and  that  such  signs  shall  continue  only 
so  long  as  the  building  is  occupied  as  proposed. 


714-42-BZ. 

APPLICANT— John  E.  Cahill,  for  Louis  Grossman,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  and  also  a  G 
area  district,  the  erection  and  maintenance  of  a 
vestibule  (to  an  existing  dwelling)  which  extends 
into  a  front  yard  required  by  the  zoning  resolution. 
PREMISES  AFFECTED — 108-26  66th  road,  south  side 
220  ft.  east  of  108th  street  (Block  No.  5175,  Lot 
No.  18),  Forest  Hills,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  John  E.  Cahill. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  granted  on  condition 
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HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


HE  RESOLUTION  (  714-42- BZ) 

\\  hereas,  John  E.  Cahill,  for  Louis  Grossman,  owner, 
led  September  30,  1942,  an  application  under  section  21  of 
le  zoning  resolution,  to  permit  in  a  residence  use  and  also 
“G”  area  district,  the  erection  and  maintenance  of  a  ves- 
bule  (to  an  existing  dwelling)  which  extends  into  a  front 
ard  required  by  the  zoning  resolution ;  premises :  108-26 
5th  road,  south  side,  220  ft.  east  of  108th  street  (Block 
lo.  5175,  Lot  No.  18),  Forest  Hills,  Borough  of  Queens; 
ad 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ig,  November  10,  1942,  after  due  notice  by  publication  in 
le  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  and  area  district  maps  accompanying 
le  zoning  resolution  show  that  66th  road  and  67th  avenue 
re  in  a  residence  use  and  “G”  area  district  and  108th  street 
:  in  a  residence  use  and  also  “G”  and  “D”  area  district ; 
nd 

Whereas,  the  decision  of  the  borough  superintendent  on 
lisc.  Applic.  No.  4587-42,  dated  August  31,  1942,  reads: 

"3.  Extending  a  proposed  vestibule  into  the  required 
front  yard  in  a  ‘G’  zone  area,  is  contrary  to  Art.  IV, 
Sec.  16B,  Building  Zone  Resolution.” 
nd 

Whereas,  the  applicant  states  that  the  existing  building 
;  of  Class  4  construction,  with  a  frontage  of  26  ft.  and  a 
epth  of  32  ft.  and  two  and  one-half  (2)4)  stories  in 
eight,  that  it  is  proposed  to  erect  a  vestibule  9  ft.  high  and 
3  ft.  by  4  ft.  10  in.  in  area  at  the  front  of  the  existing  one 
imily  dwelling  and  that  the  proposed  vestibule  encroaches 
Dr  a  distance  of  4  ft.  10  in.  into  the  required  20  ft.  deep 
ront  yard;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
jected  by  a  committee  of  the  Board ;  and 
\\  hereas,  the  Board  deemed  the  applicant  had  established 
basis  of  appeal  under  section  21  of  the  zoning  resolution 
nd  was,  therefore,  entitled  to  relief  on  the  grounds  of 
ractical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  application  of  the  area  dis- 
•ict  regulations  of  the  zoning  resolution  and  that  the  appli- 
ition  be  and  it  hereby  is  granted  on  condition  that  the 
roposed  vestibule  shall  not  exceed  one  story  in  height,  5 
set  in  depth  and  10  ft.  in  width ;  that  in  all  other  respects 
ie  building  and  occupancy  shall  comply  with  all  laws,  rules 
nd  regulations  applicable  thereto  as  applying  to  the  con- 
truction  of  the  building  at  the  time  of  its  erection  prior 
d  recent  change  of  zoning  and  that  no  additions  contrary 
)  the  present  zoning  requirements  shall  be  permitted  other 
lan  the  proposed  vestibule,  as  indicated  on  plans  filed  with 
iis  application;  that  all  permits  required  shall  be  obtained 
nd  all  work  completed  within  one  year  from  the  date  of 
iis  resolution. 


27-42-BZ. 

iPPLTCANT — Lama  and  Proskauer,  for  Green  Bus  Lines, 
Incorporated,  owner. 

UBTECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  undetermined  use  and  also  an  F 
area  district,  the  erection  and  maintenance  of  an 
extension  to  an  existing  garage  for  more  than  five 
(5)  motor  vehicles  (buses)  ;  the  said  extension  docs 
not  comply  with  the  setback  or  with  the  area  re¬ 
quirements  of  the  zoning  resolution. 

'REMISES  AFFECTED — 148-02  to  148-18  147th  avenue, 
south  side,  from  148th  to  149th  street  (Block  No. 
4233,  Lot  No.  1),  South  Jamaica,  Borough  of 
Queens. 


A  I- 1  *  FA  RANG  ES- 

For  Applicant :  Alfred  A.  Lama  and  William 
Cooper. 

For  Opposition :  James  Garofolo. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


THE  RESOLUTION  (727-42-BZ) 

Whereas,  Lama  and  Proskauer,  for  Green  Bus  Lines, 
Inc.,  owner,  filed  October  7,  1942,  an  application  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  an  undeter¬ 
mined  use  and  also  an  “F”  area  district,  the  erection  and 
maintenance  of  an  extension  to  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  (buses)  ;  the  said  exten¬ 
sion  does  not  comply  with  the  setback  or  with  the  area 
requirements  of  the  zone  resolution;  premises  148-02  to 
148-18  147th  avenue,  south  side,  from  148th  to  149th  streets 
(Block  No.  4233,  Lot  No.  1),  South  Jamaica,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  November  10,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  and  area  district  maps  accompanying 
the  zoning  resolution  show  that  147th  avenue  is  in  an  unde¬ 
termined  and  residence  use  and  also  “F”  area  district;  150th 
avenue  is  in  an  undetermined  use  and  “F”  area  district;  and 
148th  and  149th  streets  are  in  an  undetermined  and  resi¬ 
dence  use  and  also  “F”  area  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1636-42,  dated  September  23,  1942,  reads: 
“1.  No  part  of  the  building  may  be  within  15  ft.  of 
any  of  the  building  lines.  (Sec.  16a — zoning  law) 

2.  The  area  of  the  building  exceeds  that  permitted 
a  building  located  in  an  F  district  (sec.  16d) — zoning- 
law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage 
of  200  ft.  on  147th  avenue,  537  ft.  on  148th  street  and  488 
It.  on  149th  street;  that  upon  the  northerly  part  there  is 
located  a  one-story  non-fireproof  garage  for  more  than 
five  motor  vehicles  (buses)  ;  that  it  is  proposed  to  extend 
the  area  of  this  garage  by  the  addition  of  a  one-story  non- 
fi reproof  extension,  approximately  249  ft.  by  198  ft.  in  area; 
I  hat  the  proposed  extension  is  set  back  one  (1)  foot  from 
the  building  lines  instead  of  the  required  fifteen  (15)  feet 
and  also,  the  area  of  the  buildings  as  proposed  to  be  ex¬ 
tended,  exceeds  the  permissible  usable  area  as  permitted  in 
an  “F”  area  district  by  approximately  26,700  sq.  ft. ;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  sufficient  hardship  had 
been  shown  by  the  applicant  to  justify  the  granting  of  a 
variation  to  permit  excessive  area  of  the  building,  in  view 
of  the  property  having  been  acquired  for  bus  terminal  pur¬ 
poses  prior  to  the  change  of  the  zoning  resolution  as  to 
area  requirements  in  1938,  and  in  view  of  the  tacit  under¬ 
standing  at  the  time  of  such  change  that  the  extension  of 
building  as  now  proposed  was  to  be  constructed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  area  district  regulations  of 
the  zoning  resolution  and  that  the  application  be  and  it  hereby 
is  granted  under  section  21,  to  permit  the  construction  of 
the  proposed  extension  to  the  existing  bus  garage,  sub¬ 
stantially  as  indicated  on  plans  filed  with  this  application, 
on  condition  that  the  building  in  all  other  respects  shali 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  other  than  as  may  be  modified  by  the  Board  under  Cal. 
No.  774-42-A ;  that  the  building  shall  not  be  increased  in 
height  or  area  beyond  the  height  shown;  that  no  additional 
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entrances  or  exits  to  148th  and  149th  streets  shall  be  con¬ 
structed  or  maintained  other  than  those  shown  on  plans , 
that  the  space  to  the  south  indicated  as  rear  yard,  shall 
he  maintained  open  and  unbuilt  upon  and  not  occupied  in 
any  way  as  part  of  the  garage ;  that  such  space  shall  he 
enclosed  with  a  substantial  fence  and  the  area  shall  he  main¬ 
tained  in  a  landscaped  condition;  that  all  permits  required 
shall  he  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  resolution. 


Adjourned:  12:35  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  NOVEMBER  10,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


342-40-BZ. 

APPLICANT— Raymond  Trrera,  for  Selvin  Realty  Com¬ 
pany  and  Mollie  Sprecher,  owners  (Orazio  Amaru 
lessee) . 

SUBJECT— Application  for  consideration— reopening  tc  j 
rehear  on  a  new  proposal  and  a  new  decision — n 
Application  (decision  of  the  borough  superintend¬ 
ent)  under  sections  7c  and  21  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  business  use  districl 
and  partly  in  a  residence  use  district,  for  a  tern  ! 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previously  denied  by 
the  Board). 

PREMISES  AFFECTED— 42-02  31st  avenue,  southeas 
corner  of'  42nd  street  and  31-15  42nd  street,  easJ 
side,  97.5  ft.  south  of  31st  avenue  (Block  No.  692 
Lot  Nos.  36,  37,  40  and  part  of  Lot  No.  51),  Astori;i 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Trrera. 

ACTION  OF  BOARD — Application  reopened,  subject  i 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative  :  . ]  J 


ZONING  CASES. 


641-30-BZ. 

APPLICANT— Colonial  Beacon  Oil  Company,  lessee,  for 
Henry  and  Albert  Merkel,  owners. 

SUBJECT— Application  for  consideration— reopening  on  a 
new  proposal — re  Application  (decision  of  the  bor¬ 
ough  superintendent)  under  section  7f  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  gasoline  service  station,  for  a  temporary 
period. 

PREMISES  AFFECTED— 207-02  to  207-06  Hillside  ave¬ 
nue,  southeast  corner  of  207th  street  (Block  No. 
10582,  Lot  Nos.  1  and  3),  Bellaire,  Borough  of 
Queens. 

\  ITEARANCES — 


For  Applicant :  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened,  subject 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative:  . 


to 


4 

0 


527-37-BZ. 

APPLICANT— The  Bank  for  Savings  in  the  City  of  New 
York,  owner. 

SUB1ECT — Application  reopened  September  17,  1940  re 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  7h  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (part  of  this  plot  was  previously  acted 
upon  by  the  Board). 

PREMISES  AFFECTED— 144-150  East  43rd  street,  south 
side,  100  ft.  west  of  Third  avenue  and  670-676 
Third  avenue  (Block  Nos.  41,  43  and  45  and  part 
of  Lot  Nos.  37,  38,  39  and  40)  (rear  of  lots),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  Weinberg. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


1-42-BZ. 

APPLICANT — Melvin  C.  Schwartz,  for  Interboroug 
Leasing  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  an 
amendment  of  resolution — re  Application  (decisiol 
of  the  borough  superintendent)  previously  grante 
on  condition,  under  section  7h  of  the  zoning  resoli 
tion,  permitting  in  a  business  use  district,  for  a  ten 
of  two  (2)  years,  the  parking  and  storage  of  moi 
than  five  (5)  motor  vehicles.  I  J 

PREMISES  AFFECTED— 62-28  to  62-36  Junction  bouM 
vard,  93-26  to  93-56  62nd  road,  southwest  cornu 
and  98-19  to  98-27  62nd  drive  (Block  No.  2078,  L< 
Nos.  29  and  37),  Forest  Hills,  Borough  of  Queen! 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

•ACTION  OF  BOARD — Requests  to  reopen,  withdrawn  j 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  Rll 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners  | 
Savage  and  Blum  and  Deputy  Chief  Murphy  j 
Negative :  .  J 


265-40-BZ. 

APPLICANT— Edward  F.  Cunningham,  for  Michalif 
Glowacki,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  supei 
intendent)  under  section  21  of  the  zoning  resol 
tion,  to  nermit  in  a  residence  use  district,  the  ere] 
tion  and  maintenance  of  a  garage  for  four  (J 
motor  vehicles  (delivery  trucks). 

PREMISES  AFFECTED— 211-16  45th  drive,  south  sic! 
100  ft.  east  of  211th  street  (Block  No.  7315,  L: 
No.  9),  Bavside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hoij 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  | 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murpliv 
Negative :  . 

THE  RESOLUTION  (265-40-BZ) 

Whereas,  Edward  F.  Cunningham,  for  Michalina  G 
wacki,  owner,  filed  on  March  8,  1940,  an  application  w: 
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ie  Board  of  Standards  and  Appeals  from  a  decision  of  the 
orough  superintendent,  under  section  21  of  the  zoning  reso- 
ition,  to  permit  in  a  residence  use  district,  the  erection  and 
laintenance  of  a  garage  for  four  (4)  motor  vehicles  (de- 
very  trucks);  affecting  premises  211-16  45th  drive,  south 
ide,  100  ft.  east  of  211th  street  (Block  No.  7315,  Lot  No. 
),  Bayside,  Borough  of  Queens; 

'  Whereas,  the  applicant  failed  to  complete  the  papers, 
lthough  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
or  lack  of  prosecution. 


75-40-BZ. 

VPPLICANT — Rebecca  Schneider,  lessee,  for  Ruth  Ber¬ 
man,  owner. 

iUBIECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  retail  use  district  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

’REMISES  AFFECTED — 35-45  Rutgers  street,  east  side, 
22  ft.  south  of  Madison  street  (Block  No.  271,  Lot 
Nos.  26  and  27),  Borough  of  Manhattan. 
APPEARANCES — 

For  Applicant:  None. 

FT>r  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF"  BOARD — Application  dismissed  for  lack  of 
prosecution. 

CHE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

fHE  RESOLUTION  (475-40-BZ) 

Whereas,  Rebecca  Schneider,  lessee,  for  Ruth  Berman, 
iwner,  filed  on  May  7,  1940,  an  application  with  the  Board 
>f  Standards  and  Appeals  from  a  decision  of  the  acting 
•orough  superintendent,  under  section  7-h  of  the  zoning 
•esolution,  to  permit  in  a  retail  use  district  for  a  temporary 
teriod  of  not  more  than  two  (2)  years,  the  parking  and 
torage  of  more  than  five  (5)  motor  vehicles;  affecting 
'remises  35-45  Rutgers  street,  east  side,  22  ft.  south  ot 
dadison  street  (Block  No.  271,  Lot  Nos.  26  and  27),  Bor- 
mgh  of  Manhattan ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers, 
ilthough  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
or  lack  of  prosecution. 


154-32-BZ. 

\PPLICANT — Patioth  Parking,  Incorporated,  for  Dan-Irv 
Realty  Corporation,  owner. 

5UBTECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict  the  maintenance  of  a  parking  space  for  a 
temporary  period. 

PREMISES  AFFECTED — 598  Flatbush  avenue,  west  side. 
176  ft.  7)4  in.  north  of  Chester  Court  (Block  No. 
5026.  Lot  No.  136),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Frank  I.  Tierney. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


THE  RESOLUTION  (354-32-BZ) 

Whereas,  this  application,  affecting  premises  598  Flat- 
bush  avenue,  west  side,  176  ft.  7)4  in.  north  of  Chester 
court  (Block  No.  5026,  Lot  No.  136),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  November  4,  1932,  for  a 
temporary  period  of  two  (2)  years,  on  certain  conditions, 
resolution  amended  January  24,  1933,  and  December  8, 
1936,  and  permit  extended  November  15,  1938  and  November 
19,  1940  and  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  December  8,  1936, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read  : 
‘‘granted  under  section  7,  subdivision  h  thereof,  for  a 
temporary  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution.” 


362-34-BZ. 

APPLICANT — Samuel  Surkin,  for  1230  Jerome  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
for  a  period  of  two  (2)  years,  permitting  in  a 
business  use  district,  the  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 1230-1234  Jerome  avenue,  east 
side,  165  ft.  6  in.  north  of  East  167th  street  (Block 
No.  2489,  Lot  No.  8),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Samuel  Surkin. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (362-34-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  21  of  the  zoning  resolution,  the  change 
of  occupancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles,  premises  1230-1234  Jerome 
avenue,  east  side,  165  ft.  6  in.  north  of  East  167th  street 
(Block  No.  2489,  Lot  No.  8),  Borough  of  The  Bronx,  was 
granted  by  the  Board  September  17,  1935,  for  a  temporary 
period  of  two  (2)  years  on  certain  conditions,  the  resolu¬ 
tion  amended  September  14,  1937  and  permit  extended  No¬ 
vember  19,  1940  and  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  17,  1935  as 
amended  September  14,  1937  and  November  19,  1940,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 
“granted  under  sections  7F'  and  71  of  the  zoning  reso¬ 
lution  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution,  permitting  the  existing  building 
to  be  occupied  as  a  non-storage  garage  for  not  over 
fifteen  (15)  motor  vehicles  and  permitting  two  brake 
testing  machines  now  installed  to  be  continued  on  con¬ 
dition  that  no  motor  vehicle  repairing  shall  he  carried 
on  other  than  that  involved  in  testing  and  adjusting  of 
brakes  and  granted  only  so  long  as  the  requirements  of 
this  resolution  are  maintained.” 


460-37-BZ. 

APPLICANT — Parking  Deck  Incorporated  of  New  York 
Citv.  for  Lexington  avenue  and  59th  street  Corpo¬ 
ration,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7 h  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 731-733  Lexington  avenue  and 
141-155  East  58th  street,  north  side,  95  ft.  east  of 
Lexington  avenue  (Block  No.  1313,  Lot  No.  53), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  E.  Philip  Finn. 

For  Opposition  :  Benjamin  Gollav. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (460-37-BZ) 

Whreeas,  MacMurray  Holding  Corporation,  for  Lexing¬ 
ton  Avenue  and  59th  Street  Corporation,  owner,  filed  Sep¬ 
tember  27,  1937,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  141-155  East 
58th  street,  north  side,  95  ft.  east  of  Lexington  avenue,  and 
731-733  Lexington  avenue  (Block  No.  1313,  Lot  No.  53), 
Borough  of  Manhattan ;  and 

Whereas,  this  application  was  granted  by  the  Board  July 
19,  1938,  for  a  temporarv  period  of  two  (2)  years,  on  cer¬ 
tain  conditions,  permit  extended  May  7,  1940  and  applicant 
requested  a  further  extension  of  the  temporary  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe< 
herebv  amend  the  resolution  of  Tulv  19.  1938,  as  amended 
May  7,  1940,  only  in  so  far  as  it  has  reference  to  the  term 
of  the  permit,  so  that  as  amended,  this  portion  of  the  reso¬ 
lution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  *  *  *” 


66-38-BZ. 

APPLICANT — William  Shary.  for  Board  of  Transporta¬ 
tion,  Citv  of  New  York,  owner  (Abraham  and 
Samuel  Goldenblum,  lessees). 

SUBTECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  for  a  term  of  two  (2)  vears,  in  a  busi¬ 
ness  use  district,  the  transient  parking  of  more 
than  five  (5)  motor  vffi'des. 

PREMISES  AFFECTED — 340-354  Sixth  avenue,  east  side, 
from  West  4th  street  to  Washington  place,  151 
West  4th  street  and  88-90  Washington  place  (Block- 
No.  552.  Lot  No.  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Goldenblum  and  Edward 

G.  Steinert. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (66-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 

resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  vears,  the  parking 

of  more  than  five  (5)  motor  vehicles,  premises  340-354 


Sixth  avenue,  east  side,  from  West  4th  street  to  Wash¬ 
ington  place,  151  West  4th  street  and  88-90  Washington 
place  (Block  No.  552,  Lot  No.  1),  Borough  of  Manhattan, 
was  granted  by  the  Board  November  9,  1938,  on  certain 
conditions,  permit  extended  November  6,  1940  and  the  ap¬ 
plicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  its  resolution  of  November  9,  1938,  as 
amended  November  6,  1940,  only  so  far  as  it  has  reference 
to  the  term  of  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read: 

“(/ranted  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution. " 


216-41-BZ. 

APPLICANT — Benny  Brandfondrener,  lessee,  for  Lawyers 
Trust  Company,  as  trustee  u/w  of  W.  J.  M.  Dono¬ 
van,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  under  section  7h  of 
the  zoning  resolution,  permitting  partly  in  an  un¬ 
restricted  use  district  and  partly  in  a  business  use  I 
district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 55  West  169th  street  and  1294-  = 
1302  Boscobel  avenue,  northeast  corner  (Block  No. 
2871,  Lot  Nos.  61  and  65),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Benny  Brandfondrener. 

ACTION  OF  BOARD — Application  reopened  and  resolu-1 
tion  amended  4 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (216-41-BZ) 

Whereas,  Abraham  N.  Horwitz,  for  Lawyers  Trust  Com¬ 
pany,  as  trustee  u/w  W.  J.  M.  Donovan,  owner,  filed  March 
17,  1941,  an  application  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  an  unrestricted  use  district  and 
partly  in  a  business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  55  West  1 69th ? 
street  and  1294-1302  Boscobel  avenue,  northeast  corner 
(Block  No.  2871,  Lot  Nos.  61  and  65),  Borough  of  The 
Bronx  ;  and  j 

Whereas,  this  application  was  granted  by  the  Board  on 
October  21,  1941,  on  certain  conditions  and  applicant  re¬ 
quested  an  amendment  of  the  resolution.  I 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  21,  1941,  only  in 
so  far  as  it  has  reference  to  the  fence,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“that  on  the  interior  and  street  building  lines,  there 
shall  be  erected  a  substantial  woven  wire  or  picket 
fence  not  less  than  5  ft.  in  height ;  that  such  fence 
may  be  constructed  by  using  the  existing  posts  and 
rails  if  in  substantial  condition  and  applying  thereto, 
wood  pickets  to  the  required  height ;  that  such  fence 
shall  be  kept  painted  at  all  times.” 


1024-41-BZ. 

APPLICANT — Gabriel  Nathan,  for  Minnie  Weinstein,; 
owner. 

SUBJECT — Application  for  consideration — reopening,  ex¬ 
tension  of  time  to  complete  and  amendment  of 
resolution — re  Application  (decision  of  the  borough 
superintendent)  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for 
a  term  of  two  (2)  vears,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 
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PREMISES  AFFECTED— 121-131  Beach  30th  street,  west 
side,  130  ft.  south  of  Lewmay  road  (Block  No. 
302,  Lot  No.  42),  Edgemere,  Borough  of  Queens. 
APPEARANCES- 

For  Applicant:  Max  Koerner. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 

THE  RESOLUTION  (1024-41-BZ) 

Whereas,  Gabriel  Nathan,  for  Minnie  Weinstein,  owner, 
filed  November  27,  1941,  an  application  under  section  7h  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  121-131  Beach  30th  street,  west  side,  130 
ft.  south  of  Lewmay  road  (Block  No.  302,  Lot  No.  42), 
Edgcmere,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
April  14,  1942,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution  and  extension  of  time  to 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  14,  1942,  in  so  far  as 
it  has  reference  to  the  type  of  fence  required  and  the  time 
to  complete  the  work  involved  in  the  resolution,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“that  there  shall  be  erected  a  woven  wire  fence  or  a 
fence  with  wood  posts  and  three  rails  of  substantial 
wood  construction  not  less  than  4  ft.  6  in.  in  height 
continuously  on  the  interior  lot  lines  and  along  the 
street  building  line  of  Beach  30th  street,  except  for 
entrance  toward  the  center  not  over  15  ft.  in  width, 
with  curb  cut  opposite  of  similar  width  and  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  amended  reso¬ 
lution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

584-41-A. 

APPLICANT — Seymour  C.  Simon,  for  Saul  Leeman, 
owner. 

SUB1ECT — Appeal  reopened  September  9.  1942-  re  Appeal 
from  a  decision  of  the  borough  superintendent; 
previously  denied. 

PREMISES  AFFECTED— 121  Bay  23rd  street,  east  side.  • 
100p2  ft.  south  of  Benson  avenue  (Block  No.  6408, 
Lot  No.  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Seymour  C.  Simon  and  Beniamin 

Leeman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hord¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  24,  1642 
at  2  P.  M.  pending  an  inspection  bv  a  committee 
of  the  Board. 


252-42-A. 

APPLICANT— Arnold  W.  Lederer,  for  Pauline  C.  Heber- 
lein,  owner. 

SUBIECT — Application  for  consideration — reopening,  res 
toration  to  calendar  on  a  new  decision — re  Appeal 
from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner:  previously  withdrawn,  after  argument. 

PREMISES  AFFECTED— 296-302  7th  street,  south  side 
214  ft.  4  in.  west  of  Fifth  avenue  (Block  No.  998, 
Lot  Nos.  29,  28  and  26),  Borough  of  Brooklyn. 

APPEARANCES- - 

For  Applicant :  Arnold  W.  Lederer. 


ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


299-42-A. 

AP PL l CANT — Sidney  L.  Strauss,  for  B.  F.  Keith  Cor¬ 
poration,  owner  (The  Linder  Dental  Laboratory, 
lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 1-7  DeKalb  avenue,  north  side, 
between  Gold,  Fleet  and  Prince  streets  and  224-228 
Prince  street  (Block  No.  2078,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  1  )ep’t  of  Hous¬ 
ing  and  Buildings,  and  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF'  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (299-42-A) 

Whereas,  Sidney  L.  Strauss,  for  B.  F.  Keith  Corpora¬ 
tion,  owners  (The  Linder  Dental  Laboratory,  lessee),  filed 
April  6,  1942,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner  and  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  1-7  DeKalb  avenue,  224-228  Prince  street, 
north  side  of  DeKalb  avenue,  between  Gold,  Fleet  and 
Prince  streets  (Block  No.  2078,  Lot  No.  1),  Borough  of 
Brooklyn;  and 

Whereas,  Order  No.  90730-LC  of  the  fire  commissioner, 
dated  March  7,  1942,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  oxygen,  acetylene,  etc., 
shows  that  the  following  must  be  done  before,  the 
permit  requested  by  you  can  be  issued : 

1.  Discontinue  the  use  of  oxygen  acetylene  welding 
until  a  certificate  of  occupancy  has  been  secured  from 
the  Department  of  Housing  and  Buildings  for  use  of 
premises  as  factory  purposes.  C26-184,  Administrative 
Code.” 

and 

Whereas,  said  appeal  was  amended  to  include  decision 
of  the  borough  superintendent,  dated  May  7,  1942,  on  B.  N. 
No.  1041-42.  which  reads : 

“1.  Proposed  occupancy  in  a  building  occupied  partly 
for  theatre  purposes  is  contrary,  to  C26-717.0  (12-1-3) 
of  the  Code. 

3.  120  lbs.  per  sq.  in.  live  load  required  for  this 

occupancy.” 

and 

Whereas,  the  applicant  states  the  building  is  7  stories 
(90  ft.)  in  height;  63  ft.  8  in.  by  311  ft.  7  in.,  215  ft.  6  in. 
and  132  ft.  6  in.  irregular  in  area;  of  Class  1  construction; 
erected  1924;  located  in  a  business  use  district,  equipped 
with  a  sprinkler  system  in  the  stage  portion  of  the  threatre 
only,  and  occupied  throughout  for  stores,  offices  and  theatre 
and  proposed  to  be  occupied  throughout  for  same  use  ex¬ 
cept  that  the  fifth  floor  will  be  used  for  offices  and  dental 
laboratory ;  and 

Whereas,  the  applicant  contends  that  the  Fire  Depart¬ 
ment  Order  is  issued  due  to  the  fact  that  one  tank  of 
oxygen  and  one  tank  of  acetylene  are  being  used  for  weld¬ 
ing  purposes  in  the  dental  laboratory  on  the  fifth  floor; 
that  the  effect  of  the  order  of  the  Fire  Department  is  to 
require  that  a  certificate  of  occupancy  be  obtained  for 
factory  purposes;  that  an  apnlication  was  made  to  the  De¬ 
partment  of  Housing  and  Buildings  for  a  certificate  of 
occupancy  for  a  dental  laboratory  on  the  fifth  floor  and 
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the  decision  of  the  borough  superintendent  herein  appealed 
was  issued;  that  the  Fire  Department,  although  technically 
correct,  and  the  borough  superintendent  analyzed  the  pro¬ 
posed  use  as  a  factory,  the  work  usually  done  in  a  dental 
laboratory  should  not  be  classified  as  a  factory  in  the  full 
sense,  especially  where  the  work  of  welding  as  in  this  case 
is  only  incidental  to  the  work  of  the  dental  laboratory; 
that  for  these  reasons,  it  is  requested  that  the  Board  grant 
a  modification  of  the  requirements  of  the  Building  Code, 
to  permit  the  use  of  dental  laboratory  to  remain;  and 

Whereas,  report  of  the  Borough  Superintendent  indicated 
that  general  dental  laboratories  (classified  as  factories)  in 
addition  to  the  one  involved  herein  are  now  occupying  space 
on  the  fifth  floor  of  this  building  without  certificate  of 
occupancy  therefor. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  90730-LC,  and  the  decision  of  the  borough  superin¬ 
tendent,  on  B.  N.  No.  1041-42,  be  and  thely  hereby  are 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


561-42-A. 

APPLICANT— Anthony  J.  Yaconetti,  for  Jennie  Pica,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES — Margaret  Hoffman. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Alt.  Applic.  No.  367-42. 
PREMISES  AFFECTED — 4555  Third  avenue  and  539-545 
East  184th  street,  northwest  corner  (Block  No. 
3052,  Lot  No.  37),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Anthony  I.  Yaconetti. 

For  Opposition:  Edward  J.  Stara,  Ralph  Scocozza 
and  Mr.  Hoff  mam 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  A 

THE  RESOLUTION  (561-42-A) 

Whereas,  Anthony  I.  Yaconetti,  for  Jennie  Pica,  ad¬ 
joining  owner,  filed  on  July  14,  1942,  an  application  for 
revocation  of  the  approval  bv  the  borough  superintendent 
of  Alt.  Applic.  367-42,  premises  4555  Third  avenue  and 
539-545  East  184th  street,  northwest  corner  (Block  No. 
3052,  Lot  No.  37),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  8.  1942,  on  Alt.  Applic.  367-42  reads: 

“Receipt  is  acknowledged  of  your  letter  of  even  date 
requesting  the  revocation  of  the  approval  of  Alteration 
Application  367-1942  which  was  issued  by  this  Depart¬ 
ment  to  permit  the  alteration  of  part  of  the  first  floor 
of  the  subject  premises  from  stores  to  Funeral  Parlor. 

This  application  was  approved  on  the  condition  that 
no  Church  Services  will  be  held  and  the  premises  is 
arranged  merely  for  relatives  and  friends  to  view  the 
deceased  and  that  at  no  time  would  there  be  more  than 
thirty-five  (35)  persons  assembled  in  the  place.  More¬ 
over  this  Department  has  ruled  in  previous  cases  that 
a  Funeral  Parlor  of  this  size  is  a  business  and  not  a 
public  use,  such  a  ruling  has  received  the  tacit  ap¬ 
proval  of  the  Board  of  Standards  and  Appeals  Cal. 

No.  149-42-A. 

For  these  reasons  vour  request  that  the  approval 
issued  bv  this  Department  of  Alteration  Application 
367-1942  on  July  3,  1942  be  revoked  is  hereby  denied.’’ 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  and  cellar  (32  ft.)  in  height,  10  ft.  by  99.01  ft.  in 
area  at  1st  floor.  10  ft.  bv  56  ft.  in  area  at  typical  floor; 
of  Class  4  construction:  located  in  an  unrestricted  district: 
erected  in  1884  and  used  as  follows:  Cellar,  storage  and 
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boiler  room;  1st  floor,  funeral  parlor  and  store;  2nd  and 
3rd  floors,  dwellings ;  and 

Whereas,  the  applicant  contends  that  the  proposed  altera¬ 
tion  is  for  the  extension  of  the  funeral  parlor,  which  is  at 
present  being  conducted  in  the  frame  structure  located  at 
4555  Third  avenue;  that  the  approval  of  Alt.  Applic.  367-42 
should  be  revoked,  on  the  ground  that  it  is  a  violation  of 
section  4.2.1  of  the  Building  Code,  in  that  it  permits  the 
use  of  a  frame  building  for  a  funeral  parlor,  which  in 
this  particular  instance  constitutes  a  public  use  which  is 
contrary  to  the  Code  regulating  such  public  uses ;  that  the 
funeral  parlor  in  question  has  been  used  and  it  is  logical 
to  assume  it  will  be  used  in  the  future  as  a  meeting  place 
for  friends  and  relatives  of  deceased  persons  amounting  to 
100  persons,  as  attested  to  by  copies  of  affidavits  submitted 
with  this  appeal ;  and 

Whereas,  this  appeal  was  the  subject  of  a  report  ol  a 
committee  of  the  Board,  which  report  reads: 

REPORT  OF  COMMITTEE. 

November  5,  1942. 

Re:  Cal.  No.  561-42-A. 

Premises  4555  Third  avenue  and  539-545  East  184th 
street,  northwest  corner,  Bronx. 

This  is  an  appeal  by  a  neighboring  property  owner 
for  a  revocation  of  approved  Alteration  Application 
No.  367-1942. 

It  is  claimed  that  the  approval  and  permit  were 
illegally  issued  in  that  the  proposed  use  as  a  funeral 
home  or  as  a  funeral  parlor  or  as  a  chapel,  as  vari¬ 
ously  termed  in  the  application,  on  the  plans  and  in 
the  correspondence,  cannot  be  lawfully  permitted  in  a 
building  of  frame  construction  inasmuch  as  it  is  a 
place  of  public  assembly. 

The  building  at  the  corner  of  Third  avenue  and  East 
184th  street,  to  which  the  premises  in  question  are  an 
extension,  is  a  three-story  frame  building,  erected  in 
1897  and  altered  in  1937  under  Alteration  Application 
#287-37.  It  is  occupied  on  the  first  floor  by  an  under¬ 
taking  establishment  with  residential  use  above.  The 
premises  involved  are  proposed  to  he  occupied  as  an 
extension  to  the  undertaking  establishment  now  on  the 
first  floor  in  the  corner  building.  This  extension  to 
the  corner  building  was  erected  under  Alteration  Plan 
#179B  of  1903  as  three  stores,  all  of  frame  construc¬ 
tion.  The  alteration  now  proposed  is  described  as 
“proposed  addition  to  funeral  home”.  It  is  proposed 
to  rearrange  the  three  former  stores  into  spaces  shown 
on  plan  as  Reception  Room,  Chapel,  Ladies’  Lounge 
and  Men’s  Lounge,  with  an  archway  opening  connecting 
with  the  present  undertaking  establishment  in  the  corner 
building,  described  on  plan  as  “Present  Funeral  Home”. 
The  existing  three-story  building  and  one-story  exten¬ 
sion  is  subject  to  a  Certificate  of  Occupancy  issued  upon 
completion  of  Alteration  Application  #287-37,  permit¬ 
ting  1st  floor — stores;  2nd  and  3rd  floors — 1  family 
each.  Objection  was  raised  by  the  Borough  Superin¬ 
tendent  that  the  “use  of  a  frame  building  for  public 
use  is  contrary  to  Section  4.2.1  of  the  Building  Code”. 
Upon  request  for  “modification”,  the  objection  was 
repeated.  Upon  further  request  for  “modification”  and 
upon  the  representation  that  “at  no  time  will  there  be 
more  than  35  persons  assembled”,  the  plans  and  appli¬ 
cation  were  approved,  relying  on  a  variance  of  the 
Building  Code  provisions  by  this  Board  under  Cal.  No. 
149  of  1942- A,  affecting  other  premises.  Permit  #603 
was  then  issued  and  the  work  shown  on  the  plans 
completed. 

In  Cal.  No.  149-42-A,  the  objection,  properly  made 
by  the  Borough  Superintendent,  read:  “Change  of 
occupancy  from  residence  to  business  in  a  frame  dwell¬ 
ing  is  contrary  to  Section  4.1.2.”  The  building  was 
proposed  to  be  occupied  as  a  “Funeral  Home”  and  the 
variance  granted  by  the  Board  for  a  business  occupancy 
was  based  on  conditions  requiring  substantial  compli¬ 
ance  with  the  Code  for  a  business  building  within  the 
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lire  limits.  The  question  of  public  assembly  was  not 
raised  as  the.  use  was  apparently  classified  by  the  Bor¬ 
ough  Superintendent  as  a  “business  use’  and  not  a 
“public  use”  as  in  the  case  under  appeal.  The  Borough 
Superintendent  in  the  present  case  overruled  the  Ex¬ 
aminer  and  stated  in  letter  of  lulv  8,  1042,  “this  de¬ 
partment  has  ruled  in  previous  cases  that  a  funeral 
parlor  of  this  size  is  a  business  and  not  a  public  use, 
such  a  ruling  has  received  the  tacit  approval  of  the 
Board  of  Standards  and  Appeals  in  Cal.  No.  149-42-A”. 

I  The  Board  confined  itself  properlv  to  the  decision  ap¬ 
pealed  from.  The  question  of  public  use  was  not 
raised  and,  accordingly,  there  can  be  no  reliance  on  a 
supposition  that  the  Board  tacitly  or  otherwise  passed 
on  a  question  of  use,  which  was  not  presented  on  the 
appeal.  Further,  in  granting  that  variance,  the  Board 
stated  in  its  resolution  “that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto”. 

However,  the  Borough  Superintendent  has  clearly 
set  forth  the  basis  of  his  ruling  in  letter  of  Inly  14th, 
reading  in  part:  “Under  the  authority  of  Section 
j  C26-236.0,  I  deem  the  proposed  use  *  *  *  as  a  com¬ 
mercial  use  and  as  such  the  change  from  store  to  funeral 
parlor  does  not  constitute  a  change  of  classification.” 

Classified  as  a  business  use,  the  change  from  a  store 
in  a  building  erected  prior  to  1916  to  an  undertaking 
establishment  would  be  legally  permitted  in  such  an 
existing  building  of  frame  construction.  If  classified  as 
a  public  building,  frame  construction  would  not  be  per¬ 
mitted. 

In  the  opinion  of  the  Committee,  the  building  should 
be  classified  as  a  public  building,  accessory  to  an  under¬ 
taking  establishment,  within  the  provisions  of  C26-235, 
paragraph  A  (3.1.1).  There  appears  to  be  no  room  to 
justify  any  other  classification  under  paragraph  C  or 
under  Section  C26-236.0,  under  which  the  Borough 
Superintendent  has  approved  the  occupancy  classified 
by  him  as  a  business  use,  provided  “at  no  time  would 
there  be  more  than  thirty-five  persons  assembled  in  the 
place”.  Arrangement  of  the  premises,  as  well  as  affi¬ 
davits  filed,  indicates  that  this  condition,  imposed  by  the 
Borough  Superintendent,  although  without  lawful  justifi¬ 
cation,  will  not  be  observed. 

The  Committee  accordingly  recommends  that  the  ap¬ 
peal  to  revoke  Alteration  Application  #367  of  1942  be 
granted.  Permit  #603  of  1942  would  automatically 
terminate  upon  revocation  of  the  approved  application, 
against  which  it  was  issued. 

Upon  a  decision  by  the  Borough  Superintendent  that 
the  proposed  occupancy  is  contrary  to  the  Code,  the 
owner  may  anplv  to  this  Board  for  a  variance  and  such 
an  appeal  will  be  considered  on  its  merits. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
FRANK  MURPHY, 

Deputy  Fire  Chief, 

Committee. 

[ 

Vhereas,  this  report  of  Committee  recommended  the 
nting  of  this  appeal  and  the  revocation  of  approval  of 
eration  Application  No.  367-42  and  Permit  603-42. 
iesolved,  that  the  decision  of  the  borough  superintendent, 
Alt.  Applic.  No.  367-42,  be  and  it  hereby  is  reversed  and 
appeal  be  and  it  hereby  is  granted,  revoking  approval  of 
eration  Application  No.  367-1942  and  Permit  603  of  1942. 


'-42-S. 

’PLICANT — Sidney  L.  Strauss,  for  B.  F.  Keith  Corpo¬ 
ration,  owner  (The  Linder  Dental  Laboratory, 
lessee). 


SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 1-7  DeKalb  avenue,  north  side, 
between  Gold,  Fleet  and  Prince  streets  and  224-228 
Prince  street  (Block  No.  2078,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (624-42-S) 

Whereas,  Sidney  L.  Strauss,  for  B.  F.  Keith  Corpora¬ 
tion,  owner  (The  Linder  Dental  Laboratory,  lessee),  filed 
August  17,  1942,  an  application  for  variation  of  the  re¬ 
quirements  of  the  Labor  Law,  as  cited  in  a  decision  of  the 
borough  superintendent,  affecting  premises  1-7  DeKalb  ave¬ 
nue,  and  224-228  Prince  street,  north  side  DeKalb  avenue, 
between  Gold,  Fleet  and  Prince  streets  (Block  No.  2078, 
Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  7,  1942,  reads: 

“2.  Provide  two  means  of  exit  as  in  Sec.  270  of  the 
Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  7 
stories  (90  ft.)  in  height,  63  ft.  8  in.  by  311  ft.  7  in.,  215 
ft.  6  in.  and  132  ft.  6  in.  irregular  in  area;  of  Class  1  con¬ 
struction;  erected  1924;  located  in  a  business  use  district, 
and  occupied:  Cellar,  boiler  room,  and  ordinary  use;  first 
floor,  stores  and  theatre,  3185  seats;  second  to  seventh 
floors,  offices ;  that  it  is  proposed  to  be  occupied — cellar, 
first,  second,  third  and  fourth  floors,  same;  fifth  floor,  pro¬ 
posed  offices  and  dental  laboratory ;  sixth  and  seventh  floors, 
offices;  that  the  building  is  equipped  with  one  interior  stair 
and  one  fire  tower,  leading  from  roof  to  street,  of  fireproof 
construction,  3  ft.  8  in.  wide;  equipped  with  fireproof  self¬ 
closing  doors ;  and 

Whereas,  the  applicant  contends  that  the  building  is  fire¬ 
proof  and  meets  all  requirements  of  the  Code  for  a  theatre 
and  office  building;  that  the  proposed  use  of  dental  labora¬ 
tory  on  the  fifth  floor  has  been  classified  by  the  Fire  De¬ 
partment  as  a  factory;  that  such  classification  is  a  technical 
classification  and  for  this  reason  it  is  requested  the  Board 
grant  a  variation  of  the  requirements  of  the  Labor  Law, 
so  as  to  permit  the  building  to  be  used  for  dental  laboratory 
on  the  fifth  floor ;  and 

Whereas,  report  of  the  Borough  Superintendent  indicated 
that  several  dental  laboratories  (classified  as  factories)  in 
addition  to  the  one  involved  herein,  are  occupying  space 
on  the  fifth  floor  of  this  building  without  certificate  of  oc¬ 
cupancy  therefor. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  May  7,  1942,  be  and  it  hereby  is  affirmed  and  the 
appeal  be  and  it  hereby  is  denied. 


641-42-S. 

APPLICANT — Edmos  Products  Corporation,  lessee,  for 
Edward  Moscowitz,  owner. 

SUBfECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 13  Christopher  avenue,  east 
side,  103  ft.  2  in.  south  of  East  New  York  avenue 
(Block  No.  3676,  Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Tack  L.  Laurer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Thomas  A.  Larkin,  Fire 
Dep’t. 
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ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  . 

THE  RESOLUTION  (641-42-S) 

Whereas,  Edmos  Products  Corporation,  lessee,  tor  Ed¬ 
ward  Moscowitz,  Inc.,  owner,  filed  on  August  28,  1942,  an 
application  for  variation  of  the  requirements  of  the  Labor 
Law,  as  cited  in  an  order  and  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  13  Christopher  avenue,  east  side, 
103  ft.  2  in.  south  of  East  New  York  avenue  (Block  No. 
3676,  Lot  No.  5),  Borough  of  Brooklyn;  and 

Whereas,  Order  No.  8398-LF,  issued  by  the  fire  commis¬ 
sioner  July  10,  1942,  reads: 

‘‘You  are  hereby  ordered  and  required,  to: 

1.  Arrange  iron  bars  on  all  windows  on  1st  story  so 
as  to  be  readily  movable  or  removable  from  both  sides 
in  such  a  manner  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  the  purpose  of  egress  as  per 
Section  272  of  the  Labor  Law.” 

and 

Whereas,  said  order  was  referred  to  in  a  'decision  of  the 
fire  commissioner  dated  August  17,  1942  ;  and 

Whereas,  the  applicant  states  the  building  is  1  story  (14 
ft.)  in  height;  80  ft.  by  100  ft.  in  area;  of  Class  3  con¬ 
struction;  located  in  an  unrestricted  use  district  and  now 
occupied  throughout  as  a  machine  shop,  50  persons ;  Certifi¬ 
cate  of  Occupancy  No.  5734,  was  issued  February  24,  1925, 
for  use  of  the  building  as  factory  and  storage  of  rag  waste ; 
and 

Whereas,  the  applicant  states  that  7  windows  are  affected 
by  the  order ;  that  these  windows  are  located  on  the  80  ft. 
front  side  of  the  building  and  that  the  means  of  egress 
consist  of  one  8  ft.  by  14  ft.  door  on  the  front  of  the  build¬ 
ing  facing  Christopher  avenue,  one  6  ft.  by  8  ft.  door,  lead¬ 
ing  from  the  office  to  Christopher  avenue,  one  8  ft.  by  14  ft. 
door  in  the  side  wall  leading  to  driveway  and  one  6  ft.  by 
8  ft.  door  in  the  side  wall  leading  to  the  same  driveway;  and 

Whereas,  the  applicant  contends  that  the  plant  is  engaged 
in  100%  war  production;  that  the  Plant  Protection  Divi¬ 
sion  of  the  New  York  Ordnance  District  of  the  War  De¬ 
partment  requested  the  installation  of  bars  and  screens  on 
all  windows ;  and 

Whereas,  the  applicant  has  filed  copy  of  communication 
received  from  the  War  Department  directing  that  bars  and 
screens  on  windows  be  retained  to  prevent  entry  or  exit  of 
unauthorized  persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  an  order  of  the  fire  commissioner  on  Order 
No.  8398-LF,  Objection  No.  1,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  no  windows  or 
other  openings  shall  be  barred,  except  the  windows  as  pro¬ 
posed  facing  Christopher  avenue,  as  shown  on  plan  filed  with 
this  application  marked  “Received  October  30,  1942 ;”  that 
all  door  openings  shown  to  Christopher  avenue  and  the  side 
driveway  shall  be  maintained  openable  during  all  working 
hours;  that  if  any  partitions  are  erected  within  the  building, 
the  same  shall  be  in  compliance  with  the  law-,  and  any  doors 
therein  shall  be  openable  during  all  hours  while  the  factory 
is  in  operation  to  provide  free  exit ;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  the  vari¬ 
ation  herewith  granted,  shall  continue  only  during  the  term 
of  the  present  emergency. 


680-42-S. 

APPLICANT — Charles  Pfizer  and  Company,  Incorporated, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — -176-190  Harrison  avenue,  west 
side,  between  Gerry  street  and  Wallabout  street, 


344-356  Wallabout  street  and  39-57  Gerry  s 
(Buildings  21  and  21b,  1st  and  7th  floors)  ;  (II 
No.  2265,  Lot  Nos.  14,  32,  37,  38  and  39),  Bor 
of  Brooklyn. 

APPEARANCES'- 

For  Applicant :  Leonard  W.  Brown. 

For  Administration:  Thomas  A.  Larkin,  Fire  E 
ACTION  OF  BOARD — Application  granted  on  condi 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissions 
Savage  and  Blum  and  Deputy  Chief  Murph 
Negative:  . 

THE  RESOLUTION  (680-42-S) 

Whereas,  Charles  Pfizer  and  Company,  Inc.,  owner, . 
on  September  16,  1942,  an  application  for  variation  ol 
requirements  of  the  Labor  Law,  as  cited  jn  an  orderi 
decision  of  the  fire  commissioner,  affecting  premises  t 
190  Harrison  avenue,  344-356  Wallabout  street,  and  i 
Gerry  street  (Buildings  21  and  21b,  1st  and  7th  floci 
(Block  2265,  Lot  Nos.  14,  32,  37,  38  and  39),  Borougi 
Brooklyn ;  and 

Whereas,  Order  No.  9030-LF,  issued  by  the  fire  ■ 
missioner  July  6,  1942,  reads: 

“3.  Remove  all  partitions  not  built  of  incombus 
material  as  per  Sec.  263  and  270  of  Labor  Law.’1! 

and 

“Replying  to  your  letter  of  August  3rd  we  n 
to  advise  that  the  fire  commissioner  is  without  au 
ity  to  modify  or  hold  in  abeyance  any  orders  is 
under  the  provisions  of  the  State  Labor  Law. 
law  is  mandatory  and  modifications  may  be  made ' 
by  the  Board  of  Standards  and  Appeals. 

This  would  also  refer  to  the  Order  for  the 
alarm  system  and  it  will  be  necessary  for  you  to  it 
the  alarm  and  arrange  for  a  fire  drill  monthly  u 
the  occupancy  is  reduced  so  that  there  are  not 
than  25  persons  employed  above  the  ground  floor! 

and 

Whereas,  the  applicant  states  that  the  building  is  > 
stories  (85  ft.)  in  height;  211  ft.  5  in.  on  ( ierry  s' 
148  ft.  3%  in.  on  Wallabout  street,  with  a  depth  of 
ft.  of  Class  1  construction,  located  in  an  unrestrictec 
district;  erected  1926  and  1938,  and  occupied  throu? 
for  the  processing  of  aqueous  liquids,  4  persons  on  • 
floor,  3  persons  on  each  of  the  second,  third,  fourth, 
and  sixth  stories,  and  15  persons  on  the  7th  floor; 
Certificate  of  Occupancy  No.  37893.  issued  Februai 
1926,  permitted  the  use  of  186  to  190  Harrison  av 
southwest  corner  of  Gerry  street,  for  factory,  and  Ce 
cate  of  Occupancy  No.  85666,  issued  lanuarv  5,  1938, 
mitted  the  use  of  No.  344  to  356  Wallabout  street,  s» 
west  corner  of  Harrison  avenue,  for  manufacti 
throughout  .10  persons  per  floor;  and 

'Whereas,  the  applicant  contends  that  the  partition 
question  consist  of  the  following:  Building  21B,  first  f 
partition  of  beaver  board  on  wood  studs,  approximate 
ft.  in  length,  enclosing  a  tank  room  in  which  no  empl* 
are  steadily  employed;  that  this  partition  is  of  a  tempi 
nature  and  it  is  contemplated  when  materials  are  avai 
an  additional  tank  will  be  installed  to  increase  st* 
facilities,  that  in  that  event  a  partition  of  incombu' 
material  will  be  installed ;  that  there  is  also  located  or 
floor  a  beaver  board  partition  on  wood  studs,  enclosing 
sides  of  a  small  room ;  that  the  total  length  of  this  par 
is  approximately  53  ft. ;  that  this  partition  is  of  temp' 
nature,  as  the  equipment  which  it  encloses,  is  in  the  e> 
mental  stage  and  will  be  rearranged  in  the  near  future; 
both  of  these  partitions  are  in  a  sprinklered  area  o 
building;  that  in  Building  No.  21B,  seventh  floor,  the 
one  partition  of  Transite  on  wood  studs,  approximate 
ft.  in  length,  enclosing  three  sides  of  an  experimental 
used  for  pilot  plant  experiments;  that  this  is  of  a  temp' 
nature  and  will  be  dismantled  and  removed  when  res 
is  concluded;  that  in  addition  thereto  on  the  same 
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ere  is  located  a  partition  of  beaver  board  on  wood  studs 
closing  three  sides  of  a  small  room,  used  for  storage  of 
tall  chemical  equipment  and  materials,  this  partition  is  49 
in  length  and  is  of  temporary  nature  and  will  be  removed 
len  the  experimental  pilot  plant  room  is  removed ;  that  in 
hiding  No.  21,  7th  floor,  there  is  located  an  experimental 
ot  plant  room  consisting  of  two  side  walls  of  incombus- 
le  material  and  two  end  walls  of  studding  and  beaver 
ard,  having  a  total  length  of  approximately  42  ft. ;  that 
s  room  is  of  a  temporary  nature  and  the  partitions  will  be 
noved  at  the  conclusion  of  the  present  research ;  that 
ring  development  of  chemical  processes  in  the  early  stages, 
anges  are  continuously  being  made  and  equipment  rear- 
lged,  thus  necessitating  the  use  of  temporary  construe- 
n :  that  inasmuch  as  materials  are  not  readily  available 
comply  with  the  law,  it  would  be  impractical  to  remove 
;se  temporary  partitions  at  this  time  and  in  addition  there- 
removal  would  interfere  with  production ;  that  a  consider- 
le  portion  of  the  company’s  production  is  being  used  for 
itional  Defense  purposes  and  that  the  occupancy  of  the 
jms  enclosed  by  incombustible  partitions,  is  very  low. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  make  a  variation  in  the  requirements  of  the  Labor 
.w,  as  cited  in  an  order  of  the  fire  commissioner,  Order 
x  9030-LF,  Objection  No.  3,  and  that  the  application  be 
d  it  hereby  is  granted  on  condition  that  the  partitions  as 
scribed  shall  be  removed  within  two  years  and  no  other 
rtitions  constructed  in  the  building  that  are  not  in  ac- 
rdance  with  the  requirements  therefor ;  that  in  all  other 
spects,  the  building  and  occupancy  shall  comply  with  all 
vs,  rules  and  regulations  applicable  thereto. 


7-42-A. 

PPLICANT — John  P.  Rilev  of  New  York  City  Housing 
Authority,  for  United  States  Housing  Authority, 
i  owner. 

JBIECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

DEMISES  AFFECTED — 233  West  151st  street  and  220- 
234  West  152nd  street,  south  side,  100  ft.  east  of 
Macombs  place  (Block  No.  2037,  Lot  No.  11), 
Borough  of  Manhattan. 

PP  EA  RANGES— 

For  Applicant:  Tohn  P.  Riley  and  Tames  Soma. 

For  Administration:  Fred  Dahlem.  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Insp.  Maher,  Fire  Dep’t. 
JTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

HE  RESOLUTION  (707-42- A) 

Whereas,  John  P.  Riley  of  New  York  City  Housing 
iithoritv,  for  United  States  Housing  Authority,  owner, 
yd  on  September  28,  1942,  an  appeal  from  a  decision  of 
|e  fire  commissioner  affecting  premises:  233  West  151st 
ireet  and  220-234  West  152nd  street,  south  side,  100  ft. 
ist  of  Macombs  place  (Block  No.  2037,  Lot  No.  11),  Bor- 
igh  of  Manhattan ;  and 

i Whereas,  the  decision  of  the  fire  commissioner  dated 
pptember  10,  1942  reads: 

“Inspectors  of  the  division  of  Fire  Prevention  report 
\  hazardous  conditions  and  this  Department  requires  the 
following  changes  to  be  made  in  order  to  render  safe 
the  premises  located  at  233  West  151st  street,  220-234 
West  152nd  street.  Borough  of  Manhattan. 

1.  Install  an  adequate  electric  closed  circuit  interior 
fire  alarm  system  of  an  approved  type  in  accordance 
with  the  Interior  Fire  Alarm  Rules  of  the  Board  of 
Standards  and  Appeals.  Note:  Plans  and  specifica- 
l  tions  in  duplicate  shall  be  filed  with  an  approved  bv 
this  Department  prior  to  the  installation  of  the  fire 
>  alarm  system.  Sec.  487c-2.0-c-l.  Adm.  Code.*’ 


and 

Whereas,  the  applicant  states  that  the  section  of  the 
building  involved  is  4  stories  (36  ft.)  in  height,  158  ft.  by 
52  ft.  in  area,  of  class  1  construction,  not  connected  to  the 
balance  of  the  building  by  wall  openings,  located  in  a  resi¬ 
dence  and  retail  use  district,  erected  in  1937  and  occupied : 
cellar — storage,  gardener’s  room,  drying  room;  1st  floor — 
children’s  nursery — 80  persons ;  2nd,  3rd  and  4th  floors — 
class  A  multiple  dwellings  for  which  no  Certificate  of 
Occupancy  has  been  issued ;  and 

Whereas,  the  applicant  contends  that  the  nursery  occu¬ 
pies  the  first  floor  of  the  portion  of  the  building  in  question 
and  comprises  five  classrooms  of  which  four  (play  rooms 
#1  and  #2,  infant’s  room  and  nursery)  have  exits  directly 
on  outside  court  playground  and  street  by  means  of  double 
doors  controlled  by  a  lever  handle,  which  operates  the  latch ; 
that  these  four  rooms  also  have  exit  facilities  by  doors 
through  lobbies  and  corridors  to  two  entrances  on  152nd 
street ;  that  the  nursery  room  is  provided  with  two  doors, 
one  of  which  communicates  by  way  of  lobby  and  corridor 
with  the  entrance  on  152nd  street,  and  the  other  by  way 
of  toilet  and  play  room  #1  with  the  outside  court  play¬ 
ground  and  street ;  that  a  secondary  means  of  egress  from 
the  nursery  room  and  all  other  class  rooms  in  an  emer¬ 
gency,  is  by  outside  windows,  the  sills  of  which  are  within 
easy  access  of  street  grade;  that  the  nursery  will  be  oper¬ 
ated  by  the  New  York  Kindergarten  Association  and  will 
have  an  anticipated  capacity  of  75  children  from  3  to  6 
years  of  age ;  that  the  occupancy  will  be  from  Mondav 
through  Friday,  from  9  A.  M.  to  12  Noon  and  from  1 
P.  M.  to  3  P.  M. ;  that  all  of  the  children  will  be  in  good 
health  and  able  to  walk  and  will  be  under  the  constant 
supervision  of  four  trained  teachers;  that  no  purpose  will 
be  served  in  installing  a  fire  alarm  system,  as  the  entire 
nursery  school  can  be  evacuated  within  a  few  minutes. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
September  10,  1942,  Obi.  No.  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  premises  shall  be  maintained  as  pro¬ 
posed  and  shall  not  be  extended  in  height  or  area,  and  at 
all  times  during  school  hours,  shall  be  under  the  supervi¬ 
sion  of  a  sufficient  number  of  trained  attendants;  that  the 
exits  from  the  classrooms  and  the  communicating  doors 
between  classrooms  shall  be  maintained :  that  the  exterior 
doors  shall  be  equipped  with  approved  panic  bolts  with 
doors  opening  outwardly;  that  fire  drills  shall  be  period¬ 
ically  maintained;  that  a  telephone,  of  the  non-coin  type, 
shall  be  installed  on  the  premises  at  convenient  central 
location,  available  at  all  times ;  that  at  such  telephone,  there 
shall  be  a  sign  posted  recording  the  telephone  number  of 
Fire  Headquarters  and  the  location  of  the  nearest  outside 
fire  alarm  box;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct. 


994-40-A. 

APPLICANT — Lama  and  Proskauer,  for  Empire  State 
Varnish  Company,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  decisions  of 
the  borough  superintendent ;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 34-40  Varick  street,  east  side, 
100  ft.  8p2  in.  south  of  Bridgewater  street  (Block 
No.  2664,  Lot  Nos.  12,  13,  14,  15  and  22),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Insp.  Jack  Turk,  Fire  Dep’t. 

AC  I  ION  OF  BOARD  —  Appeal  reopened,  resolution 
amended  and  permit  extended. 

THE  VOTE  TO  REOPEN.  AMEND  RESOLUTION 

*  AND  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  Q 
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THE  RESOLUTION  (994-40-A) 

Whereas,  this  appeal  from  decisions  of  the  borough  super¬ 
intendent,  premises  34-40  Varick  street,  east  side,  100  ft.  8 Zi 
in.  south  of  Bridgewater  street  (Block  No.  2664,  Lot  Nos. 
12,  13,  14,  15  and  22),  Borough  of  Brooklyn,  was  granted 
by  the  Board  November  26,  1640,  on  certain  conditions,  per¬ 
mit  extended  December  2,  1941,  and  applicant  requested  an 
amendment  of  the  resolution  and  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  November  26,  1940,  so 
that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  decisions  of  the  borough  superin¬ 
tendent,  as  to  Alt.  Applications  No.  2221  to  2227-40, 
inclusive,  Objections  1  and  3,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted 
permitting  the  occupancy  of  existing  buildings  for  a 
term  of  one  (1)  year  from  the  date  of  this  amended 
resolution,  on  condition  that  the  buildings  shall  not  be 
increased  in  height  or  area ;  that  the  corrugated  iron 
fence  shall  be  maintained  around  the  premises;  that  such 
portion  of  the  buildings,  as  are  deemed  structurally  weak 
by  the  borough  superintendent,  shall  be  made  safe  to  his 
satisfaction;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  on  the  premises  as  the  fire  com¬ 
missioner  shall  direct ;  that  any  tank  used  for  mixing 
material  in  which  inflammable  material  is  involved  shall 
have  hinged  covers  equipped  with  fusible  links ;  that  any 
motor  used  in  connection  therewith  shall  be  covered  to 
the  satisfaction  of  the  fire  commissioner  to  prevent  ex¬ 
plosion  and  shall  be  electrically  grounded;  that  ventila¬ 
tion  over  such  tank  shall  be  furnished  by  fixed  louvre 
sky  light  in  roof ;  that  in  all  other  respects,  the  buildings 
and  premises  shall  he  maintained  to  the  satisfaction  ol 
the  borough  superintendent  and  the  fire  commissioner.” 


255-42-S. 

APPLICANT — Oscar  Goldschlag,  for  Silverberg  and 
Traltner,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Variation  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent;  previously  granted  on  condition. 
PREMISES  AFFECTED— 358  East  145th  street,  south 
side,  91.41  ft.  east  of  Third  avenue  (Block  No.  2306, 
Lot  No.  66),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (255-42-S) 

Whereas,  Oscar  Goldschlag  for  Silverberg  and  Tratt- 
ner,  Inc.,  owner,  filed  on  March  27,  1942,  an  application  for 
a  variation  of  the  requirements  of  the  Labor  Law  as  cited 
in  a  decision  of  the  borough  superintendent ;  premises  358 
East  145th  street,  south  side,  91.41  ft.  east  of  Third  avenue 
(Block  No.  2306,  Lot  No.  66),  Borough  of  The  Bronx; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1942,  on  certain  conditions,  resolution  amended  Sep¬ 
tember  9,  1942,  and  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  12,  1942,  as  amended 
September  9,  1942,  so  that  as  amended,  the  resolution  shall 
read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 


Labor  Law  as  cited  in  a  decision  of  the  borough  super¬ 
intendent  on  Alt.  Applic.  No.  904-41,  Objection  No.  10, 
and  that  the  application  he  and  it  hereby  is  granted  on 
condition  that  the  fire  escapes  shall  comply  in  all  other 
respects  with  the  requirements  of  the  Labor  Law  and  all 
other  laws  applicable  except  that  the  balconies  may  be 
3  ft.  8  in.  in  width ;  that  the  slope  of  the  ladders  may 
not  be  more  than  60° ;  that  the  egress  to  the  street  from 
the  second  story  balcony  may  be  by  means  of  a  counter 
balanced  drop  ladder  in  guides ;  that  a  door  shall  be 
constructed  in  the  wall  of  the  four  story  building  near 
the  fire  escape,  so  as  to  provide  access  to  the  fire  escape 
from  the  three  story  building  roof  to  the  4th  story 
adjacent  to  the  window  leading  to  the  fire  escape;  that 
the  proposed  new  interior  stairs  shall  be  continued  from 
the  3rd  story  roof  to  street  with  enclosure  walls  of  con¬ 
struction  approved  for  one  hour;  that  the  existing  stair¬ 
way  in  the  4  story  building  shall  he  enclosed  from  firs: 
to  fourth  floors  in  similar  enclosure  with  fireproof  doors ; 
that  from  such  supplemental  stairway  in  the  four-story 
building,  the  fireproof  or  fire-retarded  passage  to  street 
may  be  omitted ;  that  access  from  the  fourth  story  to 
the  roof  of  the  three-story  building  shall  be  by  means 
of  the  door  as  hereinbefore  provided ;  that  such  door 
shall  be  arranged  so  that  it  may'  he  readily  openabk 
from  either  side  and  to  facilitate  such  opening,  the  door 
shall  be  provided  with  a  break-glass  panel ;  that  in  al! 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto.” 


APPLIANCE  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

855-41-SM. 

APPLICANT — Standard  Bleachery  and  Printing  Company 
owner. 

SUBJECT — Swanpruf  (fire  resistive  flameproof  material) 
approval  of. 

APPEARANCES— 

For  Applicant:  Raymond  H.  Dukher. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  - 
Negative :  .  ( 

THE  RESOLUTION  (855-41-SM) 

Whereas,  Standard  Bleachery  and  Printing  Company 
owner,  filed  on  October  6,  1941,  an  application  with  tin 
Board  of  Standards  and  Appeals  for  approval  of  the  mate¬ 
rial  known  as  Swanpruf  (fire  resistive  flameproof  material) 
and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  9,  1942. 

Re:  Cal.  No.  855-41-SM. 

Subject:  Swanpruf  (fire  resistive  flameproof  material) 
approval  of. 

The  Standard  Bleachery  and  Printing  Company,  Carl 
ton  Hill,  New  Jersey,  filed  on  October  6,  1941,  with  tin 
Board  of  Standards  and  Appeals  an  application  undo 
the  requirements  of  Section  C26-178.0  of  the  Adtninis 
trative  Code  and  the  Rules  of  the  Board  for  Test  ol 
Fire-Resistive,  Flameproofed  Materials,  etc.,  for  use  ii 
New  York  .City  under  the  pertinent  provisions  of  tin 
Administrative  Code  and  the  above  mentioned  Rules  o 
the  Board. 

Swanpruf  is  a  chemical  mixture  of  ammonium  sul 
phate,  diammonium  phosphate  and  borax  of  stated  pro 
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portions  dissolved  in  water  and  applied  by  immersion. 

[  Samples  of  materials  to  be  tested  according  to  the 
Board’s  Rules  were  treated  at  the  applicant’s  plant  in 
|  Carlton  Hill,  New  Jersey,  in  the  presence  of  Engineer 
I.  F.  Fitzsimons,  representing  the  Board.  The  solution 
was  prepared  by  dissolving  72  grams  of  Ammonium  Sul- 
1  phate,  16  grams  of  Di-Ammonium  Phosphate  and  ^8 
grams  of  Borax  in  500  cc  of  water  at  120  degrees  F., 
hydrometer  reading — 16°  Twaddle,  10.74  Baume.  1  lie 
materials  treated  were  cotton  lawn  (9.5  yards  to  the 
pound)  and  cotton  drill  (2.25  yards  to  the  pound),  which 
were  dipped  in  the  solution  until  saturated,  taken  out 
and  passed  through  a  hand  wringer  to  remove  excess 
I  moisture  and  hung  up  to  dry  at  room  temperature.  After 
i  drying,  they  were  forwarded  to  the  United  States  4  est- 
ing  Company,  Inc.  for  conditioning  and  testing  in  ac¬ 
cordance  with  the  requirements  of  the  Board’s  Rules. 
:  The  results  of  the  tests  are  as  follows:  (Report  35719, 
1  dated  October  22,  1942) 

Application  Afterflame  Afterglow 
Fabric  of  flame  (sec.)  .  (seconds)  (seconds) 


Untreated 
Cotton  drill 


Untreated 


1 

2 

3 

1 

2 

3 


12  0  0 

12  0  0 

12  0  0 

Sample  entirely  consumed  in  9  seconds 

12  0  1 

12  0  1 

12  0  1 


Sample  entirely  consumed  in  22  seconds 


These  tests  were  conducted  in  accordance  with  the 
requirements  of  the  Rules  for  Tests  of  Fire-Resistive, 
Flameproof  Materials,  etc.,  in  the  presence  of  Engineer 
J.  F.  Fitzsimons,  representing  the  Board. 


Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Swanpruf  as  a  flame¬ 
proofing  compound  for  use  on  fabrics  susceptible  of 
being  satisfactorily  flameproof ed  by  a  proper  application 
of  the  compound,  as  shown  by  the  test  data.  Tests  for 
each  specific  installation  of  originally  treated  combustible 
material,  or  any  tests  thereof,  shall  be  made  by  the  Fire 
Commissioner  or  in  a  laboratory  approved  by  him,  in 
accordance  with  the  Rules  of  the  Board  hereinbefore 
referred  to. 

The  Committee  further  recommends  that  each  installa¬ 
tion  shall  be  marked,  labelled  or  stamped  “Approved  by 
the  Board  of  Standards  and  Appeals  for  Use  in  New 
York  City  under  Cal.  No.  855-41-SM.”  Each  container 
in  which  this  compound  is  marketed  shall  carry,  in  addi¬ 
tion  to  the  above  wording,  specifications  to  be  followed 
in  the  application  of  Swanpruf  to  the  fabrics  so  as  to 
insure  their  being  flatneproofed  in  accordance  with  the 
1  requirements  of  the  Rules  for  Tests  of  Fire  Resistive, 
Flameproof  Materials,  such  as  Textiles,  Paper,  Similar 
i  Material  and  Adhesives  used  for  Decorative  Purposes 
and  Treated  Acoustical  Draperies,  Carpets  and  Similar 
Materials,  for  use  in  places  of  Public  Assembly  and 
Special  Occupancy  Structures,  adopted  by  the  Board 
under  Cal.  No.  294-40-SR. 

( Sgd. )  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

ind 

Whereas,  this  report  recommended  the  approval  of  this 

naterial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
lereby  approve  the  material  known  as  Swanpruf  (fire  re- 
■istive  flameproof  material),  on  condition  (hat  the  material 
>e  manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


424-42-SM. 

APPLICANT — S.  H.  Pomeroy  Company,  Incorporated, 
owner. 

SUBJECT — Application  reopened  July  28,  1942  re  Jackson 
Nailable  Studs  and  Accessories  for  non-bearing  in¬ 
terior  and  exterior  partitions  (previously  approved 
re  Jackson  System)  (fastenings  for  Acoustical  and 
Insulating  Materials  for  Walls  and  Ceilings),  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Charles  J.  Spiess. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (424-42-SM) 

Whereas,  the  S.  H.  Pomeroy  Company  Incorporated, 
owner,  filed  on  May  22,  1942,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  the  “Jackson  System”  (fastenings  for  acoustical 
and  insulating  materials  for  walls  and  ceilings)  ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
July  28,  1942  and  applicant  requested  an  amendment  of  the 
resolution  and  approval  of  the  Jackson  Metal  Nailable 
Studs  and  Accessories  for  Non-Bearing  Interior  and  Ex¬ 
terior  Partitions ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  July  28,  1942  and  referred  to  the  Committee  on 
Tests  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  9,  1942. 

Re:  Cal.  No.  424-42-SM 

Subject:  Amendment  of  Resolution  adopted  July  28, 
1942,  so  as  to  include  approval  of  Jackson  Metal 
Nailable  Studs  and  Accessories  for  Non-Bearing 
Interior  &  Exterior  Partitions. 

The  Board  of  Standards  and  Appeals  on  July  28, 
1942,  approved  the  Jackson  System  (Fastenings  for 
Acoustical  and  Insulating  Materials  for  Walls  and 
Ceilings)  and  the  applicants,  the  S.  H.  Pomeroy  Co., 
Inc.,  have  now  requested  an  amendment  to  include  the 
Jackson  Metal  Nailable  -Studs  and  Accessories  for 
Non-Bearing  Interior  and  Exterior  Partitions. 

The  Jackson  Metal  Nailable  Studs  (Fig.  1)  are  metal, 
mechanical  and  demountable  stud  partitions,  secured  to 
floor  and  ceiling  channels,  as  supports  for  various  types 
of  wall  and  partition  finishes,  such  as  wire  lath  and 
plaster,  plasterboard  with  plaster  finish,  etc.,  all  nailed 
to  the  studs  by  means  of  the  Jackson  Spear  Point  Nail 
(See  Resolution  of  July  28,  1942,  Bui.  31,  Vol.  27). 
They  are  used  also  as  light  steel  non-bearing  framing 
for  rigid  materials  serving  as  exterior  finishes  for  steel 
and  other  framed  structures  whereby  the  studs  are  se¬ 
cured  to  the  steel  and  other  framed  buildings  and  afford 
an  exterior  and  interior  nailable  base  for  surface  ma¬ 
terials. 

Jackson  Metal  Nailable  Studs  are  manufactured  from 
zinegrip  finished  sheet  steel,  and  floor  and  ceiling  runner 
channels  are  manufactured  from  galvannealed  finished 
sheet  steel.  The  Spear  Point  fastening  nails  are  of 
#13  gauge  wire  galvanized.  The  stud  is  basically 
composed  of  two  (2)  shaped  Tackson  Furring  strips  #26 
gauge  zinegrip  finished,  set  back  to  back  and  spot- 
welded  on  l'O"  centers  up  each  side  at  the  junction,  with 
welds  appearing  alternately  6"  on  centers  from  one  side 
to  the  other  to  form  a  l-)4"  wide  section.  Eight  inches 
from  the  top  each  stud  is  cut  and  two  (2)  #20  gauge 
zinegrip  finished  16"  long  telescopic  splices  are  spot 
welded  to  the  8"  sections,  same  to  facilitate  erection 
and  accommodate  variances  in  ceiling  heights.  After 
erection  and  adjustment  to  desired  height,  telescopic 
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splice  is  locked  by  means  of  a  Parker  Kalon  screw. 
The  top  and  bottom  of  studs  are  installed  in  #20 
•range  continuous  galvannealed  finished  floor  and  ceiling 
runner  channels  which  in  turn  are  secured  to  floor  and 
ceiling.  Parker  Kalon  Screws,  two  (2)  to  each  top  and 
bottom  fasten  the  studs  to  the  channels.  For  wider 
partitions,  two  (2)  1"  wide  #16  gauge  galvannealed 
finished  sheet  steel  bridge  clips  or  separators,  formed 
of  two  (2)  sections  spot  welded  together  to  give  ap¬ 
proximately  l/s"  web,  engage  the  shape  of  the  Jackson 
Furring  Strips,  acting  as  flanges  for  the  wider  stud. 
These  separators  are  installed  at  the  top  of  the  stud 
and  1"  wide  separators,  as  described  above,  are  in¬ 
stalled  on  2'0"  centers  along  the  longer  stud  section. 
Separators  or  bridge  clips  are  designed  in  various 
lengths  to  create  partitions,  the  thickness  of  which  de¬ 
pends  on  the  purpose  desired  or  to  accommodate  me¬ 
chanical  equipment.  On  this  top  section  two  (2)  #20 
gauge,  zinegrip  finished,  16”  long  telescopic  splices  are 
spot  welded  to  the  section,  so  as  to  facilitate  erection  and 
accommodate  variances  in  ceiling  heights.  The  top  and 
bottom  of  studs  are  installed  in  #20  gauge  continuous 
galvannealed  finished  floor  and  ceiling  runner  chan¬ 
nels,  which  in  turn  are  secured  to  floor  and  ceiling. 


Parker  Kalon  Screws,  two  (2)  to  each  top  and  hot 
tom,  fasten  the  studs  to  the  channels. 

T  csts. 

Transverse  bending  tests  made  by  Columbia  Un 
versity  Engineering  Laboratories  on  1  in.  Jackso 
Studs  on  May  18,  1942  (Report  Laboratory  Test  #7049 
and  70494).  The  studs  were  tested  as  beams  suj 
ported  on  4  in.  by  2j4  in.  1  beams,  which  were  24"  c-c 
load  was  applied  at  midspan  through  knife-edge  an 
bearing  plate,  with  loads  and  deflections  as  follows: 
70493  70494 


Applied  load, 

Midspan  defl., 

Applied  load, 

Midspan  defl 

lbs. 

ins. 

lbs. 

ins. 

10 

0 

10 

0 

50 

0.04 

50 

.02 

100 

0.07 

100 

.06 

150 

0.11 

150 

.11 

200 

0.15 

200 

.14 

225 

0.18 

225 

.17 

250 

0.23 

250 

.21 

256 

0.29 

256 

.27 

Max.  Load 

Max.  Load 

ISOMETRIC  OF  STUD  SECTION  A 


Fig.  1 


ISOMETRIC  OF  STUD  SECTION  B 
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PROPEICI 

IES  OR  EL 

EM ENTS  OF  JACKSON 

STUDS  (As 

Calculated  from 

Tests  Made  in  Beam 

I  'osition ) 

t - Load  to  Produce  Allowable  Deflection - \ 

t — Load  for  Fibre  Stress  ( 16,000  p.s.i.)* — \ 

Vpprox. 

Concentrated 

Concentrated 

t.  Per  Ft. 

Span 

at  Mid  Span 

Uniform 

Span 

at  Mid  Span 

Uniform 

1  A 

8'-0" 

34  lbs. 

55  lbs. 

8'-0" 

58  lbs. 

116  lbs. 

64  lbs 

9'-0" 

27  lbs. 

44  lbs. 

9'-0" 

52  lbs. 

104  lbs. 

lO'-O" 

22  lbs. 

35  lbs. 

10'-0" 

42  lbs. 

83  lbs. 

B 

8'-0" 

98  lbs. 

157  lbs. 

8'-0" 

107  lbs. 

214  lbs. 

58  lbs. 

9'-0" 

78  lbs. 

125  lbs. 

9'-0" 

T5  lbs. 

190  lbs. 

lO'-O" 

63  lbs. 

101  lbs. 

lO'-O" 

76  lbs. 

152  lbs. 

B  1 

8'-0" 

341  lbs. 

547  lbs. 

8'-0" 

219  lbs. 

438  lbs. 

70  lbs. 

9'-0" 

270  lbs. 

433  lbs. 

9-'0" 

194  lbs. 

388  lbs. 

lO'-O" 

216  lbs. 

347  lbs. 

lO'-O" 

175  lbs. 

350  lbs. 

,  wahle  stress 

of  18, 000  p.s.i. 

reduced  to  16,000  p.s.i.  to  correct  for  minus  tolerances  not  exceeding  10%. 

Recommendation. 

REPORT  OF 

COMMITTEE  ON 

TESTS. 

On  the  basis  of  the  foregoing  data  the  Committee  on 
I'ests  recommends  the  amendment  of  the  resolution 
idopted  July  28,  1942,  to  include  the  approval  under 
Section  C26-191.0  of  the  Administrative  Code  of  the 
ackson  Metal  Nailable  Studs  and  Accessories  for  Non- 
iearing  Interior  and  Exterior  Partitions  for  permissive 
ise  in  New  York  City  under  the  pertinent  provisions  of 
he  Administrative  Building  Code.  All  materials  or 
ontainers  in  which  these  materials  are  shipped  for  use 
u  New  York  City  shall  be  marked,  labelled  or  stamped 
‘Approved  by  the  Board  of  Standards  and  Appeals  for 
ise  in  New  York  City  under  Cal.  No.  424-42-SM  for 
ion-bearing  use.” 

(  Sgd. )  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

\  Chief  Engineer, 

Committee  on  Tests. 

herf.as,  this  report  recommended  the  amendment  of  the 
ution  of  July  28,  1942,  and  the  approval  of  this  material. 
solved,  that  the  Board  of  Standards  and  Appeals  does 
)y  amend  the  resolution  of  July  28,  1942,  and  approve 
naterial  known  as  the  Jackson  Metal  Nailable  Studs 
\c  cessories  for  Non-Bearing  Interior  and  Exterior  Par¬ 
is,  on  condition  that  the  material  he  manufactured,  in¬ 
ti  and  labelled,  stamped  or  tagged  in  accordance  with 
e  report. 


12-SA. 

’LICANT — W.  D.  Allen  Manufacturing  Company, 


owner. 

1JECT — Allen  Iron  Body  2^4  in.  Fireline  Angle  Valve, 
Type  “A”,  175  lb.  W.  W.  P.,  approval  of. 

,’EARA  NCES — 


For  Applicant :  Andrew  L.  Boerner. 

'ION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  Committee  on  Tests. 

I  VOTE  TO  APPROVE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 


5  RESOLUTION  (473-42-SA) 

hereas,  the  W.  D.  Allen  Manufacturing  Company, 
:r,  filed  on  June  15,  1942,  an  application  with  the  Board 
standards  and  Appeals  for  approval  of  the  appliance 
vn  as  the  Allen  Iron  Body  2 J4  in.  Fireline  Angle 
re,  Type  “A”,  175  lb.  W.  W.  P. ;  and 
'hereas,  this  appliance  was  submitted  to  the  Commit - 
sn  Tests  of  the  Board  for  test  and  report ;  and 
^hereas,  the  report  of  the  Committee  on  Tests  reads: 


November  9,  1942. 

Cal.  No.  473-42-SA 

Subject:  Allen  Iron  Body  2^4  in.  Fireline  Angle  Valve, 
Type  A,  175  lb.  W.W.P.,  approval  of 

The  W.  D.  Allen  Manufacturing  Company  of  New 
York  and  Chicago,  filed  June  15,  1942,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Allen  Body  2 /  In.  Fireline  Angle  Valve,  Type 
A,  for  a  175  lb.  W.W.P.  (Fig.  1)  under  C26-  178.0b  and 
the  pertinent  provisions  of  the  Administrative  Building 
Code  and  the  Standpipe  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

Under  Cal.  No.  1151-27-SA  the  Board  of  Standards 
and  Appeals  approved  the  Allen  2*4  in.  Fireline  Angle 
Hose  Valve  under  Rule  92  of  the  Standpipe  Rules  of 
the  Board  of  Standards  and  Appeals,  the  entire  valve, 
except  the  wheel  handle  being  constructed  of  brass. 
Owing  to  the  War  Emergency  and  the  scarcity  of  non- 
ferrous  metals,  the  applicant  has  submitted  a  similar 
valve  for  approval  with  the  body  constructed  of  mal¬ 
leable  iron  in  lieu  of  non-ferrous  metals. 

The  valve  has  a  malleable  iron  body  with  brass  bonnet, 
brass  stem  and  disc  seat  and  6"  iron  wheel  handle  of 
the  following  dimensions : 


Valve  Size — 2Yz  inches 


Dimension  A 
Dimension  B — open 
closed 

Dimension  C 
Dimension  D 
Dimension  El 70 

Dimension  El  71 

Wei Rht  imunds 


2  15/16" 

mi" 

11" 

6" 

3  %" 

354"  male  hose 
connection 
SW'female  hose 
connection 

13«" 


Fig.  1 

This  valve  has  been  subject  to  hydrostatic  tests  by 
the  Underwriters  Laboratories,  Chicago,  whose  report 
stated  that  the  two  valves  were  found  to  have  the 
requisite  tightness  when  tested  under  hydraulic  pres¬ 
sures  of  300  p.s.i.  and  600  p.s.i.  and  that  no  difficulty 
was  found  in  operating  the  valves  while  under  these 
pressures. 

One  of  the  valves  tested  to  failure  fractured  the 
metal  between  the  inlet  and  outlet  while  under  a  test 
pressure  of  2750  p.s.i.  and  another  failed  by  separation 
of  the  threaded  bonnet  from  the  body  under  the  pres¬ 
sure  of  3300  p.s.i. 
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Recommendations . 

On  the  basis  of  these  tests  and  the  examination  of 
the  valve  by  the  Committee  on  Tests,  it  is  recom¬ 
mended  that  the  Allen  Iron  Body  iy2  inch  Fireline 
Angle  Valve,  Type  A,  175  lb.  W.W.P.  (big.  1)  be  ap¬ 
proved  under  C26-191.0  for  use  in  standpipe  installations 
under  Sub.  Art.  4  of  Art.  15  in  New  York  City,  during 
the  present  emergency  and  six  months  thereafter,  pro¬ 
vided  the  valve  be  constructed  in  accordance  with  the  re¬ 
port  and  contains  the  following  markings  on  valve  body 
\Zy2  UJ  (A)  cast  integrally  and  the  following  wording- 
stamped  on  body,  bonnet  or  nut  within  a  Ya"  circle: 
around  the  periphery,  at  the  top,  the  word  “APP’VD.”, 
along  the  bottom,  “B.  S.  &  A.”,  in  the  center,  two 
lines,  Upper  line  reading  “N.  Y.  C.’\  Lower  line  read¬ 
ing  “473-42-SA”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Allen  Iron 
Body  2 y2  in.  Fireline  Angle  Valve,  Type  “A”,  175  lb. 
W.W.P.,  on  condition  that  the  appliance  be  manufactured, 
installed,  and  labelled,  stamped  or  tagged  in  accordance  with 
the  above  report. 


Adjourned  :  3 :45  P.  M. 

Joseph  J.  Doyee,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  21,  1942,  as  they  appeared  in 
Bulletin  No.  30,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION  (1101-41-BZ) 

Whereas,  Louis  A.  Kiesewetter,  for  the  Texas  Com¬ 
pany,  owner,  filed  on  December  23,  1941,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  and  partly  in  an  unrestricted  use  district, 
the  reconstruction  of  an  existing  gasoline  service  station; 
premises  451-457  Flushing  avenue  and  713-721  Bedford  ave¬ 
nue,  northeast  corner  (Block  No.  2263,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  21,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Bedford  avenue  is  in  a  business  use 
district ;  and  Flushing  avenue  and  Wallabout  and  Lynch 
streets  are  in  an  unrestricted  and  business  use  district;  and 


*  Correction — The  words  “ except  that  the  existing  truck 
pit  shown  on  plans  marked  ‘Received  July  17,  1942’  may  be 
continued” ,  inserted  in  lines  62  and  63  of  the  resolution  and 
the  words  “that  a  similar  sign  may  be  erected  at  Flushing 
avenue  at  the  easterly  lot  line,  as  shown;”  inserted  in  lines 
88,  89  and  90  of  the  resolution. 


Whereas,  the  decision  of  the  borough  superintende 
N.B.  Applic.  No.  2422-41,  dated  December  18,  1941,  r 
“1.  The  erection  of  a  new  building  to  he  us 
the  office  of  a  gasoline  service  station,  lubritoriun 
auto  laundry  on  a  gasoline  service  station  partly 
business  area  district  (extending  into  an  unrest 
use  district)  is  prohibited  by  Art.  II,  Section  4a 
of  the  building  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  s! 
plot  of  ground  having  a  frontage  of  140  It.  on  Be 
avenue,  72  ft.  1  in.  on  Flushing  avenue  and  a  distan 
125  ft.  along  the  northerly  lot  line.  An  irregular  s 
area  at  the  northeasterly  part  of  the  plot  extends  for 
tance  of  approximately  25  ft.  into  an  unrestricted  us< 
trict — the  remainder  of  the  plot  is  in  a  business  use  di 
It  is  proposed  to  remove  the  building  now  on  the  si 
rearrange  the  gasoline  station  and  to  erect  upon  the  p 
accessory  building,  66  ft.  by  48  ft.  3  in.,  irregular  in 
and 

Whereas,  the  premises  and  the  surrounding  area 
inspected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  prope: 
in  which  to  exercise  discretion  to  grant  under  sect: 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeal: 
hereby  make  a  variation  in  the  application  of  the  us 
trict  regulations  of  the  zoning  resolution,  and  that  tl 
plication  be  and  it  hereby  is  granted,  under  sect! 
thereof,  to  permit  the  rearrangement  and  reconstruct: 
the  legally  existing  gasoline  service  station  substantia 
indicated  on  revised  plans  marked  “Received  July  17, 
on  condition  that  all  existing  buildings  and  uses,  inc 
tanks,  shall  be  removed ;  that  the  new  accessory  bi 
shall  be  erected  toward  the  easterly  portion  of  the  j 
indicated  on  such  plan;  that  such  accessory  building 
be  constructed  of  incombustible  materials,  except  th 
roof  beams,  roof  boarding,  door  frames  and  doors,  w 
frames  and  sash  may  be  of  wood,  provided  the  i 
throughout  is  fire-retarded  in  accordance  with  the  Ru 
the  Board ;  that  no  openings  shall  be  constructed  or 
tained  on  the  lot  line  walls  of  adjoining  premises;  th 
heater  room  shall  be  separated  from  the  balance  c 
building  with  fireproof  materials,  and  shall  he  enterabl 
from  the  exterior;  that  the  greasing  racks  shall  lx 
of  the  hydraulic  type,  except  that  the  existing  tru 
shown  on  plans  marked  “Received  July  17,  1942”  n 
continued;  that  pumps  shall  be  located  not  nearer  than 
from  Flushing  avenue  and  15  ft.  from  Bedford  avenue 
curb  cuts  shall  be  restricted  to  those  indicated  on  sue! 
consisting  of  two  to  Flushing  avenue  and  three  to  B< 
avenue;  that  a  masonry  wall  not  less  than  six  (6) 
height  shall  be  constructed  at  the  northerly  lot  line 
the  existing  building  on  adjoining  premises  to  Bed  for 
nue,  and  a  similar  wall  shall  be  erected  from  the  acc 
building  to  the  street  line  of  Flushing  avenue  or  the  v 
the  building  on  the  adjoining  lot  shall  be  faced  to  a 
of  6  ft.;  that  a  semi-circular  or  triangular  block  of  cc 
shall  he  maintained  at  the  intersection  of  the  buildir 
for  a  distance  of  not  less  than  five  (5)  ft.  along  each  : 
that  the  balance  of  the  premises  where  not  occupi 
accessory  building,  pumps  and  planting,  as  shown,  si 
cement  paved  or  paved  with  Colprovia  or  other  s 
impervious  material ;  that  no  signs  shall  be  erected  \ 
premises,  except  that  there  may  be  a  permanent  sign  at 
to  the  accessory  building,  and  signs  on  the  illuminated 
of  pumps,  excluding  all  roof  signs  and  temporary  sigi 
permitting  the  erection  within  the  building  line  ne 
intersection  of  a  post  standard  for  supporting  a  sign 
may  be  illuminated,  advertising  only  the  brand  of  g: 
on  sale,  and  permitting  such  sign  to  extend  beyond  the 
ing  line  for  a  distance  of  not  more  than  four  (4)  ft 
a  similar  sign  may  be  erected  at  Flushing  avenue 
easterly  lot  line,  as  shown;  that  any  lights  for  gene 
lumination  shall  be  on  post  standards  not  over  12 
height;  that  the  gasoline  storage  tanks  shall  he  restrii 
six,  each  of  1 ,000  gallon  capacity  as  permitted  by  the 
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iis  day  under  Cal.  No.  481-42-A;  that  no  motor  vehicle 
pairing  shall  he  permitted  on  the  premises;  that  there  shall 
;  no  parking  of  cars  other  than  those  being  serviced;  that 
3  portable  gasoline  tanks  shall  he  used  on  or  from  the 
-emises;  that  all  permits  shall  be  obtained  and  all  work 
impleted  within  two  (2)  years  from  the  date  of  this  resolu- 
on. 


)0-40-SA. 

Note:  In  Bulletin  No.  25,  Vol.  27,  issued  June  16,  l'M2, 
otation  was  made  of  publication  of  the  resolution  in  a  subse- 
uent  issue  of  the  Bulletin — this  resolution  is  now  published 
id  follows : 

HE  RESOLUTION  (700-40-SA) 

Whereas,  Westinghouse  Electric  Elevator  Company, 
wner,  filed  on  June  27,  1940,  an  application  with  the  Board 
f  Standards  and  Appeals  for  approval  of  the  appliance 
nown  as  the  Westinghouse  Type  O.  M.  Oil  Buffer;  and 
*  Whereas,  this  appliance  was  submitted  to  the  Committee 
■n  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  16,  1942. 

Re:  Cal.  No.  700-40-SA. 

Subject:  Westinghouse  Type  O.  M.  Oil  Buffer,  approval 
of. 

The  Westinghouse  Electric  Elevator  Company,  New 
I  York,  New  York,  filed  on  June  27,  1940  with  the  Board 
of  Standards  and  Appeals  an  application  for  approval 
i  of  its  appliance  known  as  the  Westinghouse  Type  O.  M. 

Oil  Buffer  under  the  requirements  of  Sections  C26- 
178.0b  and  C26-950.0  of  the  Administrative  Building 
I  f  Code. 

The  Westinghouse  Type  O.  M.  Oil  Buffer  (Fig.  1) 
f  ,  operates  to  slow  down  and  stop  the  car  or  counterweight 
1  at  an  average  rate  of  retardation  no  greater  than  that 
of  gravity,  when  the  car  and  counterweight  are  running 
at  governor  tripping  speed.  The  cylinder  (P)  of  this 
buffer  is  of  seamless  steel  tubing.  Inside  of  the  cylinder 
is  welded  a  tapered  steel  rod  called  the  control  rod  (R). 

The  plunger  (S)  is  of  seamless  steel  tubing.  This 
plunger  fits  into  the  open  end  of  the  cylinder  (P)  and 
is  guided  by  two  bronze  bushings  (D)  pressed  into  the 
cylinder.  The  outside  of  the  plunger  is  ground  to  a 
fine  finish  and  dimensional  tolerances  such  as  to  give 
a  close  fit  to  the  bushings.  To  the  bottom  end  of  the 

!  plunger  is  welded  a  cast  steel  disc  (E).  This  disc  has 

[  a  hole  in  the  center.  When  the  plunger  with  the  disc 

t  .  is  slipped  into  the  cylinder,  the  control  rod  projects 

through  the  hole  in  the  disc.  The  clearance  between  the 
control  rod  and  hole  in  the  disc  provides  an  annular 
type  orifice.  The  plunger  is  held  into  the  cylinder  by 
a  baffle  plate  (F)  which  bolts  to  the  top  of  the  control 
rod  and  over  the  disc  (E).  In  the  top  of  the  baffle 
i  plate  is  cast  a  seat  for  the  return  spring  (G).  The 
spring  is  held  in  the  plunger  at  the  top  by  the  buffer 
cap  (H)  which  has  a  set  for  the  spring  cast  in  it. 

The  cap  is  of  cast  steel  machined  on  the  outside  to  fit 
inside  of  the  plunger.  It  is  bolted  to  the  plunger.  In 
the  top  of  this  cap  is  inserted  a  rubber  bumper  (J). 
This  bumper  absorbs  the  initial  impact  of  the  elevator 
striker  block.  The  ears  (K)  are  welded  to  the  cylinder 
(P)  and  provides  for  oil  storage  and  to  catch  oil  leak¬ 
age  past  the  first  bushing.  An  oil  level  gauge  (L)  as 
required  by  Sec.  C26-945.0  is  provided  to  indicate  proper 
oil  level. 

The  sequence  of  operation  of  this  buffer  is  as  fol¬ 
lows  :  As  the  elevator  striker  block  hits  the  rubber 
bumper  (J)  the  rubber  compresses  permitting  the 
plunger  assembly  (E),  (J),  (H)  and  (S)  to  accelerate 
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without  excessive  impact.  As  the  plunger  assembly 
moves  down,  the  steel  disc  (E)  moves  down  the  control 
rod  (R).  This  forces  oil  through  the  annular  orifice 
formed  by  the  control  rod  (R)  and  steel  disc  (E).  The 
forcing  of  oil  through  this  orifice  provides  the  retard¬ 
ing  force  required  to  stop  the  elevator  car  or  counter¬ 
weight.  Since  the  control  rod  is  tapered,  this  orifice 
reduces  in  size  thus  providing  constant  retarding  force. 
The  spring  (G)  is  compressed  which  provides  a  means 
of  automatically  returning  the  plunger  to  its  original 
position  after  the  elevator  has  been  withdrawn.  The 
displacement  of  the  air  in  the  plunger  is  provided  for 

OIL  BUFFER-TYPE  OM 


Fig.  1 


by  clearance  between  the  buffer  cap  (H)  and  the  inside 
of  the  plunger  (S).  The  baffle  (F)  is  provided  to 
break  up  the  oil  as  it  is  forced  through  the  orifice, 
thus  preventing  the  oil  being  driven  against  the  buffer 
cap  (H)  at  a  high  velocity.  A  hole  at  (M)  is  pro- 
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vided  between  the  ears  (K)  and  the  cylinder  so  that 
leakage  past  the  first  bushing  drains  back  to  the  cylin¬ 
der.  There  is  also  a  hole  at  (N)  which  permits  the 
oil  which  leaks  past  the  first  bushing  to  drain  into  the 
ears.  A  relief  hole  is  provided  in  the  steel  disc  (E) 
to  prevent  the  plunger  from  being  locked  by  suction  at 
the  compressed  position. 

The  Westinghouse  Type  O.  M.  59-inch  stroke  ele¬ 
vator  buffer  has  been  tested  by  the  Bureau  of  Standards, 
U.  S.  Department  of  Commerce  (Report  TN67994)  as 


a  buffer  having  the  following  rating : 

Minimum  weight  of  car  or  counter¬ 
weight  .  4250  lbs. 

Maximum  weight  of  car  or  counter¬ 
weight  .  11000  lbs. 

Maximum  governor  tripping  speed..  1060  ft.  per  min. 


and  the  tests  indicate  that  the  buffer  complies  with  the 
requirements  of  each  of  the  following  tests  prescribed 
by  Article  14  of  the  Administrative  Code: 


1.  Retardation  Test  .  C26- 1187.0 

2.  Oil  Leakage  Test .  C26-1 188.0 

3.  Churning  Test  .  C26- 1189.0 

4.  Plunger-Return  Test  .  C26-1 190.0 


5.  Test  for  lateral  movement  of  plunger  C26-1191.0 

These  tests  were  made  at  20°  to  23°  C.  with  oil  hav¬ 
ing  an  absolute  viscosity  of  3.02  poises  at  10°  C.  and 
0.575  poise  at  35°  C. 

The  Bureau  has  further  certified  that  the  following 
buffers  have  the  same  plunger  diameter  as  the  buffer 
Type  OM,  59  inch  stroke  and  a  porting  that  will  give 
substantially  the  same  values  of  retardation. 


Weight  of  car  or  counterweight  Maximum 
£ - * - V  Governor 


Buffer 

Stroke 

Minimum 

Maximum 

Tripping  Spe 

OM  49 

49  in. 

4,250  lb. 

11,000  lb. 

973  ft.  per  rr 

OM  39 

39  in. 

4,250  lb. 

11,000  lb. 

868  ft.  per  rr 

OM 

30 

30  in. 

4,250  lb. 

11,000  lb. 

761  ft.  per  rr 

OM 

22 

22  in. 

4,250  lb. 

11,000  lb. 

652  ft.  per  rr 

OM 

20 

20  in. 

4,250  lb. 

11,0001b. 

622  ft.  per  m 

OM 

18 

18  in. 

4,250  lb. 

11,000  lb. 

590  ft.  per  rr 

OM 

14 

14  in. 

4,250  lb. 

11,000  lb. 

520  ft.  per  rr 

On  the  basis  of  the  foregoing  data,  the  Committee 
Tests  recommends  the  approval  of  the  VVestinghoi 
Type  OM,  14  in.  to  59  in.  stroke  elevator  buffer  for 
in  New  York  City  when  installed  in  accordance  w 
the  provisions  of  the  Administrative  Building  G 
when  used  within  limitations  as  described  herein  : 
marked  as  required  by  Sec.  C26-950.0  of  the  Admir 
trative  Building  Code,  including  a  label  or  decalcoma 
reading  as  follows :  “Approved  by  the  Board  of  Sta 
ards  and  Appeals  for  use  in  New  York  City  un 
Cal.  No.  700-40-SA.’’ 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 

and  Committee  on  Te 

Whereas,  this  report  recommended  approval  of  this 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  d 
hereby  approve  the  appliance  known  as  the  Westingho 
Type  O.  M.  Oil  Buffer,  on  condition  that  the  appliance 
manufactured,  installed,  and  labelled,  stamped  or  tagged 
accordance  with  above  report. 
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FACTORY  EXIT  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEA 
FEBRUARY  23,  1927,  AND  AMENDED  JANUARY  15,  1932 


(64-27-SR) 

STANDARD  FACTORY  EXITS 
Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  consist 
of  an  outside  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto : 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  treads  constructed  of  bars  at  least  one- 
half  (Vi)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (154)  inch  mesh, 
all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be  no 
safe  means  of  egress,  a  gooseneck  ladder  shall  be  pro¬ 
vided  from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 


exceeding  60  degrees  if  the  building  is  not  over  six  sto 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  Octobei 
1913,  now  occupied  or  to  be  occupied  as  a  factory, 
stories  or  less  in  height,  one  of  the  required  means  of  < 
under  section  271  of  the  Labor  Law  may  consist  of 
outside  iron  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  coir 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  1 
visions  of  Section  274,  Labor  Law  and  in  addition  thei 

(1)  The  balconies  shall  be  not  less  than  3  feet 
width. 

(2)  The  rails  around  balconies  and  well  holes 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall 
a  single  fireproof  casement  door  at  least  2  feet  v\ 
and  at  least  6  feet  in  height,  except  that  where 
distance  between  the  sill  and  lintel  will  not  permit  of 
opening  6  feet  in  height,  a  casement  door  not  less  t 
4  ft.  6  in.  in. height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading 
all  fire  escape  balconies  shall  open  out  and  shall  be  s 
closing.  An  easily  operated  door  lock  with  knobs  on  I 
sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed  i 
step  at  least  two  feet  wide,  with  risers  not  exceet 
eight  (8)  inches,  and  treads  not  less  than  eight  (8)  inc 
are  provided  on  the  inside  from  floor  level  to  sills  propi 
secured. 
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Rule  4  (a).  Any  such  fire  escape  erected  subsequent 
»  October  1,  1013,  and  prior  to  these  rules  taking  effect, 
nless  previously  accepted  as  one  of  the  required  means 
;f  exit  or  escape  by  the  administrative  official  having  juris- 
iction,  shall  conform  in  every  respect  to  the  provisions  of 
Jiese  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as  con- 
ituting  one  of  (lie  required  means  of  exit  or  escape  under 
ection  271-1  of  the  Labor  Law,  in  any  building  erected 
rior  to  October  1,  1913,  now  occupied  or  to  be  occupied  as 
factory,  exceeding  nine  stories  in  height,  or  more  than 
1  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc- 
lrally  safe,  properly  painted,  and  kept  clear  of  all  obstruc- 

ons. 


ection  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory  build- 
lgs  five  stories  or  less  in  height,  erected  prior  to  October 
,  1913,  in  which  there  are  more  than  twenty-five  persons 
mployed  above  the  second  story,  all  interior  stairways 
erving  as  required  means  of  exit,  and  the  landings,  plat- 
Dfms  and  passageways  connected  therewith,  shall  be  en- 
losed  on  all  sides  by  partitions  of  fire-resisting  material 
xtending  continuously  from  the  lowest  point  of  the  stair¬ 
way  in  accordance  with  the  following  schedule : 


dumber 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
vares  and  merchandise,  packed,  stored,  manufactured  or  in 
he  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
;oods,  wares  or  merchandise  which  will  burn  or  support 
ombustion. 

The  term  “sprinkler”  as  used  above  means  an  adequate 
automatic  sprinkler  equipment  installed  and  maintained  in 
rood  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
)uilding  between  any  floor  and  the  floor  or  roof  next 
ibove ; — the  first  story  is  that  part  of  a  building  which  is 
nore  than  30  per  cent  above  the  floor  level  and  the  floor 
lext  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
milding,  such  partitions  shall  extend  to  the  under  side  of 
he  roof  boarding.  That  portion  of  the  under  side  of  the 
■oof  beams  within  the  stair  enclosure  shall  be  covered  with 
ire-resisting  material,  except  in  buildings  with  roofs  of 
ion-combustible  material,  in  which  case  the  partitions  may 
’top  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
he  enclosure  shall  be  so  built  as  to  form  a  bulkhead.  The 
nclosure  shall  be  ventilated  by  a  skylight  in  the  roof  with 
ouvres  or  ventilators,  or  exterior  windows  with  ventilating 
actions  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
ipproved  self-closing  fire  doors,  except  where  such  open- 
ngs  are  in  the  exterior  wall  of  the  building. 
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The  bottom  of  the  enclosure  shall  be  of  fireproof  mate¬ 
rial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule  when 
both  sides  of  the  fire  wall  or  walls  are  occupied  on  any 
factor}''  floor  by  the  same  occupant. 

Rule  7.  Where  there  are  occupancies  on  any  story 
or  part  of  a  story  involving  the  storage  or  use  below  the 
top  story  of  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairway  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire-resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
soffits,  landings  and  passageways ;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  pounds. 

Volatile  inflammable  oils,  1  gallon. 

Volatile  inflammable  mixtures,  5  gallons. 

Combustible  mixtures,  10  gallons. 

Paints,  varnishes  and  lacquers,  10  gallons. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupants  as  they  arise 
and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resisting 
material  where  there  are  more  than  5  persons  employed  at 
manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stairways 
in  Two-Story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall  be 
provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to  a 
fire  escape  conforming  to  section  273,  Labor  Law,  or  rule  2 
of  these  rules.  Except  that  exit  door  shall  be  a  fire  door, 
with  substantial  steps  to  the  sills  properly  secured  when  sill 
is  more  than  8  inches  above  the  floor  level ;  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck  ladder 
jhall  be  provided  from  top  balcony  to  the  roof,  except  on 
the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape  or 
exterior  screened  stairway  shall  be  as  required  by  section 
273,  Labor  Law,  or  to  open  adjoining  yard  with  egress  to 
the  street.  No  point  on  any  floor  of  such  building  shall  be 
more  than  one  hundred  and  fifty  (150)  feet  distant  from 
such  an  exit. 

Rule  9.  Enclosure  of  Stairways. — In  two-story  build¬ 
ings  where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified  in 
Rule  7  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy,  all  interior  stairways 
serving  as  required  means  of  exit  shall  be  enclosed  from 
the  lowest  point  of  such  stairway  to  the  ceiling  of  the  first 
floor  by  partitions  of  fire-resisting  material,  unless  the 
building  is  provided  with  a  wet  sprinkler  system,  in  which 
case  such  enclosure  of  stairways  shall  not  be  required. 

51 


RULES 


Such  enclosures  shall  lead  directly  to  a  door  opening  out¬ 
wardly  to  a  street  or  road,  or  an  open  area  affording  unob¬ 
structed  passage  to  a  street  or  road.  All  openings  in  such 
enclosure  shall  be  provided  with  fire  doors  equipped  with 
self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance 
of  a  stand  to  be  built  of  incombustible  material  and  wire 
glass  or  ^-inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  in  t lie  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2j4-gallon  chemical  fire  extinguisher. 


Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend  to  the 
roof  where  there  is  no  safe  egress  from  the  roof,  under 
Sections  270,  271  and  272,  Labor  Law. 

(a)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party  wall 
fire  escape,  party  wall  exterior  screened  stairway,  party 
wall  balconies  or  bridges,  or  where  any  outside  exits  do 
not  connect  to  adjoining  buildings  at  roof  level,  or  where 
there  are  no  unbarred  window  openings  five  feet  above  the 
roof  or  parapet  wall  of  the  building  in  question. 

(b)  When  the  roof  of  the  building  in  question  has  a  pitch 
exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12  (a).  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at  least 
a  double-rung  ladder  at  the  top  of  the  interior  stairway, 
and  within  the  interior  stairway  enclosure  when  stairway  js 
enclosed.  Such  ladder  shall  be  at  least  18  inches  in  width 
and  shall  be  properly  secured  at  top  and  bottom.  The  lad¬ 
der  shall  lead  to  a  scuttle  opening  not  less  than  2  feet  by  3 
feet  or  be  of  such  additional  area  as  may  be  required  to 
provide  ample  head  room.  The  scuttle  cover  shall  be  hinged 
and  of  light  weight  construction,  or  be  counter-balanced. 
An  easily  operated  hook  may  be  provided  on  scuttle  cover. 


(b)  Where  the  stair  bulkhead  door  opens  within  10  fe 
from  the  open  edge  of  the  roof,  an  iron  railing  proper 
braced  at  least  3  feet  high  and  at  least  10  feet  long  shall  1 
provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS 
Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  froi 
any  factory  or  factory  building,  there  exist  other  means  i 
egress  which  are  not  entirely  in  accordance  with  the  r 
quirements  of  the  Labor  Law  and  the  Rules  of  the  Boa 
of  Standards  and  Appeals,  such  means  of  egress  may 
retained  under  the  following  conditions : 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fa 
tory  buildings  shall  be  maintained,  structurally  safe,  pro 
erly  painted,  and  with  the  openings  leading  thereto,  kept 
good  repair. 

In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder 
guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  rea 
from  the  lowest  balcony  to  the  ground  or  safe  landi 
place,  with  a  passageway  opening  cut  in  the  balcony  r; 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in 
court,  side  or  rear  of  a  building,  proper  egress  to  a  po 
of  safety  shall  be  provided,  either  to  open  adjoining  yar 
or  the  lowest  balcony  may  be  connected  to  an  adjoini 
fire  escape,  exterior  stairway,  to  the  roof  of  adjoining  < 
tensions,  or  other  means  of  egress  satisfactory  to  i 
authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  < 
structions,  shall  not  be  used  for  fire  drills,  and  shall  i 
be  considered  as  a  basis  for  increase  in  occupancy. 


Section  5 — Stairways  and  Bridges. 

Rule  14.  Interior  Stairways. — All  interior  stairwt 
not  conforming  to  the  requirements  of  the  Labor  Law 
rules  of  the  Board  of  Standards  and  Appeals  may  be 
tained,  provided  that  egress  to  same  is  maintained 
obstructed,  halls  are  properly  lighted,  and  all  landir 
passageways,  etc.,  are  maintained  free  and  unobstrucl 
An  easily  operated  panic  bolt  or  other  similar  device  n 
be  installed  at  street  exit  door. 

Rule  15.  Exterior  Screened  Stairways. — Exter 

screened  stairways  not  serving  as  a  required  means 
egress  shall  be  maintained  structurally  safe  and  prope 
painted,  exits  thereto  and  all  platforms  and  passagew 
thereof  shall  be  maintained  unobstructed  and  egress  fi 
termination  shall  be  provided  as  required  for  substand 
fire  escapes  in  subdivision  a. 

Rule  16.  Horizontal  Bridges. — Horizontal  bridges  ; 
party  wall  balconies  between  buildings  shall  be  m; 
tained  structurally  safe  and  properly  painted,  and  act 
thereto  and  all  passageways  thereof  shall  be  maintai 
unobstructed. 

Rule  17.  No  sign  of  any  character  shall  be  placed 
openings  leading  to  these  substandard  exits. 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  App( 
Room  1018,  Municipal  Building,  Manhattan,  at  three  a 
each — postage  to  be  added  if  the  forms  are  forwarded 
mail. 
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Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  November  17,  1942,  at  10 
A.  M.,  Affecting  Calendar  Numbers  95-40-BZ,  987-41- 
BZ,  215-42-BZ, .  607-42-BZ,  610-42-BZ,  539-42-BZ,  256- 
42-BZ,  651-42-BZ,  792-42-A  and  440-42-A. 

Minutes  of  Regular  Meeting  November  17,  1942,  at  2 
P.  M.,  Affecting  Calendar  Numbers  140-42-BZ,  1182- 
39-BZ,  1289-39-BZ,  720-42-A.  744-42-A,  796-42-A,  797- 
42-A,  682-42-A,  760-42-A,  484-42-S,  485-42-A,  643-42-A, 
696-42-A,  752-42-A,  775-42-A,  644-42-A,  289-41-SM,  800- 
39-SM  and  367-42-SA. 

Correction  Affecting  Calendar  Number  1035-41-A. 

Notice  of  Public  Hearing  on  Proposed  Amendments  to 
Rules  relative  to  Submerged  Inlets  and  Protective 
Methods  to  be  applied  to  Prevent  Contamination  of 
Water  Supply.  * 

Rules  for  the  Testing  and  Use  of  Blended  Cements. 


COURT  DECISION. 

Matter  of  Robitzek  Inv.  C'o.,  Inc.  v.  Colonial  Beacon  Oil 

Co. — An  action  was  brought  to  recover  rent  under  a  written 
lease.  The  premises  consist  of  a  gasoline  station  located  at 
the  southwest  corner  of  Ferris  avenue  and  Eastern  Boule¬ 
vard  in  the  Bronx. 

The  oil  company,  as  defendant,  contended  that  the  prem¬ 
ises  were  abandoned  because  of  the  restrictions  caused  by 
the  orders  of  the  War  Production  Board  and  limitations  as 
to  sale  of  automobile  accessories  by  the  order  of  Price  Man¬ 
agement,  and  that  the  construction  and  maintenance  of  the 
building  were  illegal.  The  oil  company,  which  had  occupied 
the  premises  under  the  lease  for  four  years  and  for  which 
a  Certificate  of  Occupancy  had  been  issued,  contended  also 
that  under  Paragraph  7  of  the  lease  it  wa§  justified  in  can¬ 
celling  and  surrendering  the  lease  for  the  above  rea=ot<  = 
Mr.  Justice  Koch  in  Special  Term  ruled  these  government 
orders  did  not  deprive  the  oil  company  of  the  “use”  of  the 
premises  for  the  purposes  intended  and  that  if  the  restriction 
was  upon  the  sale  of  all  gasoline  or  all  tires,  tubes  and 
casings,  a  different  situation  would  present  itself.  The  court 
said  further  that  “no  violations  have  been  filed  against  the 
premises  whatsoever,  nor  is  there  any  basis  for  suspecting 
that  any  will  be  filed.  It,  therefore,  is  no  defense  to  the 
landlord’s  demand  for  rent  that  the  construction  and  main¬ 
tenance  of  the  building  is  illegal”  (N.  Y.  Law  Journal, 
October  2,  1942,  page  849). 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 


Restored  to  Calendar. 


New  Cases  Filed  up  to  November  17,  1942. 

Cal.  No.  Dept.  Premises  Affected 

792-42- A— H.B.B.— 736-746  Linden  boulevard  and  796- 
804  Utica  avenue,  southwest  corner  (Block  No.  4675,  Lot 
No.  6),  Borough  of  Brooklyn,  Misc.  8575-41. 


793-42-BZ — H.B.B. — 20-30  Bay  Ridge  avenue,  south  side, 
233  ft.  8/2  in.  west  of  Narrows  avenue  (Block  No.  5868, 
Lot  No.  15),  Borough  of  Brooklyn,  B.  N.  1378-42. 


794-42-A— F.D.— 412-414  West  26th  street,  south  side, 
139  ft.  west  of  Ninth  avenue  (Block  No.  723,  Lot  No.  46), 
Borough  of  Manhattan,  Decisions  re  8505-L.  F. 


795-42-SR— Proposed  rules  for  Building  Brick,  Rules. 


796-42-A — H.B.M. — 101  Greene  street,  west  side,  244  ft. 
10  in.  north  of  Spring  street  (Block  No.  500,  Lot  No.  28), 
Borough  of  Manhattan,  Amendment  to  Alt.  322-42. 


797-42- A — H.B.B. — 20-40  Jay  street,  southwest  corner  of 
John  street,  entire  block  bounded  by  Jay,  John,  Pearl  and 
Plymouth  streets  (Block  No.  19,  Lot  No.  1),  Boiough  of 
Brooklyn,  Elevator  Applic.  2999-42. 


798-42-A—F.D.— 423-443  Atlantic  avenue,  north  side,  250 
ft.  east  of  Bond  street  (Block  No.  178,  Lot  Nos.  54-64), 
Borough  of  Brooklyn,  92857-L.  C.  and  Decision. 


799-42- A — H.B.M. — 46  West  73rd  street,  south  side,  50 
ft.  east  of  Columbus  avenue  (Block  No.  1125,  Lot  No.  61), 
Borough  of  Manhattan,  Misc.  Spr.  Applic.  318-42. 


800-42- A — H.B.Bx. — 4762-4764  Third  avenue,  east  side, 
105  ft.  north  of  East  189th  street  (Block  No.  3033,  Lot 
No.  58),  Borough  of  The  Bronx,  Amendment  to  Alt.  318-42. 


801-42-BZ— H.B.Bx.— 3426  Barker  avenue,  east  side.  38 
ft.  6  in.  south  of  Duncomb  avenue  (Block  No.  4627,  Lot  No. 
112),  Borough  of  The  Bronx,  Amendment  to  N.  B.  40-42. 


802-42-BZ— H.B.Bx.— 3428  Barker  avenue,  east  side,  18 
ft.  6  in.  south  of  Duncomb  avenue  (Block  No.  4627,  Lot  No. 
12),  Borough  of  The  Bronx,  Amendment  to  N.  B.  39-42. 


803-42-A _ H.B.M. — 786  First  avenue  and  400  East  44th 

street,  southeast  corner  and  north  side  of  East  43rd  street, 
150  ft.  east  of  First  avenue  (Block  No.  1355,  Lot  No.  7), 
Borough  of  Manhattan,  Alt.  1148-42. 


804-42-A— H.B.Q. — U-06  De  Long  street,  west  side,  6 
ft  east  of  Port  Washington  Division  of  Long  Island  Rail¬ 
road  (Block  No.  5066.  Lot  No.  255),  Flushing,  Borough 
of  Queens  (under  section  35,  General  City  Law,  re  bed  of 
mapped  street)  (41st  avenue),  N.  B.  1092-42. 


140-42-BZ— H.B.Bx— 2851-2853  Bailey  avenue,  west  side, 
498  ft.  south  of  West  230th  street  (Block  No.  3264,  Lot 
No.  63),  Borough  of  The  Bronx,  N.  B.  864-41. 


NATION  St  H.U.— Department  of  Housing  and  Buildings; 
II. It. It. — Department  of  Housing  and  Buildings,  Brooklyn;  11.11.31.— 
Department  of  Housing  and  Buildings,  Manhattan;  II. 11.0.  De 
partnient  of  Housing  and  Buildings,  Queens;  11. II. It.  Departmeni 
of  Housing  and  Buildings,  Richmond;  11. ll.Ux.— Department  ol 
Housing  and  Buildings,  Bronx;  11. 1).— Health  Department,  am 
I'M) _ Fire  Department. 


RULES 

Last  Publication  in  Ilulletii 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Nov.  24,  1942— Vol.  27,  No.  4 

Carbon  Dioxide  Liquener,  Rules. ..  .Mar.  10,  1942 — Vol.  27,  >.0.  1 

Certificates  of  Occupancy,  approved  ..  ,  ,,  K-  . 

form  . Nov.  23,  1941 — Vol.  26,  No.  4 

Concrete  Flat  Slabs,  Rules . Inly  13,  1937— Vol.  22,  No.  2 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

ot-  lime  24,  1941 — Vol.  26,  No.  2 

Concrete  Rules  (Hydrated  Lime)...  Aug.  3,  1937— Vol.  22,  No.  3 

Llevator  Rules  . ‘)lar-  •?,  1936  Vo.  21,  No. 

Lxit  Rules  (Revolving  Doors) . June  0,  1937— Vol.  22,  No.  2 

Factory  Exit  Rules  . ^ov-  17,  942— V  0  .  27,  No.  4 

Fire  Alarm  Rules  (Interior) . Apr.  7,  1942— Vo  .  27,  No. 

Fire  Drill  Rules  .  ...Aug.  4,  1942— Vol.  27,  No.  . 

'"e "rial**,1  'etc. ,  lST'fT  Testing  of  Apr.  28,  1942-Vol.  27,  No.  1 

Fire  Retarding  Rules  for  Garages,  ^  ^  ,941_Vo,  26>  No.  5 

Fireproof 'Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No.  1 

Frame  Garages,  Ruling  for . Jan.  21,  1919  Vol.  4,  No. 

Fusion  Wdding  and  Gas  Cutting  ^  ^  1941_Vo)  26>  Nff  ; 

Gas  Shut-Off  Rules  . Apr.  7,  }^5-Vol.  10,  No.  j 

Hatchway  Protection  . . >unf  1928— Vol.  13,  No.  < 

Insulating  Fibre  Board  Rules . Sept.  22,  1942  Vol  27,  No.  . 

Oil  Burner  Rules  . Sept.  1,  1942— Vol.  27,  No. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . July  28,  1942 — Vol.  27,  No. 

Paint,  Varnish  and  Lacquer  Spray-  • 

ing  Rules . Sept.  8,  1942— Vol.  27,  No. 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No.  < 

Plumbing  Rules  .  ...t . Aug.  3,  1937  Vol.  22,  No. 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .Nov.  2a,  1941— Vol.  26,  No.  4> 

Procedure,  Rules  of . ...Sept.  7,  1937  Vol.  22,  No. 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No. 

Smoking  in  Factories,  Rules  for.. ..Oct.  13,  1942 — Vol.  27,  No. 

Sprinkler  Rules  . une  29,  1937— Vo  .  22,  No. 

Standpipe  Fireline  Rules  . June  8,  1937  Vol.  2-,  No. 

Structural  Alterations,  Reporting. .  June  7,  1932 — Vo  .  17,  No. 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vo  .  21,  No. 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr.  10,  1923 — Vol.  8,  No. 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Nov. 

Fireline  Hose  Valves  . Nov. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov. 

Fuel  Oil  Pipe  Terminals  Nov. 

Fuel  Oil  Burners  for  Industrial  Use. Nov. 

Fuel  Oil  Pumps  . Nov. 

Gas  Heaters  . Nov. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Nov. 

Vacuum  Breakers  . Nov. 


25,  1941— Vol.  26,  No.  4! 

25,  1941— Vol.  26,  No.  4 

25,  1941— Vol.  26.  No.  4 

25,  1941— Vol.  26,  No.  4 

25,  1941— Vol.  26,  No.  4 

25,  1941— Vol.  26,  No.  4 

25,  1941— Vol.  26,  No.  4 

25,  1941— Vol.  26,  No.  4 

25,  1941— Vol.  26.  No.  4 

10,  1942— Vol.  27,  No. 


NOVEMBER  24,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stai 
ards  and  Appeals  of  a  public  hearing  under  the  provisit 
of  the  zoning  resolution,  Tiiesday  morning,  November 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  M; 
hattan,  on  the  following  matters : 
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07-42-B Z — Application,  February  5,  1942,  under  section 
c  of  the  zoning  resolution,  of  John  F.  Payne,  applicant  on 
ehalf  of  Socony-Vacuum  Oil  Company,  Incorporated,  owner, 
o  permit  in  a  business  use  district,  the  erection  of  an  acces- 
ory  building  upon  a  plot  now  occupied  as  a  gasoline  service 
tation;  the  vehicular  entrance  to  the  gasoline  service  station 
s  located  within  200  ft.  of  an  entrance  to  a  public  play- 
;round ;  premises  401-413  Dahill  road  and  2-12  Cortelyou 
oad,  southeast  corner  (Block  No.  5384,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

27-35-BZ — Application  of  Jack  Z.  Cohen,  applicant  on 
•ehalf  of  Joseph  Angelone,  owner,  reopened  June  30,  1942, 
.inder  section  7f  of  the  zoning  resolution,  to  permit  in  a 
usiness  use  district  for  a  term  of  two  (2)  years,  the 
larking  and  storage  of  more  than  five  (5)  motor  vehicles' 
nd  also,  the  erection  and  maintenance  of  garages  for  four 
4)  motor  vehicles;  premises  115-119  Truxton  street,  north 
ide,  142  ft.  9-34  in-  west  of  Conway  street  (Block  No.  1544, 
x>t  Nos.  42  and  44),  Borough  of  Brooklyn. 

'26-28-BZ — Application  of  Joseph  B.  Lynch,  applicant  on 
'tehalf  of  The  Texas  Company,  owner,  reopened  December 
6,  1941,  under  section  7c  of  the  zoning  resolution,  to  permit 
n  a  residence  use  district  the  extension  of  an  accessory 
‘iuilding  (for  lubritory  use)  and  also,  the  rearrangement  of 
tumps  on  an  existing  gasoline  service  station,  which  was 
ireviously  acted  upon  by  the  Board ;  premises  2633-2643 
Ocean  avenue  and  2002  Avenue  V,  southeast  corner  (Block 
Co.  7381,  Lot  No.  1),  Borough  of  Brooklyn. 

■8-30-BZ — Application  of  Charles  M.  Spindler,  applicant 
in  behalf  of  Lillian  Kaplan,  owner,  reopened  July  23,  1942, 
inder  sections  7c  and  7f  of  the  zoning  resolution,  to  permit 
n  a  business  use  district,  the  extension  of  a  gasoline  service 
tation  (previously  granted  by  the  Board)  and  also,  for  a 
erm  of  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  73-13  to  73-21  Cooper  avenue 
find  71-34  to  71-38  73rd  place,  northwest  corner  (Block  No. 
l!691,  Lot  No.  19),  Glendale,  Borough  of  Queens. 

j76-42-BZ — Application,  September  17,  1942,  under  sec- 
ion  7c  of  the  zoning  resolution,  of  Frank  Straub,  applicant 
■>n  behalf  of  Monte  Realty  Company,  Incorporated,  owner,  to 
lermit  in  a  residence  use  district,  the  alteration  and  conver- 
,ion  of  occupancy  of  a  four  (4)  story  building,  erected  as 
.  stable,  to  store,  showroom,  offices  and  light  manufacturing ; 
iremises  357  West  17th  street,  north  side,  100  ft.  east  of 
;4inth  avenue  (Block  No.  741,  Lot  No.  5),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 

■■■ 


NOVEMBER  24,  1942,  2  P.  M. 


Appeals  from  Administrative  Decisions. 

167-42-S — 456-474  Johnson  avenue,  south  side,  100  ft. 
vest  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32), 
Borough  of  Brooklyn. 

184-41-A — 121  Bay  23rd  street,  east  side,  100^4  ft.  south 
>f  Benson  avenue  (Block  No.  6408,  Lot  No.  16),  Borough 
>f  Brooklyn. 


797-42- A — 20-40  Jay  street,  southwest  corner  of  John 
treet,  entire  block  bounded  by  Jay,  John,  Pearl  and 
Mymouth  streets  (Block  No.  19,  Lot  No.  1),  Borough  of 
Brooklyn. 

'96-42-A — 101  Greene  street,  west  side,  244  ft.  10  in. 
lorth  of  Spring  street  (Block  No.  500,  Lot  No.  28),  Bor- 
itigh  of  Manhattan. 

175-42-A — 146  Hendricks  avenue,  south  side,  197.75  ft. 
vest  of  Jersey  street  (Block  No.  44,  Lot  No.  17),  New 
Brighton,  Borough  of  Richmond. 


729-42-S — 39-01  Queens  boulevard  and  43-29  39th  street, 
northeast  corner  (Block  No.  191,  Lot  No.  5),  Long  Island 
City,  Borough  of  Queens. 

Appliances  and  Materials  for  Approval. 

191- 42-SA— E.  S.  Type  S.  Elevator  Interlocking  De¬ 
vice  Hatchway  Unit  System. 

192- 42-SA— E.  S.  Positive  Barlock  (Type  B)  Elevator 
Interlocking  Device  Hoistway  Unit  System. 

489-42-SM— Tomkins  Cove  Crushed  Limestone  (Con¬ 
crete  Aggregate)! 

289-41-SM — Monarch  Hydrated  Finishing  Lime,  Mon¬ 
arch  Masons  Lime,  Monarch  Brick  Mortar. 


DECEMBER  1,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  'zoning  resolution,  Tuesday  morning,  December  1, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

363-42-BZ — Application,  May  5,  1942,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appli¬ 
cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 
in  a  residence  use  district  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles;  premises  650  Thwaites  place,  south  side,  from 
Olinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

577-42-BZ — Application,  July  15,  1942,  under  section  7c 
of  the  zoning  resolution,  of  George  H.  Cohn,  applicant, 
on  behalf  of  Crew  Levick  Corporation,  owner  (Joseph  E. 
Johnston,  lessee),  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  for  parking  of  more  than  five 
(5)  motor  vehicles;  premises  1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  corner  (Block  No.  5859,  Lot  Nos. 
10  and  12),  Borough  of  Brooklyn. 

607-42-BZ — Application,  August  5,  1942,  under  section 
7h  of  the  zoning  resolution,  of  J.  M.  Berlinger,  applicant, 
on  behalf  of  Janetta  Whitridge,  Mary  Whitehouse  and 
Harriet  Aldrich,  owners,  to  permit  in  a  retail  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  4-8  West  58th 
street,  south  side,  135  ft.  west  of  Fifth  avenue  (Block  No. 
1273,  Lot  No.  44),  Borough  of  Manhattan. 

610-42-BZ — Application,  August  6,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Mac  L.  Reiser,  appli¬ 
cant,  on  behalf  of  Mary  Oginsky  and  Philip  Oginsky,  own¬ 
ers  (Martha  Kozak,  lessee),  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  336-338 
(340  displayed)  New  Jersey  avenue,  west  side,  125  ft.  north 
of  Belmont  avenue  (BJock  No.  3738,  Lot  Nos.  30  and  31), 
Borough  of  Brooklyn. 

95-40-BZ — Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  40  Central  Park  South,  Incorporated,  owner, 
reopened  November  18,  1941,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  retail  use  district,  for  a  term  of 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  41  West  58th  street,  north  side,  120  ft. 
east  of  Sixth  avenue  (Block  No.  1274,  Lot  No.  6),  Borough 
of  Manhattan. 
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215-42-BZ— Application,  March  18,  1942,  under  section 
71 1  of  the  zoning  resolution,  of  John  C.  Wandell,  applicant, 
on  behalf  of  Society  of  St.  Vincent  De  Paul,  owner  (Arthur 
Stevenson,  lessee),  to  permit  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  8101-8111  Third 
avenue  and  302-318  81st  street,  southeast  corner  (Block  No. 
3997,  Lot  Nos.  7  and  11),  Borough  of  Brooklyn. 

119-42-BZ— Application,  February  10,  1942,  under  sec¬ 
tion  21  of  the  zoning  resolution  of  Goldenthal  Brothers, 
applicant  on  behalf  of  Peter  Anselmi,  owner,  to  permit  in 
a  business  use  district,  the  maintenance  of  eight  (8)  one- 
car  garages;  (two  (2)  for  accessory  use  and  six  (6)  to 
be  rented  to  individuals  not  residing  on  the  premises)  ; 
premises  28-04  39th  avenue,  southeast  corner  of  28th  street 
(Block  No.  398,  Lot  No.  21),  Long  Island  City,  Borough 
of  Queens. 

708-38-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Patrick  Carroll,  owner,  reopened  June 
16,  1942,  under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the- parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  on  an  existing  gasoline  service 
station  (the  gasoline  service  station  was  previously  granted 
by  the  Board)  ;  premises  92-28  Horace  Harding  boulevard, 
southeast  corner  of  Queens  boulevard  (Block  No.  20/5,  Lot 
No.  5),  Elmhurst,  Borough  of  Queens. 

586-42-BZ— Application,  July  21,  1942,  under  section  7c 
of  the  zoning  resolution  of  John  F.  Payne,  applicant  on 
behalf  of  Socony-Vacuum  Oil  Co.,  Inc.,  owner,  to  permit 
in  a  business  use  district,  the  alteration  and  conversion  of 
occupancy  of  an  accessory  building  on  an  existing  gasoline 
service  station,  from  storeroom  to  car-washing  and  lubri- 
torium;  premises  168  Richmond  terrace  and  1-7  Stuyvesant 
place,  southerly  intersection  (Block  No.  12,  Lot  No.  11), 
St.  George,  Borough  of  Richmond. 

503-25-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Rose  Rolland,  owner,  reopened  November 
5,  1941,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  ten  (10)  years,  the 
use  of  a  two  (2)  story  and  basement  building,  as  a  garage 
for  more  than  five  (5)  motor  vehicles;  the  Board  having 
previously  granted  a  one  (1)  story  garage  for  more  than 
five  (5)  motor  vehicles  on  the  premises  in  question;  prem¬ 
ises  823-829  Classon  avenue,  east  side,  47  ft.  north  of  Lin¬ 
coln  place  (Block  No.  1178,  Lot  No.  3),  Borough  of 
Brooklyn. 

523-42-BZ — Application,  June  29,  1942,  under  section  21 
of  the  zoning  resolution  of  Clifford  L.  Snyder,  applicant  and 
lessee,  on  behalf  of  The  Fordham  Methodist  Episcopal 
Church,  owner,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  part  of  an  exist¬ 
ing  dwelling,  to  business  use  (Funeral  Director’s  Office)  ; 
premises  2545  Marion  avenue,  west  side,  149.45  ft.  north  of 
Fordham  road  (Block  No.  3286,  Lot  No.  69),  Borough  of 
The  Bronx. 

Appeal  from  Administrative  Decision. 

542-42-A — 2545  Marion  avenue,  west  side,  149.45  ft.  north 
of  Fordham  road  (Block  No.  3286,  Lot  No.  69),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  1,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

407-42-A — 31-81  Steinway  street,  east  side,  100  ft.  north 
of  Broadway  (Block  No.  678,  Lot  No.  9),  Astoria,  Borough 
of  Queens. 


447-42-A — 510  Dahill  road,  west  side,  60  ft.  south  of  40i 
street  (Block  No.  5382,  Lot  No.  26),  Borough  of  Brookly 

720-42-A— 92-96  Clifton  place,  south  side,  175  ft.  west_ 
Classon  avenue  (Block  No.  1952,  Lot  Nos.  25,  26  and  27 
Borough  of  Brooklyn. 

744-42- A — -71  Taaffe  place,  east  side,  132  ft.  11  in.  nor 
of  Park  avenue  (Block  No.  1883,  Lot  No.  7),  Borough 
Brooklyn. 

Appliances  and  Materials  for  Approval. 

715-39-SA — Carrier  Cold  Diffusers,  Types  1400,  181 
15G,  15 J,  15K,  15M,  15Q,  15T  and  39K. 

414-42-SA— Robins  Steam  or  Air  Atomizing  Burner  (i 
owner’s  use  only). 

555-42-SA— Mills  Coin  Controlled  Bottle  Vendor,  Mod 
45,  47,  47A,  47B,  47N,  66,  96,  98  and  98A. 

1002-39-SM — Perfection  Joint  Cover  (for  protection 
Horizontal  Stone  Joints). 

330-41-SM — Croton  Flameproofing  Compound  (CFP) 


DECEMBER  4,  1942,  10:30  A.  M. 

Rules. 

835-38-SR — Proposed  Amendments  to  Rules  Relative 
Submerged  Inlets  and  Protective  Methods  to  be  applied 
prevent  Contamination  of  Water  Supply. 

(For  Copy  of  Proposed  Amendments,  see  Bulletin  o 
November  10,  1942,  Vol.  27,  No.  45.) 


DECEMBER  15,  1942,  10  A.  M 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Sts 
ards  and  Appeals  of  a  public  hearing  under  the  provis 
of  the  zoning  resolution,  Tuesday  morning,  December 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Iv 
hattan,  on  the  following  matter: 

987-41-BZ — Application,  November  14,  1941,  under 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewe 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to 
mit  in  a  business  use  district,  the  reconstruction  of  and 
erection  of  a  new  accessory  building  upon  an  existing  g 
line  service  station;  premises  736-746  Linden  boulevard 
796-804  Utica  avenue,  southwest  corner  (Block  No.  i 
Lot  No.  6),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

792-42-A — 796-804  Utica  avenue  and  736-746  Lit 
boulevard,  southwest  corner  (Block  No.  4675,  Lot  No 
Borough  of  Brooklyn,  Misc.  8575-41. 

HARRIS  H.  MURDOCK.  Chair 
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~  MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  NOVEMBER  17,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  November  10,  1942,  and  Tuesday  after¬ 
noon,  November  10,  1942,  were  approved  as  printed  in  Bul¬ 
letin  No.  46,  Vol.  27. 


ZONING  CASES. 

95-40-BZ. 

APPLICANT — Victor  L.  Weil,  for  Forty  Central  Park 
South,  Incorporated,  owner. 

SUBJECT — Application  reopened  November  18,  1941  re 
(decision  of  the  borough  superintendent)  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a 
retail  use  district  for  a  term  of  two  (2)  3^ears,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — II  West  58th  street,  north  side, 
120  ft.  east  of  Sixth  avenue  (Block  No.  1274,  Lot 
No.  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  V.  L.  Weil. 
For  Opposition :  R.  J.  Stark. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  1,  1942  at 
10  A.  M.,  for  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


987-41-BZ. 

APPLICANT — Louis  A.  Kiesewetter,  for  The  Texas  Com¬ 
pany,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  reconstruc¬ 
tion  of  and  the  erection  of  a  new  accessory  building 
upon  an  existing  gasoline  service  station. 
PREMISES  AFFECTED— 736-746  Linden  boulevard  and 
796-804  Utica  avenue,  southwest  corner  (Block  No. 
4675,  Lot  No.  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition :  Benjamin  Silver,  Harry  Broder, 
Ida  Putterman  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  15,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 
Applicant  to  file  revised  plans. 


215-42-BZ. 

.  APPLICANT — John  C.  Wandell,  for  Society  of  St.  Vin¬ 
cent  de  Paul,  owner  (Arthur  Stevenson,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 8101-8111  Third  avenue  and 
302-312  81st  street,  southeast  corner  (Block  No. 
5997,  Lot  Nos.  7  and  11),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant:  John  C.  Wandell. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Laid  over  to  December  1,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


607-42-BZ. 

APPLICANT — J.  M.  Berlinger,  for  Janetta  Whitridge, 
Mary  Whitehouse  and  Harriet  Aldrich,  owners. 
SUBJECT — -Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 4-8  West  58th  street,  south 
side,  135  ft.  west  of  Fifth  avenue  (Block  No.  1273, 
Lot  No.  44),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  J.  M.  Berlinger. 

For  Opposition :  R.  J.  Stark  and  Harold  Klorfein, 
Dep’t  of  Parks. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  1,  1942  at 
10  A.  M.  for  decision  without  further  argument. 


610-42-BZ. 

APPLICANT — Mac  L.  Reiser,  for  Mary  and  Philip  Ogin- 
sky,  owners  (Martha  Kozak,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles, 

PREMISES  AFFECTED- — 336-338  (340  displayed)  New 
Jersey  avenue,  west  side,  125  ft.  north  of  Belmont 
avenue  (Block  No.  3738,  Lot  Nos.  30  and  31), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Mac  L.  Reiser. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  1,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
and  for  further  consideration  by  the  Board. 


539-42-BZ. 

APPLICANT — Edwin  H.  Thacher,  for  Polytechnic  Insti¬ 
tute  of  Brooklyn,  owner. 

SUBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 244-266  4th  street,  south  side, 
97  ft.  10J4  in.  east  of  Fourth  avenue  and  275-399 
Fifth  street  (Block  No.  984,  Lot  Nos.  11  and  22), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 
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256-42-BZ. 

APPLICANT— Jack  Z.  Cohen,  for  Handalsons  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  and  also  G  area 
district,  the  conversion  of  occupancy  of  a  one  ( 1 ) 
family  dwelling  to  a  two  (2)  family  dwelling. 
PREMISES  AFFECTED — 665  East  17th  street,  east  side, 
156  ft.  Zs  in.  south  of  Foster  avenue  (Block  No. 
5238,  Lot  No.  31),  Borough  of  Brooklyn. 

APPEARANCES—  TT  ,  , 

For  Applicant :  Larry  Meltzer  and  (.eorge  Handal. 
For  Opposition:  David  Siegelman,  Clarence  G. 

Bachrach,  Harold  F.akins  and  others. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  •  .  9 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (256-42-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Handalsons  Realty  Corpo¬ 
ration,  owner,  filed  March  27,  1642,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  and  also  G  area  district,  the  conversion  of 
occupancy  of  a  one-family  dwelling  to  a  two  (2)  family 
dwelling;  premises  665  East  17th  street,  east  side,  156  ft. 
Z  in.  south  of  Foster  avenue  (Block  No.  5238,  Lot  No. 
31),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  November  17,  1942  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  17th  and  East  18th  streets  are 
in  a  residence  use  and  also  “G”  and  “C”  area  district ;  and 
Foster  avenue  is  in  a  residence  and  business  use  and  also 
“G”  and  “C”  area  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  5241-41,  dated  March  25,  1942,  reads: 

“1.  Converting  and  increasing  occupancy  of  exist¬ 
ing  one  family  dwelling  to  a  two  family  dwelling  within 
a  residential  G  district  is  contrary  to  Art.  2,  Sec.  16-B 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  of  Class  4  construction,  two  stories  and  attic  in  height ; 
having  a  frontage  of  32  ft.  and  a  depth  of  47  ft.  and  that 
it  is  proposed  to  convert  and  to  increase  the  occupancy  of 
the  existing  one-family  dwelling  to  a  two  (2)  family  dwell¬ 
ing  ;  and 

Whereas,  the  building  was  subject  to  a  modification 
granted  on  February  6,  i940  as  to  number  of  rooms  under 
Calendar  No.  39-40- A  on  condition  that  the  building  should 
be  occupied  by  one  family  only  and  no  representation  was 
made  that  the  building  was  proposed  to  be  occupied  other¬ 
wise  ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  5241-41,  objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


651-42-BZ. 

APPLICANT — John  J.  Morro,  for  Paragon  Oil  Company, 
Incorporated,  owner. 

SUBJECT- — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c.  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  a  gasoline  service  station. 


PREMISES  AFFECTED— 2458-2470  Cropsey  avenue, 
northwest  corner  of  Bay  38th  street  (unopened)  ; 
(Block  No.  6928,  Lot  No.  50),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Morro.  (  I 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem  and  Morris 
Hannes,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (651-42-BZ) 

Whereas,  John  J.  Morro,  for  Paragon  Oil  Company, 
Inc.,  owner,  filed  September  2,  1942,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  extension  of  a  gasoline  service  station; 
premises  2458-2470  Cropsey  avenue,  northwest  corner  of 
Bay  38th  street  (unopened)  ;  (Block  No.  6928,  Lot  No.  50), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  November  17,  1942,  after  due  notice  by  publication  in  tlu 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  showr  that  Cropsey  avenue,  Harway  avenue  and 
Bay  38th  street  and  Circumferential  parkway,  are  each  in 
a  residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  or 
B.  N.  Applic.  No.  1573-42,  dated  September  1,  1942,  reads 
‘'Increasing  area  of  gasoline  station  within  a  residen¬ 
tial  use  district  is  contrary  to  Art.  2,  Sec.  3  of  tlu 
zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consis 
of  an  irregular  shaped  plot  of  ground  having  a  frontagf 
of  173  ft.  on  Cropsey  avenue  and  a  depth  of  approximate): 
223  ft. ;  that  the  rear  part  of  the  plot,  140  ft.  by  100  ft.  ii 
area,  is  used  as  a  gasoline  service  station ;  that  it  is  pro 
posed  to  extend  the  area  of  the  gasoline  service  station,  h; 
using  part  of  the  Cropsey  avenue  area  of  the  plot  as  cn 
trances  to  and  exits  from  the  existing  gasoline  service  sta 
tion ;  and 

Whereas,  these  premises  and  the  surrounding  area  wer 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  cas 
in  which  to  exercise  discretion  to  grant  under  section  / 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli 
cation  be  and  it  hereby  is  granted,  under  section  7c  thereol 
to  permit  the  premises  covered  by  this  application,  with 
frontage  of  approximately  113  ft.  along  Cropsey  avemn 
north  of  the  line  of  Bay  38th  street,  as  shown  on  the  sit 
map,  and  for  a  depth  of  100  ft.  westerly  from  Cropse 
avenue,  to  be  occupied  as  proposed,  as  indicated  on  revise 
plans  marked  “Received  November  13,  1942”,  as  a  drivewa 
entrance  to  the  existing  gasoline  service  station,  erected  we: 
of  the  premises  as  hereinabove  defined,  on  condition  tlu 
such  premises  shall  be  occupied  only  as  a  driveway,  as  ind 
cated  on  such  revised  plans  marked  “Received  Novembe 
13,  1942,”  approximately  43  ft.  in  width;  that  such  drivi 
way  within  curbings  shall  be  adequately  surfaced  with 
suitable  material  that  is  reasonably  impervious,  and  th; 
the  balance  of  the  premises  shall  be  used  for  no  other  pui 
pose,  but  shall  be  planted  with  grass  and  shrubs  and  ke] 
in  a  neat  and  presentable  condition  at  all  times,  and  th; 
no  signs  shall  be  erected  thereon ;  that  all  existing  fenci 
and  structures  within  this  portion  of  the  plot  and  within  tl 
bed  of  mapped  Bay  38th  street  within  100  feet  of  Cropse 
avenue,  shall  be  removed,  as  proposed;  that  as  a  conditir 
of  this  grant,  the  existing  signs  on  the  fence  on  the  wes 
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erly  side  of  the  Circumferential  parkway,  now  having  a 
sign  advertising  t lie  Paragon  Oil  Products,  and  being  212 
ft.  in  length,  shall  he  removed,  and  the  fence  repainted,  and 
no  signs  erected  thereon,  except  a  sign  toward  the  center 
facing  the  parkway,  not  exceeding  8  ft.  in  width  and  6  ft. 
in  height,  advertising  Paragon  products;  that  the  color  of 
painting  of  such  fence  shall  he  as  approved  by  the  Park 
Department;  that  such  sign  shall  not  be  illuminated;  that 
this  variance  is  for  a  term  of  two  (2)  years  or  until  such 
time  as  the  Board  approves  an  application  that  the  applicant 
states  will  be  filed  for  reconstruction  and  improvement  of 
the  premises  occupied  by  the  gasoline  station  between  the 
portion  of  the  premises  covered  by  this  variance  and  the 
Circumferential  parkway;  that  in  all  other  respects  the 
building  and  occupancy  of  the  plot,  223  ft.  in  depth,  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to;  that  all  permits  shall  he  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  reso¬ 
lution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

792-42-A. 

APPLICANT — Louis  A.  Kiesewetter,  for  The  Texas  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 736-746  Linden  boulevard  and 
796-804  Utica  avenue,  southwest  corner  (Block  No. 
4675,  Lot  No.  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  15,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


440-42-A. 

APPLICANT— Carroll  Blake,  Borough  Superintendent, 
Dept,  of  Housing  and  Buildings,  Brooklyn. 
OWNER  OF  PREMISES — Paragon  Oil  Company,  Inc., 
owner. 

SUBJECT — Application  for  revocation  of  Certificate  of 
Occupancy,  No.  81089-37,  N.  B.  Applic.  5620-34, 
7436-36  and  Permit  No.  6544-34. 

PREMISES  AFFECTED— 2462-2470  (  2434-2442  dis¬ 

played)  Cropsey  avenue,  west  side,  between  Bay 
37th  street,  and  Bay  38th  street  (Block  No  6928, 
Lot  No.  1 ;  Block  No.  6942,  Lot  No.  93  and  Block 
No.  6946,  Lot  No.  377),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  Morris  Hannes. 

For  Opposition:  John  J.  Morro. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted,  Certificate  of  Oc- 
cupancv  No.  81089-37  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (440-42-A) 

Whereas,  Carroll  Blake,  Borough  Superintendent,  Dept, 
of  Housing  and  Buildings,  Brooklyn,  filed  on  May  28,  1942, 
an  application  to  revoke  Certificate  of  Occupancy  No.  81089, 
New  Bldg.  Applic.  5620-34,  N.  B.  Applic.  74636-36  and 
Permit  No.  6544-34,  premises  2462-2470  (official)  (2434- 
3442  displayed)  Cropsey  avenue,  west  side,  between  Bay 
37th  street  and  Bay  38th  street  (Block  No.  6928,  Lot  No. 
U  Block  No.  6942,  Lot  No.  93  and  Block  No.  6946.  Lot 
No.  377),  Borough  of  Brooklvn;  and 


Whereas,  Certificate  of  Occupancy  81089,  issued  Febru¬ 
ary  6,  1937,  on  Permit  No.  6544-34,  permitted  the  use  of 
the  premises  for  the  bulk  storage  of  gasoline  and  oils  in 
eight  32,400  gallon  tanks  buried  under  ground  in  concrete  ; 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  lot  175  ft.  by  2,573  ft.,  irregular  in  area;  located  in 
residence  and  unrestricted  use  districts;  occupied  for  tne 
bulk  storage  of  gasoline  and  oil  in  eight  (8)  tanks  of 
32,400  gallons  each ;  and 

Whereas,  the  applicant  contends  that  this  is  an  appli¬ 
cation  to  revoke  Certificate  of  Occupancy  No.  81089,  dated 
February  6,  1937  and  the  accompanying  Permit  No.  6544-34 
issued  as  a  result  of  approved  Application  No.  5620  on  July 
19,  1934  for  premises  2462-2470  (official),  2434-2442  (dis¬ 
played)  Cropse}'  avenue  on  the  west  side,  between  Bay  37th 
and  Bay  38th  streets;  that  the  application  was  filed  May 
15,  1934,  ‘to  bury  underground  and  encased  in  12"  concrete, 
26  steel  tanks,  encased  in  concrete  for  the  bulk  storage  of 
gasoline  and  oil’,  that  the  premises  at  that  time  along  Crop¬ 
sey  avenue  and  extending  100  ft.  westerly  were  located  in 
a  business  use  district  and  that  portion  beyond  100  ft.  and 
extending  to  Gravesend  Bay,  were  located  in  an  unrestricted 
use  district;  that  these  premises  were  designated  as  Block 
6928,  Lot  1 ;  Block  6942,  Lot  93,  Block  6946,  Lot  377 ;  that 
the  approved  plan  No.  5620,  dated  July  19,  1934,  Permit 
No.  6544-34,  shows  these  bulk  storage  oil  tanks  to  be  lo¬ 
cated  at  the  westerly  portion  of  this  plot  from  the  center 
line  of  the  mapped  street  of  Hunter  avenue  (not  legally 
opened)  and  extending  to  Gravesend  Bay;  that  no  portion 
of  these  premises  located  within  100  ft.  and  parallel  with 
Cropsey  avenue,  was  shown  to  be  used  for  the  storage  of 
bulk  oil ;  that  there  were  five  one  family  frame  dwellings 
and  private  garages  shown  within  the  100  ft.  of  Cropsey 
avenue;  that  section  4a,  subdivision  26,  prohibits  the  petro¬ 
leum,  refining  or  storage  in  a  business  use  district ;  that 
Certificate  of  Occupancy  No.  81089  was  issued  February  6, 
1937  for  premises  2434-42  (displayed),  2462-70  (official) 
Cropsey  avenue,  west  side,  between  Bay  37th  and  Bay  38th 
streets  for  Block  6928,  Lot  1 ;  Block  6942,  Lot  93 ;  Block- 
6946,  Lot  377  for  bulk  storage  of  gasoline  and  oil,  eight 
tanks,  32,400  gallons  each;  that  this  certificate  was  issued 
in  error  and  should  have  excluded  that  portion  along  Crop¬ 
sey  avenue  and  extending  100  ft.  west  of  Cropsey  avenue 
and  was  contrary  to  sec.  35,  General  City  Law ;  that  ac¬ 
cordingly,  Certificate  of  Occupancy  No.  81089  dated  Feb¬ 
ruary  6,  1937  and  the  accompanying  Permit  No.  6544-34 
and  N.  B.  Application  No.  5620-34  should  be  revoked. 

Resolved,  that  the  appeal  be  and  it  hereby  is  granted,  re¬ 
voking  Certificate  of  Occupancy  No.  81089,  on  condition 
approval  of  plans  and  permits  shall  be  amended,  so  as  to 
be  in  compliance  with  the  zoning  requirements  as  of  the 
date  that  the  permits  wrere  issued,  and  on  the  further  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  this 
day  under  Cal.  No.  651-42-BZ  shall  be  complied  with. 


Adjourned:  12:20  P.  M. 

Joseph  J.  Doyle.  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  17,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

140-42-BZ. 

APPLICANT — Anthony  M.  De  Rose,  for  Anton  Escher- 
ich,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Application  (decision 
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of  the  borough  superintendent)  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  six  (6) 
car  garage  on  the  same  plot  with  an  existing  four 
(4)  car  garage. 

PREMISES  AFFECTED— 2851-2853  Bailey  avenue,  west 
side,  498  ft.  south  of  West  230th  street  (Block 
No.’ 3264,  Lot  No.  63),  Borough  of  The  Bronx. 


ACTION  OF  BOARD— Application  reopened  and  permit 

THE  VOTiTtO  REOPEN  AND  EXTEND  PERM  IT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  .  ^ 

THE  RESOLUTION  (1289-39-BZ) 


APPEARANCES—  ^  „ 

For  Applicant:  Anthony  M.  De  Rose. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  ^ 


1182-39-BZ. 

APPLICANT— Abraham  Rubinstein,  lessee,  for  Post  Sher¬ 
man  Corporation,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  term  of  two  (2)  years,  “ie 
parking  and  storage  of  more  than  five  (a)  motor 


Whereas,  Charles  Gomes  (lessee),  for  Port  ot  New 
York  Authority,  owner,  filed  October  17,  1939,  an  applica¬ 
tion  under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  retail  use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  423-425  West  35th  street, 
northeast  corner  of  Dyer  avenue  (Block  No.  733,  Lot  Nos. 
21  and  22),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
November  13,  1940,  on  certain  conditions  and  applicant  le- 
quested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  13,  1940, 
only  so  far  as  it  has  reference  to  the  term  of  this  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 

“*  *  *  Granted  under  section  7h  therefor  for  a 

term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  *  *  *•” 


vehicles.  „  ,  ,  . 

PREMISES  AFFECTED — 1231  Boscobel  avenue  west 
side,  100  ft.  north  of  Jerome  avenue  (Block  JNo. 
2506,  Lot  No.  58),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Meyer  Stein. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT  — 
AFirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  . 


THE  RESOLUTION  (1182-39-BZ) 

Whereas,  Henry  Nordheim,  for  Post  Sherman  Corpora¬ 
tion  owner,  filed  September  26,  1939,  an  application,  under 
section  7h  of  the  zoning  resolution,  to  permit  m  a  business 
use  district  the  parking  and  storage  of  more  than  five  (5; 
motor  vehicles;  premises  1231  Boscobel  avenue  west  sue, 
100  ft.  north  of  Jerome  avenue  (Block  No.  2^06,  Lot  JNo. 
58),  Borough  of 'The  Bronx;  and  , 

Whereas,  this  application  was  granted  by  the  Board  on 
November  26,  1940,  on  certain  conditions  and  applicant 
requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards^  and  Appeals  does 
herebv  amend  the  resolution  adopted  on  November  -6,  1940, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended,  this  portion  of  the  resolution  shall 

“*  *  *  Granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution 
*  *  '  *” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

720-42-A. 

APPLICANT— Gluckson  Wool  Stock  Company,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 92-96  Clifton  place,  south  side, 
175  ft.  west  of  Classon  avenue  (Block  No.  1952, 
Lot  Nos.  25,  26  and  27),  Borough  of  Brooklyn. 

APPEARANCES—  ,,  ,  ,  . 

For  Applicant:  Samuel  Rosenblum,  Jacob  Gluck¬ 
son  and  Jos.  A.  Boccia.  ( 

For  Administrator:  Thomas  A.  Larkin,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  1,  1942  at 
2  P.M.  pending  an  inspection  by  a  committee  of 
the  Board. 


744-42-A. 

APPLICANT— David  Millman  for  S.  Millman  and  Son, 
for  loseph  Pannullo,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 71  Taaffe  place,  east  side,  13* 
ft.  11  in.  north  of  Park  avenue  (Block  No.  1883 
Lot  No.  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  David  Millman. 

For  Administration:  Fred  Dahlem,  Dept  of  Pious 
ing  and  Buildings. 

ACTION  OF  BO ARD — Laid  over  to  December  1,  1942  a 
2  P.M.,  pending  an  inspection  by  a  committee  o 
the  Board. 


1289-39-BZ. 

\PPI  ICA.NT — Mr.  Philip  Schlissel,  for  Charles  Gomes, 
lessee,  for  .Port  of  New  York  Authority,  owner. 

SUBTECT — Application  for  consideration — reopening  and 
"  extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  retail  use  district 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles.  , 

PREMISES  AFFECTED— 123-425  West  35th  street  north- 
Ccist  corner  of  Dyer  civenue  (Block  i\o.  7*5*5,  Dot 
Nos.  21  and  22), 'Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant : 
Gomes. 


Philip  Schlissel  and  Charles 


796-42-A. 

APPLICANT— S.  Walter  Katz  for  Beatrice  Shankmar 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED— 101  Greene  street,  west  sicl. 
244  ft.  10  in.  north  of  Spring  street  (Block  XT 
500,  Lot  No.  28),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  Leonard  and  Sam  knmsk; 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hou: 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  November  24,  1942  ; 

2  P.M.,  for  further  consideration  by  the  Board 
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97-42-A. 

I’  I'Ll  CANT — Daniels  and  Kennedy,  Inc.,  lessee,  for 
Arbuckle  Brothers,  owner. 

liUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

’REMISES  AFFECTED — 20-40  Jay  street,  southwest  coi¬ 
ner  of  John  street,  entire  block  bounded  by  Jay 
street,  John  street,  Pearl  street  and  Plymouth 
street  (Block  No.  19,  Lot  No.  1),  Borough  of 
Brooklyn. 

V  P  P  EA  RAN  CES — 

For  Applicant:  Frank  J.  Hagen,  Milton  Brown, 
Oswald  Alvaranza  and  O.  A.  Brown. 

For  Administration :  Louis  R.  Forman  and  Fred . 
Dahlem,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Laid  over  to  November  24,  1942 
at  2  P.M.,  pending  on  inspection  by  a  committee 
of  the  Board. 


82-42-A. 

APPLICANT — William  R.  Mollcr,  for  Manufacturers 
Trust  Company,  owaier. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

’REMISES  AFFECTED — 35-45  Beaver  street,  northeast 
corner  of  Broad  street  (Block  No.  25,  Lot  No.  1), 
Borough  of  Manhattan. 

YPPEAKANCES — 

For  Applicant:  None. 

YCTION  OF  BOARD— Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

IHE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


'60-42-A. 

\PPL1CANT — Shreve,  Lamb  and  Harmon,  Harrison  and 
Fouilhoux,  Associated  Architects,  for  The  Inter- 
faith  House  at  Hunter  College  Association,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

’REMISES  AFFECTED — 47-49  East  65th  street,  north 
side,  134  ft.  west  of  Park  avenue  (Block  No. 
1380,  Lot  No.  30),  Borough  of  Manhattan. 

VI ’PE  ARAN  CES— 

For  Applicant :  A.  L.  Harmon. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

\CT10N  OF"  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

FHE  VOTE  TO  WITHDRAW- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  1 
Negative :  .  0 


184-42-S. 

\PPL1CANT — Frank  C.  Keller,  for  Ford  Instrument 
Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 32-36  to  32-46  47th  avenue, 
south  side,  from  32nd  place  to  33rd  street  (Block 
No.  252,  Lot  Nos.  1  and  17),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  I 
Negative :  .  0 


THE  RESOLUTION  (484-42-S) 

Whereas,  Frank  C.  Keller,  for  F’ord  instrument  Com¬ 
pany,  owner,  filed  June  17,  1942,  an  application  for  a  vari¬ 
ation  of  the  Labor  Law,  as  cited  in  an  order  and  decision 
of  the  fire  commissioner,  premises  32-36  to  32-46  47th 
avenue,  south  side,  32nd  place  to  33rd  street  (Block  No. 
252,  Lots  1  and  17),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  Order  No.  8386-LF"  of  the  F'ire  Commissioner, 
issued  March  26,  1942,  reads : 

“1.  Arrange  all  exit  doors  to  all  stories  so  same 
can  be  opened  .from  both  sides.  Section  272  of  Labor 
Law'. 

2.  Arrange  screens  on  all  windows  on  all  stories 
so  as  to  be  readily  movable  or  removable  from  both 
sides  in  such  a  manner  as  to  afford  t(ie  free  and 
unobstructed  use  of  such  windows  for  the  purposes  of 
egress  as  per  Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  above  order  was  referred  to  in  a  decision 
of  the  F'ire  Commissioner  dated  June  15,  1942;  and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  and  penthouse  (83  ft.  9.-J4  in-)  in  height,  200  ft.  by 
290  ft.  in  area ;  Class  1  construction ;  located  in  an  unre¬ 
stricted  use  district;  erected  in  1922,  1933  and  1940;  used 
and  occupied  as  follows:  1st  floor,  factory,  715  persons; 
2nd  floor,  factory,  627  persons ;  3rd  floor,  office  and  factory, 
320  persons ;  4th  floor,  factory,  398  persons ;  5th  floor, 
penthouse,  used  for  testing,  8  persons ;  proposed  to  be  occu¬ 
pied :  1st  floor,  same,  1079  persons;  2nd  floor,  factory,  557 
persons ;  3rd  floor,  office  and  factory,  392  persons ;  4th 
floor,  office  and  factory,  305  persons ;  penthouse,  testing,  92 
persons,  which  occupancy  has  been  approved  by  the  Bor¬ 
ough  Supt.  on  Sept.  22,  1942  under  amendment  to  Alt. 
Applic.  2980-39,  but  no  certificate  of  occupancy  has  been 
issued  to  supersede  existing  certificate  of  occupancy  No. 
Q 14518  issued  October  2,  1940,  permitting  the  occupancy 
of  the  first  floor  for  305  persons,  2nd,  525;  3d,  260;  4th, 
110;  that  the  building  is  equipped  with  sprinkler,  standpipe 
and  interior  alarm  system ;  that  there  are  six  interior  46 
in.  fireproof  stairs  leading  from  roof  to  street;  and 
Whereas,  the  applicant  contends  that  all  doors  leading 
to  the  stair  halls  shall  be  left  open  during  working  hours, 
except  the  doors  leading  direct  to  street;  that  all  of  these 
doors  will  be  equipped  with  panic  bolts  of  the  type  ap¬ 
proved  by  the  Board  and  so  arranged  as  to  prevent  ingress 
from  the  street,  in  accordance  with  an  order  received  from 
the  Army  and  Navy  Departments  and  that  the  locked 
screens  are  located  on  the  street  floors  and  these  screens 
can  be  readily  unlocked  in  case  of  emergency  by  one  of 
the  watchmen  who  is  on  duty  24  hours  a  day;  that  these 
screens  were  installed  by  order  of  the  Army  and  Navy 
Departments  to  prevent  sabotage :  and 

Whereas,  the  applicant  has  filed  copy  of  a  communi¬ 
cation  from  the  New  York  Ordinance  Department  of  the 
War  Department,  requiring  the  installation  of  panic  bolts 
and  locks  on  all  window  screens. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Lavv  as  cited  in  an  order  of  the  fire  commissioner  on 
Order  No.  8386-LF,  and  that  the  application  be  and  it 
hereby  is  granted  as  to  Item  1,  on  condition  that  all  exit 
doors  at  stories  leading  directly  to  street  shall  be  equipped 
with  approved  panic  bolts,  so  that  the  doors  may  be  readily 
openable  at  all  times  from  the  interior  and  that  on  at  least 
one  door  leading  to  each  street,  there  shall  be  a  bell  or 
gong  on  the  outside;  as  to  Item  No.  2,  that  screens  as 
proposed,  may  be  maintained  on  such  windows  as  are 
indicated,  at  street  grade,  provided  such  screens  are  at¬ 
tached  as  proposed,  so  that  in  the  event  of  emergency, 
the  screens  could  be  pried  open;  that  this  variation  shall 
continue  only  during  the  present  emergency ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto, 
other  than  as  modified  by  the  Board  under  Cal.  No.  485- 
42- A. 
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485-42-A. 

APPLICANT— Frank  C.  Keller,  for  Ford  Instrument  Com¬ 
pany,  owner.  ...  ,  , 

SUBJECT— Appeal  from  an  order  and  a  decision  ot  the 
fire  commissioner. 

PREMISES  AFFECTED— 32-36  to  32-46  47th  avenue, 
south  side,  from  32nd  place  to  33rd  street  (Block 
No.  252,  Lot  Nos.  1  and  17),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

For  Administration:  Thomas  A.  Larkin  and  Insp. 
Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  ^ 

THE  RESOLUTION  (485-42-A) 

Whereas,  Frank  C.  Keller,  for  tord  Instrument  Com¬ 
pany,  owner,  filed  on  June  17,  1942  an  appeal  from  an 
order  and  decision  of  the  fire  commissioner  affecting  prem¬ 
ises  32-36  to  32-46  47th  avenue,  south  side,  between  32nd 
place  and  33rd  street  (Block  No.  252,  Lot  Nos.  1  and  17), 
Long  Island  City,  Borough  of  Queens;  and 

Whereas,  Order  No.  90785-C  issued  by  the  fire  commis¬ 
sioner  March  23,  1942  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  June  15,  1942  reads : 

“7.  Provide  a  window  in  oil  storage  room.  Opening 
to  outer  air.  Window  opening  shall  be  fire-proofed 
and  lower  half  provided  with  open  louvres  or  venti¬ 
lated  by  metal  duct  or  fan  at  least  8  in.  in  diameter. 
09-11.0,  Adm.  Code. 

8.  Provide  12  metal  sand  pails  of  at  least  10  quarts 
capacity.  (6  in  spray  material  storage  room,  6  in  oil 
storage  room.)  Pails  to  be  painted  red  and  maiked 
FIRE  with  letters  not  less  than  two  and  one-half  inches 
in  height.  Pails  to  be  kept  full  of  clean  sand,  same 
not  to  be  used  for  any  other  purpose.  Placed  on 
permanent  shelves,  hooks  or  racks,  same  to  be  not 
less  tli3.iT  two  feet  nor  more  than  four  cind  0nc-l13.ll 
feet  above  the  floor.  09-10,  Adm.  Code. 

14.  Provide  a  total  of  17  metal  sand  pails  of  at 
least  10  quarts  capacity  (2  in  hand  painting  room,  2nd 
story,  6  where  Deobase  is  used,  2nd  story,  6  where 
motors,  etc.,  are  dipped,  3rd  story,  3  in  laboratory ,  4th 
story).  Pails  to  be  painted  red  and  marked  FIRE  with 
letters  not  less  than  two  and  one-half  inches  in  height. 
Pails  to  be  kept  full  of  clean  sand,  same  not  to  be 
used  for  any  other  purpose.  Placed  on  permanent 
shelves,  hooks  or  racks,  same  to  be  not  less  than  two 
feet  nor  more  than  four  and  one-half  feet  above  the 
floor.  C19-10,  Adm.  Code.” 

and  .  .  .  , 

Whereas,  Order  No.  8386-LF  issued  by  the  fire  com¬ 
missioner  March  26,  1942  and  referred  to  in  a  decision  of 
the  fire  commissioner  dated  June  15,  1942  reads : 

“7.  Provide  30  approved  water  buckets  on  each  of 
the  1st,  basement,  2nd  and  3rd  floors,  and  4th  floors 
of  at  least  ten  quarts  capacity.  Note :  Buckets  to  be 
marked  FIRE  with  letters  not  less  than  2J4  in.  in 
height,  kept  full  of  clean  water  and  not  to  be  used 
for  any  other  purpose.  Buckets  to  be  placed  on  perma¬ 
nent  shelves,  hooks  or  racks,  same  to  be  not  less  than 
two  feet  nor  more  than  four  and  one-half  feet  above 
the  floor.  Section  09-161. 0,  Adm.  Code.” 

Whereas,  the  applicant  states  that  the  building  is  4 
stories,  and  penthouse  (83  ft.  9$4  in-)  in  height,  200  ft. 
by  290  ft.  in  area,  of  class  1  construction,  equipped  with 
sprinkler  and  standpipe  systems,  located  in  an  unrestricted 
use  district,  erected  in  1922,  1933  and  1940  and  occupied: 
cellar — factory — 479  persons;  1st  floor— factory' — 453  per¬ 


sons;  2nd  floor— office  and  factory— 236  persons;  3rd  floor- 
office  and  factory— 238  persons;  penthouse — testing — 8  per¬ 
sons;  proposed  to  be  occupied:  cellar — same  1079  persons 
1st  floor — same — 557  persons;  2nd  floor — same  392  per¬ 
sons;  3rd  floor— same— 305  persons;  penthouse— same— 9. 
persons  which  occupancy  was  approved  by  the  borougl 
superintendent  under  Alt.  Applic.  No.  2080-39;  and  j 

Whereas,  the  applicant  contends  as  to  Item  7,  of  Ordei 
No.  90785-C,  that  the  skylight  as  existing  in  the  are: 
affected  supplies  sufficient  ventilation  and  it  is  requestet 
that  the  skylight  be  accepted  in  lieu  of  the  window  require< 
by  the  fire  commissioner ;  and  j 

Whereas,  the  applicant  contends  as  to  Items  8  and  1-1 
of  Order  No.  90785-C  and  Item  7,  of  Order  No.  8386-Lb 
that  the  Army  and  Navy  Departments  have  ordered  tha 
all  sand  and  water  buckets  be  eliminated  as  both  the  machin 
ery  and  highly  delicate  instruments  can  easily  be  sabotage* 
with  sand  and  water;  that  it  is  proposed  to  install  15  lb: 
CO2  extinguishers  through  the  building  and  soda  and  aci' 
extinguishers  in  the  carpenter’s  shop  in  such  quantities  a 
are  required  bv  the  fire  commissioner  or  as  recommende 
by  the  National  Board  of  Fire  Underwriters  in  their  la: 
issued  catalogue ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recoir 
mendation  of  the  War  Department  with  respect  to  th 
Items  herein  appealed,  wherein  it  is  recommended  that  n 
additional  ventilation  should  be  required  in  connection  wit 
Item  7  of  order  90785-C  and  wherein  it  is  also  require 
that  one  15  lb.  CO2  extinguisher  be  provided  for  each  2.5C 
sq.  ft.  of  floor  area  on  each  floor  in  each  plant,  in  additio 
to  those  already  provided  or  specifically  recommended  ; 
other  points. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Ordc 
No.  90785-C  and  Order  No.  8386-LF,  be  and  hereby  ai 
modified  and  that  the  appeal  be  and  it  hereby  is  grante 
as  to  Item  7  or  Order  No.  90785-C  on  condition  that  tl 
existing  ventilating  roof  skylight  may  be  accepted  in  lit 
of  the  window  opening  required  ;  that  such  ventilating  sk* 
light  shall  be  equipped  with  fixed  louvres  opened  at  a 
times;  as  to  Items  8  and  14  of  Order  No.  90785-C  ar 
Item  7  of  Order  No.  8386-LF,  on  condition  that  in  lieu  c 
the  sand  pails  and  water  buckets  required,  there  shall  1 
installed  and  maintained  on  the  premises  such  CO>  e 
tinguishers  throughout  the  building  and  such  soda  and  ac 
extinguishers  in  the  carpenter  shop  on  the  first  floor 
the  fire  commissioner  shall  require;  that  there  shall  be 
least  one  15  lb.  C02  extinguisher  provided  for  each  2,51 
sq.  ft.  of  floor  area;  that  in  all  other  respects,  the  buildir 
and  occupancy  shall  comply  with  all  laws,  rules  and  reg 
lations  applicable  thereto,  other  than  as  modified  by  tl 
Board  under  Cal.  No.  484-42-S;  that  all  other  items  * 
Orders  No.  90785-C  and  8386-LF  shall  be  complied  wi 
as  modified  as  to  Items  1  and  2  of  Order  No.  8386-LF  1 
the  Board  under  Cal.  No.  484-42-S. 


643-42-A. 

APPLICANT— Atlantic  Basin  Iron  Works,  lessee,  f 
U.  S.  Navy  (Bureau  of  Ships),  owner. 
SUBJECT— Appeal'  from  an  order  and  a  decision  of  t 
fire  commissioner. 

PREMISES  AFFECTED— Foot  of  Conover  street,  20 
west  of  Reid  street.  Pier  No.  44,  East  River  (Bio 
No.  595,  Lot  No.  None),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  J.  A.  Roome  and  J.  W.  Jui 
U.  S.  Navy. 

For  Administration :  Thomas  A.  Larkin,  F 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 
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IrHE  RESOLUTION  (643-42-A) 

|  Whereas,  Atlantic  Basin  Iron  Works,  lessee,  for  U.  S. 
Navy  (Bureau  o£  Ships),  owner,  filed  on  August  31,  1442 
m  appeal  from  an  order  of  the  fire  commissioner  affecting 
Bier  44,  foot  of  Conover  street,  20  ft.  west  of  Reid  street, 
East  River  (Block  No.  595),  Borough  of  Brooklyn;  and 
j  Whereas,  order  No.  8857-LF  issued  by  the  fire  commis¬ 
sioner  May  28,  1942  reads : 

“11.  Provide  a  curtain  of  incombustible  material 
across  the  pier  at  intervals  of  100  ft.  and  extending 
approximately  from  the  level  of  the  top  any  side  doors 
to  the  underside  of  the  roof.  Section  C19-161.0,  Adm. 
Code.” 

and 

:  Whereas,  said  order  was  referred  to  in  a  decision  of  the 
are  commissioner  dated  August  31,  1942;  and 
Whereas,  the  applicant  states  that  the  building  is  one 
-tory  (33  ft.)  in  height,  91  ft.  by  560  ft.  in  area,  of  class  4 
construction,  equipped  with  a  sprinkler  system  and  a  stand¬ 
pipe  system,  erected  in  1917,  located  in  an  unrestricted  rise 
district  and  used  for  the  repair  and  fitting  of  ships ;  and 
Whereas,  the  applicant  contends  that  a  24  hour  police 
ind  fire  guard  and  the  usual  Army,  Navy  and  Coast  Guard 
■supervision  has  been  provided  since  the  acquisition  of  the 
pier  by  the  U.  S.  Navy;  that  in  addition  to  the  required 
standpipe  and  sprinkler  systems,  the  Navy  has  installed  a 
4  in.  standpipe  fire  line  with  river  suction  supplied  by  a  four 
stage  centrifugal  pump  at  1,000  gallons  per  minute  at  125 
bs.  pressure ;  that  the  sprinkler  system  was  originally  ap¬ 
proved  when  installed  with  three  dry  pipe  valves  spaced 
•vith  incombustible  curtain  boards,  at  intervals  of  180,  180 
ind  200  ft.,  with  a  total  of  560  standard  heads;  that  if 
die  order  should  have  to  be  complied  with,  it  would  seri¬ 
ously  impede  the  work  now  being  done  on  this  pier  for 
lie  Navy  and  Army  transport  service  and  would  require 
he  use  of  critical  materials ;  and 

'  Whereas,  the  applicant  states  that  the  curtains  are  con¬ 
structed  of  corrugated  iron  down  to  the  head  of  the  side 
Joors  and  are  maintained  in  good  tight  condition. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  8857-LF,  Item  No.  11,  be  and  it  hereby  is  modified  and 
hat  the  appeal  be  and  it  hereby  is  granted  on  condition 
hat  the  curtains  as  now  located,  shall  be  maintained ;  that 
he  sprinkler  and  standpipe  systems  shall  be  maintained  to 
he  satisfaction  of  the  fire  commissioner ;  that  in  all  other 
•espects,  the  building  and  occupancy  shall  comply  with  all 
aws,  rules  and  regulations  applicable  thereto. 


396-42-A. 

APPLICANT — Koch  and  Wagner,  for  H.  C.  Bohack  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 48-01  to  50-21  Metropolitan 
avenue,  northwest  corner  of  Flushing  avenue  (Block 
No.  2611,  Lot  No.  165,  Block  No.  2624,  Lot  No. 
54,  Block  No.  2623,  Lot  No.  49  and  Block  No. 
2625,  Lot  No.  25),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Arthur  R.  Koch  and  Harry  L. 
Yokel. 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (696-42-A) 

Whereas,  Koch  and  Wagner,  for  H.  C.  Bohack  Com¬ 
pany,  Inc.,  owner,  filed  on  September  24,  1942,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 


premises  48-01  to  50-21  Metropolitan  avenue,  northwest  cor¬ 
ner  of  Flushing  avenue  (Block  No.  2611,  Lot  No.  165, 
Block  No.  2624,  Lot  No.  54,  Block  No.  2623,  Lot  No.  49 
and  Block  No.  2625,  Lot  25),  Maspeth,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  28,  1942,  on  Misc.  Applic.  No.  4629-42,  re¬ 
consideration  denied  September  24,  1942,  reads : 

“3.  Proposed  hook  up  to  existing  system  appears 
contrary  to  the  Fuel  Oil  Rules  of  Board  of  Standards 
and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  plot  is  961  ft. 
2  in.  by  953.31  ft.,  irregular  in  area;  occupied  throughout 
for  warehouse,  boiler  room  and  offices  since  1941  ;  and 

Whereas,  it  is  proposed  to  use  two  existing  10,000  gal¬ 
lon  buried  storage  tanks,  which  were  approved  for  gasoline 
storage  under  Permit  No.  1781-23  by  the  Fire  Department, 
for  the  emergency  storage  of  reserve  fuel  oil,  as  indicated 
on  plans  filed  with  the  borough  superintendent ;  and 

Whereas,  the  applicant  contends  that  it  is  not  proposed 
to  feed  the  burners  direct  from  the  tanks  in  question,  but 
to  pump  the  fuel  oil  to  existing  20,000  gallon  tank  only  in 
an  emergency  when  delivery  cannot  be  made  direct  to  the 
20,000  gallon  tank;  that  the  existing  20,000  gallon  fuel  oil 
tank  is  now  equipped  with  separate  fill  line,  fill  box,  etc. 
as  required  by  the  Oil  Burner  Rules;  that  the  existing 
10,000  gallon  gasoline  tanks  have  been  drilled  and  were 
found  to  be  5/16  in.  thick  and  in  all  other  respects,  comply 
with  Rule  6,  Section  6.2  of  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Misc.  Applic.  No.  4629-42,  Objection  No.  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  tanks  shall  be  maintained  as 
proposed  for  storage  of  fuel  only  and  shall  be  subjected 
to  a  test  as  required  under  the  Oil  Burner  Rules,  Rule 
No.  10.3.2.2;  that  the  piping,  fill  boxes,  separate  pump  and 
other  equipment,  other  than  the  construction  of  the  tanks 
themselves,  shall  comply  with  the  Oil  Burner  Rules  of  the 
Board;  and  granted  only  so  long  as  the  tanks  are  used  as 
proopsed  for  reserve  storage  of  fuel. 


752-42-A. 

APPLICANT — Otto  H.  Spin,  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 18-12  Grand  avenue,  south  side, 
41.1  ft.  west  of  49th  street  (Block  No.  2612,  part 
of  Lot  No.  1 ;  Block  No.  2613,  part  of  Lot  Nos. 
37,  45  and  48;  Block  No.  2625,  Lot  No.  1  and 
Block  No.  2642,  Lot  No.  105),  Maspeth,  Borough 
of  Queens  (under  section  35,  General  City  Law — 
red  bed  of  mapped  streets — 49th  and  50th  streets). 
APPEARANCES— 

For  Applicant :  Otto  H.  Spin. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (752-42-A) 

Whereas,  Otto  H.  Spin,  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner,  filed  on  October 
26,  1942,  an  application  pursuant  to  section  35  of  the  Gen¬ 
eral  City  Lawr,  for  permission  to  erect  structures  in  the 
bed  of  mapped  streets,  49th  street  and  50th  street,  affecting 
premises  48-12  Grand  avenue,  south  side,  41.1  w^est  of  49th 
street  (Block  No.  2612,  Lot  No.  1 ;  Block  No.  2613,  part 
of  Lot  Nos.  37,  45  and  48 ;  Block  No.  2625,  Lot  No.  1  ; 
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Block  No.  2642,  Lot  No.  105),  Maspeth,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  19,  1942  on  Misc.  Applic.  No.  5058-42  reads: 

“6.  Secure  an  approval  by  the  Board  of  Standards 
and  Appeals  for  the  erection  of  a  structure  on  a 
mapped  city  street  (Sec.  35,  Art.  3,  General  City  Law). 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  private  right  of  way  fronting  43.24  ft.  on  the  south 
side  of  Grand  avenue  running  thence  in  a  southeasterly 
direction  for  a  distance  of  830.51  ft.  irregular  in  area, 
upon  which  it  is  proposed  to  erect  three  metal  transmission 
towers,  two  of  which  will  be  91  ft.  in  height  and  one 
97  ft.  in  height;  that  two  of  these  towers,  Nos.  S22B  and 
S20B  will  be  located  in  the  beds  of  mapped  streets,  as 
indicated  on  diagram  filed  with  this  appeal  marked  “Re¬ 
ceived  October  26,  1942  and  as  detailed  on  diagram  filed 
with  this  appeal  marked  “Received  October  28,  1942  ;  and 

Whereas,  the  applicant  contends  that  these  mapped 
streets  are  privately  owned  with  no  visible  sign  of  being 
used  either  as  private  or  city  streets ;  that  due  to  the  present 
emergency,  it  is  very  remote  that  the  city  will  purchase 
this  property  and  open  the  streets  for  public  use,  at  least 
not  until  after  the  war;  that  the  proposed  towers  will  be 
so  located  to  supply  electric  power  to  the  aluminum  plant 
north  of  Grand  avenue  over  the  shortest  possible  way,  in 
order  to  save  vital  material  and  time ;  that  the  proposed 
towers  are  located  so  as  to  cover  the  shortest  possible  run 
and  to  use  the  minimum  number  of  towers. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Misc.  Applic.  No.  5058-42,  objection  No.  6,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  under  the  authority  granted  the  Board  under  Sec¬ 
tion  35  of  the  General  City  Law,  on  condition  that  the 
structures  for  supporting  power  cables  shall  be  constructed 
substantially  as  indicated  on  plans  filed  with  this  appeal, 
and  in  the  location  as  shown;  that,  in  the  event  the  City 
of  New  York  decides  to  acquire  the  property  as  now  shown 
on  the  City  Map,  for  street  purposes,  such  structures  shall 
be  removed  by  the  company  at  their  expense  without  any 
claim  therefor  other  than  for  the  land  itself  within  the 
bed  of  the  proposed  streets,  and  on  condition  that  all 
required  franchises  shall  be  obtained  and  all  laws,  rules 
and  regulations  relative  to  the  installation  shall  be  complied 
with. 


775-42-A. 

APPLICANT— Brown  and  Matthews,  Incorporated,  for 
Defense  Plant  Corporation,  owner  (Edo  Aircraft 
Corporation,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 109-15  14th  avenue,  north  side, 
200  ft.  west  of  111th  street  (Block  No.  4031,  Lot 
Nos.  1  and  25),  College  Point,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Julius  Eckman,  David  J.  O  Brien 
and  C.  B.  Carman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

•\CTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (775-42-A) 

Whereas,  Brown  and  Matthews,  Inc.  for  Defense  Plant 
Corporation,  owner  (Edo  Aircraft  Corporation,  lessee), 
filed  November  4,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  109-15  14th  ave¬ 
nue,  north  side,  200  ft.  west  of  111th  street  (Block  No. 
4031,  Lot  Nos.  1  and  25),  College  Point,  Borough  of  Queens; 
and 


Whereas,  the  decision  of  the  borough  superintenden 
dated  October  21,  1942,  on  Alt.  Applic.  No.  242-42,  reads 
“1.  Omission  of  the  fire  wall  between  the  old  poi 
tion  of  the  building  and  the  new  extension,  is  con 
trary  to  Sec.  4.2.1  of  the  Building  Code,  limiting  th 
extent  of  a  sprinklered  non-fireproof  floor  area  facin 
two  streets.” 

and 

Whereas,  the  applicant  states  that  the  building  is  tw 
stories  and  mezzanine  (25  ft.)  in  height;  300  ft.  by  13 
ft.  in  area;  of  Class  3  construction;  equipped  with 
sprinkler  system;  erected  1942;  located  in  an  unrestricte 
use  district  and  used  as  follows:  first  floor,  manufacturm 
and  storage,  610  persons;  mezzanine,  toilets  and  offices,  1 
persons;  second  floor,  offices,  13  persons;  and 

Whereas,  the  applicant  states  that  the  existing  buildin 
is  40,000  sq.  ft.  in  area  and  the  addition  which  is  no 
being  erected,  and  to  which  this  appeal  relates,  is  29, 1( 
sq.  ft.  in  area;  that  a  fire  wall  was  designed  between  the: 
two  sections  and  foundations  installed  up  to  6  in.  belo 
finished  floor  level,  in  anticipation  of  the  future  installatic 
of  this  wall;  that  owing  to  the  nature  of  the  work  ai 
the  size  of  the  manufactured  products,  as  the  work  pn 
gresses  on  the  assembly  line,  the  subdividing  fire  wall  cai 
not  be  erected  at  this  time;  that  the  plant  is  operated  f< 
the  manufacture  of  pontoons  and  engine  cowls  for  Na\ 
seaplanes  and  is  under  the  control  of  the  Defense  l’la 
Corporation ;  that  the  installation  of  the  fire  wall  at  th 
time  would  interfere  with  the  assembly  line  productioi 
that  the  building  is  equipped  with  an  automatic  sprinkl 
system  and  the  greatest  portion  of  the  building  is  only  oi 
story  in  height  and  that  the  owners  have  agreed  to  ere 
the  required  fire  wall  upon  termination  of  the  prese 
National  Emergency ;  and 

Whereas,  the  buildings  are  located  adjacent  to  the  slio 
line  and  have  their  own  docks  on  the  river  where  t 
former  College  Point  Ferry  was  located;  and 
Whereas,  the  applicant  states  that  New  York  fire  boa 
with  a  draft  of  approximately  9  ft.,  could  approach  at  lc 
fide  to  within  75  ft.  of  the  building;  and 

Whereas,  the  applicant  states  that  they  are  about 
install  two  supplementary  tanks  for  water  supply  f 
sprinkler  system  consisting  of  tanks  above  grade  and 
pump  under  an  application  filed  with  the  Department ;  th 
the  total  capacity  of  such  two  tanks  will  be  150,000  gallor 
and  that  such  tanks  are  expected  to  be  installed  befo 
January  1,  1943. 

Resolved ,  that  the  decision  of  the  borough  superintendei 
Alt.  Applic.  No.  242-42,  Objection  No.  1,  be  and  it  here 
is  modified  and  that  the  appeal  be  and  it  hereby  is  grant 
during  the  term  of  the  present  emergency  on  condition  tl 
promptly  thereafter  the  wall  shall  be  constructed  to  conn 
with  all  laws,  rules  and  regulations  applicable  to  the  w< 
the  building  and  its  occupancy;  that  in  all  other  respe< 
the  building  and  occupancy  shall  comply  with  all  la\ 
rules  and  regulations  applicable  thereto,  other  than  as  mo< 
tied  by  the  Board  under  Cal.  No.  127-42-A  and  Cal.  Is 
468-42-A ;  that  the  two  source  sprinkler  system  throughc 
the  entire  building  shall  be  maintained  in  compliance  w 
all  requirements  therefor,  and  to  the  satisfaction  of  t 
fire  commissioner,  and  that  such  additional  portable  f 
extinguishing  appliances  shall  be  maintained  throughout  1 
building  as  the  fire  commissioner  shall  direct. 


644-42-A. 

APPLICANT— Martyn  N.  Weinstein,  for  Brooklyn  Je 
ish  Home  for  Convalescents,  owner. 

SUBJECT— Application  for  consideration— reopening  t 
amendment  of  resolution — re  Appeal  from  a  dt 
sion  of  the  borough  superintendent ;  previou 
granted  on  condition. 

PREMISES  AFFECTED— 601,  605  and  609  Beach  1 
street,  west  side,  246.89  ft.  south  of  Caffrey  avei 
(Block  No.  Ill,  Lot  Nos.  20  and  3),  Far  Roc' 
way,  Borough  of  Queens. 
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PPEARANCES — 

For  Applicant:  Martyn  N.  Weinstein. 

':TION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

iY.  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn  4. 
Negative :  .  0 

4E  RESOLUTION  (644-42-A) 

Whereas,  Martyn  N.  Weinstein,  for  Brooklyn  Jewish 
)me  for  Convalescents,  owner,  filed  August  31,  1942,  an 
peal  from  a  decision  of  the  borough  superintendent  aitect- 
r  premises  601-605  and  609  Beach  9th  street,  west  side, 
5.89  ft.  south  of  Caffrey  avenue  (Block  No.  Ill,  Lot  Nos. 
and  3),  Far  Rockaway,  Borough  of  Queens;  and 
Whereas,  this  appeal  was  granted  by  the  Board  on  Octo- 
r  20,  1942  on  certain  conditions  and  applicant  requested 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  amend  the  resolution  adopted  on  October  20,  1942, 
ily  so  far  as  it  has  reference  to  plans  showing  the  second- 
y  fire  escapes,  so  that  as  amended,  this  portion  of  the 
solution  shall  read : 

“*  *  *  that  additional  and  secondary  fire  escapes 

from  the  upper  floors  shall  be  installed  and  maintained 
in  accordance  with  revised  plans  marked  ‘Received 
October  20,  1942,’  except  that  on  the  second  floor  of 
the  main  building,  the  window  exit  to  fire  escape  shall 
be  from  the  bathroom,  and  also  the  adjoining  chamber, 
with  exit  signs  over  the  doors  to  such  rooms,  and  the 
,  locks  on  such  doors  removed.  *  *  *” 


APPLIANCE  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

,9-41-SM. 

PPLICANT— The  National  Lime  and  Stone  Company, 
owner. 

OBJECT— Monarch  Hydrated  Finishing  Lime,  Monarch 
Masons  Lime  and  Monarch  Brick  Mortar,  approval 
fci  Of. 

PPEARAN  CES — 

For  Applicant:  P.  T.  Carpenter. 

ICTION  OF  BOARD— Laid  over  to  November  24,  1942 
at  2  P.  M.,  at  request  of  applicant. 

f 

— 

pO-39-SM. 

i PPLICANT — U.  S.  Gypsum  Company,  owner. 

OBJECT — U.  S.  Gypsum  Company  Gypsum  Plaster,  Red 
IT’  Top  and  Samson  Brands  (various  names),  ap¬ 
proval  of. 
i  PPEARAN  CES — 

For  Applicant:  Jas.  J.  Tynan. 
fCTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

IHE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

’'HE  RESOLUTION  (800-39-SM) 

f  Whereas,  the  U.  S.  Gypsum  Company,  owner,  filed  on 
,nnc  16,  1939,  an  application  with  the  Board  of  Standards 
rnd  Appeals  for  approval  of  the  material  known  as  U.  S. 
I<vpsum  Plaster,  Red  Top  and  Samson  Brands  (various 
ames)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
n  Tests  of  the  Board  for  test  and  report;  and 
i  Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

November  6,  1942. 

Re:  Cal.  No.  800-39-SM. 

Subject:  U.  S.  Gypsum  Co.  Red  Top  and  Samson 
Brands — Gypsum  Cement  Plasters,  Wood  Hbre 
Plasters,  Prepared  Sanded  Plasters,  Red  Top 
Bondcrete,  Prepared  Gypsum  Finishes,  Acoustical 
Plasters  and  Special  Finish  (for  listed  names,  see 
items  1  through  6  in  the  report) — Approval  of. 
The  U.  S.  Gypsum  Company  of  New  York  City  filed 
on  June  16,  1939  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  Gypsum  Plaster 
Red  Top  and  Samson  Brands  under  the  pertinent  pro¬ 
visions  of  the  Administrative  Building  Code. 

These  materials  are  classified  and  marketed  as  fol¬ 
lows  : 

1.  Gypsum  Cement  Plasters 

Red  Top  Cement  Plaster 

Red  Top  Ivory  Cement  Plaster 

Red  Top  Kings  Windsor  Cement  Plaster 

Kings  Windsor  Cement  Plaster 

Ivory  Cement  Plaster 

Set  Fast  Cement 

and 

Samson  Cement  Plaster — Distributed  by  Samson 
Plaster  Board  Co. 

USG  Set  Fast  Cement — Distributed  by  Samson 
Plaster  Board  Co. 

2.  Wood  Fibre  Plasters 

Red  Top  Wood  Fibre  Plaster 

Red  Top  Ivory  Wood  Fibre  Plaster 

Red  Top  Kings  Windsor  Wood  Fibre  Plaster 

Kings  Windsor  Wood  Fibre  Plaster 

Ivory  Wood  Fibre  Plaster 

and 

Samson  Wood  Fibre  Plaster — Distributed  by 
Samson  Plaster  Board  Co. 

3.  Prepared  Sanded  Plasters 

Red  Top  Sanded  Wood  Fibre  Plaster 

Red  Top  Kings  Windsor  Sanded  Wood  Fibre 

p 

Red  Top  Ivory  Sanded  Wood  Fibre  Plaster 

Kings  Windsor  Sanded  Wood  Fibre  Plaster 

Ivory  Sanded  Wood  Fibre  Plaster 

Red  Top  Sanded  Plaster 

Red  Top  Kings  Windsor  Sanded  Plaster 

Red  Top  Sanded  Plaster  For  Brick  and  Tile 

Red  Top  Ivory  Sanded  Plaster 

Kings  Windsor  Sanded  Plaster 

Ivory  Sanded  Plaster 

Kings  Windsor  Brown  Mortar 

Kings  Windsor  Lath  Mortar 

and 

Samson  Sanded  Plaster — Distributed  by  Samson 
Plaster  Board  Co. 

Samson  Sanded  Wood  Fibre  Plaster — Distrib¬ 
uted  by  Samson  Plaster  Board  Co. 

4.  Red  Top  Bondcrete 

and 

U.  S.  G.  Bondcrete — Distributed  by  Samson 
Plaster  Board  Co. 

5.  Prepared  Gypsum  Finished 

(a)  Trowel  Finishes 

Red  Top  Adamant  White  Trowel  Finish 
Red  Top  Universal  White  Trowel  Finish 
Red  Top  Caenstone  Finish 
Metropolitan  Travertine  Finish 

and 

Samson  Ready  Prepared  Finish — Distributed  by 
Samson  Plaster  Board  Co. 

(b)  Sand  Float  Finishes 

Red  Top  White  Silica  Sand  Float  Finish 

and 

Samson  Silica  Sand  Float  Finish — White  or 
Grev — Distributed  bv  Samson  Plaster  Board 
Co.' 
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(c)  Colored  Finish  Coat 
Oriental  Interior  Trowel  Finish 
Oriental  Interior  Finish 
Colored  Interior  Float  Finish  and 

Samson  Tinted  Finishing  Plaster — Distributed 
by  Samson  Plaster  Board  Co. 

(d)  Gauging  Plasters 

Red  Top  Champion  Gauging  Plaster 
Red  Top  NYC  Mills  Gauging  Plaster 
Red  Top  Kings  Diamond  Gauging  Plaster 
Red  Top  Star  Gauging  Plaster 
Red  Top  Superfine  Gauging  Plaster 
Red  Top  Superfine  Finishing  Plaster 

and 

Blue  Valley  Gauging  Plaster — Distributed  by 
Samson  Plaster  Board  Co. 

Samson  Local  Gauging  Plaster — Distributed  by 
Samson  Plaster  Board  Co. 

(e)  Keenes  Cement  Finishes 

Red  Top  Scagliola  Keenes  Cement 

Red  Top  Casting  Keenes  Cement 

Red  Top  Quick  Trowelling  Keenes  Cement 

and 

Samson  Keenes  Cement — Distributed  by  Sam¬ 
son  Plaster  Board  Co. 

(f)  Ornamental  Plaster  Work 
Red  Top  #2  Moulding  Plaster 

Red  Top  Kings  Diamond  Moulding  Plaster 
Red  Top  Superfine  Casting  Plaster 

and 

Blue  Valley  Moulding  Plaster — Distributed  by 
Samson  Plaster  Board  Co. 

Samson  Local  Moulding  Plaster — Distributed  by 
Samson  Plaster  Board  Co. 

6.  Acoustical  Plasters  and  Special  Finish 
Sabinite  38 
Sabinite  A 
Sabinite  B 
Sabinite  F 

Gypsum,  a  non-metallic  mineral,  which  is  the  basis 
of  all  gypsum  building  products  is  known  chemically  as 
hydrous  calcium  sulphate.  It  is  composed  of  one  mole¬ 
cule  of  calcium  sulphate  and  two  molecules  of  water ; 
hence,  its  chemical  formula  is  CaSO^FLO. 

Gypsum  is  either  mined  or  quarried,  depending  upon 
the  location  of  the  rock  with  reference  to  the  surface 
of  the  ground.  Where  it  occurs  sufficiently  near  the 
surface  that  the  removal  of  the  overburden  is  not  ex¬ 
cessive  in  cost,  it  is  quarried.  Where  it  occurs  too  deep 
for  this  procedure,  economically,  it  is  mined. 

Gypsum  is  quarried  or  mined  in  relatively  large 
pieces.  It  is  reduced  in  size  by  passing  through  two 
stages  of  crushing,  the  primary  crusher  reducing  it  so 
that  it  will  all  pass  through  a  five-inch  ring,  and  the 
secondary  crusher  from  dust  to  54  inch. 

The  conversion  of  gypsum  to  plaster  is  through  cal¬ 
cination,  that  is,  a  process  of  dehydrating  or  removing 
a  large  part  of  the  chemically  combined  water.  Two 
types  of  calcination  apparatus  and  processes  are  ip 
general  use  and  are  commonly  known  as  the  kettle  or 
batch  process  and  the  rotary  kiln  or  continuous  process. 
The  calcination  process  removes  approximately  1J4 
parts  of  water  leaving  CaSO^F^LLO  which  is  the 
semi-hydrate  known  as  calcined  gypsum.  After  the 
gypsum  has  been  calcined,  it  is  placed  in  plaster  storage 
bins  and  retained  until  such  time  as  the  ingredients 
and  accelerators  or  retarders  are  added  to  make  up  the 
various  types  of  plaster. 

Wall  plaster,  commonly  known  as  liardwall  plaster, 
may  be  grouped  into  four  classes:  (1)  Neat  Gypsum 
Plaster — which  contains  calcined  gypsum  and  retarder, 
with  or  without  fiber;  (2)  wood-fibered  plaster,  which 
contained  calcined  gypsum,  retarder  and  wood  fiber ; 
(3)  prepared  plaster  which  contains  calcined  gypsum, 
retarder,  sand  and  fiber;  and  (4)  finishing  plaster. 


which  contains  calcined  gypsum,  with  or  without  re¬ 
tarder  and  with  or  without  hydrated  lime. 

The  process  by  which  Keene’s  cement  is  produced  i? 
not  dissimilar  to  the  process  used  in  the  production  oi 
manufacture  of  gypsum  plaster.  In  Keene’s  cement 
the  rock  is  not  ground  before  calcining  and  it  is  calcinei 
at  a  much  higher  temperature  so  as  to  remove  all  ol 
the  chemically  combined  water  forming  an  anhydroi^ 
calcined  gypsum. 

The  various  plasters  are  as  follows : 

1.  Gypsum  Cement  Blasters 

A  hydrous  calcium  sulphate,  crushed,  groum 
and  calcined  to  produce  a  hemi-hydrate  specially 
compounded  to  give  properties  of  plasticity 
workability  and  set  control. 

Set  Fast  Cement 
Samson  Cement  Plaster 
USG  Set  Fast  Cement 

A  specially'  compounded  unfibered  cement  plastei 
for  use  in  laying  up  gypsum  and  clay  tile.  T< 
this  plaster  is  added  three  parts  (by  weight)  o 
clean,  sharp  coarse  sand. 

2.  Wood  Fibre  Plasters 

A  specially  compounded  hydrous  calcium  sul 
phate  to  which  has  been  added  not  less  than  191 
of  finely  shredded  wood  fibre  uniformly  dis 
tributed. 

3.  Prepared  Sanded  Plasters 

A  specially'  compounded  hydrous  calcium  sul 
phate  to  which  has  been  added  approximate! 
two  parts  of  clean,  sharp,  silica  sand  to  on 
part  plaster. 

Kings  Windsor  Brazen  Mortar 

A  specially  compounded  hydrous  calcium  sul 
phate  for  use  in  second  coat  application  on  an 
type  of  lath.  Sand  has  been  added  to  the  ma 
terial  at  the  mill,  and  none  should  be  added  o 
the  job. 

Kings  Windsor  Lath  Mortar 

A  specially'  compounded  hydrous  calcium  sul 
phate  for  use  in  first  coat  application  on  an 
type  of  lath.  Sand  has  been  added  to  the  ma 
terial  at  the  mill,  and  none  should  be  added  o 
the  job. 

4.  Red  Top  Bondcrete  and  U.  S.  G.  Bondcrete 

A  specially  compounded  hydrous  calcium  sul 
phate  specifically  for  application  over  concret 
surfaces.  Any  plaster  finish  can  be  used  ovc 
Bondcrete  or  it  may  be  troweled  down  to 
smooth  finish  omitting  further  finish  coat. 

5.  Prepared  Gypsum  Finishes 

(a)  Trowel  finishes 

A  ready  mixed  gypsum  finishing  plaster  t 
which  only  water  is  added  on  the  job. 

Red  Top  Caenstone  Finish 

A  no-lime  formula  finishing  plaster  tli 
strength  of  which  permits  thick  application  an 
deepeut  scoring  to  imitate  facing  slabs  of  Caet 
stone. 

Metropolitan  Travertine  Finish 

A  mill-prepared  gypsum  finish  of  a  sped; 
color  for  New  York  City  market  used  in  te> 
Hired  surface  application, 
and 

Samson  Ready  Prepared  Finish 

(b)  Sand  float  finishes 

A  ready  mixed  gypsum  finishing  plaster  cor 
taining  an  aggregate  of  clean  silica  sand,  pro] 
erly  graded,  screened  and  thoroughly  dric 
which  permits  a  textured  application. 

(c)  Colored  finish  coats 
Oriental  Interior  Trowel  Finish 

A  colored  interior  gypsum  finish  from  whic 
a  smooth  colored  finished  wall  with  semi-te: 
Hired  appearance  is  developed. 
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Oriental  Interior  Finish 

A.S.T.M. 

A  mill  prepared  colored  gypsum  finish  for  in- 

C-59-30 

Found 

terior  application  where  textured  surfaces  are 

Tensile  Strength  . 

min.  200  lbs. 

510  p.s.i. 

desired. 

Standard  Briquets  . 

p.s.i. 

550 

Colored  Interior  Float  Finish 

550 

A  specially  processed  prepared  gypsum  finish 

530 

for  interior  application  where  textured  surface 

550 

is  desired. 

595 

and 

Samson  Tinted  Finishing  Plaster 

Average 

547 

Gauging  plasters 

Testing  Consistency  . . . 

107  ml.  per 

An  unretarded  hydrous  calcium  sulphate 

30  m.  m.  drop  50  g.  wt. . 

100  gm. 

ground  to  a  fineness  to  permit  easy  mixing  with 
lime  putty  for  use  as  a  finish  plaster.  These 
plasters  are  made  to  set  in  thirty  minutes  or 
forty  minutes. 

(e)  Keenes  cement  finishes 

Red  Top  Scagliola  Keenes  Cement 
A  very  dense,  hard,  hydrous  calcium  sulphate 
specially  made  for  use  in  the  imitation  of  orna¬ 
mental  stone.  This  product  has  an  initial  set  in 
three  to  six  hours  and  a  final  set  of  fifteen  to 
twenty  hours. 

Red  Top  Casting  Keenes  Cement 

A  very  dense  hard,  hydrous  calcium  sulphate 
especially  adapted  to  high  class  ornamental  work 
with  a  setting  time  of  not  less  than  thirty  min¬ 
utes  nor  more  than  four  hours. 

Red  Top  Quick  Troweling  Keenes  Cement 
and 

Samson  Keenes  Cement 

A  very  dense  hard,  hydrous  calcium  sulphate 
expressly  for  use  with  lime  putty  for  finish 
plaster.  Setting  time  is  within  two  hours. 

(f)  Ornamental  plaster  work 
Red  Top  #2  Moulding  Plaster 

A  hydrous  calcium  sulphate  ground  to  a  greater 
fineness  than  gauging  plaster  to  insure  better 
detail  in  moulding  and  casting  work.  Setting 
time  is  from  sixteen  to  twenty  minutes. 

Red  Top  Kings  Diamond  Moulding  Plaster 
A  hydrous  calcium  sulphate  ground  to  a 

greater  fineness  than  gauging  plaster  to  insure 
better  detail  in  moulding  and  casting  work. 
Setting  time  is  not  less  than  thirty  minutes. 

Red  Top  Superfine  Casting  Plaster 
and 

Blue  Valley  Moulding  Plaster 
Samson  Lpcal  Moulding  Plaster 

A  hydrous  calcium  sulphate  ground  to  a 

greater  fineness  than  gauging  plaster  to  insure 
better  detail  in  moulding  and  casting  work.  Set¬ 
ting  time  is  not  less  than  thirty  minutes. 

6.  Acoustical  Plasters  and  Special  Finish 

A  specially  compounded  hvdrous  calcium  sul¬ 
phate  to  which  has  been  added  inorganic  aggre¬ 
gates  properly  graded  and  screened. 

Sabinite  38 

A  specially  compounded  acoustical  plaster 
where  extreme  humidity  conditions  prevail. 

T  ests 

These  materials  were  inspected  and  tested  by  the 
Committee  on  Tests  of  the  Board  at  the  plant  of  the 
U.  S.  Gypsum  Company  at  Staten  Island,  New  York, 
and  samples  taken  and  forwarded  to  Testing  Labora¬ 
tories.  The  results  of  these  tests  are  as  follows  : 
Sample  of :  Red  Top  Molding  Plaster  (U.  S.  Gypsum) 
Tested  by:  Cornell  University  Testing  Laboratory 

A  na  lysis 
A.S.T.M. 

C-59-30  Found 

CaS04I/4H20  .  80%  min.  97.4'% 

Physical  T ests 

Setting  Time  .  20  min.  min.  24  min. 

40  min.  max. 


met 


Sample  of 
Tested  bv 


CaSQ^FLO  content  . 
Sand  content,  maximum 


ration  require- 

Red  Top  Sanded  Plaster  (U.  S.  Gypsum) 
Cornell  University  Testing  Laboratory 
Analysis 

Fed  Spec. 

SS-P-401 

Type  B  Found 

15  per  cent  28.9  per  cent 

75  per  cent  53.5  per  cent 


Physical  Tests 

Setting  time — min .  2.0  hours 

max .  6.0  hours 

Tensile  strength — min.  . .  50  lbs.  p.s.i. 


5  hrs.  49  min. 

150  p.s.i. 

155 

160 

150 

145 


Average  152 

The  material  complies  with  the  specification  require¬ 
ments. 


Sample  of : 
Tested  by : 


CaS04.:KH20 
Tensile  Strength 


Red  Top  Gauging  Plaster 
Pittsburgh  Testing  Laboratory 

Fed.  Spec.  SS-G-901 
Grade  2  unretarded 
97.0%  Min.  60.5'% 

445  lbs./sq.  in. 

440 

460 

455 

445 


Average  449 


Compressive 

Strength 


Min.  200  lbs./sq.  in. 


3100  lbs./sq.  in. 

3000 

2900 

3050 

2900 


Average  2990 


Min.  1000  lbs./sq.  in. 


Fineness 

%  passing  #14  Sieve  100.0%  100% 

r  ;%  passing  #100  Sieve  90.0%-  40.-75% 

Time  of  Set  16  min.  10 — 40  min. 

This  meets  the  requirements  of  Fed.  Spec.  SS-G-901, 
Grade  2,  except  for  the  amount  passing  #100  sieve. 

Sample  of :  Wood  Fiber  Plaster  (Red  Top  Wood  Fiber 

Plaster) 

Tested  by :  Cornell  University  Testing  Laboratory 

A  nalysis 

Fed.  Spec. 

SS-P-401  Found 
CaS04.p2H20  minimum.  .  60.5'%  87.3% 

Wood  Fiber  Content  ....  1.0  min.  1.01% 

Physical  Test 

Setting  Time  .  8  hrs.  max. 

1.5  min.  2  hrs.  20  min. 
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Tensile  Strength 


Fed.  Spec. 
SS-P-401 

Found 

125  lbs.  min. 

330  p.s.i. 

390 

415 

370 

390 

365 

Average 

376 

140  ml.  per 
100  gm. 

Consistency 

y2"  slump  2"  x  4"  cyl.  . . 

The  material  complies  with  the  specification  require¬ 
ments.  . 

Test  of:  Calcined  Gypsum  (Gauging  1  laster)  . 

Type:  Grade  1 

Tested  by:  Pittsburgh  Testing  Laboratory 


A  nalysis 


Results 

CaSCV/^bLO  .  85.38% 

Fineness : 

Passing  14  mesh .  100.00% 

Passing  100  mesh .  77.36% 

Tensile  Strength 
Lbs.  per  sep  in . 250 


245 

250 

265 


Fed.  Spec. 
SS-G-901 
Min.  60.50% 

100.00% 

Min.  75.00% 


Analysis 

Fed.  Spec. 
SS-P-401 


Chemical  Composition 

CaS04.^H20  .  60.5'%  min. 

Physical  T ests 

Setting  Time  .  1.5  hrs.  min. 

Tensile  Strength .  150  p.s.i.  min. 


Found 

88.6% 

6  hrs.  40  m 

445  p.s.i.  * 

450 

435 

440 

420 


Average  438 


Testing  Consistency  140  ml.  p< 

J4"  slump  2"  x  4"  cyl.  . .  100  gm. 

The  material  complies  with  the  specification  requu 
ments. 

The  following  is  the  result  ol  tests  performed  by  t 
Robert  W.  Hunt  Company  on  samples  selected  by  1 
Hoard  of  Standards  and  Appeals  at  the  New  Bright 
Mill  of  the  U.  S.  Gypsum  Co. 

Bond  Strength  Tests  of  Bonded  Specimens  ■ 
(bonded  area  10"  sq.) 

Max.  < 


Sample  Load-Lb. 
Sample  No.  2.  U.S.G. 
Bondcrete  on  Concrete  860 
Sample  No.  5.  U.S.G. 
Bondcrete  on  Concrete  1820 
Sample  No.  6.  U.S.G. 
Bondcrete  on  Concrete  818 
Average 


p.s.i.  Failure 

8.6  Plaster  pulled  av! 

from  Bondcre 
18.2  About  6%  throt 
Bondcrete 

8.18  Through  Bonder 

11.66 


Average  257  # 


Compressive  Strength 

2x2"  Cubes 

Lbs.  per  sq.  in. 


.2125 

2000 

2188 

2062 

2200 


Setting  Time 
“The  above 


Average  2115 


results  comply  with 


. Satisfactory 

specification  require- 


Sampie  of :  Keene’s  Cement  (Red  Top  Keene’s  Cement) 
Tested  by:  Cornell  University  Testing  Laboratory 


Analysis 

Fed.  Spec. 

SS-C-161  Found 

Chemical  Composition  . 

Combined  Water  .  2%  maximum  0.5% 


Physical  Test 

Setting  Time  .  1  hr.  min.  50  min. 

4  hrs.  max. 

Tensile  Strength  .  min.  400  lbs.  n20  p.s.i. 

tier  sq.  in.  550 
550 
530- 
505 


Sieve  Analysis 

Passing  #40  sieve 
Passing  #200  sieve 
(Av.  of  2  analyses) . . 
Consistency 

30  mm.  drop . 

The  material  complies 


Average  532 
min.  98%  99.75% 

min.  75%  76.60% 

85  ml.  per 
100  gm. 

with  the  specification  require- 


Sampie  of:  Cement  Plaster  (Red  Top  Cement  1  laster 
“N”) 

Tested  by:  Cornell  University  Testing  Laboratory 


Recommendations. 

As  a  result  of  these  inspections  and  tests,  the  Co 
mittee  on  Tests  recommends  that  the  U.  S.  Gyps 
Company’s  Gypsum  Plasters,  Red  Top  and  Sam: 
Brands  under  trade  names  as  herein  listed  (item 
through  6),  be  approved  pursuant  to  Section  C26-1' 
of  the  Administrative  Building  Code  for  use  in  Is 
York  City  as  finishing  coat  under  C26-463-4.0  (8.4 
2  8),  Administrative  Building  Code,  for  use  in  maso 
mortar  under  C26-313.0,b-c  (7.1. 1.8.3)  when  used 
interior  partitions  of  gypsum  block  and  clay  tile 
when  maintained  to  the  specifications  herein  contai 
and  prepared  in  a  manner  hereafter  set  forth  \ 
vided  that  monthly  mill  test  reports  from  the  i 
certified  by  the  applicant’s  chemists  be  filed  with 
Board  and  that  all  bags,  barrels  or  packages  be  tagg 
labeled  or  marked  :  “Approved  by  the  Board  of  Sta 
ards  and  Appeals  for  use  in  New  York  City  when  u 
in  accordance  with  the  requirements  of  Cal.  No.  £ 

39-SM.”  .  ...... 

This  recommendation  for  approval  is  conditional 
correcting  the  manufacture  of  Red  Top  Gauging  l’la 
so  that  the  fineness  through  a  #100  sieve  be  increa 
from  75%  to  not  less  than  90%  and  that  the  Red 
Keene  Cement  setting  time  be  stepped  up  so  that 
1  hour  minimum  is  observed. 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  T( 

a'  Whereas,  this  report  recommended  the  approval  of 

material.  „  _  ,  ,  .  . 

Resolved,  that  the  Board  of  Standards  and  Appeals  ( 
hereby  approve  the  material  known  as  U.  S.  Gypsum 
Plaster,  Red  Top  and  Samson  Brands — Gypsum  t  en 
Plaster’s  Wood  Fibre  Plasters,  Prepared  Sanded  Plast 
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Top  Bondcrete,  Prepared  Gypsum  Finishes,  Acoustical 
Masters  and  Special  Finish,  on  condition  that  the  material 
>e  manufactured  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 


67-42-SA. 

\PPLICANT — David  Kaufman,  for  Holland  Furnace 
Company,  owner. 

SUBJECT — Holland  Gun  Type  Oil  Burner,  Models  H4, 
S4,  M4  and  L4,  approval  of. 

\PPEARANCES — 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 
rHE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

rHE  RESOLUTION  (367-42-SA) 

Whereas,  David  Kaufman,  for  Holland  Furnace  Com- 
)any,  owner,  filed  on  May  5,  1942,  an  application  with  the 
3oard  of  Standards  and  Appeals  for  approval  of  the  appli- 
ince  known  as  the  Holland  Gun  Type  Oil  Burner,  Models 
44,  S4,  M4  and  L4;  and 

;  Whereas,  this  appliance  was  submitted  to  the  Committee 
in  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  27,  1942. 

Re:  Cal.  No.  367-42-SA. 

Subject:  Holland  Gun  Type  Oil  Burner,  Models  H4, 
S4,  M4  and  L4,  Approval  of. 

The  Holland  Furnace  Company  of  Holland,  Michi¬ 
gan,  filed  on  May  5,  1942,  an  application  with  the  Board 
I  of  Standards  and  Appeals  for  approval  of  the  Holland 
Gun  Type  Oil  Burner,  Models  H4,  S4,  M4  and^  L4 
under  the  provisions  of  C19-57.0,  Administrative  Code 
and  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals. 

This  burner  is  of  the  pressure  atomizing  gun  type. 
The  assembly  consists  of  the  following:  a  one-eighth 
horse  power  motor  operating  at  a  speed  of  1725  revo¬ 
lutions  per  minute;  a  Webster  pump  of  the  two-stage 
type  having  a  maximum  capacity  of  20  gallons  per 
hour  at  the  nozzle  based  on  a  speed  of  1725  revolutions 
per  minute  and  at  100  pounds  pressure ;  conventional 
strainer  and  pressure  regulating  valves;  six  inch  diam¬ 
eter  squirrel  cage  type  air-fan;  Holland  10,000  volt 
transformer  with  intermittent  ignition;  and  conventional 
type  nozzle. 

*  The  capacity  of  the  burner  varies  from  a  nozzle  size 
of  one  gallon  per  hour  to  three  gallons  per  hour,  and 
the  burner  is  so  designed  that  it  may  use  No.  1,  2  or 
3  commercial  grade  oils.  The  controls  consist  of  Min¬ 
neapolis  Honeywell  Protectorelay  R.  A.  117A,  Holland 
limit  control  #10  Type  L80AYTXL,  and  Thermostat. 
Holland  Automatic  stack  control. 

The  burner  is  manufactured  in  four  models  which 
are  identical  in  operation  and  similar  in  construction. 
All  models  are  designed  with  air-tube  and  mounting 
bracket,  Models  S-4,  M-4  and  L-4  are  designed  for 
converting  coal  burning  installations  to  oil  burning 
furnaces  or  boilers. 

Models  S-4,  M-4  and  L-4  differ  only  as  to  the  length 
overall  and  the  length  of  the  air  tube.  S-4  length 
overall  29-15/16  in.,  air  tube  16 %  in;  M-4  length  over¬ 
all  34-15/16  in.,  air  tube  21  Vs  in.;  L-4  length  overall 
41-15/16  in.,  air  tube  28J4  in. 

This  burner  Model  H-4  was  inspected  and  tested  by 
the  Committee  on  Tests  and  the  representative  of  the 


Division  of  Combustibles  of  the  Fire  Department  in  a 
hot  air  furnace  at  965  Atlantic  avenue,  Brooklyn,  and 
operated  without  flarebacks  or  undue  carbon  deposits. 
On  shutting  off  of  oil,  the  burner  shut  down  in  80 
seconds.  Test  of  the  CO2  indicated  a  minimum  of  11'%. 
The  burner  has  been  approved  by  the  Underwriters’ 
Laboratories, — CA4494C4  C.S.  7539. 

An  examination  of  the  assembly  indicates  that  proper 
replacement  of  parts  can  be  readily  made.  The  appli¬ 
cant’s  attention  is  drawn  to  the  requirements  of  Rule 
4.1  wherein  only  “approved  parts”  shall  he  used  in  the 
assembly  of  the  burner. 

Recommendations. 

On  the  basis  of  this  inspection  and  test,  the  Commit¬ 
tee  recommends  the  approval  of  the  Holland  Gun  Type 
Oil  Burner,  Models  H4,  S4,  M4  and  L4,  for  domestic 
and  commercial  installations  for  use  with  fuel  oil  not 
heavier  than  #3  U.  S.  Dept,  of  Commerce  Standards 
when  manufactured  and  installed  in  accordance  with  this 
report  and  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals,  provided  the  burner  hears  a 
label  permanently  affixed  reading:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York- 
City  under  Cal.  No.  367-42-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Holland  Gun 
Type  Oil  Burner,  Models  H4,  S4,  M4  and  L4,  on  condition 
that  the  appliance  be  manufactured,  installed,  and  labelled, 
stamped  or  tagged  in  accordance  with  the  above  report. 


Adjourned:  4:30  P.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  December  16,  1941,  as  they  appeared  in 
Bulletin  Vol.  26,  No.  51,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(1035-41- A) 

Whereas,  Eugene  A.  Walsh,  for  Wikon  Realty  Corpora¬ 
tion,  owner  (Peter  Buccolo,  lessee),  filed  November  28,  1941 
an  appeal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner;  premises  262  South  street,  north  side,  49.4  ft. 
east  of  Rutgers  slip  (Block  No.  24/,  Lot  No.  3),  Borough 
of  Manhattan;  and 

Whereas,  Order  No.  25694-LC  issued  by  the  fire  com¬ 
missioner  March  28,  1941  and  repeated  in  a  decision  ot  the 
fire  commissioner  dated  November  27,  1941,  reads: 

“1.  Provide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to 

♦Correction— The  words  “except  in  cellar’’  inserted  in 
lines  44  and  45  resolution. 
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the  hire  Commissioner.  Sec.  C19-149-0-C  -4,  Article  26, 
Administrative  Code.” 

Whereas,  the  building  is  5  stories  (52  ft.)  in  height;  21.7 
ft.  by  65.3  ft.  in  area;  of  Class  3  construction;  erected  prior 
to  1901 ;  located  in  an  unrestricted  use  district ;  and  occupied  : 
1st  Boor,  storage  of  baled  stock,  no  persons;  2nd  Boor, 
oBice  and  baled  slock,  2  persons;  3rd,  4th  and  5th  floors, 
cutting  and  handling  of  stock,  2  persons  per  Boor ,  and 
Whereas,  the  applicant  contends  that  the  building  is  used 
by  one  tenant  as  a  dealer  in  burlap  bags  and  wrappings  and 
has  been  so  used  for  the  past  20  years ;  that  the  building  is 
within  25  ft.  of  a  high  pressure  hydrant;  that  there  is  a  fire 
alarm  box  within  175  ft.  and  a  low  pressure  hydrant  within 
40  ft.;  that  the  building  is  25  ft.  from  the  East  River  from 
which  fire  boat  protection  is  available;  that  there  are  no 
multiple  dwellings  in  the  block  and  none  within  250  ft.  ot 
the  building;  that  the  floor  area  above  the  2nd  floor  is  limited 
to  1630  sip  ft.  per  floor  and  is  enclosed  with  12  in.  and  16  in. 
brick  walls;  that  windows  on  the  side  walls  are  equipped 
with  shutters  on  the  cast  side;  that  there  are  no  windows 
on  the  west  side;  that  windows  in  the  front  wall  are  fire¬ 


proof  ;  that  windows  in  the  rear  wall  are  equipped  with  iron 
shutters;  that  based  on  these  facts  it  is  requested  that  the 
order  be  modified  to  the  extent  that  an  automatic  fire  alarm 
be  installed  in  lieu  of  a  sprinkler  system  as  the  sprinkler 
system  would  be  too  costly  and  impractical  to  maintain; 
that  it  is  proposed  to  install  an  Aero  Automatic  Fire  Alarm 
'  System  with  central  office  connection. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  25649-LC,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  there  shall  he  installed  throughout  the  building,  except 
in  cellar,  a  non-automatic  dry  sprinkler  system  complying 
with  the  requirements  of  the  Building  Code  therefor,  except 
that  hangers  and  fittings  shall  he  of  malleable  iron  and  a 
single  hose  inlet  rnay  he  furnished  and  that  there  shall  hi 
maintained  in  the  building  a  thermostat  small  alarm  system 
connected  to  fire-headquarters  through  central  station ,  that 
this  variation  shall  continue  only  so  long  as  the  building  i- 
maintained  substantially  as  set  forth  by  the  fire  commissionei 
and  in  all  other  respects  it  shall  comply  with  all  laws,  rule: 
and  regulations  applicable  thereto  and  maintained  in  com 
pliance  with  this  resolution. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROPOSED  Ap^^CTIVE  methods  to  be  applied  to  prevent 

CONTAMINATION  OF  WATER  SUPPLY 


ADOPTFD  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  LFFEC 
TIVE  IN  ACCORDANCE  WITH  SECTION  (665,  SUBDIVISION  C)  666,  PARAGRAPH  2,  Ol 

THF.  NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday  December  4,  1942  at  10:30  A.  M.,  Room  1013, 
Municipal  Building,  Manhattan,  on  Proposed  Amendment  to 
Rules  relative  to  Submerged  Inlets  and  Protective  Methods 
to  be  Applied  to  Prevent  Contamination  of  V  atei  Supply. 

NOTE — New  matter  in  italics;  old  matter  in  parenthesis 
(  )  to  be  omitted. 

Authority:  ,  ,  c.  , 

Pursuant  to  the  authority  vested  in  the  Board  ot  btancl- 
ards  and  Appeals  by  Section  666,  paragraph  (s)  2  (and  3), 
of  the  New  York  City  Charter  (and  C26-1268.0c  4) 
(14.7.1.3  BC)  (and  C26-1277.0h)  (14.8.2.8  BC)  pertaining 
to  Sections  C26-1268.0,c,4.  and  C26-12 /  /  ,0h.  of  the  Ad¬ 
ministrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules 
shall  be  set  at  least  four  inches  above  the  flood  level 
rim  of  fixtures  or  as  otherwise  specifically  provided 
for  in  these  rules.  Each  fixture  with  submerged  inlets 
shall  be  independently  controlled  by  an  approved  vacu¬ 
um  breaker  or  breakers  the  full  size  of  supply  pipe, 
as  set  forth  in  these  rules. 

Rule  (3)  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  (overflow)  flood  level  rim  of 
the  fixture,  except  when  submerged  inlets  are  absolutely 
essential  for  the  proper  functioning  of  a  fixture,  or 
as  otherwise  provided  for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus 
utilizing  waste  water  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  located  at  least  four  feet 

1170 


above  the  highest  elevation  of  the  preheating  apparatv. 
or  coil,  with  a  check  valve  betzveen  the  vacuum  breake 
and  the.  preheating  apparatus.  Any  hot  water  boili 
supplied  through  such  preheating  device  and  having  a 
independent  cold  water  supply  line  shall  have  the  col 
zvater  supply  line  equipped  with  a  vacuum  breaker  an 
check  valve  located  at  least  four  inches  above  the  higl 
est  elevation  of  the  boiler. 

Rule  (1)  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerge 
inlets  supplied  directly  or  indirectly  from  the  Cil 
Water  Supply  System  (and  not  supplied  from  separa 
riser  and  tank)’  shall  be  equipped  with  an  approve 
vacuum  breaker  in  the  suppU  line  not  less  than  foi 
inches  above  the  (overflow)  flood  level  rim  of  the  fi: 
ture  (to  prevent  siphonage  or  backflow  of  contaminate 
water  into  the  housewater  distribution  piping  ar 
checked  by  the  inspector.) 

Rule  (2)  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  ; 
approved  vacuum  breaker  located  not  less  than  (on 
half)  three-quarter  inch  above  the  overflow  outlet  < 
the  flush  tank. 

Ballcocks  controlling  zvater  supply  to  suction,  ro, 
or  other  intermediate  tanks  shall  be  located  at  lea 
one  inch  above  the  flood  level  rim  of  the  tank  exceptii 
that  in  roof  tanks  equipped  with  an  overflow  of  a  si 
at  least  one  commercial  diameter  larger  than  the  wat 
supply  pipe,  the  ballcock  may  be  located  two  inch 
above  the  highest  elevation  of  the  overflow  pipe.  T. 
overflow  and  emptying  pipes  of  roof,  suction  and  inte 
mediate  tanks  shall  not  be  directly  connected  to  a  drai 
age  system,  notzvithstanding  the  permissive  pmznsio 
of  Section  C26-1273.0,d  of  the  Administrative  Buildu 
Code  for  connection  to  a  leader. 


PUBLIC  HEARING 


ule  (4)  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers 
are  prohibited,  except  such  equipment  as  is  approved 
by  the  Board.  When  approved  sterilisers  are  used, 
the  waste  piping  (for)  from  sterilizers  shall  not  con¬ 
nect  directly  with  any  drainage  system,  (such  waste 
piping  shall  discharge  above  an  open,  water-supplied, 
trapped  and  vented  fixture). 

jule  (5)  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  (shall  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 
'  valve  to  be  located  between  the  fixture  and  vacuum 
breaker)  is  prohibited  except  when  approved  by  the 
Board.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  (but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture). 

ule  (6)  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connection  to  (Installation  of) 

1  a  bidet  is  prohibited.  Water  supply  connection  to 
(bidets,)  bed  pan  washers  or  similar  apparatus  shall 
be  equipped  with  an  approved  vacuum  breaker  and 
|  check  valve,  the  latter  located  between  the  fixture  and 
the  vacuum  breaker.  Water  supply  to  bed  pan  washers 
equipped  with  an  approved  valve  shall  be  governed  by 
Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  con¬ 
nections  only  when  such  equipment  has  been  approved 

by  the  Board. 

rlule  7.  Roof  or  Suction  Tanks.) 

(Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank.) 

\ 

lule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
[  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the-  inlet  side  of  the  pump  and 
be  equipped  with  an  approved  vacuum  breaker  and 


check  valve,  the  check  valve  to  be  located  between  the 
pump  and  the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  (agency)  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  independent 
wall  thicknesses  of  metal  separate  the  refrigerant  from 
the  city  water  supply.  Refrigeration  units  containing 
more  than  twenty  pounds  of  refrigerant  shall  be  pro¬ 
vided  with  an  additional  safeguard  in  the  form  of  an 
approved  relief  valve  installed  at  the  outlet  side  of  the 
check  valve,  such  relief  valve  being  set  at  five  pounds 
above  the  maximum  water  pressure  at  the  point  of 
installation.  Direct  water  connection  is  prohibited  un¬ 
der  Section  C26-1223.0  Administrative  Building  Code. 

Rule  10.  Mortuary ,  Dissection,  Operating 

and  Embalming  Tables  or  Equip¬ 
ment. 

Mortuary,  dissection,  operating  and  embalming 
tables  or  equipment  shall  have  no  direct  water  supply 
connection.  Hose  used  with  such  equipment  shall  termi¬ 
nate  at  least  12  inches  at  any  point  from  the  table 
or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Ma¬ 

chines. 

Water  supply  to  dishwashing  and  laundry  machines 
shall  be  equipped  with  an  approved  vacuum  breaker  and 
a  check  valve  located  between  the  vacuum  breaker  and 
the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or 
Apparatus. 

Water  supply  connections  to  any  tank  or  apparatus 
containing  any  chemical  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  and  a  check  valve  located  be¬ 
tween  the  vacuum  breaker  and  the  tank  or  apparatus. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
1  to  all  lawyers,  architects  and  engineers  representing 
ners  or  lessees  in  proceedings  before  the  Board — 

7 irst ,  That  if  they  do  not  appear  in  person  or  by  rep- 
entative  at  the  hearing  of  their  case,  dismissal  for  lack 
prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
tiring  is  provided  in  the  publication  in  this  Bulletin  ot 
|  calendars  of  the  Board,  each  case  being  set  down  by 
dendar  Number  and  the  premises  under  tbe  date  of  the 

firing. 

t 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
tiring  can  be  entertained  in  view  of  this  publication  and 
i  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice,  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank- 
appeal  or  application  forms. 
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RULES 


RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS 

\nOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  AUGUST  2,  1940.  EI-FE 
T^VE  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YOF 
’  *  '  pttv  fHARTF.R.  AUGUST  26,  1940. 


(584-39-SR) 

Authority: 

Pursuant  to  the  Authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  Charter  of 
the  City  of  New  York,  and  C26-189.0,  Administrative  Build¬ 
ing  Code  (2.2.1.1),  and  C26-312.0,  paragraph  c  subdivision 
2,'  Administrative  Building  Code  (7.1.17.3) 

“Nothing  herein  contained  shall  be  construed  to  prohibit 
the  use  of  cements  of  other  types  which  are  approved  by 
the  board  and  are  used  in  accordance  with  rules  op  the 
board  governing  their  use.” 


outlined  in  A.S.T.M.  specifications  C77-36,  and  wl 
so  tested  it  shall  show  no  signs  of  distortion,  crai 
ing,  checking  or  disintegration  when  subjected  to 
steam  test,  nor  shall  the  expansion  of  the  pat 
greater  than  5mm,  when  molded  in  Le  Chatelier  toi 
and  stored  in  a  standard  moist  closet  lor  24  hours 
6  2  In  addition  to  these  requirements,  the  expans 
of  three  1"  x  1"  x  10"  bars  of  neat  cement  of  nort 
consistency  when  subjected  to  the  Autoclave  t 
A.S.T.M.  tentative  method,  shall  not  have  an  exp 
sion  in  excess  of  0.75%. 


7.0  Time  of  set. 


1.0  Scope. 


1  1  The  intent  of  these  rules  is  to  provide  a  basis 
for  the  use  of  blended  cements  other  than  Portland 
Cement.  Subject  to  the  restrictions  in  the  approval 
of  the  Board  as  to  each  brand,  such  blended  cements 
may  be  used  as  substitutes  for  Portland  Cement  on 
an  equivalent  weight  basis  where  Portland  Cement 
is  permitted. 


2.0  Blended  Cements. 

2.1  Blended  cements  shall  include  an  intimately 
interground  mixture  of  approved  Portland  Cement 
with  natural  or  artificial  products  composed  of  silica 
and  alumina,  which  shall  be  mixed  with  Portland 
Cement  in  limited  proportions,  (except  as  may  be  other¬ 
wise  provided  for  in  the  Administrative  Code)  and 
which  will  react  in  the  presence  of  water  to  form  a 
hydraulic  cement. 

2.2  Admixtures  to  Portland  Cement  shall  have  a 
previous  record  of  satisfactory  experience. 

2  3  These  rules  shall  not  be  applicable  to  harmless 
materials  used  as  coloring,  waterproofing,  plaster- 
cizing,  and  freezing  preventatives  when  used  as  admix 
lures  to  Portland  Cement  in  quantities  not  in  excess 

of  1%. 


3.0  Manufacture  and  quality  of  Blended  Cements. 

3.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  and  blending  shall  be  filed  with  t  e 
Board  as  part  of  any  application  for  approval  which 
shall  include  the  origin  and  the  amount  of  materials 
used  and  proof  as  to  quality  and  uniformity. 


4.0  Available  supply  of  raw  materials. 

4.1  Evidence  shall  be  filed  with  the  Boaid  showing 
the  potential  supply  of  raw  material  available  to  the 
manufacture. 


7.1  Time  of  setting  shall  be  determined  by  test 
scribed  in  A.S.T.M.  Specification  C77-36,  and 
mortar  so  tested  shall  not  develop  initial  set  in 
than  one  hour  and  final  set  in  more  than  10  ho 
as  tested  with  Vicat  or  Gillmore  needle. 

8.0  Compressive  strength  for  normal  blended  ceme 

8.1  The  average  compressive  strength  of  five  2-i 
mortar  cubes  composed  of  one  part  of  blended  cer 
and  2.75  parts  graded  Ottawa  sand  by  weight  shal 
not  less  than  the  following: 


Age  at  Test 

Storage  of  Cubes 

*Compressiw 

Strength 

7  days  1 

28  days  1 

day  in  moist  air,  6 
days  in  water 
day  in  moist  air,  27 
days  in  water 

2200  lbs.  sq.  : 

3500  lbs.  sq. 

*When  tested  in  accordance  with  Fed.  Spec.  SS-C 


8.2  Tensile  Strength. 

The  average  tensile  strength  in  lbs.  sq.  in.  of  not 
that  5  mortar  briquets  composed  of  one  part  ce 
and  3  parts  of  Ottawa  sand,  by  weight,  shall  be  < 
to  or  greater  than  the  following : 


Tens 

Stren 

Age  at  Test 

Storage  of  Briquets 

Lbs.  S 

3  days 

1  day  in  moist  air,  2  days 

17 

in  water 

27 

7  days 

1  day  in  moist  air,  6  days 

in  water 

35 

28  days 

1  day  in  moist  air,  27  days 

in  water 

5.0  Fineness. 

5.1  The  specific  surface  shall  be  not  less  than  1800 
sq.  cm.  per  gram,  as  determined  by  methods  of  test 
described  in  A.S.T.M.  specifications  C115-38T. 

5.2  The  residue  shall  not  exceed  15%  by  weight  on 
a  No.  325  standard  sieve. 

6.0  Soundness. 

6.1  A  pat  of  neat  cement  of  normal  consistency  shall 
be  subjected  to  tests  for  soundness  by  the  methods 


The  average  tensile  strength  of  the  mortar 
and  28  days  shall  be  higher  than  that  at  3  and  7 
respectively. 

9.0  Blended  cements  having  other  properties. 

9.1  When  approval  of  the  board  is  requeste 
the  use  of  Blended  Cements  having  high  early  str 
sulfate  resistance  or  low  heat  of  hydration,  ai 
tion  shall  be  made  to  the  board  for  additional 
to  develop  these  properties. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  io  November  24,  1942. 

Cal.  No.  Dept.  Premises  Affected 

805- 42-BZ — H.B.Q. — 54-47  74th  street,  northeast  corner 
of  57th  avenue  (Block  No.  2805,  Lot  Nos.  10,  142  and  151), 
Maspeth,  Borough  of  Queens,  N.  B.  917-42. 

806- 42-A — LCD. — 4911  and  4923  Marginal  street,  280  ft 
west  of  west  side  of  First  avenue,  Buildings  No.  57  and 
58  (Block  No.  725,  Lot  No.  1);  Pier  No.  1,  foot  of  50th 
street,  Pier  No.  2,  foot  of  49th  street,  Pier  No.  3,  foot  of 
47th  street,  Pier  No.  4,  foot  of  46th  street  and  Pier  No. 
5  foot  of  44th  street,  533  ft.  west  of  west  side  of  k irst 
avenue  (Block  No.  725,  Lot  No.  1);  Pier  No.  6,  foot  of 
42nd  street,  Pier  No.  7,  foot  of  41st  street  (Block  Nos. 
715  720  and  710,  Lot  No.  1);  Pier  No.  8,  foot  of  39th 
street  (Block  No.  706,  Lot  No.  75),  East  River,  Borough 
of  Brooklyn,  9607-L.  F.  and  Decision. 


807-42-S _ F.D. — 54-02  Ditmars  boulevard,  southeast  cor¬ 

ner  of  45th  street  (Building  C)  ;  (Block  No.  769,  part  of 
Lot  No.  1),  Astoria,  Borough  of  Queens,  Decision. 


816- 42- A — F.D. — 64-06  60th  avenue,  south  side,  43.63  f 
east  of  64th  street  (Block  No.  2760,  Lot  No.  11),  Maspetl 
Borough  of  Queens,  91990-C.  and  Decisions. 

817- 42-A— F.D. — 441  West  37th  street,  north  side,  25 
ft.  east  of  Tenth  avenue  (Block  No.  735,  Lot  No.  12),  Bob 
ougli  of  Manhattan,  31277-L.  C.  and  Decision. 

818- 42-SM — Victory  Soil  Pipe  (Cast  Iron  Soil  Pipe 
manufactured  by  Sanitary  Company  of  America,  Materis 


819- 42-A— H.B.M.— 152-156  East  121st  street,  southea 
corner  of  Sylvan  place  (2nd  floor)  ;  (Block  No.  1769,  L 
No.  48),  Borough  of  Manhattan,  Alt.  1326-42. 

820- 42-S— H.B.M.— 152-156  East  121st  street,  southea 
corner  of  Sylvan  place  (Block  No.  1769,  Lot  No.  48),  Bo 
ough  of  Manhattan,  Alt.  1326-42. 

821 - 42- A — H.B.B. — 1540  59th  street,  south  side,  320 
east  of  15th  avenue  (Block  No.  5509,  Lot  No.  23),  Be 
ough  of  Brooklyn,  B.  N.  988-42. 


808-42-S— F.D. — Northwest  corner  of  38th  street  and 
19th  avenue  (Building  1-A)  ;  (Block  No.  814,  Lot  No.  1), 
Astoria,  Borough  of  Queens,  Decision. 


809- 42- A— F.D.— 37-11  22nd  street,  east  side,  100  ft. 
southeast  of  37th  avenue  (Block  No.  365,  Lot  No.  10),  Long 
Island  City,  Borough  of  Queens,  93236-L.  C. 

810- 42-BZ — H.B.B. — 1-27  Montauk  avenue,  3144-3166  At¬ 
lantic  avenue,  southeast  corner  and  2-40  Milford  street 
(Block  No.  3976,  Lot  Nos.  25  to  48,  inclusive),  Borough 
of  Brooklyn,  Alt.  3045-42. 


811-42-S— F.D. — 40-09  21st  street,  east  side,  60  ft.  south 
of  40th  avenue  (Block  No.  410,  Lot  No.  9),  Long  Island 
City,  Borough  of  Queens,  Decision. 


812-42-A— H.B.Q. -27-01  Bridge  Plaza  North,  north 
side,  from  27th  to  28th  streets  and  41-35  27th  street  (Block 
No.’ 416,  Lot  Nos.  10  and  19),  Long  Island  City,  Borough 
of  Queens,  M-Applic.  5166-42. 


813-42-A — H.B.Bx. — North  side  of  West  180th  street, 
245  ft.  west  of  University  avenue  (Block  No.  3222,  Lot 
No.  40),  Borough  of  The  Bronx,  N.  B.  169-42. 


814_42-A — F.D. — 66-72  Furman  street,  west  side,  576.8  ft. 
south  of  Fulton  street  (Block  No.  199,  part  of  Lot  No.  3), 
Borough  of  Brooklyn,  9342-L.  F.  and  Decision. 

815-42-A— H.B.Q.— 47-09  30th  (Orton)  street,  southeast 
corner  of  47th  (Nelson)  avenue  (Block  No.  283,  Lot  Nos. 
1  and  38),  Long  Island  City,  Borough  of  Queens,  Alt.  1149- 

42. 


rcsHilVATlOiNSt  H.B.— Department  of  Housing  and  BuUditji 
S -Department  of  Housing  and  Buildings  Brooklyn;  H^.M. 
•nartment  of  Housing  and  Buildings,  Manhattan,  H.B.Q,. 
"Ament  of  Housing  and  Buildings,  Queens;  H.B.lt.— Departin' 
Housing  and  Buildings,  Richmond;  H.B.Bx.— -Department 
outing  and  Buildings,  Bronx;  H.D.-Health  Department.  . 


RULES 


Du.st  Publication  in  Bulte 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . . £iov' 

Carbon  Dioxide  Liquefier,  Rules.  ...Mai. 
Certificates  of  Occupancy,  approved  ^ 

Concrete  Flat  Slab's,  Rules .  ......•■  I  tdy 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  unc 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Flevator  Rules  ••;•••••••*• . ' 

Exit  Rules  (Revolving  Doors) . )une 

Factory  Exit  Rules  .  . . ‘ATi' 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . V  "Wl"  AUg' 

Fire-resistive,  Flameproof  Mat®'  . 

rials,  etc.,  Rules  for  Testing  of  Apr. 
Fire  Retarding  Rules  for  Garages, 

Fireproof  Wood,  Testing  of . Aj'r' 

Frame  Garages,  Ruling  for . . . . .  ...Jan. 
Fusion  Welding  and  Gas  Cutting 
Rules 

Gas  Shut-Off  Rules  . ,  p  r; 

Hatchway  Protection  . . 

Insulating  Fibre  Board  Rules . 

Oil  Burner  Rules  .  ......... .sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of... . July 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules . •••••.••••  •••  • 

Platform  Trucks,  Specifications  for.  Nov. 

Plumbing  Rules  . . •  • • 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Nov. 

Procedure,  Rules  of.... . •  •  ■  •  -^P1- 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for.... Get. 

Sprinkler  Rules  . . . . june 

Standpipe  Fireline  Rules . . . June 

Structural  Alterations,  Reporting. .  .(une 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)...  Apr. 


24,  1942— Vol.  27,  No. 
10,  1942— Vol.  27,  No. 

25,  1941— Vol.  26,  No. 
13,  1937— Vol.  22,  No. 


24,  1941— Vol.  26,  No. 
3,  1937— Vol.  22,  No. 

3,  1936— Vol.  21,  No. 

15,  1937— Vol.  22,  No. 
17,  1942— Vol.  27,  No. 

7,  1942— Vol.  27,  No. 

4,  1942— Vol.  27,  No. 

28,  1942— Vol.  27,  No. 

16,  1941— Vol.  26,  No. 
13,  1937— Vol.  22,  No. 

21,  1919— Vol.  4,  No. 

20,  1941— Vol.  26,  No. 

7,  1925— Vol.  10,  No 

5,  1928— Vol.  13,  No 

22,  1942— Vol.  27,  No 
1,  1942 — Vol.  27,  Nc 

28,  1942— Vol.  27,  Nc 

8,  1942 — Vol.  27,  Nc 
24,  1936— Vol.  21,  No 

3,  1937— Vol.  22,  No 


25,  1941— Vol.  26,  No. 

7,  1937— Vol.  22,  No 
26,  1941— Vol.  26,  No 
13,  1942— Vol.  27,  Nc 
29,  1937— Vol.  22,  Nc 

8,  1937— Vol.  22,  Nc 
7,  1932— Vol.  17,  Nc 

24,  1936— Vol.  21,  Nc 
24,  1936— Vol.  21,  Nc 

10,  1923— Vol.  8.  No 
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LIST  OF  APPROVED  APPLIANCES 

Publication  in  ltulletln 

\uti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47 A 

rireline  Hose  Valves  . N'ov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

j  Commercial  Use  . Nov.  25,  1941 — Vol.  26.  No.  47 A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps  . Nov.  25,  1941 — Vol.  26,  No.  47A 

5as  Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

v  acuum  Breakers  . Nov.  10,  1942 — Vol.  27,  No.  45 


DECEMBER  1,  1942,  10  A.  M. 

Zoning  Applications. 

t  NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  December  1, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

363-42-BZ — Application,  May  5,  1942,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appli- 
.cant  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 
;n  a  residence  use  district  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  three  (3)  motor 
vehicles;  premises  650  Thwaites  place,  south  side,  from 
Dlinville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
2211  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 
24,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

| 

577-42-BZ — Application,  July  15,  1942,  under  section  7c 
‘of  the  zoning  resolution,  of  George  H.  Cohn,  applicant, 
on  behalf  of  Crew  Levick  Corporation,  owner  (Joseph  E. 
Johnston,  lessee),  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  for  parking  of  more  than  five 
(5)  motor  vehicles;  premises  1  Bay  Ridge  avenue  and  6833 
iShore  road,  northeast  corner  (Block  No.  5859,  Lot  Nos. 
10  and  12),  Borough  of  Brooklyn. 

607-42-BZ — Application,  August  5,  1942,  under  section 
7h  of  the  zoning  resolution,  of  J.  M.  Berlinger,  applicant, 
on  behalf  of  Janetta  Whitridge,  Mary  Whitehouse  and 
Harriet  Aldrich,  owners,  to  permit  in  a  retail  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  4-8  West  58th 
street,  south  side,  135  ft.  west  of  Fifth  avenue  (Block  No. 
1273,  Lot  No.  44),  Borough  of  Manhattan. 

610-42-BZ — Application,  August  6,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Mac  L.  Reiser,  appli¬ 
cant,  on  behalf  of  Mary  Oginskv  and  Philip  Oginsky,  own¬ 
ers  (Martha  Kozak,  lessee),  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  336-338 
(340  displayed)  New  Jersey  avenue,  west  side,  125  ft.  north 
of  Belmont  avenue  (Block  No.  3738,  Lot  Nos.  30  and  31), 
Borough  of  Brooklyn. 

95-40-BZ — Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  40  Central  Park  South,  Incorporated,  owner, 
reopened  November  18,  1941,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  retail  use  district,  for  a_  term  of 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  41  West  58th  street,  north  side,  120  ft. 
east  of  Sixth  avenue  (Block  No.  1274,  Lot  No.  6),  Borough 
of  Manhattan. 

2 15-42-BZ — Application,  March  18,  1942,  under  section 
7h  of  the  zoning  resolution,  of  John  C.  Wandell,  applicant, 
on  behalf  of  Society  of  St.  Vincent  De  Paid,  owner  (Arthur 
Stevenson,  lessee),  to  permit  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  8101-8111  Third 


avenue  aud  302-318  81st  street,  southeast  corner  (Block  No. 
5997,  Lot  Nos.  7  and  11),  Borough  of  Brooklyn. 

119-42-BZ — Application,  February  10,  1942,  under  sec¬ 
tion  21  of  the  zoning  resolution  of  Goldenthal  Brothers, 
applicant  on  behalf  of  Peter  Anselmi,  owner,  to  permit  in 
a  business  use  district,  the  maintenance  of  eight  (8)  one- 
car  garages;  (two  (2)  for  accessory  use  and  six  (6)  to 
be  rented  to  individuals  not  residing  on  the  premises)  ; 
premises  28-04  39th  avenue,  southeast  corner  of  28th  street 
(Block  No.  398,  Lot  No.  21),  Long  Island  City,  Borough 
of  Queens. 

708-38-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Patrick  Carroll,  owner,  reopened  June 
16,  1942,  under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  on  an  existing  gasoline  service 
station  (the  gasoline  service  station  was  previously  granted 
by  the  Board)  ;  premises  92-28  Horace  Harding  boulevard, 
southeast  corner  of  Queens  boulevard  (Block  No.  2075,  Lot 
No.  5),  Elmhurst,  Borough  of  Queens. 

585-42-BZ — Application,  July  21,  1942.  under  section  7c 
of  the  zoning  resolution  of  John  F.  Payne,  applicant  on 
behalf  of  Socony-Vacuum  Oil  Co.,  Inc.,  owner,  to  permit 
in  a  business  use  district,  the  alteration  and  conversion  of 
occupancy  of  an  accessory  building  on  an  existing  gasoline 
service  station,  from  storeroom  to  car-washing  and  lubri- 
torium;  premises  168  Richmond  terrace  and  1-7  Stuyvesar.t 
place,  southerly  intersection  (Block  No.  12,  Lot  No.  11), 
St.  George,  Borough  of  Richmond. 

903-25-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Rose  Rolland,  owner,  reopened  November 
5,  1941,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  ten  (10)  years,  the 
use  of  a  two  (2)  story  and  basement  building,  as  a  garage 
for  more  than  five  (5)  motor  vehicles;  the  Board  having 
previously  granted  a  one  (1)  story  garage  for  more  than 
five  (5)  motor  vehicles  on  the  premises  in  question;  prem¬ 
ises  823-829  Classon  avenue,  east  side.  47  ft.  north  of  Lin¬ 
coln  place  (Block  No.  1178,  Lot  No.  3),  Borough  of 
Brooklyn. 

523- 42-BZ — Application,  June  29,  1942,  under  section  21 
of  the  zoning  resolution  of  Clifford  L.  Snyder,  applicant  and 
lessee,  on  behalf  of  The  Fordham  Methodist  Episcopal 
Church,  owner,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  part  of  an  exist¬ 
ing  dwelling,  to  business  use  (Funeral  Director’s  Office)  ; 
premises  2545  Marion  avenue,  west  side,  149.45  ft.  north  of 
Fordham  road  (Block  No.  3286,  Lot  No.  69),  Borough  of 
The  Bronx. 

Appeal  from  Administrative  Decision. 

524- 42- A — 2545  Marion  avenue,  west  side,  149.45  ft.  north 
of  Fordham  road  (Block  No.  3286,  Lot  No.  69),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  1,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

407-42-A — 31-81  Steinway  street,  east  side,  100  ft.  north 
of  Broadway  (Block  No.  678,  Lot  No.  9),  Astoria,  Borough 
of  Queens. 

447-42-A — 510  Dahill  road,  west  side,  60  ft.  south  of  40th 
street  (Block  No.  5382,  Lot  No.  26),  Borough  of  Brooklyn. 

720-42- A — 92-96  Clifton  place,  south  side,  175  ft.  west  of 
Classon  avenue  (Block  No.  1952,  Lot  Nos.  25,  26  and  27), 
Borough  of  Brooklyn. 
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744.42-A — 71  Taaffe  place,  east  side,  132  ft.  11  in.  north 
of  Park  avenue  (Block  No.  1883,  Lot  No.  7),  Borough  of 
Brooklyn. 

439-42-A — 15  West  84th  street,  north  side,  220  ft.  west 
of  Central  Park  West  (Block  No.  1198.  Lot  No.  23)  ;  (1st 
floor  west — front  room),  Borough  of  Manhattan. 

Appliances  and  Materials  for  Approval. 

715-39-SA — Carrier  Cold  Diffusers,  Types  1400,  1800, 
15G,  15J,  15K,  15M,  15Q,  15T  and  39K. 

414-42-SA— Robins  Steam  or  Air  Atomizing  Burner  (for 
owner’s  use  only). 

555-42-SA— Mills  Coin  Controlled  Bottle  Vendor,  Models 
45,  47,  47A,  47B,  47N,  66,  96,  98  and  98A. 

1002-39-SM — Perfection  Joint  Cover  (for  protection  of 
Horizontal  Stone  Joints). 

330-41-SM— Croton  Flameproofing  Compound  (CFP). 


DECEMBER  4,  1942,  10:30  A.  M. 

Rules. 

835-38-SR— Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  applied  to 
prevent  Contamination  of  Water  Supply. 

(For  Copy  of  Proposed  Amendments,  see  Bulletin  of 
November  10,  1942,  Vol.  27,  No.  45.) 


DECEMBER  8,  1942,  10  A.  M. 

Appeals  from  Administrative  Decisions. 

712-42-A — 4485-4519  Broadway,  northwest  corner  of 
West  192nd  street  (Block  No.  2180,  Lot  Nos.  633,  635  and 
part  of  Lot  No.  646),  Borough  of  Manhattan. 

737-42-A — 481-495  Clermont  avenue,  783-803  Atlantic 
avenue,  northeast  corner  and  470  Vanderbilt  avenue  (Block 
No.  2009,  Lot  No.  1),  Borough  of  Brooklyn. 

115-42-S — 1412-1416  Broadway,  northeast  corner  of  West 
39th  street  (Block  No.  815,  Lot  No.  14).  Borough  of  Man¬ 
hattan. 


DECEMBER  8,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

267-42-S — 456-474  Johnson  avenue,  south  side,  100  ft. 
west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32), 
Borough  of  Brooklyn. 

797-42-A — 20-40  Jay  street,  southwest  corner  of  John 
street,  entire  block  bounded  by  Jay,  John,  Pearl  and 
Plymouth  streets  (Block  No.  19,  Lot  No.  1),  Borough  of 
Brooklyn. 

722-42-A — 2515  Grand  Concourse,  west  side,  106.34  ft. 
north  of  East  Fordham  road  (Block  No.  3167,  Lot  No.  76), 
Borough  of  The  Bronx. 


711-42-S — 62  Delevan  street,  north  side,  175  ft.  west  c 
Richards  street  (Block  No.  518,  Lot  No.  35),  Borough  o 
Brooklyn. 

Appliance  and  Material  for  Approval. 

781-42-SA — Derby  Type  B  Electrically  Operated  Re 
mote  Control  Valve  for  Standpipe  and  Sprinkler  System: 

487-42-SM— Haverstraw  Trap  Rock  (Concrete  Aggre 
gate)  as  Produced  by  the  New  York  Trap  Rock  Cor  pc 
ration. 


DECEMBER  15,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stanc 
ards  and  Appeals  of  a  public  hearing  under  the  provisior 
of  the  zoning  resolution,  Tuesday  morning,  December  1 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Mai 
hattan,  on  the  following  matters  : 

1261-39-BZ — Application  of  Lama  and  Proskauer,  appl 
cants,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopene 
May  26,  1942,  under  section  7c  of  the  zoning  resolution,  1 
permit  partly  in  a  business  use  and  partly  in  a  residence  u: 
district,  the  parking  and  storage  of  more  than  five  (5)  mote 
vehicles  upon  a  plot  occupied  as  a  gasoline  service  static 
(previously  withdrawn)  ;  premises  2701-2711  bort  Hamiltc 
parkway  ahd  1358-1368  Prospect  avenue,  northwest  corm 
(Block  No.  5284,  Lot  No.  64),  Borough  of  Brooklyn. 

578-42-BZ — Application,  July  15,  1942,  under  sections  7 
and  21  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  a 
plicant,  on  behalf  of  Buoniello  Holding  Company,  Inco 
porated,  owner,  to  permit  in  a  business  use  district,  for 
term  of  two  (2)  years,  the  parking  and  storage  of  mo 
than  five  (5)  motor  vehicles  and,  also,  the  continuance  < 
the  use  of  part  of  the  plot  for  the  display  and  sale  of  us< 
cars;  premises  6802-6810  Fort  Hamilton  parkway,  southvve 
corner  of  68th  street  (Block  No.  5771,  Lot  No.  6),  Borouj 
of  Brooklyn. 

772-42-BZ — Application,  November  4,  1942,  under  se 
tion  7c  of  the  zoning  resolution,  of  Maurice  G.  Usla 
applicant,  on  behalf  of  Durkee  Marine  Products  Corpor 
tion,  owner,  to  permit  upon  a  plot  located  partly  in  a  man 
facturing  use  and  partly  in  an  unrestricted  use  district,  t 
maintenance  of  an  extension  to  a  building  used  as  a  foundr 
premises  2053  Clove  road,  southeast  corner  of  Mosel  aven 
(Block  No.  2921,  Lot  Nos.  18  and  23),  Grasmere,  Borouj 
of  Richmond. 

987-41-BZ — Application,  November  14,  1941,  under  se 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewett 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  p< 
mit  in  a  business  use  district,  the  reconstruction  of  and  t 
erection  of  a  new  accessory  building  upon  an  existing  gas 
line  service  station ;  premises  736-746  Linden  boulevard  a 
796-804  Utica  avenue,  southwest  corner  (Block  No.  46! 
Lot  No.  6),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

792-42-A — 796-804  Utica  avenue  and  736-746  Lind 
boulevard,  southwest  corner  (Block  No.  4675,  Lot  No.  ( 
Borough  of  Brooklyn,  Misc.  8575-41. 

HARRIS  H.  MURDOCK,  Ounrnu 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  NOVEMBER  24,  1942. 

|  Present :  Chairman  Murdock,  Commissioners  Savage  and 
[Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
Ion  Tuesday  morning,  November  17,  1942,  and  Tuesday  after¬ 
noon,  November  17,  1942,  were  approved  as  printed  in  Bul¬ 
letin  No.  47,  Vol.  27. 


ZONING  CASES. 

107-42-BZ. 

APPLICANT— John  F.  Payne,  for  Socony-Vacuum  Oil 
Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  of 
an  accessory  building  upon  a  plot  now  occupied  as  a 
gasoline  service  station ;  the  vehicular  entrance  to 
the  gasoline  service  station  is  located  within  200 
ft.  of  an  entrance  to  a  public  playground. 

PREMISES  AFFECTED — 101-413  Dahill  road  and  2-12 
Cortelyou  road,  southeast  comer  (Block  No.  5384, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  F.  Payne. 

For  Opposition:  Jeremiah  B.  Bloom  and  others. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Harold  Klorfein,  Dep’t 
of  Parks. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant,  to  establish  right  of  occupancy  of  the1 
present  Lot  No.  1,  100  by  125  ft.,  as  now  occupied. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


926-28-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Louis  A.  Kiesewetter, 
for  The  Texas  Company,  owner. 

SUBJECT — Application  reopened  December  16,  1941  re 
(decision  of  the  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district  the  extension  of  an  accessory 
building  (for  lubritory  use)  and  also,  the  re¬ 
arrangement  of  pumps  on  an  existing  gasoline  ser¬ 
vice  station,  which  was  previously  acted  upon  by  the 
Board. 

PREMISES  AFFECTED— 2633-2643  Ocean  avenue  and 
2002  Avenue  V,  southeast  corner  (Block  No.  7381, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  9 

THE  RESOLUTION  (926-28-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  dis¬ 
trict,  under  section  21  of  the  zoning  resolution,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  2633-2643  Ocean  avenue  and  2002  Avenue  V,  south¬ 
east  corner  (Block  No.  7381,  Lot  No.  1),  Borough  of 
Brooklyn,  was  denied  by  the  Board  on  May  7,  1929;  the 


action  of  Board  was  reversed  by  the  Supreme  Court,  and 
a  gasoline  service  station  erected ;  a  request  for  reopening 
was  denied  by  the  Board  on  February  9,  1937,  as  it  appeared 
that  this  station,  as  erected,  did  not  conform  to  the  plans 
filed  with  the  Board  and  part  of  the  record  before  the 
Court ;  and 

Whereas,  on  order  of  the  Court,  this  application  was 
reopened  by  the  Board  on  January  25,  1938,  and  granted  on 
condition ;  and 

Whereas,  the  applicant  requested  a  further  reopening  of 
the  case  for  amendment  of  the  resolution  of  January  25, 
1938,  to  permit  the  extension  of  the  existing  lubritorium  and 
the  rearrangement  of  the  gasoline  pumps ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  16,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  November  24,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Ocean  avenue  is  in  a  residence  use  dis¬ 
trict  ;  Avenue  V  is  in  a  business  and  residence  use  district ; 
and  East  21st  street  and  Gravesend  Neck  road  are  each  in 
a  residence  and  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  5551-41,  dated  December  16,  1941,  reads: 

“1.  Extension  of  pres,  gasoline  station  in  residential 
use  dist.  prohibited  by  Art.  II,  §3  of  zoning  resolution. 

Note:  The  above  gasoline  station  was  originally 
granted  by  the  Board  of  Stds.  and  Appeals  under  Cal. 
No.  926-28-BZ.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  100  ft.  on  Ocean 
avenue  and  105  ft.  on  Avenue  V ;  that  the  Ocean  avenue 
frontage  of  the  plot,  having  a  frontage  of  100  ft.  on  Ocean 
avenue  and  74  ft.  on  Avenue  V,  67  ft.,  is  occupied  as  a  gaso¬ 
line  service  station;  that  the  easterly  part  of  the  plot,  hav¬ 
ing  a  frontage  of  31  ft.  and  a  depth  of  100  ft.,  is  vacant; 
that  it  is  proposed  to  extend  the  area  of  the  accessory  build¬ 
ing  by  the  erection  of  a  bay,  16  ft.  by  24  ft.  10  in.  to  be 
used  as  a  lubritorium — and  to  relocate  the  pumps ;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  January  25,  1938, 
by  adding  thereto : 

“that  in  the  event  the  owner  desires  to  extend  the  ac¬ 
cessory  building  toward  the  south,  as  indicated  on 
revised  plans  marked  ‘Received  January  16,  1942’  for 
the  purpose  of  accommodating  an  indoor  greasing  lift 
equipment  and  the  rearrangement  of  pumps  as  shown, 
that  such  extension  may  be  permitted,  provided  that  in 
all  other  respects,  the  resolution  adopted  by  the  Board 
on  January  25,  1938,  is  complied  with  and  that  all 
permits  for  such  extension  shall  be  obtained  within  one 
year  and  all  work  completed  within  one  year  from  the 
date  of  this  amended  resolution.” 


58-30-BZ. 

APPLICANT — Charles  M.  Spindler,  for  Lillian  Kaplan, 
owner. 

SUBJECT — Application  reopened  July  23,  1942  re  (deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7c  and  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  extension  of  a  gasoline 
service  station  (previously  granted  by  the  Board) 
and  also,  for  a  term  of  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 73-13  to  73-21  Cooper  avenue 
and  71-34  to  71-38  73rd  place,  northwest  corner 
(Block  No.  3691,  Lot  No.  19),  Glendale,  Borough 
of  Queens. 
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APPEARANCES — 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  d 

THE  RESOLUTION  (58-30-BZ) 

Whereas,  this  application  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station,  under  section  21  of  the  zoning  resolution,  was 
granted  by  the  Board  on  April  15,  19,10  on  certain  condi¬ 
tions;  affecting  premises  73-13  to  73-21  Cooper  avenue,  and 
71-34  to  71-38  73rd  place,  northwest  comer  (Block  No. 
3691,  Lot  No.  19)  Glendale,  Borough  of  Queens;  and 
Whereas,  Charles  M.  Spindler,  for  Lillian  Kaplan,  pres¬ 
ent  owner,  requested  reopening  of  the  application  and  amend¬ 
ment  of  the  resolution,  under  sections  7c  and  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station  (previously  granted 
by  the  Board)  and,  also,  for  a  term  of  years  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  July  23,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  November  24,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  73rd  place  is  in  a  business  and  resi¬ 
dence  use  district;  Cooper  avenue  is  in  a  business  use  dis¬ 
trict;  and  73rd  street  is  in  a  residence  and  business  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1145-42,  dated  June  22,  1942,  reads: 

“1.  The  extension  of  proposed  gasoline  station  is 
contrary  to  approval  of  Board  of  Standards  and  Ap¬ 
peals  under  58-30-BZ. 

2.  The  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  within  a  business  district  is  contrary  to 
Article  2,  Section  4,  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage  of 
123.2  ft.  on  Cooper  avenue,  63.7  ft.  on  73rd  place,  a  distance 
of  126  ft.  along  the  northerly  lot  lines,  and  112  ft.  along, 
the  westerly  lot  lines;  occupied  as  a  gasoline  service  station; 
that  the  Board  granted  a  variation  on  April  15,  1930,  per¬ 
mitting  the  use  of  the  easterly  part  of  the  plot — having  a 
frontage  of  96  ft.  on  Cooper  avenue,  63.5  ft.  on  73rd  place 
and  100  ft.  along  the  northerly  lot  line — as  a  gasoline  ser¬ 
vice  station ;  that  it  is  proposed  to  extend  the  area  of  this 
gasoline  station,  by  the  inclusion  of  a  parcel  of  ground 
(irregular  in  area  and  having  a  frontage  of  27.15  ft.  on 
Cooper  avenue  and  having  a  maximum  depth  of  86.9  ft.)  ; 
that  upon  this  parcel  of  ground  there  is  located  a  one-story 
auto  laundry  25  ft.  by  25  ft.  in  area ;  that  it  is  proposed,  also, 
for  a  term  of  years,  to  use  part  of  the  unoccupied  portion 
of  the  plot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  and 

Whereas,  it  appears  that  under  New  Building  Applica¬ 
tion  162-30  and  Certificate  of  Occupancy  No.  44585,  the 
superintendent  of  buildings  permitted  more  area  to  be  occu¬ 
pied  by  the  gasoline  station  than  was  permitted  by  the  Board 
under  resolution  adopted  April  15,  1930,  by  the  inclusion  of 
what  was  then  known  as  lot  24,  to  the  west,  now  under 
consideration,  and  also  permitted  a  different  arrangement  of 
accessory  buildings  than  as  permitted ;  and 

Whereas,  the  applicant  now  requests  that  this  arrange¬ 
ment  be  permitted  to  continue  for  the  enlarged  area  with 


"w 

certain  amendments  to  the  previous  resolution  and  the  addi¬ 
tional  use  of  parking  or  storage. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  April  15,  1930,  by  - 
adding  thereto : 

“that  the  arrangement  of  the  premises  may  be  sub¬ 
stantially  as  indicated  on  revised  plans  marked  ‘Re¬ 
ceived  September  4,  1942’  and  may  include  the  additional 
lot  to  the  west,  formerly  known  as  lot  No.  24,  having 
a  frontage  on  Cooper  avenue  of  27.15  ft.  and  a  depth 
of  86.90  ft.;  that  additional  occupancy  of  the  premises 
may  be  permitted,  consisting  of  the  parking  or  storage 
of  motor  vehicles,  on  condition  that  not  over  twenty  1 
(20)  motor  vehicles  shall  be  so  stored  or  parked;  that 
such  motor  vehicles  shall  be  of  the  pleasure-car  type  1 
only  and  only  such  as  are  in  condition  for  operation; 
that  the  existing  curb  cuts  as  shown,  shall  not  be  ex¬ 
tended  ;  that  the  existing  lot  line  wire  fence  to  the  west 
and  to  the  north  shall  be  continued,  but  shall  be  replaced 
with  masonry  walls  not  less  than  6  ft.  6  in.  in  height 
within  two  (2)  3'ears  from  the  date  of  this  amended  1 
resolution ;  that  such  walls  shall  be  of  face  brick  on 
both  sides,  conforming  in  color  and  texture  with  the 
face  brick  of  the  accessory  buildings  and  shall  be  ! 
properly  coped;  that  such  walls  may  be  reduced  to  a 
height  of  four  feet;  within  6  feet  of  the  building  line  1 
of  73d  place  and  Cooper  avenue;  that  such  wall  may  be 
omitted  toward  the  west  where  the  wall  of  the  adjoin¬ 
ing  building  occurs ;  that  no  openings  shall  be  made 
in  the  existing  accessory  buildings  to  adjoining  prem¬ 
ises  ;  that  the  curbing  along  the  street  building  line, 
as  required  by  the  resolution  adopted  by  the  Board 
April  15,  1930,  may  be  omitted ;  that  any  use  not  in  ] 
accordance  with  the  requirements  of  this  amended  reso-  1 
lution,  shall  be  discontinued ;  that  all  signs,  roof,  tem¬ 
porary  or  otherwise,  shall  be  removed  and  no  signs 
shall  be  installed  on  the  premises,  other  than  permanent 
fixed  signs  attached  to  the  accessory  building,  the 
illuminated  globes  of  the  pumps,  and  the  erection  of 
a  post  standard  within  the  building  line  for  supporting 
a  sign  which  may  be  illuminated,  advertising  only  the 
brand  of  gasoline  on  sale  and  permitting  such  sign  to 
extend  beyond  the  building  line  for  a  distance  of  not 
more  than  four  feet ;  that  the  entire  premises  where 
not  occupied  by  accessory  buildings,  pumps  and  walls,] 
shall  be  cement  paved;  that  the  sidewalks  and  curbing 
shall  be  repaired  and  the  space  between  the  present 
sidewalk  paving  and  curbing  on  73d  place  and  Cooper  , 
avenue  shall  be  seeded  to  grass  and  the  existing  trees 
and  grass  maintained  in  good  condition ;  that  all  per-  j 
mits  required  shall  be  obtained  and  all  work  completed, 
except  for  the  provision  as  to  the  masonry  walls,  within  , 
one  year  from  the  date  of  this  amended  resolution  and 
that  upon  completion,  a  new  Certificate  of  Occupancy 
for  the  use  of  premises  as  herein  permitted,  shall  be 
issued  supplanting  Certificate  of  Occupancy'  No.  44585, 
which  incompletely  covers  the  uses.” 


127-35-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Joseph  Angelone, 
owner. 

SUBJECT— Application  reopened  June  30,  1942  re  (decision 
of  the  borough  superintendent)  under  section  7f 
of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
and  also,  the  erection  of  garages  for  four  (4) 
motor  vehicles. 

PREMISES  AFFECTED — 115-119  Truxton  street,  north 
side,  142  ft.  9)4  in.  west  of  Conway  street  (Block 
No.  1544,  Lot  Nos.  42  and  44),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant  :  Lany  Meltzer  and  Joseph  Angelone. 
For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks, 
Rose  Davins  and  Francesco  Stano. 
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For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

'HE  VOTE  TO  GRANT— 

Affirmative :  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

'HE  RESOLUTION  (127-35-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
istrict  the  parking  and  storage  of  more  than  five  (5)  motor 
ehicles,  under  section  7h  of  the  zoning  resolution,  was 
ranted  by  the  Board  on  February  25,  1936,  on  certain 
Conditions;  affecting  premises  115-119  Truxton  street,  north 
ide,  142  ft.  9J4  in.  west  of  Conway  street  (Block  No.  1544, 
.ot  Nos.  42  and  44),  Borough  of  Brooklyn;  and 

Whereas,  an  application  to  use  the  said  premises  for 
.  junk  shop  on  the  westerly  half  of  the  plot  now  in  ques- 
ion,  was  previously  denied  on  October  29,  1935 ;  and 

Whereas,  Jack  Z.  Cohen,  for  Joseph  Angelone,  owner, 
equested  reopening  of  the  application  under  section  7f  of 
he  zoning  resolution,  to  permit  in  a  business  use  district, 
or  a  term  of  two  (2)  years,  the  parking  and  storage  of 
lore  than  five  (5)  motor  vehicles  and  also,  the  erection 
nd  maintenance  of  garages  for  four  (4)  motor  vehicles ; 
nd 

Whereas,  this  application  was  reopened  by  vote  of  the 
loard  on  June  30,  1942,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular 
neeting  November  24,  1942,  after  due  notice  by  publication 
n  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
esolution  show  that  Truxton  street,  Somers  street,  Sack- 
nan  street  and  Conway  street  are  in  business  use  districts ; 
.nd 

Whereas,  the  decision  of  the  borough  superintendent  on 
4.  B.  Applic.  No.  2548-41,  dated  June  1,  1942  reads: 

“1.  Proposed  garages  for  storage  of  4  cars  in  con¬ 
junction  with  parking  and  storage  for  more  than  5 
cars  on  premises  located  in  a  business  use  district  is 
contrary  to  Art.  IT,  Sec.  4-A  (15)  of  the  Zoning  Reso¬ 
lution.” 
nd 

Whereas,  the  applicant  states  the  premises  consist  of  a 
•lot  of  ground  having  a  frontage  of  55  ft.  and  a  depth  of 
00  ft. ;  that  the  westerly  part  of  the  plot  (Lot  44  which 
ias  a  frontage  of  27  ft.  5  in.),  is  used  for  the  parking  and 
torage  of  more  than  5  motor  vehicles  (previously  granted' 
•y  the  Board  for  a  temporary  term  expiring  February  17, 
942,  under  certain  conditions)  ;  that  it  is  proposed  to  erect 
tpon  the  street  front  of  the  plot,  four  (4)  individual  garages 
nd  to  use  the  remainder  of  the  premises  for  parking  and 
torage  of  more  than  five  (5)  motor  vehicles  for  a  term  of 
ears. 

Whereas,  the  premises  and  the  surrounding  area  were 
nspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica- 
ion  for  the  exercise  of  its  discretion  to  grant  a  variance 
inder  section  7f  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
>n  N.  B.  Applic.  No.  2548-41,  objection  No.  1,  be  and  it 
lereby  is  affirmed  and  that  the  application  be  and  it  hereby 
s  denied. 


>76-42-BZ. 

APPLICANT — Frank  Straub,  for  Monte  Realty  Co.,  Inc., 
owrner. 

SUBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  a  four  (4)  story 
building,  erected  as  a  stable;  to  store,  showroom, 
offices  and  light  manufacturing. 


PREMISES  AFFECTED— 357  West  17th  street,  north 
side,  100  ft.  east  of  Ninth  avenue  (Block  No.  741, 
Lot  No.  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Frank  Straub  and  Benjamin  Cohen. 
For  Opposition:  F.  M.  McKenzie,  E.  K.  Pfeflfer, 
Mollie  Korman,  Guiglielmo  Giamelli,  ami 
others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (676-42-BZ) 

Whereas,  Frank  Straub,  for  Monte  Realty  Company, 
Inc.,  owner,  filed  September  17,  1942,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  alteration  and  conversion  of  a  four  (4) 
story  building  erected  as  a  stable,  to  a  store,  showrooms  and 
offices  and  light  manufacturing;  premises  357  West  17th 
street,  north  side,  100  ft.  east  of  Ninth  avenue  (Block  No. 
741,  Lot  No.  5),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  November  14,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  17th  street  and  West  18th  street 
are  each  in  a  residence,  retail  and  unrestricted  use  district ; 
Ninth  avenue  is  in  a  retail  and  unrestricted  use  district; 
and  Eighth  avenue  is  in  a  retail  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  633-42,  dated  September  17,  1942,  and  as 
amended  October  30,  1942,  reads  : 

“1.  Proposed  change  of  occupancy  of  building  from 
stable  to  store,  showrooms,  offices  and  light  manufac¬ 
turing  in  a  residence  use  district,  is  contrary  to  provi¬ 
sions  of  Section  3  and  Section  6  of  Art.  II  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  four  (4)  stories  (45  ft.)  in  height;  having  a  frontage  of 
25  ft.  and  a  depth  of  92  ft.;  of  Class  3  construction;  that 
it  js  proposed  to  alter  and  to  convert  the  occupancy  of  the 
existing  building,  which  was  erected  as  a  stable,  to  store, 
showrooms,  offices  and  light  manufacturing;  and 
Whereas,  the  applicant  was  advised  that  the  application 
could  not  be  brought  under  section  7c  of  the  zoning  reso¬ 
lution  and  the  applicant  requested  that  it  be  considered  under 
section  21  thereof ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  633-42,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


Adjourned:  12:20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  24,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 
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ZONING  CASES. 

97-37-BZ. 

APPLICANT — Paul  Friedman,  for  Eleanor  C.  StofTel, 
Cornelius  Canjeron  and  Lillian  Covert,  owners 
(Hyman  G.  Schonzeit  and  Isadore  Belenson,  ten- 
auts). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent,  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1404-1428  East  New  York  ave¬ 
nue,  southwest  corner  of  Amboy  street  (Block  No. 
3495,  Lot  Nos.  12  and  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Paul  Friedman. 

For  Administration :  Geo.  A.  Hennig,  Real  Estate 
Division,  Board  of  Estimate. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (97-37-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  7h  of  the  zoning  resolution,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  1404-1428  East  New  York  avenue,  southwest  cor¬ 
ner  of  Amboy  street  (Block  No.  3495,  Lot  Nos.  12  and  16), 
Borough  of  Brooklyn,  was  granted  by  the  Board  December 
14,  1937,  on  certain  conditions;  and 
Whereas,  due  to  incorrect  ownership  and  incorrect 
authorization  of  persons  in  ownership  of  the  subject  prop¬ 
erty,  the  action  of  the  Board  of  December  14,  1937,  was 
rescinded  May  16,  1939;  and 

Whereas,  Theodore  R.  Feinberg,  for  Eleanor  C.  StofTel 
and  Lillian  Covert,  owners,  requested  reopening  of  the  ap¬ 
plication  and  rehearing  on  the  basis  of  new  facts ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  October  8,  1940,  subject  to  the  usual  procedure;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1940,  on  certain  conditions  and  the  applicant 
requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  17,  1940, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read  : 

“*  *  *  Granted  under  section  7h  thereof,  for  a 

term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  *  *  *” 


695-40-BZ. 

APPLICANT— Manhattan  Storage  and  Warehouse  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the 
zoning  resolution,  permitting  in  a  business  use 
district,  the  change  of  occupancy  from  a  garage  for 
five  (5)  motor  vehicles  to  a  garage  for  not  more 
than  ten  ( 10)  motor  vehicles. 

PREMISES  AFFECTED- — 148  West  53rd  street,  south 
side.  191.8  ft.  east  of  Seventh  avenue  (Block  No. 
1005,  Lot  Nos.  56  and  156),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  George  Gerlach. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  - 
Negative:  .  ( 

THE  RESOLUTION  (695-40-BZ) 

Whereas,  Abraham  Green,  for  Manhattan  Storage  am 
Warehouse  Company,  owner,  filed  June  24,  1940,  an  appli 
cation  under  section  7f  of  the  zoning  resolution,  to  permi 
in  a  business  use  district  the  change  of  occupancy  from  j 
garage  for  five  (5)  motor  vehicles  to  a  garage  for  ten  (10) 
motor  vehicles ;  premises  148  West  53rd  street,  south  side 
191.8  ft.  east  of  Seventh  avenue  (Block  No.  1005,  Lot  Nos 
56  and  156),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board  oi 
November  26,  1940,  on  certain  conditions  and  applicant  re 
quested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  amend  the  resolution  adopted  on  November  26,  1940 
only  so  far  as  it  has  reference  to  the  term  of  the  permit 
so  that  as  amended,  this  portion  of  the  resolution  shall  read 
“*  *  *  Granted  under  section  7f  thereof,  for  ; 

term  of  two  (2)  years,  from  the  date  of  this  amendet 
resolution  *  *  *” 


644-41-BZ. 

APPLICANT — Charles  L.  Calhoun,  for  General  Theologi 
cal  Seminary  of  the  Protestant-Episcopal  Churcl 
in  the  United  States,  owner. 

SUBJECT — Application  for  consideration — reopening  an< 
extension  of  time — re  Application  (decision  of  th 
borough  superintendent)  previously  granted  on  con 
dition,  under  section  7g  of  the  zoning  resolution 
for  a  term  of  15  years,  to  permit  in  an  unrestrictei 
use  district,  the  erection  and  maintenance  of  ; 
garage  for  more  than  five  (5)  motor  vehicles  withii 
200  feet  of  an  exit  from  or  an  entrance  to  a  schoc 
maintained  by  an  established  religous  group. 
PREMISES  AFFECTED— 177-183  Tenth  avenue  and  500 
504  West  21st  street,  southwest  corner  (Block  Nc 
692,  part  of  Lot  No.  30),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  L.  Calhoun. 

ACTION  OF  BOARD — Application  reopened  and  tim 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 

THE  RESOLUTION  (644-41-BZ) 

Whereas,  George  Edward  Beatty,  for  General  Theologi 
cal  Seminary  of  the  Protestant-Episcopal  Church  in  th 
United  States,  owner,  filed  July  10,  1941,  an  applicatio 
under  section  7g  of  the  zoning  resolution,  to  permit  in  a 
unrestricted  use  district,  the  erection  and  maintenance  o 
a  garage  for  more  than  five  (5)  motor  vehicles  within  20 
feet  of  an  exit  from  or  entrance  to  a  school  maintained  b 
an  established  religious  group;  premises  177-183  Tenth  avc 
nue  and  500-504  West  21st  street,  southwest  corner  (Bloc 
No.  692,  part  of  Lot  No.  30),  Borough  of  Manhattan;  an 

Whereas,  this  application  was  granted  by  the  Board  o 
December  16,  1941,  on  certain  conditions  and  applicant  r( 
quested  an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  adopted  on  December  16,  194: 
only  so  far  as  it  has  reference  to  the  completion  of  worl 
so  that  as  amended,  this  portion  of  the  resolution  shall  read 
“*  *  *  that  in  view  of  the  statement  by  the  repre 
sentative  of  the  owner  that  all  permits  have  been  ot 
tained,  that  all  work  shall  be  completed  within  one  (1 
year  from  the  date  of  this  amended  resolution.  *  *  * 
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1070-41-BZ.  _  _  .  | 

APPLICANT— Paul  Friedman,  for  George  I.  Laird,  owner. 

5UB1ECT — Application  for  consideration — reopening,  ex¬ 
tension  of  time  to  complete  and  amendment  of  reso¬ 
lution— re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  for  a 
term  of  two  (2)  years,  permitting  partly,  in  a 
business  use  and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 3010-3012  Fulton  street  ami 
239-241  Linwood  street,  southeast  corner  (Block 
No.  3956,  Lot  No.  43),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD — Application  reopened,  resolution 


amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  3 
Negative :  .  0 


THE  RESOLUTION  (1070-41-BZ) 

Whereas,  Paul  Friedman,  for  George  I.  Laird,  owner, 
tiled  December  10,  1941,  an  application  under  section  7h  of 
the  zoning  resolution  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  for  a  tempo- 
i  rary  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
3010-3012  Fulton  street  and  233-241  Linwood  street,  south¬ 
east  corner  (Block  No.  3956,  Lot  No.  43),  Borough  of 
Brooklyn ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
March  10,  1942  on  certain  conditions,  time  extended  Sep¬ 
tember  15,  1942  and  application  requested  a  further  exten¬ 
sion  of  time  to  complete  the  work  and  an  amendment  of 
f  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  10,  1942,  as 
amended  on  September  15,  1942,  so  that  as  amended,  the 
resolution  shall  read : 

"Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under 
section  7h  thereof,  for  a  term  of  two  (2)  years  from 
March  10,  1942,  to  permit  the  premises  to  be  occupied 
for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  that  only  motor  vehicles  of 
the  pleasure-car  type  shall  be  so  stored  or  parked;  that 
all  existing  structures  on  the  premises  shall  be  entirely 
removed  and  the  plot  shall  be  graded  substantially  to 
the  grade  of  Linwood  street ;  that  the  plot  shall  be  sur¬ 
faced  with  clean  gravel,  steam  cinders  or  other  suitable 
material,  properly  rolled  and  treated  with  an  asphalt 
binder  to  render  a  reasonably  impervious  surface,  and 
graded  to  provide  surface  drainage;  that  on  interior  lot 
lines  where  walls  of  adjoining  buildings  do  not  occur 
there  shall  be  maintained  a  substantial  fence  not  less 
than  six  feet  in  height,  which  may  be  of  wood  and 
shall  be  kept  in  repair  and  painted;  that  on  the  street 
building  lines  of  Fulton  street  and  Linwood  street  there 
shall  be  erected  a  woven  wire  fence  of  the  chain  link- 
type  with  anchor  steel  posts  not  less  than  6  feet  in 
height  with  no  openings  therein  except  one  for  exit 
and  entrance  to  Linwood  street  not  over  15  feet  in 
width  with  curb  cut  opposite  not  over  15  feet  in  width; 
that  such  entrance  shall  be  not  nearer  than  10  feet  to 
the  lot  line  of  Lot  No.  41  as  extended  and  not  nearer 
than  50  feet  to  the  corner  of  Fulton  street ;  that  ade¬ 
quate  bumpers  shall  be  maintained  for  the  protection  of 
fences  and  adjacent  buildings;  that  such  bumpers  shall 
be  not  nearer  than  3  feet  thereto;  that  shrubbery  shall 
be  maintained  where  indicated  on  revised  plans  marked 


‘Received  November  21,  1942’ ;  that  adequate  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress ; 
that  during  the  terms  of  this  permit  the  premises  shall 
be  occupied  for  no  other  use  than  herein  permitted  and 
no  buildings  erected  thereon,  except  there  may  be 
erected  near  the  entrance  on  Linwood  street  a  building 
not  over  one  story  in  height  and  100  sq.  ft.  in  area, 
which  may  be  of  frame,  to  be  used  solely  as  an  office 
and  shelter  for  the  attendant;  that  such  portable  fire¬ 
fighting  appliances  shall  be  furnished  and  maintained 
as  the  fire  commissioner  shall  direct ;  that  no  signs 
shall  be  erected  on  the  premises  except  there  may  be 
a  sign  attached  to  the  fence  at  the  entrance,  advertising 
the  parking  and  storage  use  and  the  rates  charged,  pro¬ 
vided  such  sign  does  not  exceed  15  sq.  ft.  in  area,  is 
not  illuminated  and  does  not  extend  beyond  the  building 
line ;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the 
date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

267-42-S. 

APPLICANT — Sidney  L.  Strauss,  for  MacFarlane  Fire 
Prevention  Corporation,  for  Meyline  Realty  Corpo¬ 
ration,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner  and  a 
decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 456-474  Johnson  avenue,  south 
side,  100  ft.  west  of  Porter  avenue  (Block  No. 
2992,  Lot  Nos.  25-32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  December  8,  1942  at 
2  P.  M.,  on  written  request  of  applicant. 


722-42-A. 

APPLICANT — Sidney  Daub,  for  Level  Realty  Corpora¬ 
tion,  owner  Alexander’s  Department  Stores  Incor¬ 
porated,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2515  Grand  Concourse,  west 
side,  106.34  ft.  north  of  East  Fordham  road  (Block 
No.  3167,  Lot  No.  76),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  8,  1942  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


796-42-A. 

APPLICANT — S.  Walter  Katz,  for  Beatrice  Shankman. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 101  Greene  street,  west  side, 
244  ft.  10  in.  north  of  Spring  street  (Block  No. 
500,  Lot  No.  28),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  John  Leonard. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  8,  1942  at 
2  P.  M.,  for  applicant  to  obtain  new  decision  from 
Bldg.  Dept. 
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421-42-A. 

APPLICANT— Frank  Randazzo,  for  Congregation  Chevre 
Liady  Hoary,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 375  South  Fifth  street,  north¬ 
west  corner  of  Hooper  street  (Block  No.  2450,  Lot 
No.  28),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Frank  Randazzo. 

ACTION  OF  BOARD — Appeal  withdrawn  on  recpiest  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


611-42-A. 

APPLICANT — Ajax  Contracting  Co.,  Inc.,  for  Rhine¬ 
lander  Real  Estate  Co.,  Bank  of  Manhattan  Co., 
and  Trustees  of  Columbia  University,  owners  (H. 
Kohnstamm  and  Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
•  fire  commissioner. 

PREMISES  AFFECTED — 83-93  Park  place,  north  side, 
42  ft.  2  in.  west  of  Greenwich  street  and  248-254 
Greenwich  street  (Block  No.  129,  Lot  Nos.  3,  4,  5, 
13,  15),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  E.  Horwood. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

.  Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


619-42-A. 

APPLICANT — Max  Siegel,  for  Forge  Realties,  Incorpo¬ 
rated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 291  East  Burnside  avenue, 
northeast  corner  of  Ryer  avenue  (Block  No.  3149, 
Lot  No.  6),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


584-41-A. 

APPLICANT — Seymour  C.  Simon,  for  Saul  Leeman, 
owner. 

SUBJECT — Appeal  reopened  September  9,  1942 — re  Appeal 
from  a  decision  of  the  borough  superintendent ; 
previously  denied. 

PREMISES  AFFECTED — 121  Bay  23rd  street,  east  side, 
100)4  ft.  south  of  Benson  avenue  (Block  No.  6408, 
Lot  No.  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Seymour  C.  Simon. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (584-41-A) 

Whereas,  Benjamin  Leeman,  for  Saul  Leeman,  owner, 
filed  on  June  15,  1941,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises,  121  Bay  23rd 
street,  east  side,  100)4  ft.  south  of  Benson  avenue  (Block 
No.  6408,  Lot  No.  16),  Borough  of  Brooklyn;  and 
Whereas,  after  argument,  this  case  was  withdrawn  on 
July  22,  1941,  on  request  of  applicant;  and 
Whereas,  this  case  was  reopened  on  October  7,  1941,  by 
vote  of  the  Board  for  reconsideration  and  on  June  23,  1942 
this  appeal  was  denied ;  and 

Whereas,  the  applicant  requested  a  further  reopening  of 
the  appeal  and  reconsideration  based  on  a  new  decision  of 
the  borough  superintendent  and  this  case  was  reopened  on 
September  9,  1942,  subject  to  usual  procedure;  and 
Whereas,  the  new  decision  of  the  borough  superintendent, 
on  B.  N.  Application  No.  1654-42,  dated  July  7,  1942,  reads: 
“1.  Proposed  use  is  contrary  to  Article  II,  Section 
3  (9a).” 

and 

Whereas,  the  applicant  now  contends  that  at  the  previous 
hearing  before  the  Board  on  June  23,  1942,  witnesses  were 
produced  who  testified  as  to  the  use  and  occupation  of  the 
garage  in  question;  that  the  Board  denied  the  appeal  on  the 
grounds  that  the  applicant  did  not  prove  use  prior  to  1916  as 
a  five  car  garage;  that  thereafter,  application  was  made  to 
the  borough  superintendent  for  a  permit  for  a  three  car 
garage  and  such  application  was  denied  by  the  borough 
superintendent  and  the  applicant  now  appeals  from  such 
denial ;  and 

Whereas,  the  applicant  further  contends  that  the  building 
in  question  is  located  in  the  rear  of  premises  121  Bay  23rd 
street ;  that  Certificate  of  Occupancy  is  sought  for  the  use 
of  such  building  for  a  three  car  garage  for  parking  of 
three  automobiles  and  for  the  rental  of  more  than  one 
space;  that  the  present  owner  holds  title  by  purchase  from 
his  father,  Benjamin  Leeman,  by  deed  dated  April  7,  1942; 
that  Benjamin  Leeman  took  title  in  1918  at  which  time  the 
dwelling  was  occupied  by  two  families;  that  the  dwelling 
and  the  garage  were  both  frame  structures  built  prior  to 
1900;  that  Benjamin  Leeman  has  occupied  the  premises  since 
1914  and  continuously  to  date;  that  the  structure  in  the  rear 
of  the  premises  as  shown  on  plans  filed  with  the  borough 
superintendent  under  B.  N.  1007-41,  is  divided  into  two 
sections ;  in  the  northerly  section  there  were  stored  for  rent 
three  automobiles  from  1914  to  date;  that  it  is  now  con¬ 
tended,  that  upon  the  evidence  presented  to  the  Board  at  the 
prior  hearing,  that  the  owner  is  entitled  to  continue  the 
use  of  this  garage  for  the  storage  of  three  automobiles  for 
rent;  that  this  application  is  substantiated  by  section  6  of 
the  amended  zoning  resolution,  which  permits  a  use  prior  to 
1916  to  continue  although  it  is  not  conforming  and  it  is 
submitted  that  the  evidence,  as  to  the  northerly  section  of 
the  structure  under  consideration  showing  the  storage  of 
three  automobiles  prior  to  1916,  supports  the  request  for  a 
Certificate  of  Occupancy  as  a  legal  use;  and 
Whereas,  these  premises  were  the  subject  of  an  inspec¬ 
tion  by  a  committee  of  the  Board,  report  of  which  committee 
reads  as  follows : 

REPORT  OF  COMMITTEE. 

November  23,  1942. 

Re :  Cal.  No.  584-41-A. 

Premises  121  Bay  23rd  Street,  Brooklyn 
This  appeal  is  from  a  decision  of  the  Borough  Super¬ 
intendent,  denying  the  issuance  of  a  Certificate  of 
Occupancy  for  “storage  and  parking  of  three  automo¬ 
biles”  in  the  existing  frame  structure  located  in  the  rear 
of  the  lot  (Application  No.  1654  of  1942).  A  previous 
appeal  was  withdrawn  and  which  was  from  a  denial 
for  a  Certificate  of  Occupancy  for  five  automobiles  in 
these  structures  (Application  No.  1007  of  1942). 

The  lot  is  approximately  50  ft.  front  by  98  ft.  deep, 
located  in  a  residence,  D  area  district.  On  the  lot  is 
a  2)4  story  frame  dwelling  and  along  the  rear  lot  line  a 
1/4  story  frame  building,  occupied  as  a  stable  under 
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permit  from  the  Department  of  Health  until  1  (>3 1  and 
since  as  an  accessory  garage  for  two  automobiles.  Ad¬ 
joining  is  a  one-story  building  occupied  for  three  cars. 
Records  are  not  available  to  show  the  date  of  erection 
of  these  buildings,  but  upon  inspection,  the  C  ommittee 
believes  that  the  statement  made  that  these  structures 
were  erected  prior  to  the  adoption  of  the  Zoning  Reso¬ 
lution  in  1916  is  correct.  The  applicant’s  claim  that 
three  garage  spaces  have  been  rented  out  since  prior  to 
1916  is  supported  by  affidavits,  which  the  Committee 
believes  are  worthy  of  credence.  While  the  Borough 
Superintendent  was  correct  in  denying  the  applications 
as  presented,  the  Committee  is  of  the  opinion  that  the 
garage  spaces  for  five  automobiles  should  be  legalized 
and  permitted  as  accessory  to  the  residential  use  prior 
to  March  24,  1933.  On  that  date  the  Zoning  Resolution 
was  amended  to  permit  a  private  garage  as  accessory  to 
a  residential  occupancy  of  three  automobiles,  whereas, 
formerly,  five  automobiles  were  permitted.  In  view  of 
the  affidavits  submitted,  renting  of  three  garage  spaces 
to  outsiders  not  residing  on  the  premises  should  be  per¬ 
mitted  to  continue  under  the  provisions  of  Section  6a. 
On  the  basis  of  these  garages  being  classified  as  build¬ 
ings  accessory  to  the  residence  building,  no  Certificate 
of  Occupancy  should  be  issued,  except  for  the  residence 
building  with  the  notation  of  the  garage  buildings  acces¬ 
sory  thereto  as  herein  recommended. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

JOHN  E.  GUNN, 

Deputy  Fire  Chief. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  1654-42,  Objection  No.  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  premises  shall  be  occupied  in  accordance 
with  the  Report  of  the  Committee;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


475-42-A. 

APPLICANT — Stanley  Casazzone,  for  Antonio  Eecci, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 146  Hendricks  avenue,  south 
side,  197.75  ft.  west  of  Jersey  street  (Block  No. 
44,  Lot  No.  17),  New  Brighton,  Borough  of  Rich¬ 
mond  . 

APPEARANCES— 

For  Applicant :  Stanley  Casazzone  and  Antonio 
Fecci. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (475-42-A) 

Whereas,  Stanley  Casazzone,  for  Antonio  Fecci,  owner, 
filed  June  16,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent ;  premises  146  Hendricks  avenue,  south  side, 
197.75  ft.  west  of  Jersey  City  (Block  No.  44,  Lot  No.  17), 
New  Brighton,  Borough  of  Richmond ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  5,  1942,  re  B.  N.  Applic.  517-42,  reads: 


“This  structure  was  converted  from  an  old  law  tene¬ 
ment  to  two  family  occupancy  and  Certificate  of  Occu¬ 
pancy  #595/1936  issued  for  such  use. 

Application  denied  unless  Certificate  of  Occupancy 
is  revoked  by  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  three  stories 
(36  ft.)  in  height,  20.6  ft.  by  38.6  ft.  in  area;  of  Class  4 
construction;  erected  in  1898;  located  in  a  residence  use  dis¬ 
trict;  occupied:  cellar,  storage  and  boiler  room;  1st  floor 
and  2nd  floor  combined,  one  family;  3rd  floor,  one  family; 
proposed  to  be  occupied:  cellar,  same;  1st  floor,  1  family; 
2nd  floor,  one  family ;  3rd  floor,  one  family ;  and 
Whereas,  a  Violation  was  issued  May  20,  1942  by  the 
Division  of  Housing,  stating  that  the  premises  have  been 
converted  to  a  Class  A  multiple  dwelling  without  obtaining 
a  certificate  of  occupancy ;  and 

Whereas,  the  applicant  contends  that  the  certificate  of 
occupancy  for  the  two-family  dwelling  should  not  have  been 
issued  as  the  building  never  ceased  to  be  arranged,  intended 
or  designed  for  occupancy  as  a  multiple  dwelling ;  that  for 
these  reasons,  it  is  requested  that  Certificate  of  Occupancy 
No.  595  issued  Nov.  9,  1936  on  Alteration  315/36,  be  re¬ 
voked,  so  that  the  owner  may  be  permitted  to  restore  the 
building  to  three  families  and  comply  with  the  Multiple 
Dwelling  Law  for  such  use ;  and 
Whereas,  the  applicant  has  filed  in  support  of  this  appli¬ 
cation,  a  communication  from  the  Staten  Island  Edison 
Corp.,  certifying  that  electric  service  'was  supplied  to  three 
individual  tenants,  one  on  each  of  the  1st,  2nd  and  3rd 
floors ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  communication 
from  the  Dept,  of  Water  Supply,  Gas  and  Electricity,  cer¬ 
tifying  that  the  premises  are  being  charged  for  water  as  a 
three  family  house. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  517-42  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  revoking  Certifi¬ 
cate  of  Occupancy  No.  595-36,  so  as  to  permit  the  building 
formerly  an  Old  Law  Tenement,  to  be  restored  to  such 
occupancy  when  made  to  comply  with  Article  7  of  the 
Multiple  Dwelling  Law. 


716-42-S. 

APPLICANT — Frank  S.  Parker,  for  Warren  Service  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 3280-3290  Broadway,  122  West 
133rd  street,  southeast  corner  and  90-100  Old 
Broadway  (Block  No.  1986,  Lot  No.  65),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  S.  Parker  and  Charles 
Abernathy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative :  .  0 

THE  RESOLUTION  (716-42-S) 

Whereas,  Frank  S.  Parker,  for  Warren  Service  Cor¬ 
poration,  owner,  filed  on  September  30,  1942,  an  applica¬ 
tion  for  variation  of  the  requirements  of  the  Labor  Law, 
as  cited  in  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  3280-3290  Broadway,  122  West  133rd  street, 
southeast  corner  and  90  to  100  Old  Broadwray  (Block  No. 
1986,  Lot  No.  65),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintent,  dated 
September  28,  1942,  on  Alt.  Applic.  No.  1150-42,  reads: 

“The  proposed  number  of  occupants  on  3rd  floor  to 
6th  floor,  inclusive,  exceed  the  capacity  of  stairs.” 
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and 

Whereas,  the  applicant  states  that  the  building  is  7 
stories  (91  ft.)  in  height;  199  ft.  10  in.  by  185  ft.  in  area; 
of  Class  1  construction;  erected  1927 ;  located  in  an  unre¬ 
stricted  use  district  and  occupied :  Cellar  to  6th  stories,  in¬ 
clusive,  automobile  service  station,  repair  shop  and  show¬ 
rooms,  35  persons  in  the  cellar,  30  persons  on  each  of  the 
first  to  sixth  floors,  and  7th  floor,  offices,  80  persons;  and 
proposed  to  be  occupied — cellar  to  sixth  floors,  inclusive, 
factory,  7th  floor,  offices ;  85  persons  on  the  cellar  floor ; 
85  persons  on  the  first  floor ;  90  on  the  second  floor ;  290 
on  the  third  floor;  290  on  the  fourth  floor;  290  on  the  fifth 
floor;  185  on  the  sixth  floor  and  160  on  the  seventh  floor; 
that  the  building  is  equipped  with  sprinkler  system,  stand¬ 
pipe  system,  interior  fire  alarm  system  and  fire  drills  will 
be  maintained ;  that  there  are  two  3  ft.  9  in.  fireproof  stairs, 
one  of  which  leads  to  roof  and  both  of  which  lead  direct  to 
street ;  and 

Whereas,  the  applicant  contends  that  the  number  of  occu¬ 
pants  proposed  for  the  third  to  sixth  floors,  inclusive,  ex¬ 
ceeds  that  allowed  by  the  Labor  Law  for  two  stairs ;  that  the 
ramp  is  legally  shut  off  between  all  floors,  providing  hori¬ 
zontal  exit  to  the  floor  above  or  below ;  that  the  slope  of 
the  ramp  is  about  one  in  ten,  which  is  less  than  the  maxi¬ 
mum  permitted  by  the  Building  Code  for  ramps  in  legal 
exits;  that  the  building  is  equipped  with  a  two-source 
approved  sprinkler  system;  that  the  two  stairs  would  permit 
an  occupancy  of  162  persons;  that  the  tenants,  the  WPA 
will  not  allow  a  subdividing  wall  with  horizontal  openings 
and  object  to  the  loss  of  floor  space  required  for  the  con¬ 
struction  of  additional  hall  space. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  temporary  variation  in  the  requirements  of 
the  Labor  Law  as  cited  in  a  decision  of  the  borough  super¬ 
intendent  acting  on  Alt.  Applic.  No.  1150-42,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
two  stairways  shall  be  maintained  in  accordance  with  the 
lawful  requirements  therefor  substantially  as  indicated  on 
plans  filed  with  this  application  marked  “Received  November 
19,  1942“  and  that  the  automobile  ramp  exiting  to  Old 
Broadway  shall  be  maintained  of  present  width  throughout, 
substantially  as  indicated  on  such  plans,  except  that  the' 
rolling  steel  shutter  at  the  intermediate  landing  at  each 
floor  shall  be  blocked  in  the  open  position  and  a  partition 
of  approved  masonry  shall  be  constructed  continuously 
across  the  ramp  with  two  doors  therein,  each  door  opening 
not  less  than  3  ft.  8  in.  in  width  and  with  double-acting 
doors  or  single  acting  doors  opening  in  the  direction  of  exit 
and  self-closing;  that  such  opening  assemblies  shall  be  ap¬ 
proved  for  one  and  one-half  hour  use,  except  that  the  bucks 
and  trim  may  be  of  kalamein  not  less  than  24  gauge ;  that 
the  occupancy  per  floor  with  such  exits  shall  at  no  time 
exceed  300  persons ;  that  the  sprinkler  system,  standpipe 
system,  interior  fire  alarm  system  and  fire  drills  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner;  that 
this  variance  shall  continue  only  during  the  term  of  the 
present  lease  expiring  June  30,  1943  and  while  the  building 
is  occupied  during  such  term  as  herein  proposed  for  a 
WPA  project. 


729-42-S. 

APPLICANT — Abraham  Farber,  for  Etched  Products 
Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 39-01  Queens  boulevard  and 
43-29  39th  street,  northeast  corner  (Block  No.  191, 
Lot  No.  5),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Abraham  Farber. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative:  .  0 


THE  RESOLUTION  (729-42-S) 

Whereas,  Abraham  Farber,  for  Etched  Products  Corpo¬ 
ration,  owner,  filed  October  9,  1942,  an  application  for 
variation  of  the  Labor  Law,  as  cited  in  a  decision  of  the 
borough  superintendent,  premises :  39-01  Queens  Boulevard 
and  43-29  39th  street,  northeast  corner  (Block  No.  191,  Lot 
No.  5),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  7,  1942,  re  Alt.  Appli.  No.  1727-42,  reads: 

“Obj.  No.  3 — All  windows  on  first  floor  required  to  be 

•  open  and  accessible,  wire  guards  on  windows  contrary 
to  sect.  272,  Paragraph  3  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(30  ft.)  in  height,  100  ft.  by  240  ft.  in  area;  of  Class  1 
construction;  erected  in  1925;  located  in  an  unrestricted  use 
district  and  used  as  follows:  cellar,  boiler  room  and  storage; 
1st  floor,  manufacturing  etched  metal  products,  125  persons; 
2nd  floor,  etched  metal  products,  100  persons ;  that  no  change 
in  use  is  proposed;  that  the  occupancy  of  the  1st  floor  will 
be  increased  to  150  persons ;  that  no  certificate  of  occupancy 
has  been  issued;  that  the  building  is  equipped  with  a  2-source 
wet  sprinkler  system,  interior  fire  alarm  with  central  sta¬ 
tion  connection  hooked  up  with  sprinkler  system ;  that  no 
fire  drills  are  maintained ;  that  there  are  three  44  in.  fire¬ 
proof  stairs,  one  of  which  goes  to  roof  and  two  lead  directly 
to  street;  and 

Whereas,  the  applicant  contends  that  the  building  is  used 
for  the  manufacture  of  war  products;  that  the  War  Dept, 
has  suggested  to  the  owner  that  heavy  wire  mesh  screen 
guards  bolted,  be  installed  on  all  outside  windows  on  the 
first  story  as  protection  from  sabotage;  that  all  the  windows 
in  the  building  are  steel  factory  sash  type  with  only  a  small 
pivoted  section  at  top  for  ventilation  and  were  never  in¬ 
tended  as  a  means  of  egress ;  that  in  view  of  these  facts, 
permission  is  requested  to  maintain  the  heavy  wire  mesh 
bolted  window  guards  on  all  the  outside  Fenestre  sash  steel 
windows  on  1st  floor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1727-42,  and  that  the  application  be  and  it 
hereby  is  granted  as  to  Objection  No.  3  on  condition  that 
the  window  screens  are  maintained  substantially  as  pro¬ 
posed  ;  that  all  exits  shall  be  maintained  as  indicated  on 
plans  filed  with  this  application  marked  “Received  October 
9,  1942”;  that  a  door  shall  be  installed  in  the  partition  in 
the  lacquer  room  and  also  in  the  partition  in  the  buffing 
room,  to  permit  an  additional  exit  to  the  adjacent  exit  door 
leading  to  the  street;  that  a  Certificate  of  Occupancy  for 
the  building  shall  be  obtained;  that  the  sprinkler  system, 
interior  fire  alarm  system  with  central  station  connection  and 
fire  drills  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


771-42-S. 

APPLICANT — Reuben  Rappaport,  lor  West  Broadway 
Realty  Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFh  EC  I  ED — 462  West  Broadway,  west  side, 
240  ft.  V/s  in.  south  of  West  Houston  street  (Block 
No.  516,  Lot  No.  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Reuben  Rappaport. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  q 
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HK  RESOLUTION  (771-42-S) 

Whereas,  Reuben  Rappaport,  for  West  Broadway  Realty 
corporation,  owner,  filed  on  November  2,  1942,  an  applica- 
jn  for  variation  of  the  labor  law  as  cited  in  a  decision  of 
e  borough  superintendent;  premises  462  West  Broadway, 
,est  side,  240  ft.  V/&  in.  south  of  West  Houston  street 
Block  No.  516,  Lot  No.  31),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent,  re 
It.  Applic.  No.  1059-42,  dated  October  29,  1942,  reads: 

“7.  Kalamein  jambs  and  trim  for  doors  required  to 
be  one  hour  fire  test  can  not  be  accepted.  Rule  507 
Industrial  Code.” 
id 

Whereas,  the  applicant  states  the  building  is  five  stories 
i7  ft.)  in  height,  25  ft.  by'  75  ft.  in  area  at  1st  floor,  25  ft. 
/  69  ft.  in  area  at  typical  floor;  of  Class  3  construction; 
cated  in  an  unrestricted  use  district;  erected  in  1890  and 
-ed  as  follows:  Cellar,  storage;  1st  floor,  store;  2nd  to 
h  floors,  factory;  proposed  to  be  used  and  occupied  as 
pllows:  cellar,  storage;  1st  floor,  store,  30  persons;  2nd 
id  3rd  floors,  factory,  one  tenant,  20  persons  on  2nd  and 
)  on  3rd  floor;  that  on  October  5,  1942,  the  5th  and  roof 
,ers  of  beams  were  burned  out  and  an  unsafe  order  was 
sued ;  that  it  is  now  proposed  to  remove  the  upper  parts 
id  all  of  the  building  down  three  stories  in  height,  equip 
ith  one  44  in.  wide  stairs  with  fire-retarded  enclosure 
juipped  with  one-hour  test  fireproof  self-closing  doors  and 
ctending  from  new  roof  level  to  street  and  one  fire  escape 
:  front  of  building  extending  to  third  story  and  to  street 
V  counterbalanced  stairs ;  that  windows  on  the  course  of 
re  escape  will  be  fireproof,  self-closing;  and 
Whereas,  the  applicant  contends  that  the  War  Produc- 
on  Board  has  curtailed  the  manufacture  of  steel  bucks  for 
le-hour  fire  doors,  therefore  permission  is  requested  to 
lbstitute  kalamein  jambs  and  trim  on  the  stair  enclosure 
lenings. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  Labor 
aw  as  cited  in  a  decision  of  the  borough  superintendent 
i  Alt.  Applic.  No.  1059-42,  and  that  the  application  be 
id  it  hereby  is  granted  as  to  Objection  No.  7  on  condition 
lat  in  all  other  respects,  the  building  and  occupancy  shall 
imply  with  all  laws,  rules  and  regulations  applicable 
lereto;  that  the  sheet  steel  covering  of  jambs  and  trim  for 
oors  shall  not  be  less  than  24  gauge  and  well  painted 
iside  and  outside  before  forming;  that  in  all  other  respects, 
le  opening  door  assembly  shall  be  of  a  type  as  approved 
y  the  Board  for  the  proposed  use. 


73-42-S. 

v-PPLICANT — Lawrence  D.  Mayer,  for  Haslef  Realty 
Corporation,  owner. 

'UBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

’REMISES  AFFECTED— 148-152  West  37th  street,  south 
side,  75  ft.  east  of  Seventh  avenue  (4th,  7th  an<J 
11th  floors)  ;  (Block  No.  812,  Lot  No.  69),  Bor¬ 
ough  of  Manhattan. 
vPPEAR  ANCES — 

For  Applicant :  Law  rence  D.  Mayer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

vCTION  OF  BOARD — Application  denied. 

'HE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

'HE  RESOLUTION  (773-42-S) 

Whereas,  Lawrence  D.  Mayer,  for  Haslef  Realty  Corpo- 
ation,  owner,  filed  on  November  4,  1942,  an  application  for 
ariation  of  the  requirements  of  the  Labor  Law,  as  cited  in 
decision  of  the  borough  superintendent,  affecting  premises 
48-152  West  37th  street,  south  side,  75  ft.  east  of  Seventh 


avenue  (4th,  7th  and  11th  floors)  ;  (Block  No.  812,  Lot  No. 
69),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  30,  1942,  on  B.  N.  No.  3186-42,  reads: 

“1.  Provide  a  safe  and  continuous  passageway  to 
fire  tower  for  the  occupants  in  the  front  part  of  the 
floors,  4th,  7th  and  11th,  as  per  Spec.  272-i  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  14 
stories  (165  ft.)  in  height;  66  ft.  11  in.  by  98  ft.  9  in.  in 
area;  at  first  floor,  66  ft.  11  in.  by  88  ft.  9  in.  in  area  at 
typical  floor ;  of  Class  1  construction ;  erected  1923 ;  located 
in  a  business  use  district  and  occupied:  cellar,  storage  and 
boiler  room,  5  persons ;  first  floor,  stores,  60  persons ;  mezza¬ 
nine,  storage,  15  persons;  second  to  14th  floors,  inclusive, 
showrooms,  offices,  manufacturing,  not  more  than  25%  of 
floor  area,  70  persons  on  each  floor ;  that  the  building  is 
equipped  with  a  sprinkler  system,  standpipe  system,  interior 
alarm  system  and  fire  drills  are  maintained;  that  there  are 
two  fireproof  stairs,  3  ft.  8  in.  wide  leading  from  roof  to 
street ;  and 

Whereas,  Violation  No.  31  of  1942  was  issued  January 
6,  1942,  for  not  providing  two  unobstructed  means  of  egress 
for  occupants  at  front  of  building  on  fourth,  seventh  and 
lltli  floors  as  required  by  the  Labor  Law;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  on 
the  4th  and  7th  stories,  to  cut  openings  in  present  gypsum 
block  partitions  between  front  and  rear  units  of  space  and 
install  steel  buck  and  3  ft.  8  in.  by  7  ft.  kalamein  doors 
with  safety  glass  panel  and  on  the  11th  floor;  that  it  is 
proposed  to  remove  present  kalamein  panel  on  present  door 
of  rear  unit  and  replace  with  safety  glass  panels;  that  these 
doors  will  provide  unobstructed  egress  to  rear  unit  on  each 
of  floors  in  question  to  the  fire  tower,  which  in  addition  to 
the  existing  means  of  egress,  will  provide  two  unobstructed 
means  of  egress  to  occupants  of  front  units;  that  these 
doors  will  be  kept  unlocked  until  the  close  of  business  each 
day ;  that  the  safety  glass  panels  are  intended  as  an  added 
precaution  in  the  case  the  rear  units  are  closed  while  the 
front  units  are  open,  so  that  in  such  case,  the  occupants 
of  the  front  units  may  break  the  glass  panels  and  open  the 
doors,  thus  gaining  access  to  the  fire  tower  in  the  event  of 
an  emergency ;  and 

Whereas,  in  the  opinion  of  the  Board,  fireproof  passage¬ 
ways  can  and  should  be  provided,  so  as  to  provide  the  re¬ 
quired  exits  for  each  subdivided  area. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  B.  N.  No.  3186-42,  Objection  No.  11  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


797-42-A. 

APPLICANT — Daniels  and  Kennedy,  Inc.,  lessee,  for  Ar- 
buckle  Brothers,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 20-40  Jay  street,  southwest 
corner  of  John  street,  entire  block  bounded  by  Jay 
street,  John  street,  Pearl  street  and  Plymouth 
street  (Block  No.  19,  Lot  No.  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Milton  Brown. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  () 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (797-42-A) 

Whereas,  Daniels  and  Kennedy,  Inc.,  lessee,  for  Arbuckle 

Brothers,  owner,  filed  on  November  13,  1942  an  appeal  from 

a  decision  of  the  borough  superintendent  affecting  premises 

20-40  Jay  street,  entire  block  bounded  by  Jay  street,  John 
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street,  l’earl  street  and  Plymouth  street  (Block  No.  19,  Lot 
No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  13,  1942  on  Elevator  Applic.  No.  2999-42 
reads : 

“This  elevator  must  comply  with  all  the  requirements 
of  Article  14  of  Building  Code.” 

Whereas,  the  applicant  states  that  the  building  is  10 
stories  (approximately  150  ft.)  in  height,  200  ft.  by  200  ft. 
in  area,  of  class  1  construction,  erected  in  1900,  located  in 
an  unrestricted  use  district  and  occupied  throughout  for  a 
warehouse;  and  . 

Whereas,  it  is  proposed  to  install  a  Hod  Hoist  in  the 
present  escalator  shaft  which  is  about  5  ft.  6  in.  wide  and 
8  ft.  long ;  and 

Whereas,  the  applicant  contends  that  the  proposed  hoist 
is  for  the  purpose  of  lifting  merchandise  for  the  United 
States  Government  in  connection  with  the  war  effort ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board;  and 

Whereas,  the  Board  deemed  that  if  an  elevator  is  in¬ 
stalled,  it  should  comply  with  the  requirements  therefor  and 
that  the  temporary  expedient  proposed  should  not  be  per¬ 
mitted,  inasmuch  as  the  Board  has  ascertained  that  serv¬ 
iceable  used  elevator  equipment  is  available. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Elevator  Applic.  No.  2999-42,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


807-42-S. 

APPLICANT — Bartley  Brothers  Builders,  Incorporated, 
for  Steinway  and  Sons,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 45-02  Ditmars  boulevard, 

southeast  comer  of  45th  street  (Block  No.  769, 
part  of  Lot  No.  1);  (Building  C)  ;  Astoria,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harold  S.  Bartley. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (807-42-S) 

Whereas,  Bartley  Brothers,  Builders,  Inc.  for  Steinway 
and  Sons,  owners,  filed  on  November  19.  1942  an  application 
for  variation  of  the  requirements  of  the  Labor  Law  as  cited 
in  a  decision  of  the  fire  commissioner,  affecting^  premises 
45-02  Ditmars  boulevard,  southeast  corner  of  45th  street 
(Block  No.  769,  part  of  Lot  No.  1)  :  (Bldg.  C),  Astoria, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
November  19,  1942  reads: 

“Tn  response  to  your  request  of  November  19th,  1942, 
for  permission  for  your  employees  to  smoke  in  the 
above-mentioned  premises,  you  are  advised  that  your 
application  must  be  denied,  for  the  reason  that  smoking 
is  prohibited  in  all  factories  by  the  provisions  of  the 
State  Labor  Law  with  the  exception  of  those  plants  speci¬ 
fied  in  the  rules  of  the  Board  of  Standards  and  Appeals, 
which  does  not  include  you  occupancy.” 

Whereas,  the  applicant  states  that  the  building  is  5 
stories  and  basement,  (68  ft.)  in  height.  63  ft.  by  200  ft.  in 
area,  of  class  3  construction,  erected  about  1900,  located  in 
an  unrestricted  use  district  and  occupied  as  follow's :  west 
wing  which  is  the  wing  in  question — basement — boiler  room 
and  machine  shop — 12  persons;  1st  floor — office  and  load¬ 
ing  platform — 30  persons;  2nd  floor — repair  and  storage 


of  pianos — 1  persons;  3rd  floor— manufacture  of  pian 
—8  persons ;  4th  floor — vacant ;  5th  floor — vacant ;  pen 
house— (located  at  center  of  building  between  wings)  drai 
ing  room  and  research — 4  persons  and  proposed  to  be  occ 
pied  as  follows:  basement — same;  1st  floor — same;  2nd  Ho- 
—same;  3rd  floor — same;  4th  floor — factory  to  the  lin 
of  the  capacity  of  the  exits;  5th  floor— factory  to  the  lin 
of  the  capacity  of  the  exits;  penthouse — vacant;  east  wii 
—basement — boiler  room,  machine  shop  and  storage — 
persons;  1st  floor — vacant;  2nd  floor —  vacant;  3rd  floor 
manufacturing  and  repairing  of  pianos — 8  persons ;  4th  tlo 
— manufacuring  of  gliders — 150  persons;  5th  floor — spr 
booth — 3  persons;  penthouse  (center  between  wings)  dra 
ing — 4  persons;  proposed  to  be  occupied:  basement —  samj 
1st  floor — office — 70  persons;  2nd  floor— vacant ;  3rd,  4 
5th  and  penthouse  floors — same ;  that  buidling  is  equipp 
with  a  sprinkler  system,  standpipe  system,  interior  fire  ala: 
system ;  that  fire  drills  are  not  maintained ;  that  there  £ 
four  fire  towers  and  two  interior  stairs ;  that  the  fire  tow< 
are  of  steel  construction,  interior  stairs  are  wood,  bri 
enclosed,  equipped  with  fireproof  self-closing  doors;  anc, 

Whereas,  the  applicant  contends  that  the  portion  wh: 
it  is  proposed  to  use  for  smoking  located  on  the  first  llo j 
north  section  of  wrest  wing,  as  indicated  on  plans  filed  w 
this  application,  is  separated  from  the  balance  of  the  fi 
story  byr  fireproof  doors  and  by  a  partition  constructed  j 
wood  studs  surfaced  on  the  office  side  with  J4  in.  plasi 
boards  and  on  the  storage  side  with  in.  tongue  s 
groove  boards ;  that  this  partition  extends  to  the  ceiling  £ 
all  office  partitions  located  within  the  office  portion,  extd 
to  the  ceiling  and  are  so  arranged  as  not  to  interfere  w 
the  operation  of  the  sprinkler  system ;  that  the  ceiling 
the  office  portion  is  covered  witli  pressed  metal. 

Resolved,  that  the  Board  of  Standards  and  Appeals  d< 
hereby  make  a  variation  in  the  requirements  of  the  Lai 
Law  as  cited  in  a  decision  of  the  fire  commissioner  da~ 
November  19,  1942,  and  that  the  application  be  and  it  lien1 
is  granted  on  condition  that  no  smoking  shall  be  permit 
in  any  part  of  the  factory  except  in  the  space  on  the  fi: 
floor,  as  indicated  on  plans  filed  with  this  application  marl1 
“Received  November  19,  1942”  and  occupied  only  as  exe 
live  offices  and  for  the  clerical  force;  that  signs  shall 
conspicuously  maintained  notifying  all  persons  that  no  sm1 
ing  shall  be  permitted  elsewhere  in  the  factory  beyond 
confines  of  this  office  space ;  that  in  all  other  respects, 
building  and  occupancy  shall  comply  with  all  other  la, 
rules  and  regulations  applicable  thereto. 


808-42-S. 

APPLICANT — Bartley  Brothers  Builders,  lncorpora 
for  Steinway  and  Sons,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  d| 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — Northwest  corner  of  19th  ti: 
nue  and  38th  street  (Block  No.  814,  Lot  No. 
(Building  1-A),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harold  S.  Bartley. 

For  Administration :  Thomas  A.  Larkin,  1 
Dep’t. 

ACTION  OF  BOARD — Application  granted  on  condit 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Deputy 

Chief  Gunn  . 

Negative:  Commissioner  Blum  . 1 

Not  Voting:  Commissioner  Savage . : 

THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Murdock,  Commissioner: 

Savage  and  Deputy  Chief  Gunn . 

Negative :  Commissioner  Blum  . 1 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioner: 

Savage  and  Deputy  Chief  Gunn . 

Negative :  Commissioner  Blum  . 
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I'HE  RESOLUTION  (808-42-S) 

Whereas,  Bartley  Brothers  Builders,  Inc.,  tor  Steinway 
nd  Sons,  owner,  filed  on  November  19,  1942,  an  application 
or  variation  of  the  requirements  of  the  Labor  Law  as  cited 
n  a  decision  of  the  fire  commissioner,  affecting  premises: 
liorthwest  corner  of  19th  avenue  and  38th  street  (Block 
nto.  814,  Lot  No.  1);  (Bldg.  1A),  Astoria,  Borough  of 
Jueens;  and 

f  Whereas,  the  decision  of  the  fire  commissioner  dated 
November  19,  1942  reads: 

“In  response  to  your  request  of  November  19,  1942 
for  permission  for  your  employees  to  smoke  in  the 
above-mentioned  premises,  you  are  advised  that  your 
application  must  be  denied,  for  the  reason  that  smoking 
is  prohibited  in  all  factories  by  the  provisions  of  the 
State  Labor  Law  with  the  exception  of  those  plants 
specified  in  the  rules  of  the  Board  of  Standards  and 
Appeals  which  does  not  include  your  occupancy.” 
nd 

Whereas,  the  applicant  states  that  the  building  is  1  story 
15  ft.)  in  height,  75  ft.  by  45  ft.  in  area,  of  class  3  con- 
truction,  erected  about  1900,  located  in  an  unrestricted  use 
istrict  and  occupied  for  offices — 42  persons ;  that  the  build- 
ig  is  equipped  with  a  sprinkler  system  and  interior  fire 
larm  system ;  and 

J  Whereas,  the  applicant  contends  that  no  factory  work  is 
arried  on  in  this  building;  that  the  building  is  sprinklered 
nd  separated  from  Building  No.  1,  which  is  used  as  a 
,tore  room,  by  a  kalamein  door;  that  partitions  in  the  build¬ 
ing  in  question  are  wood,  7  ft.  in  height  and  do  not  interfere 
jvith  the  operation  of  the  sprinkler  system  and  that  the 
uilding  has  three  exits. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  Labor 
-aw  as  cited  in  a  decision  of  the  fire  commissioner  dated 
November  19,  1942,  and  that  the  application  be  and  it  hereby 
>  granted  on  condition  that  no  smoking  shall  be  permitted 
xcept  in  the  space  as  proposed  as  indicated  on  plans  filed 
ith  this  application  marked  “Received  November  19,  1942”, 
i  the  building  described  as  a  one  story  building  occupied 
or  offices  only;  that  in  all  other  respects,  the  building  and 
ccupancy  shall  comply  with  all  laws,  rides  and  regulations 
pplicable  thereto. 


13-42-A. 

iPPLICANT — John  Lowry,  for  New  York  University, 
owner. 

■UBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

’REMISES  AFFECTED— North  side  of  West  180th 
street,  245  ft.  west  of  University  avenue  (Block 
No.  3222,  Lot  No.  40),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  John  Lowry  and  C.  F.  Dalton. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

iCTION  OF  BOARD — Appeal  granted  on  condition. 

"HE  VOTE— 


2.  All  bearing  walls  of  hollow  masonry,  must  be  at 
least  10"  thick,  as  per  Section  S.4.3.2.6  of  the  Building 
Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story,  (18  ft.)  in  height;  109  ft.  3  in.  by  115  ft. 
in  area;  of  Class  3  construction;  located  in  a  residence  use 
district ;  and  occupied  as  a  mess  hall,  500  persons ;  and 

Whereas,  the  applicant  contends  that  New  York  Univer¬ 
sity  has  been  assigned  approximately  500  air  corps  cadet 
students  for  training,  requiring  the  immediate  construction 
of  a  temporary  mess  hall ;  that  the  time,  cost  and  materials 
available  will  not  permit  the  construction  of  a  fireproof 
structure  for  this  temporary  use;  that  the  walls  involved  in 
no  case  extend  more  than  one  story  and  only  support  a  com¬ 
paratively  small  part  of  the  roof  of  the  proposed  building, 
the  main  roof  being  supported  by  interior  columns;  that  the 
proposed  building  will  be  constructed  with  concrete  founda¬ 
tion  walls,  concrete  floor  on  earth,  cinder  block  exterior 
walls  and  bearing  walls,  wood  roof  frames  and  five  ply  felt 
and  pitch  roofing. 

Resolved,  that  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  N.  B.  Applic.  No.  169-42,  Objection  Nos.  1  and 
2,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  be 
constructed  substantially  as  proposed  except  that  all  exterior 
bearing  walls  may  be  of  masonry  consisting  of  solid  cinder 
blocks  or  equipment  not  less  than  8  in.  in  thickness  ;•  that 
automatic  fire  protection  shall  be  provided  in  the  kitchen, 
consisting  either  of  sprinkler  heads  fed  from  the  domestic 
water  supply  or  of  fire  extinguishers  of  the  gas  actuated 
automatic  type ;  that  a  plan  showing  the  location  of  such 
protection  shall  be  filed  with  the  Board  for  approval ;  that 
this  building  shall  be  occupied  only  as  proposed  and  during 
the  term  of  the  present  emergency,  and  shall  be  completely 
removed  upon  the  termination  thereof. 


655-42-A. 


APPLICANT — Alfred  H.  Eccles,  for  I.  Miller  and  Sons, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 43-10  23rd  street,  northwest 
comer  of  44th  avenue  (Block  No.  440,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Alfred  H.  Eccles. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  Q 


THE  RESOLUTION  (655-42-A) 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

HE  RESOLUTION  (813-42-A) 

i  Whereas,  John  Lowry,  for  New  York  University,  owner, 
led  on  November  20,  1942,  an  appeal  from  a  decision  of  the 
ding  borough  superintendent,  affecting  premises :  North  side 
f  West  180th  street,  245  ft.  west  of  University  avenue 
Block  No.  3222,  Lot  No.  40),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
<ovember  17,  1942,  on  N.  B.  Applic.  No.  169-42,  reads: 

“1.  Proposed  public  building,  more  than  6,000  sq.  ft. 
in  area,  must  be  of  Class  I  or  Class  II  construction,  as 
oer  Section  4.2.1  of  the  Building  Code. 


Whereas,  Alfred  H.  Eccles,  for  I.  Miller  and  Sons,  Inc., 
owner,  filed  September  2,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent  affecting  premises  43-10  23rd 
street,  northwest  comer  of  44th  avenue  (Block  No.  440, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  this  appeal  was  granted  by  the  Board  on  Sep¬ 
tember  15,  1942,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  15,  1942. 
only  so  far  as  it  has  reference  to  the  drying  wells,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  that  the  drying  wells,  indicated  to  be  car¬ 
ried  above  the  proposed  roof,  shall  be  of  similar  con¬ 
struction  as  above  provided,  and  may  be  of  horizontal 
area  of  approximately  17  ft.  by  17  ft.  each  *  * 
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656-42-S. 

APPLICANT— Alfred  H.  Eccles,  for  1.  Miller  and  Sons, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 43-10  23rd  street,  northwest 
corner  of  44th  avenue  (Block  No.  440.  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gum!  4 
Negative:  .  0 

THE  RESOLUTION  (656-42-S) 

Whereas,  Alfred  H.  Eccles,  for  I.  Miller  and  Sons,  Inc., 
owner,  filed  September  2,  1942,  an  application  for  variation 
of  the  requirements  of  the  Labor  Law,  as  cited  in  a  decision 
of  borough  superintendent,  affecting  premises  43-10  23rd 
street,  northwest  corner  of  44th  avenue  (Block  No.  440, 
Lot  .No.  1),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
September  15,  1942,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  15,  1942, 
only  so  far  as  it  has  reference  to  compliance  with  the  reso¬ 
lution  adopted  under  Cal.  No.  655-42-A,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“*  *  *  Granted  on  condition  that  the  requirements 

of  the  resolution  adopted  under  Cal.  No.  655-42-A,  as 
amended  November  24,  1942,  shall  be  complied 

with  *  * 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

289-41-SM. 

APPLICANT — The  National  Lime  and  Stone  Company, 
owner. 

SUBJECT — Monarch  Hydrated  Finishing  Lime,  Monarch 
Masons  Lime  and  Monarch  Brick  Mortar,  Ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N egative :  .  0 

THE  RESOLUTION  (289-41-SM) 

Whereas,  The  National  Lime  and  Stone  Company,  owner, 
filed  on  April  7,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Monarch  Hydrated  Finishing  Lime,  Monarch  Masons 
Lime  and  Monarch  Brick  Mortar;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS. 

November  13,  1942. 

Cal.  No.  289-41-SM. 

Subject:  Monarch  Hydrated  Finishing  Lime. 

Monarch  Masons  Lime. 

Monarch  Brick  Mortar  (40%  Portland  and 
60%  Finishing  Hydrated  Lime). 


The  National  Lime  and  Stone  Company  of  Findlay. 
Ohio,  filed  on  April  7,  1941  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  their 
materials  as  listed  above. 

These  materials  are  for  use  in  the  finish  coat  of 
plaste#ed  surfaces,  under  the  provisions  of  Sections  C26- 
312.0,  a  (7.1. 1.7.1)  and  C26-463.0  (8.4.10.7)  Adminis¬ 
trative  Building  Code,  including  compliance  with  the 
New  York  Plastering  Law,  known  as  Law  of  1911, 
Chapter  156;  and,  for  use  in  mortar  under  the  provi¬ 
sions  of  Section  C26-313.0,  a,  b,  c,  d  (7.1. 1.8.1;  7.1. 1.2.2; 
7.1. 1.8.3  and  7.1. 1.8.4),  Administrative  Building  Code. 

This  lime  product  is  manufactured  at  Findlay,  Ohio, 
from  a  dolomitic  limestone  deposit;  the  company  owns 
sufficient  acreage  to  operate  the  plant  for  over  100 
years.  The  limestone  is  taken  from  an  open  quarry 
with  a  60  ft.  face,  the  seams  of  the  stone  run  from 
3  to  6  ft.  in  thickness  and  are  solid.  The  stone  is 
broken  loose  from  the  face  by  well  drill  blasting  and  is 
further  reduced  by  secondary  drilling  to  a  size  that  will 
go  through  the  crusher.  The  stone  is  hoisted  to  the 
primary  crushers  and  after  crushing  is  run  over  a  scalp¬ 
ing  screen  where  it  is  properly  sized.  From  this  point 
it  is  hoisted  to  vertical  kilns  and  fed  into  the  top  and 
burned  into  lime.  These  kilns  are  of  the  Arnold  type. 
While  in  the  kilns  daily  samples  are  taken  to  check  CO: 
as  a  further  control  in  the  burning  process. 

The  lime  as  burned  is  passed  along  on  a  conveyor 
and  examined  by  inspectors  who  sort  out  partially- 
burned  or  discolored  pieces  and  reject  them.  After  this 
inspection,  the  lime  goes  across  a  poidometer  where 
correct  amount  of  lime  and  water  is  proportioned.  It 
then  goes  to  a  Schaeffer  continuous  Hydrator.  The 
water  for  hydration  is  measured  and  run  into  a  tray  of 
the'  hydrator  with  the  lime,  it  is  plowed  to  the  outside 
of  the  tray  and  drops  to  a  second  tray  and  so  on  down 
to  the  5th  tray  (this  hydrator  is  under  pressure  during 
this  operation).  The  lime  reacts  immediately  with  the 
water  and  the  hydrator  is  run  until  the  lime  is  thor¬ 
oughly  hydrated  and  agitated  until  the  heat  of  hydra¬ 
tion  dries  off  the  excess  moisture.  The  lime  then  goes 
to  storage  bins  for  aging;  after  a  sufficient  period  it 
is  taken  from  the  bins  by  means  of  conveyors  and  ele¬ 
vators  into  a  Raymond  Ring  Roll  pulverizer  where  it 
lays  and  grinds  until  light  enough  to  be  carried  out  on  a 
given  column  of  air  to  the  packing  bins  to  be  bagged  for 
shipment. 


Tests 


Samples  of  this  material  were  selected  at  the  plant  of 
the  applicant  at  Findlay,  Ohio,  and  tests  were  conducted 
at  the  Ohio  State  University  in  accordance  with  ASTM 
specification  C-6-31  with  the  following  results  : 

Hy^drated  Finishing  Lime 

Specifications 


1. 


Test 

Chemical 

Analysis 

(non-volatile  basis) 


CaO  MgO  96.9% 


C02 


0.65% 


A.S.T.M.  &  Federal 


C-6-31  and  SS-L-351 
Type  F 

(both  identical) 
Not  less  than  95  on  non¬ 
volatile  basis 

Not  over  5'%  on  non-volatile 


basis. 


2.  Fineness 

on  30  mesh  nil 
on  200  mesh  2.5 

3.  Consistency  of  sound 
Volume  (No  visible 
(  Sound-  effect  on 
ness)  steaming) 

4.  Plasticity 

(Emley) 


Number 

266 

Masons 

CaO  MgO 

97.6 

C4 

o 

o 

1.1 

Not  over  0.5% 

Not  over  15% 

No  visible  effects  (popping 
or  disintegration)  on  steam¬ 
ing 


200  or  more 
Lime 

Not  less  than  95  on  non¬ 
volatile  basis 

Not  over  5%  on  non-volatile 
basis 


Fineness 
On  30  mesh  0.0 
On  200  mesh  7.3 
Consistency  of : 
Volume 

Soundness  Sound 


Plasticity 

(Emley) 

Number 


Not  over  0.5% 

Not  over  15% 

No  visible  effects  (popping 
or  disintegration)  on  steam¬ 
ing 


213 


200  or  more 

Results  of  Standard  Test  on  Monarch 
Brick  Mortar : 

The  brick  mortar  in  question  is  a  Portland  Cement 
and  Finishing  Hydrated  Lime  combination  with  40% 
Portland  Cement,  and  60%  Finishing  Hydrated  Lime  by 
volume.  These  two  materials  are  ground  together  with 
no  additions  of  plasticizer  or  adulterating  materials. 

A.  Compression  tests  on  1:1  :0  mix  as  per 
Fed.  Spec.  SS-C-181b,  Type  II 

Compression  Compression 

Strength  Obt’d.  Strength  Req’d. 

1388  lbs./sq.  in.  500  lbs./sq.  in. 

1635  lbs./sq.  in.  1000  lbs./sq.  in. 

Masonry  Mortar 

Tests  based 
on  Fed.  Spec. 
SS-C-181b  for 
Type  2  Mortar 


7  day  test 
28  dav  test 


Mason  Sand 

Total  passing  No.  4  sieve . 

Total  passing  No.  16  sieve . 

Total  passing  No.  100  sieve . 

Decantation  . 

Organic  Matter  . 

Consistency  as  measured  by  flow  table... 

Flow  after  retention  on  standard  porous 

plate  . 

Percent  of  original  flow . 

Fineness : 

Retained  on  #200  sieve . 

Setting  Time: 

Initial  Setting  Time .  6  hr.  25  min. 

Final  Setting  Time .  19  hr.  50  min. 

Soundness  .  Firm- and  Hard. 

1  part  Masonry  Cement  (by  weight) 

3  parts  Standard  Ottawa  Sand  (20-30) 


100.00%’ 

92.82 

6.92 

1.44 

O.K.  ' 
100.00% 

75.00 

75.00 

2.98'% 


Compressive  Strength 
Lbs./sq.  in. 

(2"  cubes) 

3  Dav 

7  Dav 

28  Dav 

675  • 

945 

1375 

690 

970 

1360 

650 

1030 

1430 

672  Avg. 

982  Avg. 

1388  Avg. 

Mix  #2: 


1  part  Masonry  Cement  by  weight 
3  parts  Standard  Ottawa  Sand  (20-30) 


Compressive  Strength 

(2"  cubes) 

I 

.bs./sq.  in. 

3  Dav 

7  Dav 

28  Dav 

707 

1155 

1840 

660 

1085 

1815 

705 

1060 

1765 

691  Avg. 

1100  Avg. 

1807  Avg. 

1  part  of 

Masonry  Cement  (by  w< 

3  parts  of 

Ala son  Sand. 

Compressive  Strength 

(2"  cubes) 

I 

^bs./sq.  in. 

3  Dav 

7  Dav 

28  Day 

617 

1025 

1747 

640 

1020 

1775 

635 

1050 

1777 

• 

631  Avg. 

1032  Avg. 

1766  Avg. 

Tensile  Strength  : 

7  days  218  p.s.i. 

28  days  308  p.s.i.  required  125  p.s.i. 

Remarks  : 

Sample  No.  1  cured  in  accordance  with  specification 
requirements. 

Sample  No.  2  cured  48  hours  in  moist  room  and 
specimens  were  in  and  out  of  moist  room  on  alternate 
days  for  full  test  periods. 

Sample  No.  3  cured  same  as  No.  2.  Specimens  of 
Sample  No.  3  made  with  Mason  Sand  from  Lake  Erie 
at  Toledo,  Ohio. 

Both  samples  No.  2  and  3  approximate  job  conditions, 
particularly  Sample  No.  3. 

Material  complies  with  Federal  Specifications  SS-C- 
181b,  Part  II. 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  Monarch  Hydrated  Finishing 
Lime,  Monarch  Masons  Lime  and  Monarch  Brick  Mor¬ 
tar  be  approved  for  use  in  New  York  City  pursuant  to 
Section  C26-178.0,b  for  use  in  masonry  mortar  under 
C26-313.0,b.c.  for  use  as  a  hydrated  lime  in  mortar 
under  C26-312.0.b  as  a  finishing  lime  under  C26-463.4.0 
Administrative  Building  Code  when  maintained  to  the 
specifications  contained  herein  and  prepared  in  a  man¬ 
ner  hereafter  set  forth  provided  that  monthly  mill  test 
reports  from  the  mill,  certified  by  the  applicant’s  chem¬ 
ist,  be  filed  with  the  Board  and  that  all  bags,  and  bar¬ 
rels  be  tagged,  labeled  or  marked  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York- 
City  when  used  in  accordance  with  the  requirements  of 
Cal.  No.  289-41-SM.” 

It  is  further  recommended  that  in  using  these  mate¬ 
rials  precautions  shall  be  taken  as  follows  during  the 
slaking : 

Hydrated  Lime  for  Finish  Coat 

1.  Add  the  water  to  the  lime,  not  the  lime  to  the 
water. 

2.  Put  the  required  amount  of  water  (5  to  6 V?. 
gallons  per  50-pound  bag)  in  the  container  and  add 
hydrated  lime,  screening  it  through  herringbone  lath 
until  the  hydrated  lime  appears  above  the  surface  of 
the  water ;  then  place  dry  hydrated  lime  over  the  entire 
surface  of  the  hydrated  lime  in  the  box  to  take  up 
excess  water  and  giving  a  medium  stiff  putty. 

3.  Store  for  at  least  24  hours  prior  to  using. 

4.  In  the  finish  coat,  use  one  part  dry  gauging  plas¬ 
ter  to  three  parts  lime  putty  by  volume,  or  25  to  80 
pounds  lime  putty  to  100  pounds  Keene’  cement,  the 
quantity  of  putty  determining  the  hardness  of  the  fin¬ 
ish.  For  sand  float  finish,  use  one.  part  lime  putty  to 
three  parts  of  sand  by  volume,  with  water  added  to 
give  proper  consistency. 

Hydrated  Lime  for  Masonry  Mortar 

1.  As  this  is  already  slaked,  put  required  amount 
of  water  in  water-tight  box;  add  hydrated  lime  bv 
spreading  the  lime  in  the  box  until  it  appears  above  the 
surface  of  the  water;  then  spread  evenly  sufficient  quan¬ 
tity  of  dry  lime  over  the  entire  surface  to  absorb  ex-cess 
water,  continuing  until  a  medium  stiff  putty  is  obtained. 

2.  Allow  to  stand  for  at  least  24  hours  to  develop 
plasticity,  protecting  from  frost  and  covering  to  pre¬ 
vent  drying  out. 

The  Board  reserves  the  right  to  test  these  materials 
from  time  to  time. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


1189 


MINUTES 


and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Monarch  Hydrated 
Finishing  Lime,  Monarch  Masons  Lime  and  Monarch  Brick 
Mortar,  on  condition  that  the  material  be  manufactured  and 
labelled,  stamped  or  tagged  in  accordance  with  above  re¬ 
port. 


191-42-SA. 

APPLICANT — Klevator  Supplies  Company,  Incorporated, 
owner. 

SUBJECT — E.  S.  Type  “S”  Elevator  Interlocking  Device, 
Hatchway  Unit  System,  approval  of. 
APPEARANCES— 

For  Applicant :  Frank  S.  Quinn  and  K.  D.  Light- 
hope. 

ACTION  Ob'  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . . .  0 

THE  RESOLUTION  (191-42-SA) 

Whereas,  the  Elevator  Supplies  Company,  Incorporated, 
owner,  filed  on  March  10,  1942,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  E.  S.  Type  S  Elevator  Interlocking  De¬ 
vice,  Hatching  Unit  System ;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS. 

November  18,  1942. 

Re:  Cal.  No.  191-42-SA. 

Subject:  E.  S.  Type  S  Elevator  Interlocking  Device, 
Hatchway  Unit  System,  Approval  of. 

Elevator  Supplies  Company,  Inc.,  of  New  York, 
N.  Y.  filed  on  March  10,  1942,  with  the  Board  of 
Standards  and  Appeals  an  application,  under  the  re¬ 
quirements  of  Section  C26-178.0b  of  the  Administrative 
Code,  for  approval  of  its  appliance,  known  as  the 
E.  S.  Type  “S”  Elevator  Interlocking  Device,  Hatch¬ 
way  Unit  System  for  use  in  New  York  City  under  the 
pertinent  requirements  of  the  Administrative  Building 
Code. 

The  E.  S.  Type  “S”  Elevator  Interlocking  Device 
Hoistway  Unit  System  (Fig.  1)  is  a  combination  of  an 
E.  S.  Door  Closer,  E.  S.  Quick  Break  Type  “C”  Switch 
and  a  Rack  and  a  Pawl.  The  system  is  designed  to 
prevent  an  elevator  car  from  moving  in  the  hoistway 
unless  the  doors  at  all  floors  are  closed  and  locked, 
and  consists  of  the  following : 

1.  Toggle  or  lever  arms  are  attached  to  the  elevator 
door  or  doors,  arranged  in  such  a  manner  that  when 
extended  in  a  straight  horizontal  line,  lock  the  doors 
closed.  The  doors  are  opened  by  forcing  a  handle  or 
roller  attached  to  the  arms  in  a  down  direction,  thus 
breaking  the  toggle  arms  from  the  straight  horizontal 
line  and  permitting  the  doors  to  be  opened. 

2.  An  E.  S.  Quick  Break  Type  “C”  Switch  is 
mounted  to  the  angle  iron  door  operator  support  and 
connected  to  the  door  operating  arms  by  means  of  an 
adjustable  rod  and  link. 

3.  A  rack  is  fastened  to  the  door  sill  or  threshold 
and  a  pawl  is  fastened  to  the  door. 

The  operation  of  this  equipment  is  as  follows : 

,  Assume  that  the  elevator  has  just  come  to  a  stop 
at  a  floor  landing.  The  door  will  be  closed  and 
locked,  as  illustrated  in  Figure  No.  1  of  the  attached 
drawing,  with  the  door  operating  arms  “C”  locked  in  a 
straight  horizontal  line. 

To  open  the  door,  pressure  is  applied  to  the  handle 
or  roller  attached  to  the  arms  in  a  down  and  in  the 


direction  that  the  door  travels  to  open.  This  breaks  the 
arms  from  the  horizontal  position,  thereby  unlocking 
the  doors.  When  the  doors  are  fully  open  the  arms 
assume  the  position  indicated  by  the  dotted  lines  in 
Fig.  No.  1. 

A  rod  “D”  is  connected  to  the  door  operating  arm 
“C”  and  switch  link  “E”.  Link  “E”  is  connected  to 
the  rotor  “F”  in  the  type  “C”  switch  as  shown  in  Fig. 
No.  2.  Here  the  doors  are  shown  in  the  closed  or 
locked  position  and  it  will  be  noted  that  the  contactors 
“H”  are  making  contact  with  the  brass  segments  “G” 
Segments  “G”  are  connected  to  each  other  and  insulated 
from  the  rest  of  the  rotor  “F”.  The  contactors  "H” 
are  connected  to  the  elevator  control  circuit.  There¬ 
fore,  when  they  are  in  contact  with  segments  “G”  the 
circuit  is  completed  and  the  elevator  may  run. 

Fig.  No.  3  shows  the  doors  in  the  open  position  witli 
arm  “C”  disrupted  from  the  straight  horizontal  line. 
When  arms  “C”  are  in  this  open  position,  rod  “D”  has 
raised  link  “E”,  thereby  causing  link  “E”  to  rotate  rotor 
“F”.  Because  of  its  outline  rotor  “F”  forces  contactors 
“H”,  which  are  held  against  segments  “G”  by  compres¬ 
sion  springs,  apart  and  as  the  segments  “G”  turn  away 
from  the  contactors  “H”,  the  elevator  circuit  is  broken 
and  the  car  cannot  move. 

A  rack  “J”  is  fastened  to  the  sill  or  threshold  and 
a  pawl  “K”  is  fastened  to  the  door.  Fig  No.  3  shows 
the  doors  fully  open  with  the  pawl  clear  of  the  rack 
“J”-  As  the  door  closes,  the  pawl  “K”  rides  over  the 
rack  “J”  as  shown  in  Fig.  No.  4.  The  rack  and  pawl 
are  located  in  relation  to  each  other  in  such  a  way  that 
when  the  doors  are  within  the  locking  zone,  about  4"  or 
less  of  the  fully  closed  position,  they  will  be  as  shown 
in  Fig.  No.  4.  In  this  view  it  will  be  noted  by  the 
position  of  the  pawl  on  the  rack  that  the  doors  are 
locked  and  cannot  be  opened  unless  the  doors  are  first 
fully  closed,  thereby  bringing  the  arms  “C”  in  a  straight 
horizontal  line  and  locking  the  doors. 

When  the  doors  are  in  the  position  shown  in  Fig.  No. 
4  the  contactors  “H”  are  just  making  contact  with  seg¬ 
ments  “G”,  thus  completing  the  elevator  control  circuit. 
The  doors  are  locked  and  the  car  may  run. 

This  system  was  tested  by  the  National  Bureau  of 
Standards  (File  VI-1/INM-83-C,  letter  dated  February 
24,  1942)  for  compliance  with  each  of  the  following 
sections  of  the  Administrative  Code  and  has  success¬ 
fully  met  the  requirements  thereof : 

A.  — Endurance  Test 

B.  — Current  Interruption  Test 

C.  — Tests  in  Moist  Atmosphere 

D — Tests  without  Lubrication 

E.  — Misalignment  Test 

F.  — Insulation  Test 

These  tests  were  run  in  accordance  with  the  procedure 

outlined  in  Section  C26-1 179.0. 


Section  C26- 1 1 80.0 
“  C26-1 181.0 

“  C26-1 182.0 

“  C26-1 183.0 

“  C26- 1184.0 

C26-1 185.0 


R  e commendations 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval,  under  Section  C26- 
191.0,  of  the  E.  S.  Type  “S”  Elevator  Interlocking 
Device  Hatchway,  Unit  System  as  having  met  the  re¬ 
quirements  of  Subarticle  9,  Group  1  of  Article  14  of  the 
Administrative  Building  Code,  for  use  in  New  York 
City,  when  installed  in  accordance  with  the  pertinent 
provisions  of  the  Administrative  Building  Code.  The 
Committee  further  recommends  that  all  appliances 
manufactured  under  this  approval  be  stamped,  marked 
or  labelled  “Approved  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  191-42-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LF.SLTE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 
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and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  E.  S.  Type  S 
Elevator  Interlocking  Device,  Hatchway  Unit  System,  on 
condition  that  the  appliance  be  manufactured,  installed,  and 
labelled,  stamped  or  tagged  in  accordance  with  the  above 
report. 

192-42-SA. 

APPLICANT — Elevator  Supplies  Company,  Incorporated, 
owner. 

SUBJECT — E.  S.  Positive  Bar  Lock  (Type  B)  Elevator 
Interlocking  Device,  Hoistway  Unit  System,  ap¬ 
proval  of. 

appearances— 

For  Applicant :  P  rank  S.  Quinn  and  K.  D.  Light- 
hope. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative :  .  0 

THE  RESOLUTION  (192-42-SA) 

Whereas,  the  Elevator  Supplies  Company,  Incorporated, 
owner,  filed  on  March  10,  1942,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  E.  S.  Positive  Bar  Lock  (Type  B) 
Elevator  Interlocking  Device  Hoistway  Unit  System;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  18,  1942. 

Re:  Cal.  No.  192-42-SA. 

Subject:  Approval  of  E.  S.  Positive  Barlock  (Type  B) 
Elevator  Interlocking  Device,  Hoistway  Unit  Sys¬ 
tem. 

Elevator  Supplies  Co.,  Inc.  of  New  York,  N.  Y. 
filed  on  March  10,  1942,  with  the  Board  of  Standards 
and  Appeals  an  application,  under  the  requirements  of 
Section  C26-178.0b  of  the  Administrative  Code,  for 
approval  of  its  appliance  known  as  the  E.  S.  Positive 
Barlock  (Type  B)  Elevator  Interlocking  Device,  Hoist¬ 
way  Unit  System  for  use  in  New  York  City  under  the 
pertinent  provisions  of  the  Administrative  Building 
Code. 

The  E.  S.  Positive  Barlock  Type  “B”  Elevator  In¬ 
terlocking  Device  Fig.  1  consists  essentially  of  a  single 
pole,  double  brake  switch  with  two  stationary  contacts 
contained  in  a  steel  box  and  normally  bridged  by  a  re¬ 
movable  contactor  attached  to  the  door  latch.  The  box 
consists  of  a  “U”  shaped  steel  frame,  closed  at  the 
top  by  a  mounting  plate  and  at  the  sides  by  removable 
side  plates.  The  frame  is  formed  from  a  single  bent 
steel  strip  1)4"  wide  by  %"  thick,  fastened  to  the 
mounting  plate  by  four  rivets.  A  rectangular  opening 
Y%"  wide  by  1)4"  long  is  provided  in  one  side  for  en¬ 
trance  of  the  locking  head.  The  lower  edge  of  this 
opening  is  bent  inwards  at  right  angles  to  the  face  and 
reinforced  to  form  the  mechanical  latch  with  the  lock¬ 
ing  head.  Just  below  this  inward  projection  is  an  angle 
shape  stop,  upon  which  the  locking  head  rests  when  the 
doors  are  in  the  closed  and  locked  position.  The  mount¬ 
ing  place  is  4)4"  long,  1)4"  wide  and  3/16"  thick  with 
four  yy  holes  drilled  near  the  corners  for  flathead  screws 
to  secure  the  switch  box  in  place.  The  removable  sides 
are  identical.  Each  is  3)4"  wide  by  7>V%"  long  by  1/16" 
thick.  Flanges  )4"  wide  and  projecting  at  an  angle  are 
provided  adjacent  to  the  opening  in  the  frame  as  a 
guide  for  the  contact  locking  head.  The  knock-outs 


are  for  )4"  conduit  and  provided  in  the  frame  near  the 
top  of  the  box.  The  box  is  lined  with  sheet  bakelite 
1/64"  thick.  Each  of  the  two  stationary  contact  blades 
consist  of  three  laminations  of  phospherous  bronze 
riveted  together  and  having  one  of  the  laminations  some¬ 
what  longer  and  wider  at  the  free  end  than  the  other 
two.  This  part  is  formed  to  provide  a  guide  for  the 
contactor.  Each  blade  is  secured  in  a  recess  in  an  in¬ 
sulating  block  of  bakelite  with  a  flathead  brass  screw 
threaded  into  the  block.  A  spacer  block  of  bakelite  is 
inserted  between  the  two  parts  thus  formed  and  the 
whole  secured  together  with  two  flathead  brass  screws. 
This  unit  is  secured  in  the  bottom  of  the  switch  box  by 
a  retaining  plate  having  projecting  edges  engaging 
grooves  in  the  contact  base  so  that  the  stationary  con¬ 
tacts  are  free  to  move  approximately  )4"  in  any  direc¬ 
tion,  thus  allowing  proper  alignment  with  the  contactor. 
One  leaf  of  each  of  the  stationary  contact  blades  is 
formed  to  receive  one  end  of  a  flexible  lead  which  con¬ 
nects  it  with  one  binding  post  of  the  terminal  block 
located  in  the  upper  portion  of  the  switch  box. 

The  terminal  block  is  a  piece  of  molded  bakelite 
formed  in  a  shape  of  a  cross  and  secured  to  the  upper  side 
of  the  switch  box  frame  by  a  14-20  flathead  screw.  Two 
terminals  consisting  of  threaded  brass  inserts,  brass 
screws  threaded  into  the  inserts  and  cupped  washers 
are  provided  to  secure  the  leads  to  the  terminal  block. 

The  barlock  assembly  consists  of  guides,  a  steel  tube 
to  which  is  attached  a  forged  offset  fitting,  and  to  which 
in  turn  is  secured  an  insulating  block  or  contact  head 
bearing  the  removable  or  bridging  contactor.  The 
guides  are  cast  iron  brackets  having  the  longer  legs 
drilled  and  countersunk  to  accommodate  four  (4)  14-20 
flathead  machine  screws  for  securing  them  to  the  door. 
Openings  are  provided  in  the  shorter  legs  on  these 
brackets  to  accommodate  the  vertical  bar.  These  open¬ 
ings  in  the  guide  brackets  are  large  enough  to  assure 
free  movement  of  the  vertical  bar.  The  vertical  bar 
is  made  of  #18  B  &  S  gauge  steel  tubing  approximately 
36"  long  and  5/s"  in  diameter.  In  the  upper  end  of 
this  tube  is  mounted  an  offset  steel  drop  forging  approxi¬ 
mately  )4"  square  in  section  with  the  lower  1)4"  turned 
to  l/2"  diameter  to  fit  the  bore  of  the  tube.  The  forg- 
ing.  and  ferrule  fitting  outside  the  tube  as  a  stop  to 
limit  the  upward  travel  of  the  vertical  bar  arc  se¬ 
cured  in  position  by'  a  rivet. 

The  insulating  block  and  contact  consists  of  a  brass 
cylinder  loosely  mounted  in  a  rectangular  opening  in  the 
insulating  portion  of  the  locking  head  on  a  shaft  of  in¬ 
sulating  material.  The  insulating  block  is  7/16"  thick 
gray  bone  fibre,  1)4"  long  by  1  1/32"  high.  The  bot¬ 
tom  portion  is  cam  shaped  which  permits  it  to  slide 

easily  through  the  opening  in  the  switch  box.  This 

insulating  block  is  reinforced  by  a  steel  cap  strip  and 
secured  to  the  top  of  the  locking  head.  It  is  also 

fastened  at  the  side  to  the  forging.  This  interlock  is 

designed  to  prevent  movement  of  the  elevator  car  if 
any'  door  in  the  elevator  shaftway  is  opened  or  un¬ 
locked.  It  is  so  connected  that  the  door  is  mechanically 
locked  before  the  control  circuit  is  completed  and  con¬ 
versely  the  control  circuit  is  opened  before  the  door  is 
mechanically  unlocked  to  permit  the  door  to  be  opened. 

The  mechanical  lock  is  positive,  as  it  is  maintained 
in  the  locked  position  by  gravity',  no  springs  whatever 
being  used.  The  one  moving  part,  the  contact  making 
element,  is  attached  to  the  door,  consequently  when  the 
door  is  opened  the  elevator  control  circuit  is  also  posi¬ 
tively  opened. 

The  operation  of  the  electro-mechanical  interlock  is 
as  follows : 

After  the  car  has  stopped  at  a  landing,  the  bar 
which  is  fastened  to  the  door  is  raised,  thereby  open¬ 
ing  the  elevator  control  circuit  by  disengaging  con¬ 
tactor  “B”  from  bridging  the  contacts  “C”,  as  shown 
in  the  illustration  attached.  The  control  circuit  is 
opened  with  the  first  upward  movement  of  the  bar 
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thereby  making  it  impossible  for  the  car  to  move. 
When  the  bar  has  reached  its  top  limit  of  travel  the 
door  is  unlocked  mechanically  at  “D”  and  the  door 
may  be  opened  to  receive  or  discharge  passengers. 
In  closing  the  cam  shaped  portion  of  the  locking 
head  of  the  bar  rides  through  the  opening  in  the 
switch  box  and  when  the  door  is  fully  closed  the  bat- 
drops  by  gravity  mechanically  locking  the  door  at 
“D”  and  closing  the  elevator  control  circuit  by  con¬ 
tactor  “B”  bridging  contacts  “C”.  The  car  may  then 
move  up  or  down  the  shaftway,  as  desired. 

This  system  was  tested  by  the  National  Bureau  of 
Standards  (File  VI-1/INM-83-C,  letter  dated  February 
24,  1942)  for  and  has  successfully  met  the  require¬ 
ments  of  each  of  the  following  sections  of  the  Adminis¬ 


trative  Building  Code : 

A.  — Endurance  Test 

B. — Current  Interruption  Test 

C.  — Test  in  Moist  Atmosphere 

D.  — Test  without  Lubrication 

E.  — Misalignment  Test 

F.  — Insulation  Test 

These  tests  were  run  in  accordance 
outlined  in  Section  C26-1 179.0  of  the 


Section  C26-1 1 80.0 
“  C26-1 181.0 

“  C26-1 182.0 

“  C26-1 183.0 

“  C26- 1184.0 

“  C26-1 185.0 

with  the  procedure 
Code. 


Recommendations.  , 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval,  under  Section  C26- 
191.0  of  the  Administrative  Building  Code,  of  E.  S. 
Positive  Bar-Lock  (Type  B)  Elevator  Interlocking 
Device,  Hoistway  Unit  System  as  having  met  the  re¬ 
quirements  of  Subarticle  9,  Group  1  of  Article  14  of 
the  Administrative  Code,  for  use  in  New  York  City, 
when  installed  in  accordance  with  the  pertinent  provi¬ 
sions  of  the  Administrative  Building  Code.  I  he  Com¬ 
mittee  further  recommends  that  all  appliances  manu¬ 
factured  under  this  approval  be  marked,  labelled  or 
stamped,  “Approved  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  192-42-SA”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  E.  S.  Positive 
Bar  Lock  (Type  B)  Elevator  Device,  Hoistway  Unit  Sys¬ 
tem,  on  condition  that  the  appliance  be  manufactured,  in¬ 
stalled,  and  labelled,  stamped  or  tagged  in  accordance  with 
the  above  report. 


489-42-SM. 

APPLICANT — New  York  Trap  Rock  Corporation,  owner. 

SUBJECT— Tomkins  Cove  Crushed  Limestone,  approval 
of. 

APPEARANCES— 

For  Applicant :  Edward  B.  Kirby. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (489-42-SM) 

Whereas,  the  New  York  Trap  Rock  Corporation,  owner, 

filed  on  June  17,  1942,  an  application  with  the  Board  of 


Standards  and  Appeals  for  approval  of  the  material  known 
as  Tomkins  Cove  Crushed  Limestone;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Commitee  on  Tests  reads:® 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  12,  1942. 

Re  :  Cal.  No.  489-42-SM. 

Subject:  Tomkins  Cove  Crushed  Limestone  (Concrete 
Aggregate),  approval  of. 

The  New  York  Trap  Rock  Co.  of  New  York,  filed 
on  June  6,  1942  an  application  with  the  Board  ol 
Standards  and  Appeals  for  the  approval  of  thin 
crushed  stone  under  the  requirements  of  C26-178.0I 
for  use  under  the  pertinent  provisions  of  Sub.  Art.  5 
Reinforced  Concrete  Construction  of  Art.  9,  Construc¬ 
tion;  of  the  Administrative  Building  Code. 

The  plant  is  located  at  Tomkins  Cove,.  New  York 
where  open  type  method  of  quarrying  of  stone  is  used 
The  rock  deposit  based  on  present  consumption  rate: 
indicates  a  supply  for  at  least  fifty  years.  Brielly,  tin 
operations  at  the  quarry  are  described  as  follows: 
Stripping — 

The  overburden  is  removed  by  a  steam  shovel,  witl 
pick  and  shovels  aiding  in  the  cracks  and  crevices. 

Drilling —  J 

A  Bucyrus  Armstrong  gasoline  driven  well  drill  i 
used  to  produce  the  holes  necessary  for  blasting.  Wate 
is  used  as  a  lubricant  in  the  drilling,  which,  with  th 
stone  dust  produces  a  soupy,  muddy  material  in  th 
bottom  of  the  holes.  This  is  bailed  out  from  time  t< 
time  enabling  the  well  driller  to  report  any  dirt  pocket 
or  impurities  in  the  stone. 

Blasting — 

Prim  ary  B  lasting 

This  is  done  with  Dupont’s  Nitramon  “A”,  claime 
to  be  particularly  adapted  for  quarrying  conditions  a 
Tomkins  Cove.  The  powder  comes  in  cans  7)4"  i 
diameter  by  2  ft.  long,  and  weighing  50  lbs.  eacl 
These  are  set  off  by  special  detonators,  coming  in  sin® 
lar  cans  of  powder  with  a  silken  bag  of  T.N.T.  in  th 
center.  The  detonators  are  set  off  by  the  use  of  cap 
and  electrical  sparks,  which  in  turn  set  off  the  Nitra 
moil. 

Secondary  Blasting 

This  is  seldom  necessary  as  the  primary  blast  usuall 
breaks  the  stone  into  pieces  small  enough  to  go  throug 
the  crusher.  On  the  rare  occasions  that  secondar 
blasting  is  required,  it  is  done  by  means  of  jack  harr 
mer  drills  and  dynamite. 

Transportation  and  Crushing —  ; 

Two  steam  shovels,  one  a  120-B  steam  shovel  an 
the  other  a  model  50-B,  load  the  stone  into  10  yar 
trailer  trucks.  It  is  then  conveyed  to  a  Roller  Mil 
which  consists  of  3  tiers  of  rolls.  These  rolls  arc  s 
set  that  nothing  over  9  inches  escapes  at  the  top  love 
Then  the  stone  falls  to  the  next  set  of  rolls,  whei 
nothing  over  4  inches  passes.  The  final  rolls  crus 
everything  down  to  1)4  inches  in  size. 

Scalping  and  Screening — 

By  means  of  a  large  pan  conveyor,  the  crushed  stoi 
is  carried  to  the  scalping  building  where  all  partich 
measuring  2  inches  and  over  are  removed.  Belt  coi 
veyors  then  carry  the  stone  to  the  screening  buildin 
where  it  is  separated  into  the  following  sizes :  1)4' 
1)4",  1",  Y4",  Yi"  and  YY  ■  A  by-product  of  this  plai 
is  its  Tomkins  Cove  Screenings,  running  from  du 
sized  particles  to  YY  stone. 

Blending  and  Washing — 

All  the  stone  is  divided  into  separate  sizes.  This 
done  by  several  chutes  which  drop  the  required  sizi 
of  the  stone  on  a  conveyor  belt.  By  the  time  the  stoi 
gets  through  the  wash  house,  where  it  is  baffled  bat 
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and  forth  while  being  subjected  to  water  under  pres¬ 
sure,  it  is  not  only  thoroughly  clean,  but  well  mixed. 
Loading  and  Testing — 

After  washing,  the  stone  is  loaded  upon  Hat  bottom 
SCOWS  holding  between  600  and  700  cubic  yards  of  stone 
All  blended  boat  loads  of  stone  are  thoroughly  checked 
for  size  and  gradation  at  the  Company  Laboratory  on 
the  loading  dock  by  taking  from  3  to  5  samples  of  each 
boat  load.  Records  of  the  results  of  these  analyses  are 
kept  at  the  plant. 


T  ests 

Samples  of  this  trap  rock  were  submitted  to  tests 
Hildreth  and  Co.,  File  7130,  with  results  as  follows 
Sieve  Analysis — ASTM — C-33 


bv 


Required 
100%  Passing 
90-100%  “ 
20-55'%  “ 
0-10% 


Sieve  No.  Results 

\i/2"  .  100%  Passing 

U"  .  89.5%  “ 

u .  46.0% 

No.  4  .  6.2% 

This  limestone  contains  strong,  durable,  hard 
pieces  free  from  adherent  coatings,  soft  fragments, 
coal,  shale,  clay  lumps,  and  other  deleterious  sub¬ 
stances. 

This  latter  statement  of  the  Laboratory  apparently 
meets  the  requirements  of  C26-315.0a  which  re¬ 
quires  a  test  for  impurities  in  accordance  with 
ASTM  C40-33. 


Recommendations 

Based  on  the  foregoing  data,  it  is  recommended  by  the 
Committee  on  Tests  that  Tomkins  Cove  Crushed  Lime- 
stone  as  produced  by  the  New  York  Trap  Rock  Corpo- 
ration  at  Tomkins  Cove,  New  York,  be  approved  for 
use  in  New  York  City  under  C26-191.0  of  the  Admin¬ 
istrative  Building  Code  as  fine  and  coarse  aggregates 
under  the  following  requirements  :  . 

1.  That  each  scow  destined  for  use  in  New  York 
City  shall  be  accompanied  bv  a  delivery  slip  stating 


in  addition  to  the  source  of  the  material,  the  grad¬ 
ation,  and  it  shall  bear  the  following  stamp  or  label 
thereon:  “Approved  for  use  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No. 
489-42-SM”,  and  that  each  truck  delivery  slip  shall 
be  similarly  stamped  by  the  dealer. 

2.  That'  samples  shall  be  taken  pursuant  to  ac¬ 
cepted  practice  from  each  scow  destined  for  New 
York  City  and  a  record  kept  of  the  resulting  test  for 
gradation. 

3.  That  at  least  once  each  month  a  composite  re¬ 
port  of  tests  made  pursuant  to  the  above  requirement 
shall  be  forwarded  to  the  Board  and  certified  by  the 
applicant’s  representative. 

4.  That  when  used,  these  aggregates  shall  comply 
with  the  requirements  of  Paragraph  C  of  Section 
C26-315.0  of  the  Administrative  Building  C  ode. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and  . 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Tomkins  Cove 
Crushed  Limestone,  on  condition  that  the  material  be  manu¬ 
factured  and  labelled,  stamped  or  tagged  in  accordance  with 
above  report. 


Adjourned:  4:15  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT 
CONTAMINATION  OF  WATER  SUPPLY 


DOPTFD  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFEC- 
WF  in  ACCORDANCE  WITH  SECTION  (665,  SUBDIVISION  C)  <5<5d,  PARAGRAPH  2,  OF 
’  the  NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 


(835-38-SR) 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
vill  be  held  by  the  Board  of  Standards  and  Appeals  on 
Yidav  December  4,  1942  at  10:30  A.  M.,  Room  1013, 
Municipal  Building,  Manhattan,  on  Proposed  Amendment  to 
^ules  relative  to  Submerged  Inlets  and  Protective  Methods 
o  be  Applied  to  Prevent  Contamination  of  Water  Supply. 

NOTE— New  matter  in  italics;  old  matter  in  parenthesis 
(  )  to  be  omitted. 


Pursuant  to  the  authority  vested  in  the  Board  of  Stand- 
ds  and  Appeals  by  Section  666,  paragraph (s)  2  (and  3), 
the  New  York  City  Charter  (and  C26-1268.0c  4) 
4713  BC)  (and  C26-1277.0h)  (14.8.2.8  BC)  pertaining 
Sections  C 26-1268. 0,c, 4.  and  C26-1277.0h.  of  the  Ad- 
nistrative  Building  Code. 


Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules 
shall  be  set  at  least  four  inches  above  the  flood  level 
rim  of  fixtures  or  as  otherwise  specifically  provided 
for  in  these  rules.  Bach  fixture  with  submerged  inlets 
shall  be  independently  controlled  by  an  approved  vacu¬ 
um  breaker  or  breakers  the  full  size  of  supply  pipe, 
as  set  forth  in  these  rules. 


Rule  (3)  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  (overflow)  flood  level  rim  of 
the  fixture,  except  when  submerged  inlets  are  absolutely 
essential  for  the  proper  functioning  of  a  fixture,  or 
as  otherwise  provided  for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus 
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utilizing  waste  zvater  shall  be  equipped  zvith  an  ap¬ 
proved  vacuum  breaker  located  at  least  four  feet 
above  the  highest  elevation  of  the  preheating  apparatus 
or  coil,  with  a  check  valve  between  the  vacuum  breaker 
and  the  preheating  apparatus.  Any  hoi  water  boiler 
supplied  through  such  preheating  device  and  having  an 
independent  cold  water  supply  line  shall  have  the  cold 
water  supply  line  equipped  with  a  vacuum  breaker  and 
check  valve  located  at  least  four  inches  aboz>e  the  high¬ 
est  elevation  of  the  boiler. 


Rule  (1)  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged 
inlets  supplied  directly  or  indirectly  from  the  City 
Water  Supply  System  (and  not  supplied  from  separate 
riser  and  tank),  shall  be  equipped  with  an  approved 
vacuum  breaker  in  the  supply  line  not  less  than  four 
inches  above  the  (overflow)  flood  level  run  of  the  fix¬ 
ture  (to  prevent  siphonage  or  backflow  of  contaminated 
water  into  the  housewater  distribution  piping  and 
checked  by  the  inspector.) 


Rule  (2)  4.  Ballcocks.  . 

All  flush  tanks  operated  by  ballcocks  shall  have  an 
approved  vacuum  breaker  located  not  less  than  (one- 
half)  three-quarter  inch  above  the  overflow  outlet  of 
the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof 
or  other  intermediate  tanks  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  tank  excepting 
that  in  roof  tanks  equipped  zvith  an  overflow  of  a  size 
at  least  one  commercial  diameter  larger  than  the  water 
supply  pipe,  the  ballcock  may  be  located  two  inches 
above  the  highest  elevation  of  the  overflozv  pipe.  The 
overflow  and  emptying  pipes  of  roof,  suction  and  inter¬ 
mediate  tanks  shall  not  be  directly  connected  to  a  drain¬ 
age  system,  notwithstanding  the  permissive  provisions 
of  Section  C26-1273.0 ,d  of  the  Administrative  Building 
Code  for  connection  to  a  leader. 


Rule  (4)  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers 
are  prohibited,  except  such  equipment  as  is  approved 
by  the  Board.  When  approved  sterilizers  are  used, 
the  waste  piping  (for)  from  sterilizers  shall  not  con¬ 
nect  directlv  with  any  drainage  system,  (such  waste 
piping  shall  discharge  above  an  open,  water-supplied, 
trapped  and  vented  fixture). 


Rule  (5)  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  (shall  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker)  is  prohibited  except  when  approved  by  the 
Board.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  (but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture). 


Rule  (6)  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connection  to  (Installation  of) 
a  bidet  is  prohibited.  Water  supply  connection  to 
(bidets,)  bed  pan  washers  or  similar  apparatus  shall 
be  equipped  with  an  approved  vacuum  breaker  and 
check  valve,  the  latter  located  between  the  fixture  and 


the  vacuum  breaker.  Water  supply  to  bed  pan  washers 
equipped  zvith  an  approved  valve  shall  be  governed  by 
Rule  3. 

Bed  pan  washers  may  be  equipped  zvith  steam  con¬ 
nections  only  when  such  equipment  has  been  approved 
by  the  Board. 


(Rule  7.  Roof  or  Suction  Tanks.) 

(Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank.) 


Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and 
be  equipped  with  an  approved  vacuum  breaker  and 
check  valve,  the  check  valve  to  be  located  between  the 
pump  and  the  vacuum  breaker. 


Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  (agency)  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  independent 
wall  thicknesses  of  metal  separate  the  refrigerant  from 
the  city  water  supply.  Refrigeration  units  containing 
more  than  twenty  pounds  of  refrigerant  shall  be  pro¬ 
vided  with  an  additional  safeguard  in  the  form  of  an 
approved  relief  valve  installed  at  the  outlet  side  of  the 
check  valve,  such  relief  valve  being  set  at  five  pounds 
above  the  maximum  water  pressure  at  the  point  of 
installation.  Direct  water  connection  is  prohibited  un¬ 
der  Section  C26-1 223.0  Administrative  Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating 
and  Embalming  Tables  or  Equip¬ 
ment. 

Mortuary,  dissection,  operating  and  embalming 
tables  or  equipment  shall  have  no  direct  water  supply 
connection.  Hose  used  with  such  equipment  shall  termi¬ 
nate  at  least  12  inches  at  any  point  from  the  table 
or  attachments. 


Rule  11.  Dishwashing  and  Laundry  Ma¬ 
chines. 

Water  supply  to  dishwashing  and  laundry  machines 
shall  be  equipped  with  an  approved  vacuum  breaker  and 
a  check  valve  located  between  the  vacuum  breaker  and 
the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above,  the  highest  elevation  of  the  machine. 


Rule  12.  Chemical  Solution  Tanks  or 
Apparatus. 

Water  supply  connections  to  any  tank  or  apparatus 
containing  any  chemical  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  and  a  check  valve  located  be¬ 
tween  the  vacuum  breaker  and  the  tank  or  apparatus. 
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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 


ules  Directory, 
he  Hearing  Calendar. 

inutes  of  Regular  Meeting  December  1,  1942,  at  10 
A.  M.,  Affecting  Calendar  Numbers  903  25-BZ,  363- 
42-BZ,  577-42-BZ,  708-38  BZ,  95-40-BZ,  119-42-BZ, 

215-42-BZ.  523-42-BZ,  586-42-BZ,  607-42-BZ,  610-42- 
BZ,  787-27-BZ,  524-42-A. 

[inutes  of  Regular  Meeting  December  1,  1942.  at  2 
P.  M.,  Affecting  Calendar  Number1?  1051-27-BZ  614- 
42-BZ,  558-37-BZ,  1002-41-BZ,  628-42-A,  407-42-A, 

439-42-A.  447-42-A,  720-42  A,  744-42  A,  834-42  A  84- 
42- A  96-42-S  482-42  S  715  39-SA.  1002  "9  SM,  330- 
41-SM,  414-42-SA,  555-42-SA  and  1069-40- SM. 

[inutes  of  Special  Meeting  December  4,  1942,  at  10.30 
A.  M.,  Affecting  Calendar  Number  835-38-SR. 
ules  relative  to  Submerged  Inlets  and  Protective  Meth¬ 
ods  to  be  applied  to  Prevent  Contamination  of  Water 
Supply. 

lsulating  Fibre  Board  Rules, 
moking  in  Factories,  Rules  for. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman , 
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DOCKET. 

Nezo  Cases  Filed  up  to  December  1,  1942. 

CaJ.No.  Dept.  Premises  Affected 

822-42-A— H.B.B. — 105  Montrose  avenue,  north  side,  100 
ft.  west  of  Manhattan  avenue  (Block  No.  .1051,  Lot  No.  25), 
Borough  of  Brooklyn,  Alt.  1006-42. 


823-42-A — H.B.M. — 3860-3868  Tenth  avenue  and  500 
West  207th  street,  southwest  corner  (Block  No.  2217,  Lot 
No.  21),  Borough  of  Manhattan,  Amendment  to  Alt.  1202- 
42. 


824-42-A — H.B.M. — 579  Fifth  avenue,  northeast  corner 
of  East  47th  street  (Block  No.  1283,  Lot  No.  1),  Borough 
of  Manhattan,  Alt.  1298-42. 


825-42-A— F.D. — 1199  Broadway,  southwest  corner  of 
West  29th  street  (Block  No.  830,  Lot  No.  62),  Borough  of 
Manhattan,  32004-L.  C.  and  Decision. 


826-42-A— H.B.B. — 421-465  Madison  street,  northeast 
corner  of  Throop  avenue  (Block  No.  1821,  Lot  Nos.  1  to 
73  inclusive)  ;  (Public  School  No.  44),  Borough  of  Brook¬ 
lyn,  Amendment  to  N.  B.  299-42. 


827-42-A — H.B.B. — 1615-1629  Madison  avenue,  east  side, 
between  East  108th  and  East  109th  streets,  51-87  East  108th 
street,  54-88  East  109th  street  and  1480  to  1490  Park  avenue 
(Block  No.  1614,  Lot  No.  21);  (Public  School  No.  108), 
Borough  of  Manhattan,  Amendment  to  N.  B.  20-42. 


828-42-A — H.B.Q. — 155-22  Broad  street,  west  side,  300  ft. 
south  of  Rockawav  boulevard  (Block  No.  15725,  Lot  Nos. 
109  and  110),  Hook  Creek,  Borough  of  Queens,  N.  B. 
2087-40. 


829-42-A — F.D. — 146  Greene  street,  west  side,  120  ft.  2 y2 
in.  south  of  West  Houston  street  (Block  No.  513,  Lot  No. 
9),  Borough  of  Manhattan,  32420-L.  C.  and  Decision. 


830-42-A — H.B.Q. — 96-18  to  96-42  Queens  boulevard, 
south  side,  150  ft.  east  of  63rd  drive  (Block  No.  3082,  part 
of  Lot  No.  61),  Rego  T’ark,  Borough  of  Queens,  Alt.  1938-42. 


(Block  No.  8546,  part  of  Lot  No.  1),  76-03  to  76-53  269tl 
street  (Block  No.  8547,  part  of  Lot  No.  1),  76-04  to  76-5- 
270th  street  (Block  No.  8547,  part  of  Lot  No.  1),  76-03  t( 
76-53  270th  street  (Block  No.  8548,  part  of  Lot  No.  1) 
76-04  to  76-54  271st  street  (Block  No.  8548,  part  of  Lot  No 
1),  76-03  to  76-53  271st  street  (Block  No.  8549,  part  of  Lo 
No.  1),  76-04  to  76-54  Hewlett  street  (Block  No.  8549,  par 
of  Lot  No.  1),  76-03  to  76-45  Hewlett  street  (Block  No' 
8550,  part  of  Lot  No.  1),  267-14  to  267-18  77th  avenue 
(Block  No.  8545,  part  of  Lot  No.  1),  268-14  77th  avenue. 
(Block  No.  8551,  part  of  Lot  No.  1),  269-04  and  269-11 
77th  avenue  (Block  No.  8552,  part  of  Lot  No.  1),  270-08  tc 
270-18  77th  avenue  (Block  No.  8553,  part  of  Lot  No.  1) 
and  271-04  to  271-16  77th  avenue  (Block  No.  8554,  part  o 
Lot  No.  1),  Bellerose,  Borough  of  Queens,  N.  B.  1115-4. 
to  N.  B.  1244-42,  inclusive. 


835- 42-BZ— H.B.B.— 8714  to  8720  Fifth  avenue  and  449. 
459  88th  street,  northwest  corner  (Block  No.  6050,  Lot  No 
40),  Borough  of  Brooklyn,  B.  N.  740-42. 

836- 42-BZ — H.B.M. — 108-112  West  41st  street,  south  side' 
125  ft.  west  of  Sixth  avenue  (Block  No.  993,  Lot  No.  38) 
Borough  of  Manhattan,  Decision  re  Certificate  of  Occupancy 


837- 42-A — H.B.B. — 413-419  Kent  avenue  and  27-35  Soutl 
8th  street,  northeast  corner  (Block  No.  2129,  Lot  No.  I)1 
Borough  of  Brooklyn,  Amendment  to  Alt.  4572-40. 

838- 42-SM — Conalene  (Fuel  Oil  Conditioner),  manufac 
tured  by  The  Thermo  Chemical  Corporation,  Material. 


839-42-BZ — H.B.B. — 172  Pacific  street,  south  side,  215  ft 
east  of  Clinton  street  (Block  No.  292,  Lot  No.  15),  Borougl 
of  Brooklyn,  Alt.  1943-42. 


Restored  to  Calendar. 

1051-27-BZ — H.B.B. — 724-740  Ralph  avenue  and  81-10 
East  98th  street,  northwest  corner  (Block  No.  3530,  Lot  No 
1),  Borough  of  Brooklyn,  B.  N.  4501-42. 


628-42-A — H.B.M. — 383-387  Lafayette  street  and  22  Eas 
4th  street,  southeast  corner  (Block  No.  531,  Lot  No.  20) 
Borough  of  Manhattan,  Alt.  944-42. 


831-42-A — H.B.Q. — 55-15  Grand  avenue  (street),  north 
side,  259  ft.  west  of  Old  Flushing  road  (Block  No.  2609, 
Lot  No.  6),  Maspeth,  Borough  of  Queens,  M-Applic.  5372-42. 


832-42-A — F.D. — Packaging  of  inflammable  mixtures 
known  as  Zerone,  Five  Star  and  Genuine  General  Motors 
Anti-Freezes  in  glass  bottles  (capacity  of  bottles  not  in  con¬ 
formity  with  Administrative  Code  specifications),  Decision. 


833-42-A — H.B.Q. — 92-32  Union  Hall  street  and  160-37 
Archer  avenue,  northwest  corner  (Block  No.  10101,  Lot  No. 
27),  Jamaica,  Borough  of  Queens,  Misc.  4011-42. 


834-42-A — H.B.Q. — 76-04  to  76-54  268th  street  (Block  No. 
8543,  part  of  Lot  No.  1),  76-03  to  76-53  268th  street  (Block 
No.  8546,  part  of  Lot  No.  1),  76-04  to  76-54  269th  street 


HISSIGNATIONS*  H.D. — Department  of  Housing  and  Buildings 
I l.ll.ll.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.II.U. — De 
partment  of  Housing  and  Buildings,  Queens;  H.B.il. — Departtnen 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  o! 
Mousing  and  Buildings,  Bronx;  H.O. — Health  Department,  am 
— Fire  Department. 


RULES 


Last 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Nov. 

Carbon  Dioxide  I.iquefier,  Rules. ..  .Mar. 
Certificates  of  Occupancy,  approved 

form  . N’ov. 

Concrete  Flat  Slabs.  Rules . luly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Tune 

Concrete  Rules  (Hydrated  Lime)...  Aug. 
Elevator  Rules  . Mar. 


Publication  in  liulletii 

24,  1942— Vol.  27,  No.  4 
10,  1942— Vol.  27,  No.  I 

25,  1941— Vol.  26,  No.  41 
13,  1937— Vol.  22,  No.  21 


24,  1941— Vol.  26,  No.  2! 

3,  1937— Vol.  22,  No.  3 

3,  1936— Vol.  21,  No. 
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l.tiNl  I'lililicniloii  in  lltillriiii 


nit  Rules  (Revolving  Doors) . June 

iciory  Exit  Rules  . -Nov. 

re  Alarm  Rules  (Interior) . Apr. 

re  Drill  Rules  . Aug. 

re-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr. 
re  Retarding  Rules  for  Garages, 

etc . Dec. 

reproof  Wood,  Testing  of . Apr. 

-ame  Garages,  Ruling  for . Jan. 

ision  Welding  and  Gas  Cutting 
Rules  May 

as  Shut-Off  Rides  . Apr. 

atchway  Protection  . lune 

isolating  Fibre  Hoard  Rules . Sept. 

il  Burner  Rules  . Sept. 

pening  Protective  Assemblies, 

Rules  for  Inspection  of . July 

aim,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . . . Sept. 

atform  Trucks,  Specifications  for.  Nov. 

umbing  Rules  . Aug. 

lumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .  Dec. 

oceilure,  Rules  of . Sept. 

tfrigerating  Systems,  Extract  A.C.  Aug. 
noking  in  Factories,  Rules  for....  Dec. 

irinkler  Rules  . June 

tandpipe  Fireline  Rules  . June 

tructural  Alterations,  Reporting. . .  lune 

ank  Trucks,  Fuel  Oil,  etc . Nov. 

ank  Trucks,  Gasoline,  etc . Nov. 

7ire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)... Apr. 


15,  1937— Vol.  22,  No.  24 
17,  1942— Vol.  27,  No.  46 

7,  1942— Vol.  27,  No.  14 

4,  1942— Vol.  27,  No.  31 

28,  1942— Vol.  27,  No,  17 

16,  1941— Vol.  26,  No.  Su 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  J 

20,  1941— Vol.  26,  No.  20 

7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 

22,  1942— Vol.  27,  No.  38 
1,  1942— Vol.  27,  No.  32 

28,  1942— Vol.  27,  No.  30 

8,  1942— Vol.  27,  No.  36 
24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 


S,  1942— Vol.  27,  No.  49 

7,  1937— Vol.  22,  No.  36 

26,  1941— Vol.  26,  No.  34 

8,  1942— Vol.  27,  No.  49 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 

24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 


mi-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47 A 

reline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

uel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941— Vol.  26,  No.  47A 

iel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

ael  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No.  47A 

ael  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No.  47A 

as  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

atnt,  Varnish  and  Lacquer  S crav¬ 
ing  Equipment  . .‘...'..Nov.  25,  1941— Vol.  26,  No.  47A 

ange  Oil  Burners  and  Soace 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

BCiium  Breakers  . Nov.  10,  1942— Vol.  27,  No.  45 


DECEMBER  8,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ds  and  Appeals  of  a  public  hearing  under  the  provisions 
the  zoning  resolution,  Tuesday  morning,  December  8, 
>42,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man- 
ittan,  on  the  following  matter: 

■3-42-BZ — Application,  May  5,  1942,  under  section*  7e 
id  21  of  the  zoning  resolution,  of  Henry  Nordheim,  appH- 
nt  on  behalf  of  Estate  of  Jennie  Adee,  owner,  to  permit 
a  residence  use  district  for  a  term  of  two  (2)  year*, 
e  parking  and  storage  of  more  than  three  (3)  motor 
hides;  premises  650  Thwaites  place,  south  side,  from 
linville  avenue  to  Barker  avenue,  2224  Barker  avenue  and 
11  Olinville  avenue  (Block  No.  4338,  Lot  Nos.  12,  20,  22, 

,  27,  29,  31  and  33),  Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

2-42-A — 4485-4519  Broadway,  northwest  corner  of 
rest  192nd  street  (Block  No.  2180,  Lot  Nos.  633,  635  and 
irt  of  Lot  No.  646),  Borough  of  Manhattan. 

17-42-A — 481-495  Clermont  avenue,  783-803  Atlantic 
enue,  northeast  comer  and  470  Vanderbilt  avenue  (Block 
o.  2009,  Lot  No.  1),  Borough  of  Brooklyn. 

5-42-S — 1412-1416  Broadway,  northeast  corner  of  West 
•th  street  (Block  No.  815,  Lot  No.  14),  Borough  of  Man- 

ittan. 

'5-42-A — 212-214  Water  street,  west  side,  87  ft.  4  in. 
uth  of  Beekman  street  (Block  No.  95,  Lot  No.  3),  Bor- 
igh  of  Manhattan. 


599-42-A— 219-08  40th  avenue,  south  side,  60  ft.  east  of 
219th  street  (Block  No.  6313,  Lot  No.  4),  Bayside,  Borough 
of  Queens. 

623-42-A — 76-13  Woodside  avenue,  north  side,  60.16  ft. 
west  of  77th  street  (Block  No.  1496,  Lot  No.  40),  Elm¬ 
hurst,  Borough  of  Queens. 

674- 42-A — 51-30  Manila  street,  west  side,  289.90  ft.  south 
of  51st  avenue  (Block  No.  2471,  Lot  No.  18),  Elmhurst, 
Borough  of  Queens. 

612-42-A — Foot  of  Montague  street,  Bulkhead,  200  ft. 
south  of  Montague  street  (Building  No.  57)  ;  (Block  No. 
245,  Lot  No.  15),  Borough  of  Brooklyn. 

692-42-A — 32-23  42nd  street,  east  side,  225  ft.  south  of 
Broadway  (Block  No.  690,  Lot  No.  29),  Astoria,  Borough 
of  Queens. 

691-42-S— 524-540  West  52nd  street,  south  side,  325  ft. 
southwest  of  Tenth  avenue  (4th  floor)  ;  (Block  No.  1080, 
Lot  No.  45),  Borough  of  Manhattan. 

605-42-A — 335-341  West  16th  street,  north  side,  300  ft. 
east  of  Ninth  avenue  (Block  No.  740,  Lot  No.  13),  Bor¬ 
ough  of  Manhattan. 

675- 42-S — 460-478  West  34th  street,  east  side  of  Tenth 
avenue,  from  West  33rd  to  West  34th  streets  and  457  West 
33rd  street  (6th  floor)  ;  (Block  No.  731,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 

627-42-A — 216  Linwood  street,  west  side,  100  ft.  south  of 
Arlington  avenue  (Block  No.  3941,  Lot  No.  14),  Borough 
of  Brooklyn. 

629-42-A — 74-11  to  74-21  Broadway,  north  side,  116.7  ft. 
east  of  Roosevelt  avenue,  74-12  to  74-20  Roosevelt  avenue 
and  40-02  to  40-14  75th  street  (Block  No.  1485,  Lot  No. 
23),  Jackson  Heights,  Borough  of  Queens. 

618-42-A — 38-12  27th  street,  north  side,  85  ft.  west  of 
38th  avenue  (Block  No.  387,  Lot  Nos.  23  and  24).  Long 
Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  8,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

267-42-S — 456-474  Johnson  avenue,  south  side,  100  ft. 
west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32), 
Borough  of  Brooklyn. 

796-42-A — 101  Greene  street,  west  side,  244  ft.  10  in. 
north  of  Spring  street  (Block  No.  500,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. 

722-42-A — 2515  Grand  Concourse,  west  side,  106.34  ft. 
north  of  East  Fordham  road  (Block  No.  3167,  Lot  No.  76), 
Borough  of  The  Bronx. 

711-42-S — 62  Delevan  street,  north  side,  175  ft.  west  of 
Richards  street  (Block  No.  518,  Lot  No.  35),  Borough  of 
Brooklyn. 


Appliances  and  Material  for  Approval. 

715-39-SA — Carrier  Cold  Diffusers,  Types  1400,  1800, 
15G,  15J,  15K,  15M,  15Q,  15T  and  39K. 
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781-42-SA— Derby  Type  B  Electrically  Operated  Re¬ 
mote  Control  Valve  for  Standpipe  and  Sprinkler  Systems. 

487-42-SM— Haverstraw  Trap  Rock  (Concrete  Aggre¬ 
gate)  as  Produced  by  the  New  York  Trap  Rock  Corpo¬ 
ration. 


DECEMBER  15,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  December  15, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters  : 

1261-39-BZ— Application  of  Lama  and  Proskauer,  appli- 
cants,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
May  26,  1942,  under  section  7c  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  the  parking  and1  storage  of  more  than  five  (5)  motor 
vehicles  upon  a  plot  occupied  as  a  gasoline  service  station 
(previously  withdrawn)  ;  premises  2701-2711  Fort  Hamilton 
parkway  and  1358-1368  Prospect  avenue,  northwest  corner 
(Block  No.  5284,  Lot  No.  64),  Borough  of  Brooklyn. 

578-42-BZ— Application,  July  15.  1942,  under  sections  7h 
and  21  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Buoniello  Holding  Company,  Incor¬ 
porated,  owner,  to  permit  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  and,  also,  the  continuance  of 
the  use  of  part  of  the  plot  for  the  display  and  sale  of  used 
cars;  premises  6802-6810  Fort  Hamilton  parkway,  southwest 
corner  of  68th  street  (Block  No.  5771,  Lot  No.  6),  Borough 
of  Brooklyn. 

772-42-BZ— Application,  November  4,  1942,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Maurice  G.  Uslan, 
applicant,  on  behalf  of  Durkee  Marine  Products  Corpora¬ 
tion,  owner,  to  permit  upon  a  plot  located  partly  in  a  manu¬ 
facturing  use  and  partly  in  an  unrestricted  use  district,  the 
maintenance  of  an  extension  to  a  building  used  as  a  foundry; 
premises  2053  Clove  road,  southeast  corner  of  Mosel  avenue 
(Block  No.  2921,  Lot  Nos.  18  and  23),  Grasmere,  Borough 
of  Richmond. 

577-42-BZ— Application,  July  15,  1942,  under  section  7c 
of  the  zoning  resolution,  of  George  H.  Cohn,  applicant, 
on  behalf  of  Crew  Levick  Corporation,  owner  (Joseph  E. 
Johnston,  lessee),  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  for  parking  of  more  than  five 
(5)  motor  vehicles;  premises  1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  corner  (Block  No.  5859,  Lot  Nos. 
10  and  12),  Borough  of  Brooklyn. 

987-41-BZ— Application,  November  14,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  reconstruction  of  and  the 
erection  of  a  new  accessory  building  upon  an  existing  gaso¬ 
line  service  station ;  premises  736-746  Linden  boulevard  and 
796-804  Utica  avenue,  southwest  comer  (Block  No.  4675, 
Lot  No.  6),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

792-42-A — 796-804  Utica  avenue  and  736-746  Linden 
boulevard,  southwest  corner  (Block  No.  4675,  Lot  No.  6), 
Borough  of  Brooklyn,  Misc.  8575-41. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  15,  1942,  2  P.  M. 

Appliance  and  Material  for  Approval. 
443-41-SA — Mogul  Metal  Spray  Gun. 
681-42-SM— Bird  Insulated  Siding,  Brie  Design. 


DECEMBER  22,  1942,  10  A.  M. 

Zoning  Applicatians. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 
ards  and  Appeals  of  a  public  hearing  under  the  provision 
of  the  zoning  resolution,  Tuesday  morning,  December  Z 
1912,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Mar 
hattan,  on  the  following  matters: 

903-25-BZ — Application  of  Lama  and  Proskauer,  appl 
cants  on  behalf  of  Rose  Rolland,  owner,  reopened  Novembt 
5,  1941,  under  section  7f  of  the  zoning  resolution,  to  perm 
in  a  business  use  district,  for  a  term  of  ten  (10)  years,  tl 
use  of  a  two  (2)  story  and  basement  building,  as  a  garag 
for  more  than  five  (5)  motor  vehicles;  the  Board  havin 
previously  granted  a  one  (1)  story  garage^  for  more  tha 
five  (5)  motor  vehicles  on  the  premises  in 'question;  pren 
ises  823-829  Classon  avenue,  east  side,  47  ft.  north  of  Lii 
coin  place  (Block  No.  1178,  Lot  No.  3),  Borough  < 
Brooklyn. 

750-42-BZ— Application,  October  22,  1942,  under  sectioi 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheii 
applicant,  on  behalf  of  Sarah  Shapiro,  owner,  to  permit 
a  residence  use  district,  for  a  term  of  two  (2)  years,  tl 
parking  and  storage  of  more  than  five  (5)  motor  vehicle 
premises  876  St.  Nicholas  avenue,  east  side,  114  ft.  10  i 
north  of  West  153rd  street  (Block  No.  2069,  Lot  No.  46 
Borough  of  Manhattan. 

177-33-BZ — Application  of  Lama  and  Proskauer,  app 
cants,  on  behalf  of  Joseph  Gross,  owner,  reopened  July  i 
1942,  under  section  7c  of  the  zoning  resolution,  to  permit 
a  business  use  district,  the  erection  and  maintenance  of 
gasoline  service  station,  motor  vehicle  repa  r  shop,  au 
laundry,  lubritorium  and  office  (previously  denied  re  g£ 
oline  service  station  re  Lot  No.  42)  ;  premises  1510-15 
Rockaway  parkway  and  9616-9626  Flatlands  avenue,  sout 
west  corner  (Block  No.  8204,  Lot  Nos.  42  and  44),  Be 
ough  of  Brooklyn. 

669-42-BZ— Application,  September  11,  1942,  under  se 
tions  7f  and  21  of  the  zoning  resolution,  of  Wing  Holdi 
Corporation,  applicant  and  owner,  to  permit  in  a  busint 
use  district,  for  a  term  of  two  (2)  years,  the  parking  a 
storage  of  more  than  five  (5)  motor  ^vehicles ;  preinh 
40-11  Skillman  avenue,  north  side,  545.51  ft.  west  of  4c 
street  (Block  No.  183,  Lot  No.  290),  Long  Island  Ci 
Borough  of  Queens. 

805-42-BZ — Application,  November  18,  1942,  under  s < 
tion  7c  of  the  zoning  resolution,  of  A.  H.  Salkowitz,  apj 
cant,  on  behalf  of  Terminal  Garage,  Incorporated,  owner, 
permit  partly  in  an  unrestricted  use  district  and  partly  ir 
business  use  district,  the  erection  and  maintenance  of 
building  to  be  used  as  a  garage  for  more  than  five  ( 
motor  vehicles  (buses)  and  also,  as  a  motor  vehicle  rep 
shop;  premises  54-47  74th  street,  northeast  corner  of  S, 
avenue  (Block  No.  2805,  Lot  Nos.  10,  142  and  lol),  M 
peth,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

840-42-A— 54-47  74th  street,  northeast  corner_  of  5! 
avenue  (Block  No.  2805,  Lot  Nos.  10,  142  and  151),  M 
peth,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chaim i 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  1,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
jn  Tuesday  morning,  November  24,  1942,and  Tuesday  after¬ 
noon,  November  24,  1942,  were  approved  as  printed  in 
Bulletin  No.  48,  Vol.  27. 


ZONING  CASES. 

S03-25-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Rose  Rolland, 
owner. 

[{SUBJECT — Application  reopened  November  5,  1941  (re  de¬ 
cision  of  the  borough  superintendent)  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the  use  of  a  two 
story  and  basement  building  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  the  Board  having 
previously  granted  a  one  story  garage  for  more 
than  five  (5)  motor  vehicles  on  the  premises  in 
question. 

PREMISES  AFFECTED— 823-829  Classon  avenue,  east 
side,  47  ft.  north  of  Lincoln  place  (Block  No.  1178, 
Lot  No.  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Clarence  Levy. 
For  Opposition:  John  N.  Kearney,  Agnes  M.  Stack, 
Catherine  C.  Kennedy,  Florence  Byrne  and 
Solomon  Ort. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  22,  1942  at 
10  A.  M.  for  decision  by  the  Board,  without  further 
argument. 

i363-42-BZ. 

;  APPLICANT — Henry  Nordheim,  for  Estate  of  Jennie 
Adee,  owner. 

^SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning- 
resolution,  to  permit  in  a  residence  use  district  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  three  (3)  motor  vehicles. 

PREMISES  AFFECTED — 650  Thwaites  place,  south  side, 
from  Olinville  avenue  to  Barker  avenue,  2224 
Barker  avenue  and  2211  Olinville  avenue  (Block  No. 
4338,  Lot  Nos.  12.  20,  22,  24,  27,  29,  31  and  33), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim,  George  B.  Fargis 
and  Clifford  A.  Adee. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  8,  1942  at 
10  A.  M.  at  request  of  Applicant. 

Ij  _ 

577-42-BZ. 

APPLICANT — George  H.  Cohn,  for  Crew  Levick  Corpo¬ 
ration,  owner  (Joseph  E.  Johnston,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  extension  of  an  existing 
gasoline  service  station  for  parking  of  more  than 
five  (5)  motor  vehicles. 


[’REMISES  AFFECTED— 1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  corner  (Block  No.  5859,  Lot 
Nos.  10  and  12),  Borough  of  Brooklyn). 
APPEARANCES— 

For  Applicant :  George  H.  Cohn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  15,  1942 
at  10  A.  M.  for  further  consideration  by  the  Board. 


708-38-BZ. 

APPLICANT — Lama  and  Proskauer,  tor  Bertha  M.  Car- 
roll,  owner  (Gulf  Oil  Corporation,  lessee), 
SLTBJECT — Application  reopened  June  16,  1942  (re  decision 
of  the  borough  superintendent)  under  section  7c  of 
the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  an  existing  gasoline  service 
station  (the  gasoline  service  station  was  previously 
granted  by  the  Board). 

PREMISES  AFFECTED— 92-28  Horace  Harding  boule¬ 
vard,  southeast  corner  of  Queens  boulevard  (Block 
No.  2075,  Lot  No.  5),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (708-38-BZ) 

Whereas,  this  application,  permitting  partly  in  a  business 
use  district  and  partly  in  an  unrestricted  use  district,  the 
extension  of  a  gasoline  service  station,  under  section  7c  of 
the  zoning  resolution,  was  granted  by  the  Board  on  Novem¬ 
ber  15,  1938,  on  certain  conditions,  resolution  amended  De¬ 
cember  20,  1938  and  March  21,  1939;  affecting  premises 
92-28  Horace  Harding  boulevard,  southeast  corner  of 
Queens  boulevard  (Block  No.  2075,  Lot  No.  5),  Elmhurst, 
Borough  of  Queens;  and 

Whereas,  Lama  and  Proskauer,  for  Bertha  M.  Carroll, 
owner  (Gulf  Oil  Corporation,  lessee),  requested  reopening 
of  the  application  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  on  an  existing  gaso¬ 
line  service  station;  and 

Whereas,  this  application  was  reopened  bv  vote  of  the 
Board  on  June  16,  1942,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  December  1.  1942.  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
reso'ution  show  that  Horace  Harding  boulevard  is  in  a 
business  and  unrestricted  use  district ;  62nd  avenue,  Queens 
boulevard  and  93rd  street  are  each  in  a  business  use  dis¬ 
trict  :  and 

Whereas,  the  decision  of  the  borough  supermtendent.  on 
Misc.  AnnlE-Bion  No.  2834-42.  dated  May  28,  1942,  reads : 

“1.  The  use  of  plot  for  parking  and  storage  of  more 
than  five  motor  cars  in  coni  unction  wiffi  present  gaso¬ 
line  service  station  located  in  a  business  use  zone  is 
contrary  to  the  building  zone  resolution,  Art  II,  Sec. 
4.” 

and 
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Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage 
of  approximate!}  24U  ft.  on  Horace  Harding  boulevard, 
211  ft.  on  Queens  boulevard,  117  ft.  on  93rd  street,  and  a 
distance  of  201  ft.  along  the  southerly  lot  line;  occupied 
as  gasoline  service  station  (previously  granted  by  the 
Board).  It  is  proposed  to  use  part  of  the  plot — as  shown 
upon  filed  plans — for  parking  and  storage  of  more  than  five 
motor  vehicles. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  November  15,  1938, 
as  amended  December  20,  1938  and  March  21,  1939,  as  to 
the  provision  regarding  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  the  resolution  shall  read. 

"Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
under  Section  7-C,  to  permit  the  premises  under  ap¬ 
peal  within  the  business  use  district  to  be  used  in  con¬ 
junction  with  the  portion  of  the  premises  in  the  un¬ 
restricted  district  as  a  gasoline  service  station  on  con¬ 
dition  that  the  plot  shall  be  levelled  substantially  to 
the  grades  of  surrounding  streets ;  that  the  arrange¬ 
ment  of  the  accessor}-  building  and  pumps  shall  be  sub¬ 
stantially  as  indicated  on  revised  plans  filed ;  that  the 
plans,  marked  ‘Received  December  12,  1938’  are  hereby 
approved  as  complying  with  the  requirements  of  this 
resolution ;  that  the  entire  plot  shall  be  graded  sub¬ 
stantially  to  the  grade  of  the  surrounding  streets ; 
that  no  gasoline  pumps  or  any  part  of  the  foundation 
for  pumps  shall  be  nearer  than  21  ft.  to  the  building 
line  of  Horace  Harding  boulevard ;  nor  nearer  than 
18  ft.  to  the  building  line  of  Queens  boulevard;  that 
the  accessor}7  buildings  shall  not  be  extended  beyond 
those  shown ;  that  the  planting  areas  with  protecting 
curbs  shall  be  maintained  of  the  sizes  as  indicated, 
as  determined  by  measurements  and  by  scale;  that  all 
pumps  shall  be  of  a  design  as  shown  on  revised  plan 
marked  ‘received  February  9,  1939’  and  the  Rapidayton 
pumping  equipment  used  therewith  as  approved  by  the 
board  under  Cal.  No.  1022-38-SA  and  the  color  of  the 
pumps  to  be  in  harmony  with  the  design  of  the  build¬ 
ing;  that  the  construction  of  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto; 
that  signs  shall  be  limited  to  such  signs  as  are  indi¬ 
cated  on  the  plans,  excluding  all  temporary  signs  and 
any  additional  signs  other  than  those  shown,  but  permit¬ 
ting  the  erection  within  the  building  line  of  post  stand¬ 
ards  at  points  indicated,  for  supporting  signs  which 
may  be  illuminated,  advertising  solely  the  brand  of 
gasoline  on  sale  and  permitting  such  signs  to  extend 
beyond  the  building  line  for  a  distance  of  not  more  than 
4  ft. ;  that  the  plot,  where  not  occupied  by  accessory 
buildings  and  planting,  shall  be  concrete  or  asphalt 
paved  where  so  indicated;  that  no  repairing  shall  be 
done  on  the  premises ;  that  other  than  cars  being  parked 
for  servicing,  not  more  them  twenty- five  (25)  cars  shall 
be  stored  on  the  premises  transiently  or  otherwise  and 
that  such  cars  stored  shall  be  located  in  the  spaces  as 
indicated  on  revised  plans  marked  ‘Received  September 
24,  1942’;  that  only  motor  vehicles  of  the  pleasure-car 
type  and  those  in  condition  for  operation  shall  be  so 
stored;  that  this  use  may  be  continued  only  so  long  as 
the  premises  are  occupied  as  a  gasoline  station  and  com¬ 
plies  with  the  requirements  of  the  resolution ;  that  such 
bumpers  shall  be  maintained  as  are  necessary  to  pre¬ 
vent  damage  to  the  planted  area;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  amended  resolution.” 


95-40-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Forty  Central  Park 
South,  Inc.,  owner. 


SUBJECT — Application  reopened  November  18,  1941  re  (dt 
cision  of  the  borough  superintendent)  under  sectio 
7h  of  the  zoning  resolution,  to  permit  in  a  retail  us 
district  for  a  term  of  two  (2)  years,  the  parkin 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 39-51  West  58th  street,  nort 
side,  120  ft.  east  of  Sixth  avenue  (Block  No.  127‘ 
Lot  No.  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum,  Victor  L.  We 
and  Lewis  B.  Freeman. 

For  Opposition:  R.  J.  Stark. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative :  .  i 

THE  RESOLUTION  (95-40-BZ) 

Whereas,  this  application,  permitting  in  a  retail  use  dis 
trict,  the  parking  and  storage  of  more  than  five  (5)  moto 
vehicles  for  a  temporary  period  of  not  more  than  tw< 
(2)  years,  under  section  7-h  of  the  zoning  resolution,  wa: 
granted  by  the  Board  on  April  23,  1940,  on  certain  condi 
lions,  affecting  premises  41-49  West  58th  street,  north  side 
141  ft.  8  in.  east  of  Sixth  avenue  (Block  No.  1274,  Lot  Nos 
6J4,  7  and  9),  Borough  of  Manhattan;  and 

Whereas,  Samuel  Rosenblum,  for  Forty-Central  Pari 
South,  Inc.,  present  owner,  requested  a  reopening  of  th> 
application  and  amendment  of.  the  resolution  to  permit  in  ; 
retail  use  district,  for  a  term  of  two  (2)  years  (the  permi 
having  expired),  the  parking  of  more  than  five  motor  vehi 
cles,  affecting  premises  39-51  West  58th  street,  north  side,  121 
ft.  east  of  Sixth  avenue  (Block  No.  1274,  Lot  No.  6) 
Borough  of  Manhattan ;  and 

Whereas,  this  application  was  reopened  November  18 
1941,  by  vote  of  the  Board;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatioi 
on  December  1,  1942,  by  the  Board  of  Standards  and  Ap 
peals,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

W  hereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  58th  street  is  in  a  retail  ust 
district ;  Central  Park  South  is  in  a  residence  use  distric 
and  Sixth  avenue  is  in  retail,  restricted  retail  and  residence 
use  districts ;  anel 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  26,  1942,  re  N.  B.  Applic.  161-41,  reads: 

2.  I  )isapproved.  1  he  use  of  these  premises  foi 
parking  e>f  more  than  five  motor  vehicles  is  contrary  te 
sec.  4a  Building  Zone  Resolution  in  a  retail  district.” 

Whereas,  the  applicant  states  that  the  premises  consisi 
of  a  plot  having  a  frontage  of  120  feet  and  a  depth  of  7( 
ft.  4  inches.  It  is  proposed  to  use  the  plot  for  a  term  of 
2  years,  for  the  parking  of  more  than  five  (5)  motoi 
vehicles. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  amend  the  resolution  of  April  23,  1940,  by  adding 
thereto : 

‘that  the  term  for  which  this  variance  is  granted  i: 
hereby  extended  for  two  (2)  years  from  the  date  of  this 
amended  resolution,  on  condition  that  the  requirement: 
of  the  resolution  as  adopted  by  the  Board  April  23 
1940  shall  be  complied  with  except  that  the  area  oi 
the  plot  may  be  increased  as  indicated  on  revised  plan: 
marked  ‘Received  September  8,  1942’  and  restricted  tc 
Lot  No.  6  of  the  dimensions  given,  namely,  with  i 
frontage  of  120  ft.  on  West  58th  street  and  a  depth  of 
70  ft.  4  in.  and  except  that  a  space  approximately  10  ft 
in  width  toward  the  easterly  end  may  be  reserved  a: 
access  to  the  adj'oining  apartment  house  on  Lot  No.  6: 
under  the  same  ownership ;  that  the  arrangement  am 
construction  of  fences  to  enclose  such  parking  area  ma\ 
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be  continued  as  indicated  on  such  plans  marked  ‘Re¬ 
ceived  October  27,  1942’ ;  that  adequate  bumpers  shall 
be  maintained  along  such  fences  to  protect  same;  that 
the  requirements  of  the  Code  shall  be  complied  wjth  a' 

(to  the  construction  of  the  building  occupied  a-  an  ofti.e 
and  shelter  and  no  signs  shall  be  erected  on  the  roof 
thereof;  that  all  permits  shall  he  obtained  and  a:l  work 
completed  in  accordance  with  the  provisions  of  this 
tl  amended  resolution,  within  two  (2)  months  from  the 
date  thereof.” 


119-42-BZ. 

APPLICANT — Goldenthal  Brothers,  for  Peter  Anselmi, 
owner. 

SUBTECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  maintenance 
of  eight  (8)  one  car  garages  (two  (2)  for  acces¬ 
sory  use  and  six  (6)  to  be  rented  to  individuals  not 
residing  on  the  premises). 

PREMISES  AFFECTED — 28-04  39th  avenue,  southeast 
comer  of  28th  street  (Block  No.  398,  Lot  No.  21), 
Long  Island  Citv,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant :  Nathan  A.  Goldenthal  and  Peter 
Anselmi. 

For  Opposition :  Alexander  Del  Giomo. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (119-42-BZ) 

i< 

Whereas,  Goldenthal  Brothers,  for  Peter  Anselmi,  owner, 
filed  on  February  10,  1942,  an  application  under  section  7f 
of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  maintenance  of  eight  (8)  one  car  garages;  (two 
(2)  for  accessory  use  and  six  (6)  to  be  rented  to  indi- 
viduals  not  residing  on  the  premises)  ;  premises  28-04  39th 
c  avenue,  sontbeast  comer  of  28th  street  (Block  No.  398,  Lot 
No.  21),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  December  1,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals  ; 
-and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  39th  avenue  is  in  a  business  and  unre¬ 
stricted  use  district;  and  28th  and  29th  streets  are  in  a 
business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Misc.  Application  No.  10374  and  10375-41,  dated  January 
26,  1942,  reads : 

“1.  Garage  units  which  in  the  aggregate  accommo¬ 
date  more  than  five  (5)  motor  vehicles  in  the  same 
ownership  management  or  control  is  prohibited  in  a 
business  district  by  Sec.  4(15)  of  Art.  II  of  the  zoning 

resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  75  ft.  on  39th 
avenue  and  100  ft.  on  28th  street ;  that  upon  the  plot  there 
are  located  a  two  story  frame  dwelling,  a  metal  building, 
18  ft.  by  36  ft.  in  area,  used  for  the  storage  of  iron 
pipes;  a  4  car  metal  garage,  18  ft.  by  32  ft.  (on  the 
southerly  rear  of  the  plot)  and  also  a  4  car  metal  garage, 
36  ft.  by  18  ft.  (on  the  28th  street  front  of  the  plot)  ; 
that  it  is  proposed  to  rent  two  (2)  individual  garages  in 
the  metal  garage  building  fronting  on  28th  street  and  to  use 
two  of  the  garages  as  accessory  use  to  the  two  family 
dwelling  on  the  plot,  and  also  to  rent  the  4  individual 


garages  in  the  metal  garage  building  on  the  southerly  rear 
of  the  plot  and  that  the  use  of  the  metal  building  for  iron 
pipe  storage  and  also  the  dwelling  use,  are  to  be  continued : 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  continuation  of  the 
group  of  four  garages  on  the  rear  of  the  lot  and  the 
group  of  four  garages  facing  28th  street  as  accessory  to  the 
residential  building  on  the  plot  and  permitting  six  of  the 
eight  spaces  to  be  rented  to  persons  other  than  those  living 
in  the  residential  building,  on  condition  that  not  more  than 
four  such  garages  shall  have  their  entrances  directly  to 
28th  street ;  that  the  building  on  the  front  of  the  lot  facing 
39th  avenue  shall  not  be  used  for  storage  of  motor  vehicles 
but  shall  be  occupied  solely  for  the  storage  of  pipe  in  ac¬ 
cordance  with  Certificate  of  Occupancy  issued  October  29, 
1942,  No.  Q27888;  that  no  manufacturing  operations  or 
processing  on  such  pipe  shall  be  carried  on  in  the  building 
which  shall  be  used  for  such  storage  only ;  that  in  all  other 
respects,  the  occupancy  of  the  plot  and  the  buildings  there¬ 
on  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto';  that  all  permits  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date  of 
this  resolution;  that  all  existing  certificates  of  occupancy 
shall  be  surrendered  and  one  certificate  of  occupancy  issued 
for  the  uses  lawfully  permitted  on  the  plot. 


215-42-BZ. 

APPLICANT— John  C.  Wandell,  for  Society  of  St.  Vincent 
de  Paul,  owner  (Arthur  Stevenson,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 8101-8111  Third  avenue  and 
302-312  81st  street,  southeast  corner  (Block  No. 
5997,  Lot  Nos.  7  and  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  C.  Wandell. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (215-42-BZ) 

Whereas,  John  C.  Wandell,  for  Societv  of  St.  Vincent  de 
Paul,  owner  (Arthur  Stevenson,  lessee),  filed  March  18, 
1942,  an  application  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  vears,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
8101-8111  Third  avenue,  and  302-312  81st  street,  southeast 
comer  (Block  No.  5997.  Lot  Nos.  7  and  11),  Borough  of 
Brooklvn :  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  December  1,  1942.  after  due  notice  bv  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Annuals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Third  avenue  is  in  a  business  use 
district;  81st  and  82nd  streets  are  in  a  residence  and  busi¬ 
ness  use  district ;  and 
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Whereas,  the  decision  of  the  borough  superintendent,  on 
\pplic.  No.  537-41,  dated  March  18,  1942,  reads: 

“1.  Parking  and  storage  of  more  than  five  motor 
vehicles  in  a  business  zone  is  contrary  to  Art.  II,  Sec. 
4,  Para.  15  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  109  ft.  on  Third 
avenue  and  100  ft.  on  81st  street  and  that  it  is  proposed  to 
use  the  site,  for  a  term  of  two  (2)  years,  for  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  c/ranted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
action,  to  permit  the  premises  to  be  occupied  for  the  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  that 
only  motor  vehicles  of  the  pleasure  car  type  and  those 
capable  of  operation  shall  be  so  stored;  that  the  premises 
shall  be  leveled  substantially  to  the  grade  of  surrounding 
streets  and  shall  be  surfaced  with  clean  gravel,  steam 
cinders  or  other  suitable  material  properly  rolled  and 
treated  with  a  binder;  that  an  adequate  fence  shall  be  main¬ 
tained  on  the  interior  lot  lines  and  on  the  street  building 
lines  with  no  entrance  thereto  except  from  Third  avenue ; 
that  such  entrance  shall  be  toward  the  center  of  the  prem¬ 
ises  and  shall  not  exceed  15  ft.  in  width  with  curb  cut 
opposite  not  exceeding  15  ft.  in  width ;  that  during  the 
term  of  this  variation,  these  premises  shall  be  occupied  for 
no  other  use  other  than  as  herein  permitted  and  no  signs 
shall  be  erected  thereon,  except  that  there  may  be  a  sign 
attached  to  the  fence  advertising  the  storage  use  and  the 
rates  charged  provided  such  sign  does  not  exceed  15  sq.  ft. 
in  area,  is  not  illuminated  and  does  not  extend  beyond  the 
building  line;  that  the  fence  on  the  street  building  line 
mav  be  woven  wire  or  wood,  and  if  of  wood,  it  shall  be 
of  the  picket  type  not  less  than  5  ft.  6  in.  in  height;  that 
such  fence  shall  be  kept  well  painted  at  all  times ;  that  no 
buildings  shall  be  erected  except  that  there  may  be  erected 
a  building  not  exceeding  100  sq.  ft.  in  area  and  not  over 
one  story  in  height,  which  may  be  of  frame  to  be  occupied 
solely  as  an  office  and  shelter  for  the  attendant;  that  such 
building,  if  erected,  shall  be  near  the  entrance;  that  such 
portable  fire-fighting  appliances  shall  be  furnished  and 
maintained  as  the  fire  commissioner  shall  direct;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


523-42-BZ. 

APPLICANT — Clifford  L.  Snyder  (lessee),  for  The  Ford- 
ham  Methodist  Episcopal  Church,  owner. 
SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7-e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  part  of 
an  existing  dwelling  to  business  use  (funeral  di¬ 
rector’s  office). 

PREMISES  AFFECTED — 2545  Marion  avenue,  west  side, 
149.45  ft.  north  of  Fordham  road  (Block  No.  3286, 
Lot  No.  69),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  George  Goodstein  and  Clifford  L. 
Snyder. 

For  Opposition  :  Harry  Kerner  and  Harold  Levine. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (523-42-BZ) 

Whereas,  Clifford  L.  Snyder  (lessee),  for  The  Fordham 
Methodist  Episcopal  Church,  owner,  filed  June  29,  1942,  an 
application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  alteration  and  con¬ 
version  of  occupancy  of  part  of  an  existing  dwelling  to 
business  use  (funeral  director’s  office);  premises  2545 
Marion  avenue,  west  side,  149.45  ft.  north  of  Fordham  road 
(Block  No.  3286,  Lot  No.  69).  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  December  1,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Marion  avenue  and  Bainbridge  avenue 
are  in  a  residence  and  business  use  district ;  and  Fordham 
road  is  in  a  business  and  residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  192-42,  dated  June  4,  1942,  reads: 

“3.  Use  of  building  for  business  purposes  in  resi¬ 
dence  district  contrary  to  Section  3  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  50  ft.  and  a 
depth  of  68  ft. ;  that  upon  the  plot,  there  is  located  a  two- 
story  and  basement  frame  building;  35  ft.  by  35  ft.  in  area; 
occupied  as  a  dwelling  and  dentist’s  office  (on  the  1st 
story)  ;  that  it  is  proposed  to  maintain  the  funeral  direc¬ 
tor’s  office  on  part  of  the  first  story  and  also  the  busi¬ 
ness  sign ;  that  also,  upon  the  plot,  there  are  located  two 
one-car  metal  garages ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e,  to 
permit  the  continuation  of  the  sign  on  the  building  adver¬ 
tising  the  residence  of  the  funeral  director,  on  condition 
that  such  sign  shall  not  exceed  one  (1)  sq.  ft.  in  size;  and 
granted  only  for  a  term  of  two  (2)  years  from  the  date 
of  this  action  and  only  so  long  as  the  funeral  director  re¬ 
sides  on  the  premises  and  the  building  is  occupied  through¬ 
out  for  residential  occupancy;  that  no  business  shall  be 
maintained  therein  or  on  the  premises ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  (1) 
month  from  the  date  of  this  resolution. 


586-42-BZ. 

APPLICANT — John  F.  Payne,  for  Socony- Vacuum  Oil 
Company,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  alteration 
and  conversion  of  an  accessory  building  on  an  exist¬ 
ing  gasoline  service  station  from  store  room  to  car 
washing  and  lubritorium. 

PREMISES  AFFECTED — 168  Richmond  terrace  and  1-7 
Stuyvesant  place,  southerly  intersection  (Block  No. 
12,  Lot  No.  11),  St.  George,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  John  F.  Payne. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  -4 
Negative:  .  0 

THE  RESOLUTION  (586-42-BZ) 

Whereas,  John  F.  Payne,  for  Socony- Vacuum  Oil  Com¬ 
pany,  Inc.,  owner,  filed  July  21.  1942,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  alteration  and  conversion  of  occupancy 
of  an  accessory  building  on  an  existing  gasoline  service 
station  from  store  room  to  car  washing  and  lubrication; 
premises  168  Richmond  terrace  and  1-7  Stuyvesant  place, 
southerly  intersection  (Block  No.  12,  Lot  No.  11),  St. 
George,  Borough  of  Richmond ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  December  1,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Richmond  terrace  is  in  a  business  and 
unrestricted  use  district ;  and  Stuyvesant  place  and  Hamil¬ 
ton  avenue  is  in  a  residence  and  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  153-42,  dated  July  9,  1942,  reads: 

“The  extension  of  the  uses  of  the  present  gasoline 
service  station  with  a  lubritory  and  car  washing  ser¬ 
vices  is  not  permitted  in  a  business  zone.  Zone  Res. 
Art.  II,  Sec.  6a,  and  also  Sec.  4.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage  of 
120  ft.  on  Stuyvesant  place,  135  ft.  on  Richmond  terrace 
and  a  distance  of  87  ft.  along  the  southerly  lot  line  and 
occupied  as  a  gasoline  service  station ;  that  upon  the  plot, 
there  is  located  a  one  story  accessory  building,  25  ft.  4  in. 
by  44  ft.  4  in.  in  area;  occupied  as  office,  toilets,  coal 
storage  and  stove  room ;  that  it  is  proposed  to  alter  this 
building,  as  shown  upon  filed  plans,  and  to  use  it  as  office, 
toilets,  lubritory  and  auto  laundry  and  to  remove  the  two 
open  pits  at  the  southerly  portion  of  the  plot;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7-c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  qr anted  under  section  7-c 
thereof,  to  permit  the  reconstruction  and  rearrangement  of 
the  existing  accessory  building  cm  the  legally  permitted 
gasoline  service  station  substantially  as  indicated  on  plans 
filed  with  this  application,  marked  “Received  July  22,  1942”, 
on  condition  that  the  design  and  use  of  materials  shall  be 
as  indicated  therein ;  that  the  existing  greasing  pits  now  in 
the  open  on  the  lot  shall  be  entirely  removed  and  the  space 
concreted  or  surfaced  with  Colprovia  or  other  similar  im¬ 
pervious  material;  that  the  existing  fence  on  masonry  base 
shall  be  maintained  in  good  condition  and  kept  well  painted 
at  all  times:  that  the  concrete  paving  of  the  sidewalk 
along  Stuvvesant  place  shall  be  continued  for  the  full  depth 
of  the  lot;  that  the  curb  cuts  shall  be  restored  along  Stuy¬ 
vesant  place  and  Richmond  terrace,  except  for  the  curb  cut 
along  Stuyvesant  place  with  a  width  of  not  over  25  feet 
and  two  (2)  curb  cuts  along  Richmond  terrace  not  over 
twenty-five  (25)  feet  in  width  each;  that  no  gasoline 
Pumps  shall  be  erected  nearer  than  ten  (10)  feet  to  the 
street  building  line  of  Richmond,  terrace ;  that  no  signs 
shall  be  erected  on  the  plot,  except  the  permanent  sign  at¬ 
tached  to  the  facade  of  the  accessory  building  facing  Rich¬ 
mond  terrace  and  on  the  illuminated  globes  of  the  gasoline 
numps.  excluding  all  temporary  signs,  and  roof  signs,  but 
permitting  the  erection  within  the  building  lines  of  a  post 


standard  for  supporting  a  sign  which  may  be  illuminated, 
advertising  onlv  the  brand  of  gasoline  on  sale;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 


607-42-BZ. 

APPLICANT — J.  M.  Berlinger,  for  Janetta  Whitridge, 
Mary  Whitehouse  and  Harriet  Aldrich,  owners. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1-8  West  58th  street,  south  side, 
135  ft.  west  of  Fifth  avenue  (Block  No.  1273,  Lot 
No.  44),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  M.  Berlinger  and  Collins. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks 
and  R.  J.  Stark. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (607-42-BZ) 

Whereas,  J.  M.  Berlinger.  for  Mary  Whitehouse,  Har¬ 
riet  Aldrich  and  Janetta  Whiteridge,  owners,  filed  on 
August  5,  1942,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  retail  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  4-8  West  58th  street, 
south  side,  135  ft.  west  of  Fifth  avenue  (Block  No.  1273, 
Lot  No.  44),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  Board  of  Standards  and  Appeals,  at  its  regular 

meeting.  December  1,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  58th  street  and  Fifth  avenue  are 
in  retail  and  restricted  retail  use  districts ;  East  58th  street 
is  in  a  restricted  retail  use  district  and  West  57th  street 

is  in  a  restricted  retail  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  22,  1942  and  as  amended  August  26,  1942  reads: 
“Your  application  dated  July  21,  1942,  for  a  certifi¬ 
cate  of  occupancy  for  the  use  of  the  above  premises 
for  the  parking  of  more  than  five  (5)  motor  vehicles, 
and  amended  as  of  August  21,  1942,  to  include  ‘and 
storage’,  has  been  denied.  These  premises  are  located 
in  a  retail  district  where  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  is  prohibited  by 
Section  4-a,  Art.  II  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  65  ft.  and  a  depth 
of  100  ft.  5  in.  and  that  it  is  proposed  to  use  the  plot,  for 
a  term  of  two  (2)  years,  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  August  26,  1942,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


610-42-BZ. 

APPLICANT — Mac  L.  Reiser,  for  Mary  and  Philip  Ogin- 
sky,  owners  (Martha  Kozak,  lessee). 


MINUTES 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 336-338 _  (340  displayed)  New 
Jersey  avenue,  west  side,  125  ft.  north  of  Belmont 
avenue  (Block  No.  3738,  Lot  Nos.  30  and  31),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Mac  L.  Reiser,  Martha  Kozak  and 
Philip  Oginsky. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (610-42-BZ) 

Whereas,  Mac  L.  Reiser,  for  Mary  and  Philip  Oginskv, 
owners  (Martha  Kozak,  lessee),  filed  August  6,  1942,  an 
application  under  sections  7h  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles:  premises  336-338  (340  displayed)  New 
Jersey  avenue,  west  side,  125  ft.  north  of  Belmont  avenue 
(Block  No.  3738,  Lot  Nos.  30  and  31),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  December  1,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  New  Jersey  avenue  is  in  a  residence 
and  business  use  district;  Pennsylvania  avenue,  Pitkin  ave¬ 
nue  and  Belmont  avenue  are  each  in  a  business  use  district ; 
and 

Whereas,  the  decision  of  the  borough  sunerintendent  on 
B.  N.  Applic.  No.  296-42,  dated  July  14,  1942,  reads: 

“1.  Parking  and  storage  for  more  than  five  motor 
vehicles  in  a  residential  zone  is  contrary  to  Art.  II, 
Sec.  3  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  50  ft.  Snd  a  depth 
of  100  ft. ;  that  upon  the  rear  of  the  plot,  there  is  located 
a  two-story  (one-family)  frame  dwelling  and  that  it  is 
pronosed  to  use  the  plot,  for  a  term  of  two  (2)  years  for 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifi¬ 
cation  for  the  exercise  of  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  of  the  zoning  reso¬ 
lution,  and  that  the  applicant  failed  to  substantiate  a  basis 
to  warrant  exercise  of  discretion  to  grant  under  section  21 
of  the  zoning  resolution  and  is  therefore  not  entitled  to 
relief  on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  dec:sion  of  the  borough  superintendent, 
on  B.  N.  Applic.  No.  296-42,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


787-27-BZ. 

APPLICANT — George  H.  Cohn,  for  Crew  Levick  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  build¬ 


ing  zone  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
( previously  denied ) . 

PREMISES  AFFECTED — Northeast  corner  of  Bay  Ridge 
avenue  and  Shore  road  (Block  No.  5859,  Lot  No. 
10),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  George  H.  Cohn. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  - 
Negative:  .  ( 

THE  RESOLUTION  (787-27-BZ) 

Whereas,  Louis  A.  Sheinhart,  for  Edis  Realty  Co.,  Inc. 
owner,  filed,  July  7,  1927,  an  application,  under  section  21 
of  the  zoning  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erection  anc 
maintenance  of  a  gasoline  service  station ;  premises  north¬ 
east  corner  of  Bay  Ridge  avenue  and  Shore  road  (BlocJ 
No.  5859,  Lot  No.  10),  Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  on  April  3,  1921 
and  plans  were  approved  May  15,  1928;  and 

Whereas,  the  applicant  representing  a  new  owner,  re¬ 
quested  amendments  to  the  resolution,  to  permit  certain 
changes  that  have  been  made  not  in  compliance  therewith ; 
and 

Whereas,  the  resolution  adopted  April  3,  1928  was  as 
follows : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  tin 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
only  so  far  as  it  is  restricted  to  a  plot  fronting  40  ft 
on  Shore  road,  on  condition  that  there  shall  be  erectec 
along  the  northerly  property  line  of  this  property  < 
brick  wall;  that  the  Shore  road  frontage  and  the  Ba) 
Ridge  avenue  frontage  shall  be  maintained  open;  the 
roof  or  cover  of  gasoline  station  to  be  supported  b> 
not  less  than  four  free-standing  columns  of  attractive 
architectural  design;  that  there  shall  be  erected  along 
the  building  line  on  the  Shore  road  frontage  and  the 
Bay  Ridge  avenue  frontage  a  concrete  curbing  at  the 
building  line  not  less  than  12  inches  in  height  above 
grade,  other  than  the  driveway  entrances  and  exits  tc 
the  property  on  the  Bay  Ridge  avenue  front;  that  the 
interior  of  the  northerly  enclosing  wall  shall  be  finished 
with  enameled  brick ;  that  the  entablature  of  the  cover¬ 
ing  on  the  street  front  shall  be  of  architectural  terrs 
cotta  or  light  enamel  brick ;  that  the  property  shall  not 
be  enclosed  on  the  street  or  avenue  frontage;  >  that 
there  shall  be  no  portable  gasoline  tanks  operated  oi 
maintained  on  these  premises;  that  there  shall  be  nc 
grease  racks  or  crankcase  service  frames  installed  oi 
maintained  on  these  premises ;  that  any  advertising  dis¬ 
played  shall  be  confined  to  the  frieze  of  the  entablature 
or  the  globes  of  the  gasoline  pumps;  that  the  architecl 
shall  make  a  return  of  the  drawings  to  this  board  foi 
approval  in  accordance  with  resolution ;  that  all  permits 
required  shall  be  obtained  within  six  months  and  al 
work  completed  within  one  year  from  the  date  of  this 
action.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  3,  1928,  by  adding 
thereto : 

“that  any  curb  cuts  that  have  been  constructed  with  or 
without  permits  from  Shore  road,  shall  have  the  curbs 
restored  and  permits  surrendered ;  that  the  curbing 
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hereinbefore  required,  shall  be  constructed  along  the 
building  line  of  the  Shore  road  frontage;  that  such 
curbing  shall  be  anchored  or  doweled  into  the  existing 
concrete  and  shall  be  12  in.  in  height  and  not  less  than 
12  in.  in  width;  that  additional  curbing  may  be  omit  tec 
along  the  Hay  Ridge  avenue  frontage,  provided  the 
existing  entrances  are  not  increased  beyond  the  existing 
widths;  that  the  existing  greasing  equipment  within  the 
building  of  the  hydraulic  type,  may  he  maintained;  that 
no  additional  advertising  other  than  that  hereinbefore 
referred  to,  shall  be  maintained  and  any  existing  signs 
other  than  that  hereinbefore  permitted  and  other  than 
the  illuminated  globes  on  the  exterior  facades  of  the 
building,  shall  be  removed  and  any  signs  painted  on 
the  rear  wall  to  the  north  shall  be  completely  painted 
out;  that  no  cars  shall  be  stored  or  serviced  outside  of 
the  building  line;  that  the  existing  opening  in  the  rear 
wall  to  the  north  to  the  adjoining  Lot  No.  12  may  be 
continued  as  a  means  of  entrance  and  exit  to  such  lot, 
but  the  existence  of  this  opening  shall  .not  constitute 
an  extension  of  the  gasoline  selling  area  as  herein  de¬ 
scribed,  namely,  with  a  frontage  on  Shore  road  of  40 
ft.  and  a  depth  of  120  ft.  along  Ray  Ridge  avenue 
comprising  Lot  No.  10;  that  tjtis  resolution  is  amended 
with  the  understanding  that  compliance  with  the  orig¬ 
inal  resolution  as  herein  amended  shall  be  immediately 
effected  and  in  no  event  beyond  90  days  from  the  date 
of  this  amended  resolution.” 


Whereas,  the  applicant  contends  that  it  is  proposed  to 
maintain  a  small  funeral  director’s  sign  61  in.  by  24  in.  in 
size  and  a  funeral  director’s  office  on  the  premises  in¬ 
volved  ;  that  the  premises  is  located  149  ft.  north  of  Ford- 
ham  road,  which  is  an  extremely  busy  business  thorough¬ 
fare,  with  the  business  zone  running  hack  100  feet;  that 
the  owner  of  the  property,  the  Fordham  Methodist  Epis¬ 
copal  Church  owns  the  premises,  consisting  of  a  church  at 
2543  Marion  avenue  and  the  two  adjoining  private  dwell¬ 
ings,  one  of  which  is  the  building  in  question;  that  the 
applicant  here  is  President  and  Trustee  of  the  Church  and 
desires  to  erect  a  sign  and  maintain  a  small  office  in  his 
apartment;  that  this  proposed  use  is  desirable  for  the  con 
venience  of  members  of  the  church  and  that  no  aelual 
funerals  will  be  conducted  at  the  premises. 

Resolved,  that  the  decision  ot  the  acting  borough  super¬ 
intendent  on  Alt.  Applic.  No.  192-42,  Objection  No.  2,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  occupancy  of  the 
building  shall  comply  with  the  requirements  of  the  resolu¬ 
tion  adopted  this  day  under  Cal.  No.  523-42-BZ. 


Adjourned:  1:10  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

>24-42-A. 

\PPLICANT — Clifford  L.  Snyder,  for  4' he  Fordham  Meth¬ 
odist  Episcopal  Church,  owner  (Clifford  L.  Snyder, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

’REMISES  AFFECTED — 2545  Marion  avenue,  west  side, 
149.45  ft.  north  of  Fordham  road  (Block  No.  3286, 
Lot  No.  69),  Borough  of  The  B  ronx. 
APPEARANCES— 

For  Applicant:  George  Goodstein  and  Clifford  L. 
Snyder. 

For  Opposition:  Harry  Kerner  and  Harold  Levine. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (524-42-A) 

Whereas,  Clifford  L.  Snyder,  for  The  Fordham  Metho- 
list  Episcopal  Church,  owner  (Clifford  L.  Snyder,  lessee), 
lied  June  29,  1942,  an  appeal  from  a  decision  of  the  acting 
>orough  superintendent;  premises  2545  Marion  avenue, 
west  side,  149.45  ft.  north  of  Fordham  road  (Block  No. 
*286,  Lot  No.  69),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  acting  borough  superin- 
endent,  dated  June  4,  1942,  re  Alt.  Applic.  No.  192-42, 
eads : 

“2.  Use  of  frame  dwelling  for  business  purposes 
contrary  to  Section  2. 1.3. 5.” 

ind 

Whereas,  the  applicant  states  that  the  building  is  two 
-lories  (25  ft.)  in  height,  35  ft.  by  35  ft.  in  area  at  1st 
loor;  35  ft.  by  31  ft.  in  area  at  typical  floor;  of  Class  4 
(instruction;  erected  prior  to  1925;  located  in  a  residence 
lse  district ;  occupied :  Cellar,  ordinary  use  and  licensed 
dumber;  1st  floor,  dentist’s  office  and  dwelling;  2nd  floor, 
Iwelling;  that  it  is  proposed  to  be  used:  Cellar,  same; 
st  floor,  same;  2nd  floor,  dwelling  and  funeral  director’s 
iffice;  and 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  1,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

1051-27-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Rutland  Parkway, 
Incorporated,  owner  (Sinclair  Oil  Refining  Com¬ 
pany,  lessee).  * 

SUBJECT— Application  for  consideration- — reopening  and 
amendment  of  resolution  re  additional  use  (decision 
of  the  borough  superintendent)  under  sections  7c 
and  21  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  inclusion  of  parking  and  stor¬ 
age  and  minor  repairs  in  the  occupancy  of  a  gaso¬ 
line  service  station  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 724-740  Ralph  avenue  and  81- 
101  East  98th  street,  northwest  corner  (Block  No. 
3530,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


614-42-BZ. 

APPLICANT — Seelig  and  Finkelstein,  for  Corbin  Gardens, 
Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 161-177  Corbin  place  and  1189- 
1199  Brighton  Beach  avenue,  northeast  corner 
(Block  No.  7a  16,  Lot  No.  2973),  Borough  of 
Brooklyn!. 
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APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (614-42-BZ) 

Whereas,  Seelig  and  Finkelstein,  for  Corbin  Gardens, 
Incorporated,  owner,  filed  on  August  10,  1942,  an  application 
with  the  Board  of  Standards  and  Appeals,  from  a  decision 
of  the  borough  superintendent,  affecting  premises  161-177 
Corbin  place  and  1189-1199  Brighton  Beach  avenue,  north¬ 
east  corner  (Block  No.  7516,  Lot  No.  2973),  Borough  of 
Brooklyn ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


558-37-BZ. 

APPLICANT — Philip  S.  Garozzo,  for  Michael  Garozzo 
(lessee),  for  Druiss  Company,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
for  a  term  of  two  (2)  years,  permitting  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehciles. 

PREMISES  AFFECTED— 62-66  Henry  street  and  23-29 
Market  street,  southwest  corner  (Block  No.  277,  Lot 
Nos.  24,  25,  26  and  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Philip  S.  Garozzo. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (558-37-BZ) 

Whereas,  Michael  Garozzo,  for  Druiss  Co.,  Inc.,  owner, 
filed,  November  26,  1937,  an  application  under  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  tem¬ 
porary  period  of  not  more  than  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises: 
62-66  Henry  street  and  23-29  Market  street,  southwest  cor¬ 
ner  (Block  No.  277,  Lot  Nos.  24,  25,  26  and  27),  Borough 
of  Manhattan ;  and 

Whereas,  this  application  was  granted  by  the  board  Sep¬ 
tember  27,  1938,  on  certain  conditions,  time  extended  De¬ 
cember  13,  1938  and  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  September  27,  1938,  as 
amended  December  13,  1938,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“*  *  *  Granted  for  a  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution  *  *  *.” 


1002-41-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Board  of  Transporta¬ 
tion,  City  of  New  York  and  Henbar,  Incorporated, 
owners ;  request  for  reopening  made  by  Patrick 
Sottile,  lessee. 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  transient  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 137-151  Livingston  street  and 
22-30  Smith  street,  northwest  corner  (Block  No. 
154,  Lot  Nos.  26  and  28),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sidney  Rossman,  Nathan  Podolsky 
and  Patrick  Sotille. 

For  Administration  :  Fred  Dahlem  and  Dewey  Roth- 
krug,  Dep’t  of  Housing  and  Buildings,  and 
Gustave  Goldman,  Board  of  Education. 
ACTION  OF  BOARD— 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (1002-41-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Board  of  Transportation, 
City  of  New  York,  and  Henbar,  Inc.,  owners,  filed  Novem¬ 
ber  19,  1941,  an  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
137-151  Livingston  street  and  22-30  Smith  street,  northwest 
corner  (Block  No.  154,  Lot  Nos.  26  and  28),  Borough  of 
Brooklyn ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
March  31,  1942,  on  certain  conditions  and  applicant  re¬ 
quested  an  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  31,  1942, 
only  so  far  as  it  has  reference  to  obtaining  permits  and  the 
completion  of  work,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read  : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the 
date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

628-42-A. 

APPLICANT — J.  M.  Berlinger,  for  Charles  F.  Hubbs  and 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFFECTED— 383-387  Lafayette  street  and  22 
East  4th  street,  southeast  corner  (Block  No.  531, 
Lot  No.  20),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  M.  Berlinger. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


407-42-A. 

APPLICANT — Arthur  Weiser,  for  28th  Properties,  Incor¬ 
porated,  owner.  * 
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SUBJECT — Application  reopened  and  restored  to  calendar, 
October  14.  1942,  re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 
PREMISES  AFFECTED— 31-81  Steinway  street,  east  side. 
100  ft.  north  of  Broadway  (Block  No.  678,  Lot  No. 
9),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (407-42-A) 

Whereas,  Arthur  Weiser,  for  28th  Properties,  Inc., 
owner,  filed  on  May  20,  1942,  an  appeal  from  a  decision  of 
the  borough  superintendent  affecting  premises  31-81  Stein¬ 
way  street,  east  side,  100  ft.  north  of  Broadway  (Block 
No.  678,  Lot  No.  9),  Astoria,  Borough  of  Queens;  and 
Whereas,  the'  decision  of  the  ‘borough  superintendent 
dated  April  30,  1942,  on  Alt.  Applic.  No.  564-42,  reads : 

“1.  Change  of  2nd  and  3rd  floors  of  a  frame  build¬ 
ing  from  residence  to  a  business  use,  is  contrary  to 
Section  4.2.1.  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  three  stories 
(31  ft.  9  in.)  in  height;  25  ft.  by  90  ft.  in  area  at  first 
floor;  25  ft.  by  50  ft.  6  in.  in  area  at  typical  floor;  of 
Class  4  construction;  located  in  a  business  use  district  and 
erected  1900  and  used  and  occupied  since  1935  as  follows 
Cellar,  storage;  first  floor,  furniture  store,  1  person;  second 
floor,  storage ;  third  floor,  storage ;  that  no  change  in  use 
or  occupancy  is  proposed;  and  .... 

Whereas,  the  applicant  contends  that  the  building,  while 
originally  erected  as  a  tenement  house,  has  been  used  for 
business  since  at  least  1916;  that  the  present  owner,  before 
purchasing  the  property  a  little  over  six  years  ago,  observed 
that  the  building  was  used  as  a  business  building  and  took 
the  necessary  precautions  through  title  search  to  see  if  any 
violations  existed;  that  the  report  showed  no  violations 
against  the  premises;  that  recently  the  building  was  rented 
to  a  retail  furniture  merchant  and  plans  filed  under  Alt. 
No.  11781-1942  to  change  the  store  front;  that  alteration 
application  stated  the  2nd  and  3d  floors  were  to  be  used 
for  business ;  that  plans  were  approved,  work  completed  and 
after  completion,  a  violation  was  issued  by  the  Building 
Department,  ordering  the  use  of  the  cellar,  2nd  and  3rd 
floors  to  be  discontinued  for  business ;  that  this  condition 
created  a  severe  and  unreasonable  hardship  on  the  owner 
and  tenant;  that  after  the  service  of  the  violation,  the 
owner  investigated  and  found  that  the  building  had  been 
used  for  business  purposes  prior  to  1916;  that  an  affidavit 
to  this  effect  was  filed  with  the  borough  superintendent; 
that  the  owner  is  willing  to  make  such  structural  alterations 
necessary,  to  provide  the  necessary  floor  load  and  egress  to 
comply  with  the  Building  Code;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 

of  the  Board ;  and  ... 

Whereas,  the  applicant  did  not  appear  at  this  meeting 

to  prosecute  this  appeal. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


439-42-A. 

APPLICANT— 15-17  West  84th  Street,  Incorporated,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,  . 

PREMISES  AFFECTED— 15  West  84th  street,  north  side, 
220  ft.  west  of  Central  Park  West  (Block  No.  1198, 
Lot  No.  23),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  •  •. .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (439-42-A) 

Whereas,  15-17  West  84th  Street,  Incorporated,  owner, 
filed  on  May  28,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  15  West  84th 
street,  north  side,  22  ft.  west  of  Central  Park  West  (Block 
No.  1198,  Lot  No.  23),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  April  29,  1942,  reads : 

“The  zoning  violation  against  the  above  premises,  of 
occupying  the  front  room  of  the  first  story  west  apart¬ 
ment  by  a  furrier,  was  further  discussed  at  a  staff 
meeting  of  this  department. 

I  regret  to  advise  you  that  it  was  the  consensus  of 
opinion  that  the  use  of  these  premises,  in  a  residence 
district,  does  not  come  under  the  interpretation  of 
Article  2,  Section  3(9)  (c).  It  cannot  be  considered  a 
home  occupation  or  an  accessory  use  serving  exclu¬ 
sively  the  convenience  of  occupants  of  the  building, 
within  the  meaning  of  the  section.  The  previous  deci¬ 
sion  of  former  superintendent  Campbell  was  con¬ 
curred  in. 

Under  the  circumstances,  the  alternative  in  comply¬ 
ing  with  the  law  under  the  terms  of  the  violation  is  to 
appeal  from  the  denial  of  this  department  to  the  Board 
of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  five  stories 
in  height,  37k 2  ft.  by  91  ft.  in  area;  of  Class  3  construc¬ 
tion;  erected  1888;  located  in  a  residence  use,  B  area  dis¬ 
trict.  and  occupied  as  a  C'ass  A  Multiple  Dwelling ;  and 
Whereas,  a  violation.  No.  100-41,  issued  October  24,  1941, 
was  for  occupying  the  front  room  of  1st  story  west  apart¬ 
ment  as  a  furrier  (business)  in  a  residence  district,  where 
prohibited  by  law,  also  displaying  sign  in  window  advertis¬ 
ing  such  business :  and 

Whereas,  the  applicant  contends  that  the  first  floor  west 
apartment  was  leased  April  1,  1941  to  expire  April  30, 
1943,  and  has  since  been  occupied  by  a  single  family;  that 
since  the  inception  of  the  lease,  this  family  has  occupied  this 
apartment  as  a  place  of  residence,  occasionally  however,  one 
son  has  from  time  to  time,  conducted  some  business  in  the 
front  room  of  the  apartment  as  a  fur  retail  artisan;  that 
this  front  room  is  an  integral  part  of  the  apartment  and  not 
shut  off  from  the  other  rooms;  that  the  tenant  has  dis¬ 
played  a  sign  not  more  than  1  sq.  ft.  in  area,  indicating 
the  nature  of  the  home  occupation,  and  that  no  other  per¬ 
sons  are  employed  in  this  incidental  use  of  the  front  room; 
that  the  occupant  is  engaged  away  from  home  as  a  factory 
worker  and  engages  in  his  incidental  fur  repair  work  dur¬ 
ing  an  evening  or  a  Saturday ;  and 
Whereas,  the  applicant  further  contends  that  by  virtue 
of  Art.  2,  Section  3,  Subdivision  9C,  of  the  zoning  resolu¬ 
tion,  that  this  apartment  has  not  been  used  in  violation 
of  the  zoning  resolution;  that  the  decision  of  the  borough 
superintendent  has  been  based  primarily  on  the  contention 
that  fur  repair  work  is  not  “similar”  occupation  as  in¬ 
tended  by  Section  3  of  the  zoning  resolution;  that  there  is 
no  essential  difference  between  dress  making  or  millinery 
work  and  that  of  fur  repair  work;  that  the  borough  super¬ 
intendent  is  in  error  in  stating  that  the  question  is  whether 
the  use  will  serve  exclusively  the  convenience  of  occupants 
of  the  building  to  which  it  is  accessory,  and  that  dress  mak¬ 
ing,  millinery  and  similar  home  occupations  are  seldom 
engaged  in  in  residential  buildings  where  the  clientele  are 
exclusively  residents  of  the  same  building,  and  that  the 
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i act  that  Subsection  9C  permits  the  use  of  a  business  sign 
not  exceeding  1  sq.  ft.  in  area  tends  to  support  this  con¬ 
tention  ;  and 

Whereas,  these  premises  were  the  subject  of  an  inspec¬ 
tion  and  report  by  a  committee  of  the  Board,  which  report 
reads  as  follows : 

REPORT  OF  COMMITTEE. 

November  25,  1942. 

Re:  Cal.  No.  439-42-A. 

Premises:  15-17  West  84th  street,  Manhattan. 

The  question  raised  by  this  appeal  is  whether  the 
conduct  of  a  furrier  business  in  an  apartment,  in  a 
residential  use  district,  is  a  home  occupation,  such  as  is 
contemplated  as  permissible  by  Section  3,  paragraph 
9c  of  the  Zoning  Resolution. 

As  the  law  now  reads,  accessory  uses  permitted  by 
Section  3,  paragraph  9c  of  the  Building  Zone  Resolution 
are  limited  to  serving  exclusively  the  convenience  of 
the  occupants  of  the  building  to  which  such  uses  are 
accessory. 

This  is  obviously  not  so  in  the  instant  case  and  is 
sufficient  reason  why  the  action  of  the  Superintendent 
of  Buildings  should  be  affirmed  by  the  Board.  In  ad¬ 
dition  thereto,  it  is  the  opinion  of  the  Committee  that 
the  test  laid  down  by  the  Court  of  Appeals  in  the  case 
of  Barbour  v.  City  of  Long  Beach,  279  N.  Y.  167,  as 
to  what  constitutes  an  accessory  use  is  not  met  here. 
Quoting  the  court :  “The  test  is  whether  the  peti¬ 
tioner’s  tenant  occupied  the  house  as  a  home  for  him¬ 
self  and  his  wife  and  children,  and  incidentally  kept 
boarders  also,  or  whether  he  occupied  it  as  a  place 
for  carrying  on  the  business  of  keeping  boarders,  al¬ 
though  while  prosecuting  the  business,  and  as  a  means 
of  prosecuting  the  business,  he  and  his  wife  and  chil¬ 
dren  live  in  the  house  also.”  Under  this  test,  continues 
the  opinion  of  the  court,  “neither  the  size  of  the  house 
nor  the  number  of  the  boarders  are  of  importance, 
except  as  evidence  that  may  have  weight  in  determining 
which  is  the  principal  use  for  which  the  building  is 
occupied.” 

In  the  present  case  tne  apartment  is  on  the  ground 
floor  of  a  Class  A  Multiple  Dwelling,  erected  as  a 
tenement  house  in  1888  and  located  in  a  zone  restricted 
to  residence  use.  The  tenant  conducts  his  furrier  busi¬ 
ness  in  the  front  portion  of  the  apartment  and  the 
family  occupies  the  rear  rooms  for  living  purposes. 
With  the  windows  facing  West  84th  street,  the  occu¬ 
pancy  is  plainly  visible,  particularly  as  a  sewing  machine 
is  at  the  window.  At  night,  the  windows  are  illu¬ 
minated.  A  small  business  sign  is  displayed.  The 
front  portion  of  the  apartment  is  given  up  to  the  furrier 
business  and  differs  in  no  way  from  a  similar  estab¬ 
lishment  of  similar  size  as  it  would  be  maintained  in 
a  business  use  district. 

It  is  the  opinion  of  the  Committee  that  the  apartment 
is  occupied  to  carry  on  a  furrier  business  and  inci¬ 
dentally  the  family  also  lives  there,  and,  therefore,  it 
cannot  be  considered  as  falling  within  the  classification 
of  an  accessory  use  contemplated  by  Section  3,  para¬ 
graph  9c  of  the  Building  Zone  Resolution.  Through¬ 
out  New  York,  in  business  use  districts,  there  are 
thousands  of  permitted  business  stores  where  the  oper¬ 
ators  reside  in  rooms  at  the  rear.  Certainly  such  busi¬ 
ness  stores  could  not  be  classed  as  home  occupations. 

The  Committee  therefore  recommends  that  the  deci¬ 
sion  of  the  Borough  Superintendent  be  affirmed  and  the 
appeal  be  denied. 

( Sgd )  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
JOHN  E.  GUNN, 

Deputy  Fire  Chief. 


Resolved,  that  the  decision  of  the  borough  superinendent 
dated  April  29,  1942,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


447-42-A. 

APPLICANT— Herman  Wolff  and  Isaac  Kallich,  for  Jew¬ 
ish  Training  School  Academy  Yavne,  owner. 
SUBJECI — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 510  Dahill  road,  west  side,  60 
ft.  south  of  40th  street  (Block  No.  4382,  Lot  No. 
26),  Borough  of  Brooklyn. 

APPEARANCES—  . 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT- 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION'  (447-42-A) 

Whereas,  Herman  Wolff  and  Isaac  Kallich,  for  Jewish 
I  raining  School  Academy  Yavne,  owner,  filed  June  2,  1942, 
an  appeal  from  a  decision  of  the  borough  superintendent; 
premises  510  Dahill  road,  west  side,  60  ft.  south  of  40th 
street  (Block  No.  5382,  Lot  No.  26),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  ot  the  borough  superintendent, 
dated  May  28,  1942,  re  Applic.  No.  73-42,  reads : 

Changing  occupancy  from  residence  to  public  use 
in  a  frame  bldg,  is  contrary  to  2-1-3-5  and  4-2-1  of 
Bldg.  Code.” 

and 

Whereas,  the  applicant  stales  the  building  is  two  stories 
and  basement  (25  ft.)  in  height,  23  ft.  by  37  ft.  6  in.  in 
area;  Class  4  construction;  located  in  a  residence  use  dis¬ 
trict;  erected  approximately  25  years  ago;  occupied:  base¬ 
ment,  storage  and  boiler-room;  1st  floor,  school,  17  persons; 
2nd  floor,  dwelling,  one  family;  and 

Whereas,  Violation  No.  108-41  issued  January  8,  1941, 
was  for  removing  frame  porch  at  front  and  erecting  con¬ 
crete  stoop  without  a  permit  and  maintaining  premises 
as  a  school  on  the  first  floor  without  a  certificate  of  occu¬ 
pancy  ;  and 

Whereas,  the  applicant  contends  that  building  is  provided 
with  a  rear  yard  and  open  porch  on  both  sides ;  that  egress 
is  available  from  rear  to  street  and  also  through  front 
stairway  to  street;  that  affidavits  have  been  filed  with  the 
borough  superintendent,  giving  the  evidence  of  the  use  of 
premises  as  training  school  for  the  past  sixteen  years;  that 
the  alteration  is  of  a  minor  nature,  consisting  only  of  re¬ 
moval  of  the  front  porch  and  existing  outside  stairs;  that 
basement  ceiling  is  protected  with  plaster  boards  and 
plaster ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board;  and  the  records,  furnished  by  the  Department 
of  Housing  and  Building  under  Applic.  No.  73-42,  and 
Violation  3640  of  1940  and  108  of  1941,  examined.  Affida¬ 
vits  filed  indicate  that  in  addition  to  the  illegal  occupancy 
of  the  frame  building  as  a  training  school  for  adults,  the 
premises  during  part  of  the  day  are  also  occupied  as  a 
school  for  minor  children,  as  sign .  on  the  premises  indi¬ 
cates,  and  as  was  stated  to  the  Committee  at  the  inspection; 
and 

Whereas,  it  appears  that  under  Alt.  Applic.  9892  of  1923, 
it  was  proposed  to  demolish  the  frame  building  in  question 
and  enlarge  the  adjoining  synagogue,  but  that  the  proposal 
was  not  carried  out ;  and 

Whereas,  the  occupancy  exceeds  that  claimed  and  the 
exits,  floor  capacity  and  ventilation  are  improper  for  the 
use  as  proposed. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Applic.  No.  73-42,  be  and  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


720-42-A. 

APPLICANT — Gluckson  Wool  Stock  Company,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 92-96  Clifton  place,  south  side, 
175  ft.  west  of  Classon  avenue  (Block  No.  1952, 
Lot  Nos.  25,  26  and  27),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum,  Joseph  Boccia 
and  J.  Gluxson. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (720-42-A) 

Whereas,  Gluckson  Wool  Stock  Co.,  owner,  filed  on 
October  6,  1942,  an  appeal  from  an  order  and  decision  of 
the  fire  commissioner  affecting  premises  92-96  Clifton  place, 
south  side,  175  ft.  west  of  Classon  avenue  (Block  No.  1952, 
Lot  Nos.  25,  26  and  27),  Borough  of  Brooklyn;  and 
Whereas,  order  No.  8985-LF  issued  by  the  fire  commis¬ 
sioner  June  12,  1942  and  referred  to  in  a  decision  of  the 
fire  commissioner  dated  September  14,  1942  reads : 

“1.  Provide  throughout  building  a  fixed  fire  extin¬ 
guishing  system  or  other  means  for  the  extinguishment 
of  fire  satisfactory  to  the  Fire  Commissioner.  09.- 
161.0  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (47  ft.)  in  height,  75  ft.  by  113  ft.  in  area  at  first 
floor,  75  ft.  by  72  ft.  in  area  at  typical  floor,  of  class  1  and 
3  construction,  erected  prior  to  1909,  located  in  an  unre¬ 
stricted  use  district  and  occupied  since  1941  as  follows  : 
1st  floor — shipping  and  receiving — 1  person;  2nd  floor — 
baling,  storing  of  wool  stock  and  office— 6  persons ;  3rd  floor 
— sorting  and  packing  of  graded  wool  stock — 12  persons ; 
4th  floor — sorting  and  packing  of  graded  wool  stock — 6  per¬ 
sons,  for  which  no  Certificate  of  Occupancy  has  been  is¬ 
sued  ;  and 

Whereas,  the  applicant  contends  that  in  an  effort  to  com¬ 
ply  with  Item  1  of  the  order  of  the  fire  commissioner,  the 
owner  entered  into  a  contract  for  the  installation  of  a 
sprinkler  system  at  a  cost  of  $4750 ;  that  the  contractor  was 
unable  to  .comply,  owing  to  the  fact  that  they  could  not 
obtain  materials  for  the  installation,  as  no  priorities  were 
being  issued  for  installations  which  were  not  closely  iden¬ 
tified  with  the  war  effort  and  the  applicant  therefore  re¬ 
quests  that  the  requirement  for  the  installation  of  the 
sprinkler  system  be  waived  until  such  time  as  the  priority 
on  material  has  been  lifted  by  the  War  Production  Board; 
that  if  this  request  is  not  granted,  the  owner  will  suffer 
irreparable  damage  and  will  be  compelled  to  discontinue  the 
employment  of  the  persons  presently  employed  in  the  build¬ 
ing;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
8985-LF,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


744-42-A. 

APPLICANT — David  Millman,  for  S.  Millman  and  Son, 
for  Joseph  Pannullo,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED— 71  Taaffe  place,  east  side,  132 
ft.  11  in.  north  of  Park  avenue  (Block  No.  1883, 
Lot  No.  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  David  Millman. 

For  Administration :  Fred  Dahletn,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (744-42-A) 

Whereas,  David  Millman,  for  S.  Millman  and  Son,  for 
Joseph  Pannullo,  owner,  filed  on  October  20,  1942,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  71  Taaffe  place,  east  side,  132  ft.  11  in.  north  of 
Park  avenue  (Block  No.  1883,  Lot  No.  7),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  19,  1942,  on  Alt.  Applic.  No.  2761-42,  reads: 

“1.  Proposed  change  of  occupancy  of  basement  of 
present  basement  and  three  story  frame  structure  from 
dwelling  use  to  use  as  a  machine  shop  is  contrary  to 
(2.1. 3.5)  §C26-185.0  and  (4.1.5)  §C26-250.0  of  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  and  basement  (30  ft.)  in  height;  22  ft.  by  38  ft.  8 
in.  in  area  at  first  floor ;  22  ft.  by  22  ft.  6  in.  in  area  at 
typical  floor;  of  Class  4  construction;  located  in  an  unre¬ 
stricted  use  district ;  and  occupied  since  1908  as  a  two  family 
dwelling ;  and  proposed  to  be  occupied :  basement,  machine 
shop,  4  persons ;  first  and  second  floors  combined,  one  family ; 
third  floor,  one  family ;  and 

Whereas,  it  is  proposed  to  erect  a  one  story,  Class  3 
extension  to  the  existing  Class  3  constructed  basement 
story;  to  remove  existing  partitions  on  basement  story;  to 
provide  additional  exit  from  basement  at  rear  with  egress 
to  street  through  side  yard,  3  ft.  wide,  leading  direct  to 
street  at  north  side ;  to  remove  existing  bathroom  at  rear 
of  first  story;  to  install  new  bathroom  on  second  story  and 
new  bathroom  on  third  story,  and  new  fire  escape  at  front 
of  building  leading  from  third  story  to  grade  as  shown 
on  plan  filed  September  23,  1942,  with  Alt.  Applic.  2761-42, 
in  the  office  of  the  borough  superintendent;  and 

Whereas,  the  applicant  contends  that  the  owner,  who 
resides  on  the  premises,  desires  to  use  the  basement  as  a 
machine  shop  for  subcontracting  the  manufacture  of  small 
machine  parts  in  connection  with  National  Defense  and  for 
this  reason  it  is  proposed  to  extend  the  basement  an  addi¬ 
tional  depth  of  16  ft.  2  in.  to  provide  the  necessary  space 
to  operate  the  machine  shop;  that  the  basement  ceiling  will 
be  covered  with  one-half  infch  plaster  boards  and  two  coats 
of  gypsum  mortar;  that  the  refusal  to  permit  the  proposed 
use  of  basement  story  as  a  machine  shop  by  the  owner  and 
three  employees,  will  result  in  an  economic  hardship  to  the 
owner;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  whose  verbal  report  by  the  chairman  recom¬ 
mended  denial  of  the  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  2761-42,  objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


834-42-A. 

APPLICANT — Defense  Building  Corporation;  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — Blocks  bounded  by  268th  to  271st 
streets,  Hewlett  street  and  between  '76th  and  77th 
avenues,  76-04  to  76-54  268th  street  (Block  No. 
8543,  part  of  Lot  No.  1),  76-03  to  76-53  268th  street 
(Block  No.  8546,  part  of  Lot  No.  1),  76-04  to  76-54 
269th  street  (Block  No.  8546,  part  of  Lot  No.  1), 
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76-03  to  76-53  269th  street  (Block  No.  8547,  part 
of  Lot  No.  1),  76-04  to  76-54  270th  street  (Block 
No.  8547,  part  of  Lot  No.  1),  76-03  to  76-53  270th 
street  (Block  No.  8548,  part  of  Lot  No.  1),  76-04 
to  76-54  271st  street  (Block  No.  8548,  part  of  Lot 
No.  1),  76-03  to  76-53  271st  street  (Block  No. 
8549,  part  of  Lot  No.  1),  76-04  to  76-54  Hewlett 
avenue  (Block  No.  8549,  part  of  Lot  No.  1),  76-03 
to  76-45  Hewlett  avenue  ( Block  No.  8550,  part  of 
Lot  No.  1),  267-14  to  267-18  77th  avenue  (Block 
No.  8545,  part  of  Lot  No.  1),  268-14  77ih  avenue 
(Block  No.  8551,  part  of  Lot  No.  1),  269-04  77th 
avenue  (Block  No.  8552,  part  of  Lot  No.  1 ),  269-18 
77th  avenue  (Block  No.  8552,  part  of  Lot  No.  1), 
270-08  to  270-18  77th  avenue  (Block  'No.  8553,  part 
of  Lot  No.  1),  271-04  to  271-16  77th  avenue  (Block- 
No.  8554,  part  of  Lot  No.  1),  Bellerose,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Sidney  Sperber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (834-42-A) 

Whereas,  Defense  Building  Corporation,  owner,  tiled  on 
November  30,  1942,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  affecting  premises  76-04  to  76-54  268th 
street,  south  side,  between  76th  and  77th  avenues  (Block 
No.  8543,  part  of  Lot  No.  1);  76-03  to  76-53  268th  street, 
north  side,  between  76th  and  77th  avenues ;  76-04  to  76-54 
269th  street,  south  side,  between  76th  and  77th  avenue 
(Block  No.  8546,  Lot  No.  1);  76-03  to  76-53  269th  street, 
north  side,  between  76th  and  77th  avenues ;  76-04  to  76-54 
270th  street,  south  side,  between  76th  and  77th  avenues 
(Block  No.  8547,  Lot  No.  1);  76-03  to  76-53  270th  street, 
north  side,  between  76th  and  77th  avenues  and  76-04  to 
76-54  271st  street,  south  side,  between  76th  and  77th  avenues 
(Block  No.  8548,  Lot  No.  1);  76-03  to  76-53  271st  street, 
north  side,  between  76th  and  77th  avenues;  76-04  to  76-54 
Hewlett  avenue,  south  side,  between  76th  and  77th  avenues 
(Block  No.  8549,  Lot  No.  1)  ;  76-03  to  76-45  Hewlett  ave¬ 
nue,  north  side,  running  easterly  484  ft.  from  76th  avenue 
(Block  No.  8550,  part  of  Lot  No.  1);  267-14  to  267-18 
77th  avenue,  southwest  corner  268th  street  (Block  No.  8545, 
part  of  Lot  No.  1)  ;  268-14  77th  avenue,  southeasterly  side, 
60  ft.  southwest  from  269th  street  (Block  No.  8551,  part 
of  Lot  No.  1)  ;  269-04  77th  avenue,  southeast  corner  269th 
street  (Block  No.  8552,  part  of  Lot  No.  1);  269-18  77th 
avenue,  southwest  corner,  270th  street  (Block  No.  8552,  part 
of  Lot  No.  1);  270-08  to  270-18  77th  avenue,  southwest 
corner,  271st  street  (Block  No.  8553,  part  of  Lot  No.  1)  ; 
271-04  to  271.-16  77th  avenue,  southeast  corner,  271st  street 
(Block  No.  8554,  part  of  Lot  No.  1),  Bellerose,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  30,  1942,  on  N.  B.  Applications  1155  to 
1244-42,  inclusive,  reads : 

“1.  The  proposed  use  of  Victory  Cast  Iron  Pipe 
inside  of  house  in  place  of  approved  extra  heavy  cast 
iron  pipe  is  contrary  to  Sec.  14-3-13  of  the  Building 
Code.” 

and 

Whereas,  the  premises  consist  of  12  separate  plots  com¬ 
prising  an  afea  located  within  the  residence  and  business 
use,  D  area  district,  upon  which  it  is  proposed  to  erect 
approximately  130,  one  family  dwellings,  one  story,  22  ft. 
in  height;  33  ft.  by  25  ft.  5  in.  in  area;  of  Class  4  con¬ 
struction  ;  and 

Whereas,  the  applicant  contends  that  the  War  Produc¬ 
tion  Board  by  its  Order  No.  L-42,  regulating  the  weights 


of  soil  pipe  has  eliminated  the  extra-heavy  pipe  which  is 
required  to  be  installed  pursuant  to  the  provisions  of  the 
Administrative  Building  Code  and  has  substituted  a  weight 
known  as  “Victory'  Weight”;  that  the  only  question  in¬ 
volved  in  this  appeal  is  the  substitution  of  four-inch  cast 
iron  soil  pipe  weighing  40  lbs.  per  single  hub  length  and 
42  lbs.  per  double  hub  length  and  cast  iron  soil  pipe  fit¬ 
tings  of  standard  weight  in  lieu  of  extra  heavy  cast  iron 
pipe  and  fittings  required  by  the  Building  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Application  Nos.  1155  to  1244-42,  inclusive, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  plumbing  and  drainage  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


84-42-A. 

APPLICANT — Levy  and  Berger,  for  New  York  and  New 
Jersey  Christian  Missionary  Society,  owner. 
SUBJECT — Application  for  consideration — reopening  ,  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 176-180  (178-180  displayed) 
Patchen  avenue  and  718  (720  displayed)  Hancock 
street,  southwest  corner  (Block  No.  1662,  Lot  No. 
44),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Levy,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (84-42-A) 

Whereas,  Levy  and  Berger,  for  New  York  and  New 
Jersey  Christian  Missionary  Society,  owner,  filed  on  Janu¬ 
ary'  27,  1942  an  appeal  from  a  decision  of  the  borough 
superintendent;  premises  176-180  (178-180  displayed) 

Patchen  avenue  and  718  (720  displayed)  Hancock  street, 
southwest  corner  (Block  No.  1662,  Lot  No.  44),  Borough 
of  Brooklyn ;  and 

Whereas,  this  appeal  vvas  granted  by  the  Board  on  March 
24,  1942,  on  certain  conditions;  and 

Whereas,  the  resolution  adopted  on  March  24,  1942,  was 
as  follows : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  on  Alt.  Applic.  44-42,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  as 
to  Objection  No.  8,  on  condition  that  the  building  shall 
not  be  further  increased  in  height  or  area;  qranted  as  to 
Objection  No.  9,  on  condition  that  the  proposed  interior 
stairway  shall  conform  in  all  respects  with  the  require¬ 
ments  of  the  Building  Code  therefor  and  the  number 
of  occupants  per  story  shall  not  exceed  the  permitted 
occupancy  for  such  stairway;  and  that  the  existing 
stairway  enclosure  may  he  permitted  with  1-hour,  self- 
closing  doors  thereto;  that  as  to  Objection  No.  10,  that 
the  exterior  stairway  shall  be  substantially  as  indicated 
but  shall  not  be  included  for  computing  permitted  occu¬ 
pancy  above  the  first  floor ;  that  both  the  interior  and 
exterior  stairways  shall  extend  to  the  roof;  that  the 
floor  loads  shall  be  made  to  comply  with  the  require¬ 
ments  for  a  building  hereafter  constructed  for  a  similar 
use  based  on  the  stresses  as  permitted  in  the  Building 
Code  as  adopted  in  1916;  that  all  exits  shown  at  grade 
shall  be  maintained;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto.” 

and 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  24,  1942,  by 
adding  thereto: 

“*  *  *  that  jn  the  event  steel  is  not  available  for 
the  construction  of  the  proposed  new  interior  stairway, 
that  such  stairway  may  be  constructed  of  wood,  pro¬ 
vided  the  framing  for  the  stairway  is  either  fireproof 
wood  or  oak  and  the  soffit  and  stringers  throughout 
are  fire  retarded  with  wire  lath  and  cement  plaster,  the 
stair  threads  are  of  incombustible  material  and  the 
risers  are  constructed  of  fireproof  wood ;  that  the  balus¬ 
trade  and  hand  rail  may  be  of  non-fireproof  wood;  that 
the  third  floor  occupancy  shall  be  for  office  in  connection 
with  the  social  service  agency  instead  of  school  as 
formerly  proposed,  and  the  floor  loading  therefor  shall 
not  exceed  50  lbs.  per  sq.  ft. ;  that  the  proposed  stair¬ 
way  shall  be  continued  to  the  roof  as  hereinbefore 
required;  that  the  exits  from  the  first  floor  as  shown 
shall  be  maintained,  namely  main  entrance  directly  to 
Hancock  street,  entrance  to  Patchen  avenue  and  exit 
with  steps  up  to  rear  fire  escape  leading  direct  to  rear 
yard  and  thence  to  Patchen  avenue.” 


96-42-S. 

APPLICANT — Sidney  Daub,  for  Estate  of  William  Col¬ 
gate,  owner. 

SUBJECT — Application  for  consideration — reopening  to 
amend  statement  of  applicant — re  Variation  of  the 
labor  law  as  cited  in  a  decision  of  the  borough 
superintendent. 

PREMISES  AFFECTED — 13  East  20th  street,  north  side, 
200  ft.  west  of  Fourth  avenue  (Block  No.  849,  Lot 
No.  30),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  state¬ 
ment  of  applicant  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  STATE¬ 
MENT  OF  APPLICANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  .  0 

THE  RESOLUTION  (96-42-S) 

Whereas,  Sidney  Daub,  for  Estate  of  William  Colgate, 
owner,  filed  on  January  30,  1942,  an  application  for  a  varia¬ 
tion  of  the  requirements  of  the  Labor  Law  affecting  prem¬ 
ises  43  East  20th  street,  north  side,  200  ft.  west  of  Fourth 
avenue  (Block  No.  849,  Lot  No.  30),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Api >1  ic.  No.  23-42  dated  January  10,  1942,  reads: 

“2.  Means  of  egress  from  rear  fire  exit  to  comply 
with  Section  273,  Subdiv.  9  of  Labor  Law — as  shown 
it  is  inaccessible.” 
and 

Whereas,  the  applicant  states  that  the  building  is  eight 
stories  (98  ft.)  in  height;  25  ft.  by  92  ft.  in  area  at  first 
floor;  25  ft.  by  83  ft.  in  area  at  typical  floor;  of  Class  1 
construction;  erected  1899;  located  in  an  unrestricted  use 
district  and  occupied  as  follows:  Cellar,  storage  of  building 
materials,  no  persons;  first  floor,  restaurant,  50  persons; 
second  floor,  manufacture  of  rubber  pads,  10  persons;  third 
floor,  manufacture  of  leather  goods,  10  persons ;  fourth 
floor,  manufacture  of  leather  novelties,  10  persons;  fifth 
floor,  manufacturing  leather  goods,  belts,  10  persons;  sixth 
floor,  tailors,  10  persons ;  seventh  floor,  furniture  finishers. 
10  persons;  eighth  floor,  manufacturing  leather  goods.  10 
persons.  No  change  in  use  or  occupancy  is  proposed.  The 
building  is  equipped  with  a  two  source  sprinkler  system  and 
a  standpipe  system.  There  is  one  interior  3  ft.  wide  stair- 


•way  of  fireproof  construction  leading  from  roof  to  street 
and  one  exterior  stairs  at  rear  extending  to  roof  by  stair 
and  to  grade,  with  egress  from  termination  through  rear 
building.  Windows  on  the  course  of  the  exterior  fire  escape 
are  fireproof  and  self-closing;  and 

Whereas,  the  applicant  contends  the  building  is  small  in 
area  with  an  unhazardous  occupancy  and  has  been  used  for 
manufacturing  since  its  erection;  that  in  1914  the  State 
Department  of  Labor  approved  the  erection  of  the  2  ft. 
wide  rear  exterior  stairway  with  egress  from  the  termina¬ 
tion  to  the  adjacent  northerly  yard;  that  in  lieu  of  this 
means  of  egress,  it  is  proposed  to  provide  a  connection  to 
the  fire  escape  to  the  second  story  of  the  adjacent  westerly 
building  under  an  easement  agreement  permitting  the  u~sc 
thereof;  that  this  fire  escape  will  terminate  in  the  adjacent 
northerly  yard ;  that  the  proposed  condition  will  be  similar  to 
the  existing  condition  and  it  is  therefore  requested  that  the 
proposed  conditions  be  permitted ;  and 

Whereas,  the  applicant,  under  date  of  November  20, 
1942,  requested  a  correction  to  his  statement  relative  to  the 
ownership  of  the  adjoining  premises  to  the  west. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  23-42,  Objection  No.  2;  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
exit  from  the  fire  escape  of  the  building  in  question  shall  be 
constructed  substantially  as  indicated  on  plans  filed  with  the 
borough  superintendent  on  January  8,  1942,  providing  exit 
to  the  street  either  through  building  at  41  East  20th  street 
or  building  at  42  East  21st  street;  that  the  doors  into  such 
buildings  shall  be  open  to  permit  such  exit  during  working 
hours ;  that  a  copy  of  the  easement  agreement  shall  be  filed 
with  the  Borough  Superintendent. 


482-42-S. 

APPLICANT — Frank  C.  Keller,  for  Ford  Instrument  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Variation  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 31-10  Thompson  avenue,  south 
side,  from  31st  street  to  31st  place  (Block  No.  278, 
Lot  No.  9),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  R.  A.  Caughey  and  Frank  C.  Keller. 

ACTION  OF  BOARD — Application  reopened,  statement  of 
applicant  amended  and  resolution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  STATE¬ 


MENT  OF  APPLICANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative:  .  0 

THE  VOTE  TO  AMENT)  RESOLUTION 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


THE  RESOLUTION  (482-42-S) 

Whereas,  Frank  C.  Keller,  for  the  Ford  Instrument  Co., 
owner,  filed  on  June  17,  1942,  an  application  for  variation 
of  the  requirements  of  the  Labor  Law  as  cited  in  an  order 
and  decision  of  the  fire  commissioner,  affecting  premises 
31-10  Thompson  avenue,  south  side,  from  31st  street  to 
31st  place  (Block  No.  278,  Lot  No.  9),  Long  Island  City. 
Borough  of  Queens;  and 

Whereas,  Order  No.  8354-LF  issued  by  the  fire  com¬ 
missioner  March  25,  1942  and  referred  to  in  the  decision 
of  the  fire  commissioner  dated  June  15,  1942  reads: 

“3.  Arrange  metal  screens  on  all  windows  on  all 
stories  so  as  to  be  readilv  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and 
unobstructed  use  of  such  windows  for  the  purposes  of 
egress,  as  per  Section  272  of  the  Labor  Law. 
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6.  Arrange  all  doors  so  that  same  can  be  opened 
from  both  sides.  Section  272  of  the  Labor  Law. 

7.  Remove  all  partitions  not  built  of  incombustible 
material  as  per  Section  263  and  270  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (52  ft.  6  in.)  in  height,  199  ft.  11 -54  in.  by  440  ft.  9 
in.  in  area,  of  class  3  construction,  located  in  an  unrestricted 
use  district,  erected  under  N.  B.  Applic.  2711-19  and  altered 
under  Alt.  Applic.  No.  2931-40,  and  occupied  since  June 
1942  as  follows:  cellar — manufacturing — 157  persons;  1st 
floor — assembly — 510  persons;  2nd  floor — office  and  paint 
shop — 171  persons;  3rd  floor — office  and  spare  parts — 65 
persons;  4th  floor — office — 150  persons;  proposed  to  be 
occupied  as  follows:  cellar — same — 500  persons;  1st  floor- 
same— 650  persons ;  2nd  floor — same — 220  persons ;  3rd 
floor — same — 160  persons;  4th  floor — same — 160  persons; 
that  the  building  is  equipped  with  a  sprinkler  system,  stand¬ 
pipe  system,  interior  fire  alarm  system  and  no  lire  drills  are 
maintained;  that  there  are  five  46  in.  fireproof  stairs  in  the 
building  leading  from  street  to  roof;  that  the  building  has 
been  approved  by  the  borough  superintendent  under  Alt. 
Applic.  No.  2931-40  for  manufacturing  and  offices  and  for 
the  proposed  number  of  occupants,  but  no  Certificate  of 
Occupancy  can  be  issued  during  the  pendency  of  the  order 
herein  appealed;  and 

Whereas,  the  applicant  contends  as  to  Item  3  of  the 
Fire  Commissioner’s  order,  that  the  locked  screens  are  lo¬ 
cated  on  the  first  floor  and  basement  as  shown  on  plans 
filed  with  this  application  marked  “Received  August  28, 
1942”  and  can  be  readily  unlocked  in  case  of  emergency 
by  a  watchman  who  is  on  duty  24  hours  a  day;  that  these 
screens  are  kept  locked  by  order  of  the  Army  and  Navy 
to  prevent  sabotage ;  and 

Whereas,  the  applicant  contends  as  to  Item  6  of  the 
fire  commissioner’s  order,  that  all  doors  leading  to  stair 
halls  will  be  kept  open  during  working  hours,  except  the 
doors  leading  direct  to  street,  which  will  be  equipped  with 
panic  bolts  of  approved  types,  so  as  to  prevent  ingress 
from  the  street  by  order  of  the  Army  and  Navy  depart¬ 
ments  ;  and 

Whereas,  the  applicant  contends  as  to  Item  7  of  the  fire 
commissioner’s  order,  that  permission  is  requested  to  con¬ 
tinue  the  use  of  combustible  partitions  as  shown  on  plans 
filed  with  this  application  marked  “Received  August  28, 
1942”  as  these  partitions  have  existed  since  the  building 
was  first  occupied ;  that  a  change  now  would  greatly  retard 
the  production  of  essential  war  materials ;  and 

Whereas,  the  applicant  filed  a  copy  of  a  communication 
from  the  War  Department,  containing  the  recommendations 
of  the  War  Department  relative  to  the  matters  herein  ap¬ 
pealed  ;  and 

Whereas,  the  applicant  under  date  of  November  23,  1942, 
requested  an  amendment  of  his  answer  to  Item  N  of  appli¬ 
cation  form,  so  that  as  amended  his  answer  to  said  Item  N, 
“Are  fire  drills  maintained?”  shall  be  in  the  negative  instead 
of  the  affirmative;  and 

Whereas,  the  applicant  also  desired  an  amendment  of  the 
resolution  adopted  by  the  Board  on  October  14,  1942,  as  to 
maintenance  of  the  fire  prevention  equipment. 

Resolved,  that  the  Board  of  Standards  and  Annpals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  an  order  of  the  fire  commissioner,  Order 
No.  8354-LF,  and  that  the  application  be  and  it  hereby  is 
granted  as  to  Obj.  3,  on  condition  that  the  screens  shall  be 
maintained  as  proposed;  that  the  existing  exit  doors  shall 
be  continued;  as  to  Obj.  6,  that  approved  panic  bolts  may 
be  installed  on  such  exit  doors  as  are  indicated  to  have 
nanic  bolts  on  plans  filed  with  this  application:  as  to  Ttem 
7,  that  no  additional  partitions  or  incombustible  materials 
shall  be  erected  and  that  all  partitions  of  incombustible  ma¬ 
terial  not  in  compliance  with  the  renuirements  of  the  Labor 
Law  shall  be  removed  within  two  (2)  years  from  the  date 
of  this  resolution ;  that  the  variance  herein  granted  as  to 
Objections  3  and  6  shall  be  only  for  the  term  of  the  present 
emergency  and  while  the  building  is  being  occupied  as  herein 
set  forth ;  that  it  shall  comply  in  all  other  respects  with  all 


laws,  rules  and  regulations  applicable  thereto;  that  the 
sprinkler  system,  standpipe  system  and  interior  fire  alarm 
system  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner;  that  the  occupancy  of  the  building  shall  not 
exceed  that  permitted  zvith  the  increased  allowance  due  to 
sprinkler  system,  as  limited  under  the  Labor  Lazv  when  fire 
drills  are  not  maintained;  that  a  certificate  of  occupancy 
shall  be  obtained. 


APPLIANCE  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

715-39-SA. 

APPLICANT — Carrier  Corporation,  owner. 

SUBJECT — Carrier  Cold  Diffusers,  Types  1400,  1800,  15G, 
15J,  15K,  15M,  15Q,  15T  and  39K,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  December  8,  1942  at 
2  P.  M.  at  written  request  of  applicant. 


1002-39-SM. 

APPLICANT — Dusing  and  Hunt,  Inc.,  owner. 

SUBJECT — The  Perfection  Joint  Cover  (for  protection  of 
horizontal  stone  joints),  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (1002-39-SM) 

Whereas,  Dusing  and  Hunt,  Inc.,  owner,  filed  on  July 
27,  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  the  Perfec¬ 
tion  Joint  Cover  (for  protection  of  horizontal  stone  joints)  ; 
and 

Whereas,  this  material  was  submitted  to  the  Committee1 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  16,  1942. 

Cal.  No.  1002-39-SM. 

Subject:  Perfection  Joint  Cover  (for  protection  of 
Horizontal  Stone  Joints),  Approval  of. 

Dusing  and  Hunt,  Inc.,  of  1927  Elmwood  Avenue, 
Buffalo,  New  York,  filed  July  27,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Perfection  Joint  Cover  (for  protection  of  Hori¬ 
zontal  Stone  Joints)  under  the  provisions  of  C26-191.0. 

This  joint  cover  is  constructed  in  the  form  of  a  T 
with  the  ends  of  top  bent  down  and  is  designed  to  be 
pushed  into  the  horizontal  mortar  spaces  between  the 
brick,  stone  or  tile  coping  belt,  multiple  sills  or  any 
projecting  stone  course,  the  design  being  to  permit  ex¬ 
pansion  and  contraction  of  the  coping  joint  under  tem¬ 
perature  changes  without  breaking  the  mortar  seal  and 
to  obviate  the  necessity  of  pointing  up  the  joints.  The 
joint  cover  is  made  of  12  oz.  lead  coated  copper;  the 
leg  of  the  T  is  double,  in  the  form  of  a  V,  so  as  to 
allow  for  expansion  of  the  joint  and  contains  punched 
projections  to  bond  the  cover  to  the  mortar  of  the  joint. 

Recommendations. 

1  he  material  has  been  examined  by  the  Committee  on 
Tests.  On  the  basis  of  the  foregoing  data  the  Com¬ 
mittee  recommends  that  the  Dusing  and  Hunt,  Inc.  Per¬ 
fection  Toint  Cover  be  approved  under  C26- 191.0  for 
use  in  installations  in  New  York  City  provided  each 
package  containing  the  material  shall  be’  marked  labelled 
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or  tagged  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  Citv  under  Cal.  No.  1002- 
39-SM.” 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

nd 

Whereas,  this  report  recommended  the  approval  of  this 
laterial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  material  known  as  the  Perfection  Joint 
'over  (for  protection  of  horizontal  stone  joints),  on  condi- 
on  that  the  material  be  manufactured,  installed  and  labelled, 
tamped  or  tagged  in  accordance  with  above  report. 


30-41-SM. 

APPLICANT — Croton  Chemical  Corporation,  owner. 
iUBJECT — Croton  Flameproofing  Compound  (CFC),  ap¬ 
proval  of. 
vPPEARANCES — 

For  Applicant:  A.  J.  Wheaton,  Jr. 
tCTION  OF  BOARD — Material  approved  in  accordance 
'  with  report  of  Committee  on  Tests. 

'HE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


'HE  RESOLUTION  (330-41-SM) 

Whereas,  the  Croton  Chemical  Corporation,  owner,  filed 
;n  April  17,  1941,  an  application  with  the  Board  of  Stand- 
rds  and  Appeals  for  approval  of  the  material  known  as 
lie  Croton  Flameproofing  Compound  (CFC)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
n  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  30,  1942. 

Re:  Cal.  No.  330-41-SM. 

Subject :  Approval  of  Croton  Flameproofing  Compound 
(CFC). 

The  Croton  Chemical  Corporation,  Brooklyn,  N.  Y., 
filed  on  April  17,  1941,  with  the  Board  of  Standards 
and  Appeals  an  application  under  the  requirements  of 
Section  C26-178.0  of  the  Administrative  Code  for  ap¬ 
proval  of  its  material  known  as  Croton  Flameproofing 
Compound  (CFC)  under  the  Board’s  “Rules  for  Test¬ 
ing  of  Fire-Resistiye,  Flameproof  Materials,  etc.”  for 
use  in  New  York  City  under  the  pertinent  provisions 
of  the  Administrative  Code. 

Croton  Flameproofing  Compound  (CFC)  is  a  mix¬ 
ture  of  Ammonium  Sulphate  (92%),  Boric  Acid 
(6y2%)  and  Nekal,  a  wetting  agent  (lJ/2'%),  which 
mixture  when  dissolved  in  water  and  applied  to  decora - 
»  tions,  drapes,  etc.  is  intended  to  render  them  flameproof. 
Fabrics  submitted  for  test  purposes  were  treated  at  the 

II  New  YoiL  Testing  Laboratories  on  October  13,  1942 
in  the  presence  6f  Engineer  J.  F.  Fitzsimons  (repre¬ 
senting  the  Board)  by  immersion  in  a  solution  prepared 
bv  dissolving  three  pounds  of  the  compound  in  two 
gallons  of  water  at  110  degrees  Fahrenheit,  Baume 
reading,  10  degrees.  The  fabrics  were  then  wrung  out 
by  hand  and  hung  up  to  dry  at  room  temperatures 
The  fabrics  were  then  tested  in  accordance  with  the 
Board  s  Rules  for  Testing  of  Fire-Resistive,  Flame¬ 
proof  Materials,  etc.”  and  the  results  arc  as  follows  : 


Analysis  Application  Afterflame 

babnc  of  Flame  (seconds) 

Rayon  treated 

A .  12  Seconds  0 

B .  12  Seconds  0 

C . 12  Seconds  0 

Untreated — Sample  entirely  consumed  in 
C  otton  Denim  treated 

A .  12  Seconds  0 

B  . : .  12  Seconds  0 

C .  12  Seconds  0 

Untreated— Sample  entirely  consumed  in 
Cotton  Duck  8  oz.  treated 

A .  12  Seconds  0 

B .  12  Seconds  0 

C .  12  Seconds  0 

Untreated — Sample  entirely  consumed  in 
C  otton  &  Raj'on  Damask  treated 

A .  12  Seconds.  0 

B .  12  Seconds  0 

C .  12  Seconds  0 

Untreated — Sample  entirely  consumed  in 
Velour  treated 


Afterglow 

(seconds) 

0 

0 

0 

26  seconds. 


8 

7 

7 

60  seconds. 

7 

10 

26 

35  seconds. 

12 

13 

27 

32  seconds. 


A .  12  Seconds  0  44* 

B .  12  Seconds  0  48* 

C .  12  Seconds  0  42* 


Untreated — Sample  entirely  consumed  in  60  seconds. 

♦Permissible  afterglowing  —  20  seconds  average, 
therefore  not  meeting  requirements  of  Rule  4.3. 

^  An  analysis  of  the  Compound  made  by  the  Central 
I  esting  Laboratory  of  the  Department  of  Purchase 
shows  the  following  composition  (Report  Dated  Octo- 
ber  27,  1942):  Ammonium  Sulphate — 90%,  Boric 

Ycid — 6%,  Nekal — 2%,  and  moisture — 2%. 


Recommendations. 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  Croton  Flameproof¬ 
ing  Compound  (CFC)  for  use  on  fabrics  shown  herein 
to  be  susceptible  of  being  satisfactorily  flameproofed 
by  a  proper  application  of  the  compound.  Tests  for 
each  specific  installation  of  originally  treated  combus¬ 
tible  material,  or  any  retests  thereof,  shall  be  made  by 
the  Fire  Commissioner,  or  in  a  laboratory  approved 
by  him  in  accordance  with  the  Rules  of  ’  the  Board 
hereinbefore  referred  to. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  this  material  is  marketed  shall  be 
labelled  or  marked  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  330-41-SM.”  The  label  shall  also  include  specifica¬ 
tions  to  be  followed  in  the  application  of  Croton  Flame¬ 
proofing  Compound  (CFC)  to  the  various  types  of  fab¬ 
rics  so  as  to  insure  their  being  flameproofed  in  accord¬ 
ance  with  the  requirements  of  the  Rules  for  “Tests  of 
Fire-resistive,  Flameproof  Materials,  such  as  Textiles, 
Paper,  Similar  Material  and  Adhesives  used  for  Deco¬ 
rative  Purposes  and  Treated  Acoustical  Draperies,  Car¬ 
pets  and  Similar  Materials,  for  use  in  places  of  Public 
Assembly  and  Special  Occupancy  Structures,”  adopted 
by  the  Board  under  Cal.  No.  294-40-SR. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER. 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Croton  Flame¬ 
proofing  Compound  (CFC),  and  on  condition  that  the  mate¬ 
rial  be  manufactured,  used  and  labelled,  stamped  or  tagged 
in  accordance  with  above  report. 
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414-42-SA. 

APPLICANT— J.  A.  Flynn,  for  Robins  Drv  Dock  and  Re¬ 
pair  Company,  owner. 

SUBJECT— Robins  Steam  or  Air  Atomizing  Burner  (for 
owner’s  use  only),  approval  of. 

APPEARANCES— 

For  Applicant :  J.  A.  Flynn. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (414-42-SA) 

Whereas,  J.  A.  Flynn,  for  Robins  Dry  Dock  and  Repair 
Company,  owner,  filed  on  May  21,  1942,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Robins  Steam  or  Air  Atomizing 
Burner  (for  owner’s  use  only)  ;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  30,  1942. 

Re:  Cal.  No.  414-42-SA. 

Subject:  Robins  Steam  or  Air  Atomizing  Burner  (For 
Owner’s  Use  Only),  Approval  of. 

The  Robins  Dry  Dock  and  Repair  Company  filed  on 
May  21,  1942,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Robins  Steam  or 
Air  Atomizing  Oil  Burner  (for  owner’s  use  only) 
under  the  provisions  of  C19-57,  Administrative  Building 
Code. 

The  burner  consists  of  a  special  shaped  mixing  cham¬ 
ber  with  two  connections,  one  for  oil  and  one  for  air 
or  steam.  The  oil  enters  the  burner  through  a  needle 
valve  which  controls  its  rate  of  flow.  From  the  valve 
it  enters  a  tube  connecting  with  the  mixing  cham¬ 
ber.  The  air  or  steam  enters  the  mixing  chamber 
through  a  pipe  at  an  angle  of  1214  degrees  to  the 
oil  delivery  pipe,  injecting  the  oil  and  air  or  steam  into 
the  special  shaped  mixing  chamber.  The  intermixture 
of  the  oil  with  the  air  or  steam  breaks  the  oil  up  into 
minute  particles  which  are  delivered  through  a  slot  on 
the  outlet  of  the  mixing  chamber.  The  burner,  when 
installed,  is  used  with  an  interlocking  valve  to  control 
the  air  or  steam  and  oil  and  designed  to  shut  off  oil 
in  case  of  failure  of  atomizing  steam  or  air. 

The  burner  is  designed  for  manual  operation  only  and 
is  used  in  metal  melting,  heat  treating,  forging  and 
other  industrial  operations  at  the  manufacturer’s  own 
plant.  The  air  is  delivered  at  a  pressure  from  8  to  32 
ounces  per  sq.  in.  and  the  oil  from  10  to  SO  lbs.  per 
sq.  in.  A  Worthington  or  other  approved  type  positive 
pressure  pump  is  used  for  the  oil  and  the  air  with 
either  positive  pressure  blower  or  owner’s  yard  Oxygen 
piping  system.  The  oil  used  is  #2  to  #5 — U.  S.  De¬ 
partment  of  Commerce  standards  cold  or  #6  pre¬ 
heated.  Ignition  is  obtained  by  hand  lighting. 

The  burner  was  inspected  and  tested  at  the  plant  of 
the  applicant  by  the  Committee  on  Test  and  the  repre¬ 
sentative  of  the  Division  of  Combustibles  of  the  Fire 
Department.  It  was  used  for  metal  smelting;  the 
burner  operated  without  flarebacks  and  was  satisfac¬ 
tory  for  industrial  furnaces. 

Recommendations. 

On  the  basis  of  inspection  and  test,  it  is  recommended 
that  the  Robins’  Steam  or  Air  Atomizing  Burner  be 
approved  for  owner’s  use  (not  for  sale  to  others),  with 
metal  melting  furnaces  and  similar  apparatus  with  fuel 
oil  not  heavier  than  #3  cold,  U.  S.  Department  of 


Commerce  standards  and  #6  preheated,  when  installed 
in  accordance  with  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals,  other  than  the  requirements 
of  Rule  12.1  as  to  chimneys,  but  that  proper  hoods  or 
other  equivalent  means  of  carrying  off  fumes  shall  be 
provided  and  because  of  the  system  being  manually 
operated,  the  operator  is  required  to  have  a  certificate 
of  fitness  under  Rule  15.2  of  the  Oil  Burner  Rules, 
provided  that  the  burner  bear  a  label  permanently  af¬ 
fixed  reading  “Approved  by  the  Board  of  Standards 
and  Appeals  under  Cal.  No.  414-42-SA  for  use  in  New 
York  City.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

appliance.  1 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Robins  Steam 
or  Air  Atomizing  Burner  (for  owner’s  use  only),  on  con¬ 
dition  that  the  appliance  be  manufactured,  installed,  and  la¬ 
belled,  stamped  or  tagged  in  accordance  with  the  above 
report. 


555-42-SA. 

APPLICANT— Mills  Novelty  Company,  owner. 

SUB  TECT— Mills  Coin  Controlled  Bottle  Vendor,  Models 
45,  47,  47A,  47B,  47N,  66.  96,  98  and  98A,  approval 
of. 

APPEARANCES— 

For  Applicant:  Everett  J.  Newcomb. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (555-42-SA) 

Whereas,  Mills  Novelty  Company,  owner,  filed  on  July 
13,  1942,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the  Mills 
Coin  Controlled  Bottle  Vendor,  Models  45,  47,  47A,  47B, 
47N,  66,  96,  98  and  98A ;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  25,  1942. 

Re:  Cal.  No.  555-42-SA. 

Subject:  Mills  Coin  Controlled  Bottle  Vendor,  Modeh 
Nos.  47,  66,  96,  98,  47A,  47B,  47N,  98A  and  45 
Approval  of. 

The  Mills,  Novelty  Company  of  Chicago,  Illinois,  filet 
Tuly  13,  1942,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Mills  Coin  Con 
trolled  Bottle  Vendor,  models  as  noted  above,  under  tin 
provisions  of  C22-96F,  of  the  Administrative  Code. 

Description. 

These  machines  are  designed  for  the  purpose  of  lower¬ 
ing  the  temperature  and  the  automatic  dispensing  ol 
any  bottle  beverage  including  milk,  on  the  insertion  o 
a  coin  or  coins.  The  operation  cycle  as  described  hereii 
applies  to  all  models  named  above,  various  model  mini 
bers  listed  indicating  only  the  year  of  manufactun 
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and/or  the  capacity  of  the  machines  in  storage  or  vend¬ 
ing  capacity. 


Capacity 

in 

Type  of 
of 

Quantity 
of  Re¬ 

Motor  Characteristics 

R.P.M 

Model  : 

bottles 

Compressor 

frigerant 

H.P. 

Volt 

DC  or  AC 

Speed 

45 

26 

Open  Recipro¬ 
cating  2  Cyl. 
Compressor 

Wit  Fu* 
or 

CHsCL* 

1/5 

1  Hi 

1)C  &  AC 
Wagner 

1725 

47-66-96 

98-98A 

104 

4 if.  f,2* 

or 

CHaCL 

1/3 

110 

DC  &  AC 
Wagner 

1725 

47N 

104 

“ 

4#  F,= 

1/4 

110 

AC  &  DC 
Wagner 

1725 

47  A 

47B 

60 

(4 

1  Zit  Fii 
or 

1/5 

110 

DC  &  AC 
Wagner 

1725 

CHaCL 

Dichlorodifluoromethane  (Freon-F12) 

**  Methyl  Cliloride 

All  machines  listed  above  have  been  passed  and  carry 
the  approval  of  the  Underwriters  Laboratories ;  the  De¬ 
partment  of  W  ater  Supply,  Gas  and  Electricity,  City  of 
New  York;  Bureau  of  Standards,  Commonwealth  of 
Massachusetts;  and  Hydro-electric  Power  Commission 
of  Canada. 

The  operation  of  the  vending  mechanism  is  as  fol¬ 
lows  :  Upon  the  insertion  of  a  coin  or  coins  in  the 
coin  detector  mechanism  located  in  the  center  of  the 
front  or  customers  side  of  the  cabinet,  the  coin  passes 
through  a  detector  mechanism  and  if  passed  as  a  good 
United  States  coin  strikes  a  coin  trip  pawl  which  in 
turn,  through  a  mechanical  lever  arrangement,  causes 
a  pair  of  contacts  to  be  momentarily  closed,  the  coin 
then  falling  into  the  cash  box.  At  the  instant  the  coin 
contacts  close,  three  simultaneous  actions  take  place  in¬ 
side  of  the  main  relay  enclosure.  (This  main  relay  con¬ 
sists  of  a  coil  operating  on  110  volts,  A.C.  or  D.C.,  a 
moveable  armature  arm  to  which  is  attached  an  insulated 
plate  through  which  the  moveable  blades  of  the  con¬ 
tacts  are  extended.  Three  sets  of  contact  points  are 
located  on  this  relay,  one  controlling  the  conveyor 
motor,  second  controlling  the  blocking  finger  circuit  on 
the  coin  entrance  mechanism,  and  the  third  the  relay 
holding  circuit.  This  entire  relay  is  enclosed  in  an 
air  and  moisture  proof  case).  By  reason  of  the  mo¬ 
mentary  closing  of  the  coin  contacts,  the  relay  coil  is 
energized  and  the  armature  arm  is  drawn  towards  the 
pole  causing  the  holding  contacts  to  be  closed  holding 
the  relay  energized  as  these  contacts  are  in  parallel  with 
the  original  energizing  contacts.  At  the  same  time  a 
pair  of  contacts  are  opened  which  de-energize  the  block¬ 
ing  finger  magnet  on  the  coin  mechanism  which  throws 
this  finger  into  the  coin  chute  preventing  the  insertion 
of  any  additional  coins  before  the  vending  operation  is 
completed,  and  at  the  same  time  the  third  pair  of  con¬ 
tacts  is  closed  energizing  the  conveyor  motor  circuit. 
The  conveyor  motor  through  a  system  of  gears,  sprock¬ 
ets  and  chains,  causes  the  cradles  on  which  the  beverages 
ride  to  be  moved  into  position  where  a  pair  of  un¬ 
loading  fingers  pick  the  bottle  from  the  cradle,  the 
bottle  rolling  down  the  finger,  through  gravity,  where 
it  strikes  an  unlocking  bar  causing  the  bottle  slide  lock 
to  be  released  and  the  bottle  slides  down  an  inclined 
chute,  through  gravity,  to  the  customer.  At  the  same 
time,  a  mercury  switch  was  tilted  breaking  the  circuit 
to  the  main  relay  coil  and  the  spring  on  the  moveable 
armature  arm  of  the  relay  pulls  the  arm  away  from  the 
pole  opening  the  holding  circuit  contacts  which  were 
holding  the  main  relay  coil  energized  and  at  the  same 
time  opening  the  conveyor  motor  operating  contacts 
causing  it  to  stop  and  further  at  the  same  time  a  third 
pair  of  contacts  were  closed  energizing  the  blocking 
finger  magnet  coil  which  in  turn  removed  from  the 
coin  chute  the  blocking  finger.  The  machine  now 
having  completely  vended  the  product  is  ready  to  accept 
another  coin.  This  is  the  complete  operating  cycle  of 
the  vending  mechanism. 

Should  the  machine  become  empty  at  any  time  a  main 
line  mercury  switch  is  provided  which  will  break  the 
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main  circuit  to  the  conveyor  and  the  machine  will  re¬ 
fuse  any  coins  inserted  during  this  period.  The  main 
line  mercury  switch  as  well  as  the  main  operating  mer¬ 
cury  switch  is  of  the  sealed  mercury  tube  type.  The 
conveyor  motor  has  its  own  thermal  protection,  totally 
enclosed,  in  case  of  an  overload  being  present  through 
over-voltage,  under-voltage  or  any  other  cause. 

The  foregoing  applies  to  all  models  of  coolers  listed 
excepting  model  45  which  uses  gravity  feed  throughout 
in  the  vending  operation,  feeding  through  two  cylinder 
type  drums  with  their  receiving  cavities  180°  out  of 
phase,  and  is  so  designed  that  one  bottle  is  being 
vended  while  another  bottle  is  being  received  by  the 
opposite  drum  from  the  vertical  type  machine.  The 
cycle  of  operating,  otherwise,  is  exactly  the  same  as 
given  above  for  all  other  models. 

Refrigeration  systems  in  all  models  is  of  the  open 
type,  consisting  of  a  reciprocating  two  cylinder  com¬ 
pressor  driven  by  an  electric  motor,  belt  connected ; 
horse-power  ratings  varying  from  1/5  H.P.  to  1/3  H.P. 
depending  upon  the  capacity  of  the  machine.  Refriger¬ 
ants  used  are  methyl-chloride  CH3CL,  and  Freon  F-12. 
Total  pounds  of  refrigerant  vary  with  individual  models 
\l/2  pounds  to  a  maximum  of  four  pounds.  Each 
condensing  unit  carries  a  data  plate  showing  the  kind 
of  refrigerant  and  the  number  of  pounds  together  with 
Underwriters  and  Hydro-electric  Power  Commission 
approval  plate.  The  receiver  and  condenser,  or  the 
high  side  of  the  system,  will  accommodate  all  of  the 
refrigerant  in  the  system  at  105°  F.  ambient  tempera¬ 
ture  with  a  minimum  of  25%  additional  volume  avail¬ 
able  for  expansion.  All  receivers  are  equipped  with 
fusible  safety  plug  with  a  melting  temperature  of 
165°  F.  The  refrigeration  low  side  consists  of  one  or 
more  bare  copperpipe  coils  placed  inside  of  the  refrig¬ 
erated  area  in  such  a  way  as  to  allow  the  blower  or 
fan  to  force  air  over  this  coil  and  over  the  product  for 
rapid  heat  transfer.  Both  thermostatic  and  automatic 
expansion  valves  are  used  depending  upon  the  model 
of  the  cooler  and  thermostatic  controls  are  provided 
which  operate  the  blower  or  fan  inside  of  the  refriger¬ 
ated  area.  On  some  models,  notably  47A,  47N  and 
47B,  a  separate  pressure  control  operates  the  condens¬ 
ing  unit.  Condensing  unit  motors  are  all  thermallv  pro¬ 
tected  by  either  the  totally  enclosed  internal  or  totally 
enclosed  external  thermal,  and  these  thermals  are  of 
either  re-set  or  the  automatic  re-set  type. 

The  models  differ  as  to  capacity  of  cabinet  (in  addi¬ 
tion  to  the  feed  and  controls  as  stated  above)  as  fol¬ 
lows  : 


Model  #  Reserve  Capacity 

47  33 

66  33 

47N  33 

47  A  .  48 

47B  48 

%  .  108 

98  108 

98  A  .  108 

45  26 


Models  47  and  66  are  identical  and  have  blower 
driven  by  pulley  and  belt  from  compressor  flywheel. 

Models  47N  1940 — 42  model,  has  separate  fan  for  air 
circulation  driven  by  locked-rotor  type  motor  thermostat 
controlled. 

Model  47A  is  same  as  47B  except  year. 

Models  96  and  98  are  identical  with  Models  47  and 
66  except  reserve  capacity. 

Model  98A  identical  with  47N  except  reserve  capacity. 

Model  45  has  gravity  feed. 

The  electrical  connections  in  these  appliances  have 
been  anproved  by  the  Department  of  Water  Supply,  Gas 
and  Electricity,  of  New  York  City. 

The  appliance  has  been  approved  by  the  Underwriters 
Laboratories,  Guide  No.  361  EO,  File  SA716A. 
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Recommendations. 

The  unit  was  inspected  and  tested  by  the  Committee 
on  Tests  of  the  Board  and  the  representative  of  the 
Division  of  Combustibles  of  the  Fire  Department.  As 
a  result  of  this  inspection  and  Underwriters  tests,  it  is 
recommended  that  Mills  Coin  Controlled  Bottle  Vendor, 
Models  47,  66,  96,  98,  47A,  47B,  47N,  98A,  and  45  be 
approved  for  use  in  New  York  City'  under  Cl 9-96  F, 
Administrative  Code,  provided  that  the  device  has  a 
label  permanently  affixed  in  a  conspicuous  and  easily 
accessible  location  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  555-42-SA,  and  for  use  under  the  permissive 
provisions  of  the  Rules  as  adopted  by  the  Fire  Commis¬ 
sioner  dated  June  23,  1941  Circular  No.  3.” 

It  is  further  recommended  that  each  unit  be  serviced 
at  least  once  a  year  and  that  a  record  card  of  inspec¬ 
tions  be  affixed  to  each  unit  showing  such  dates  of  in¬ 
spection  and  the  names  of  the  inspector. 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Mills  Coin  Con¬ 
trolled  Bottle  Vendor,  Models  45,  47,  47A,  47B,  47N,  66, 
96,  98  and  98 A,  on  condition  that  the  appliance  be  manufac¬ 
tured,  installed,  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  the  above  report. 


1069-40-SM. 

APPLICANT — Julius  H.  Zeiser,  for  Neva-Burn  Products 
Corporation,  present  owner  (Herzberg’s  Fine  Art 
Dyeing,  Incorporated,  previous  owner). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  owner — re  Neva- 
Bum  Flameproofing  Compound  for  Textiles,  pre¬ 
viously  approved. 

APPEARANCES— 

For  Applicant :  Daniel  Herzberg. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . • .  0 


THE  RESOLUTION  (1069-40-SM) 

Whereas,  Herzberg’s  Fine  Art  Dyeing,  Inc.,  owner,  filed 
November  17,  1940,  an  application  w-ith  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Neva-bum  Elarneproofing  Compound  for  Textiles;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
January  14,  1941,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  14,  1941, 
by  adding  thereto : 

“Whereas,  the  Board  has  been  notified  ‘Herzberg’s 
bine  Art  Dyeing,  Inc.’  has  now  transferred  ownership 
of  this  compound  to  the  ‘Neva-Burn  Products  Corpo¬ 
ration,’  of  which  Mr.  Herzberg  is  President,  and  that 
the  stockholders  of  the  new  corporation  are  the  same 
as  of  the  previous  owning  corporation.” 


Adjourned  :  3  :30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING 

FRIDAY  MORNING,  DECEMBER  4,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum. 


RULES. 

835-38-SR. 

SUBJECT — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be 
applied  to  prevent  Contamination  of  Water  Sup¬ 
ply. 

APPEARANCES— 

Michael  Baderman,  Dept,  of  Health;  A.  E.  Abra- 
hamson,  Dept,  of  Health ;  H.  B.  Ferguson, 
Dept,  of  Housing  &  Bldg. ;  Eugene  A.  Drumm, 
Bureau  of  Water  Register;  James  S.  McCor¬ 
mack,  Dept,  of  Water,  Gas  and  Electricity  and 
Ormond  Burke,  Dept,  of  Water,  Gas  and 
Electricity. 

AC  I  ION  OF  BOARD — Rules  adopted,  as  amended  (see 
pages  1219  and  1220  of  this  Bulletin). 

THE  VOTE  TO  REOPEN  AND  AMEND  RULES— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative:  .  (j 

Absent:  Deputy  Chief  Gunn .  1 


Adjourned:  11:20  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  or 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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RULES 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  666,  PARAGRAPH  2,  OF  THE  NEW  YORK 
CITY  CHARTER.  FEBRUARY  27,  1939,  AS  AMENDED  DECEMBER  4,  1942,  EFFECTIVE 

DECEMBER  28,  1942. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 

York  City  Charter  pertaining  to  Sections  C26-1268.0.C.4. 

and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules 
shall  be  set  at  least  four  inches  above  the  flood  level 
rim  of  fixtures  or  as  otherwise  specifically  provided 
for  in  these  rules.  Each  fixture  with  submerged  inlets 
shall  be  independently  controlled  by  an  approved  vacu¬ 
um  breaker  or  breakers  the  full  size  of  supply  pipe, 
as  set  forth  in  these  rules. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  flood  level  rim  of  the  fixture, 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture,  or  as  otherwise 
provided  for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus 
utilizing  waste  water  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  located  at  least  four  feet 
above  the  highest  elevation  of  the  preheating  apparatus 
or  coil,  with  a  check  valve  between  the  vacuum  breaker 
and  the  preheating  apparatus.  Any  hot  water  boiler 
supplied  through  such  preheating  device  and  having  an 
independent  cold  water  supply  line  shall  have  the  cold 
water  supply  line  equipped  with  a  vacuum  breaker  and 
check  valve  located  at  least  four  inches  above  the  high¬ 
est  elevation  of  the  boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged 
inlets  supplied  directly  or  indirectly  from  the  City 
Water  Supply  System,  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  in  the  supply  line  not  less 
than  four  inches  above  the  flood  level  rim  of  the  fix¬ 
ture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an 
approved  vacuum  breaker  located  not  less  than  three- 
quarter  inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof 
or  other  intermediate  tanks  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  tank  excepting 
that  in  roof  tanks  equipped  with  an  overflow  of  a  size 
at  least  one  commercial  diameter  larger  than  the  water 
supply  pipe,  the  ballcock  may  be  located  two  inches 
above  the  highest  elevation  of  the  overflow  pipe.  The 
overflow  and  emptying  pipes  of  roof,  suction  and  inter¬ 
mediate  tanks  shall  not  be  directly  connected  to  a  drain¬ 
age  system,  notwithstanding  the  permissive  provisions 
of  Section  C26-1273.0,d  of  the  Administrative  Building 
Code  for  connection  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers 
are  prohibited,  except  such  equipment  as  is  appfoved 


by  the  Board.  When  approved  sterilizers  are  used, 
the  waste  piping  from  sterilizers  shall  not  connect 
directly  with  any  drainage  system. 


Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 
approved  by  the  Board.  The  waste  pipe  for  this  type 
of  apparatus  shall  not  connect  directly  with  any  drainage 
system. 


Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connection  to  a  bidet  is  pro¬ 
hibited.  Water  supply  connection  to  bed  pan  washers 
or  similar  apparatus  shall  be  equipped  with  an  approved 
vacuum  breaker  and  check  valve,  the  latter  located 
between  the  fixture  and  the  vacuum  breaker.  Water 
supply  to  bed  pan  washers  equipped  with  an  approved 
flush  valve  shall  be  governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  con¬ 
nections  only  when  such  equipment  has  been  approved 
by  the  Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  pur¬ 
poses  to  sump,  well  or  similar  type  pumps  when  per¬ 
mitted  by  the  Department  of  Water  Supply,  Gas  and 
Electricity  shall  be  connected  to  the  inlet  side  of  the 
pump  and  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  check  valve  to  be  located 
between  the  pump  and  the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  from  defective  condenser  coils  or 
jackets,  except  in  such  installations  where  the  water 
supply  piping  is  entirely  outside  of  the  piping  or  tank 
containing  the  refrigerant  and  two  independent  wall 
thicknesses  of  metal  separate  the  refrigerant  from  the 
city  water  supply.  Refrigeration  units  containing  more 
than  twenty  pounds  of  refrigerant  shall  be  provided 
with  an  additional  safeguard  in  the  form  of  an  ap¬ 
proved  relief  valve  installed  at  the  outlet  side  of  the 
check  valve,  such  relief  valve  being  set  at  five  pound." 
above  the  maximum  water  pressure  at  the  point  of 
installation.  Direct  water  connection  is  prohibited  un¬ 
der  Section  C26-1223.0  Administrative  Building  Code. 


Rule  10.  Mortuary,  Dissection,  Operating 
and  Embalming  Tables  or  Equip¬ 
ment. 

Mortuary,  dissection,  operating  and  embalming 
tables  or  equipment  shall  have  no  direct  water  supply 
connection.  Hose  used  with  such  equipment  shall  termi¬ 
nate  at  least  12  inches  at  any  point  from  the  table 
or  attachments. 
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Rule  11.  Dishwashing  and  Laundry  Ma¬ 
chines. 

Direct  water  supply  to  dishwashing  and  laundry 
machines  shall  be  equipped  with  an  approved  vacuum 
breaker  and  a  check  valve  located  between  the  vacuum 
breaker  and  the  fixture.  The  vacuum  breaker  shall  be 
located  at  least  4"  above  the  highest  elevation  of  the 
machine. 


Rule  12.  Chemical  Solution  Tanks  or 
Apparatus. 

Direct  water  supply  connections,  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity, 
to  any  tank  or  apparatus  containing  any  chemical  shall 
be  equipped  with  an  approved  vacuum  breaker  and  a 
check  valve  located  between  the  vacuum  breaker  and 
the  tank  or  apparatus. 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penally 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  orte  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies  : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


THE  BUILDING  LAWS 


Now  on  Sale 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  NOW  published  in  FOUR  SEP¬ 
ARATE  VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demolition 
or  removal  of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW, 
the  PLUMBING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING 
CODE  OF  THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW, 
various  local  laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  CITY.  The  price  for  the  complete  set  of  four  volumes  is  $4  ($4.10  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  legislation,  $1  (by  mail  $1.10). 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Socket. 

£ules  Directory. 

?he  Hearing  Calendar. 

Minutes  of  Regular  Meeting  December  8,  1942,  at  10 
A.  M.,  Affecting  Calendar  Numbers  363-42-BZ,  605- 
42-A,  618-42-A,  627-42-A,  645-42-A,  691-42-S,  629-42-A, 
115-42-S,  599-42-A,  612-42-A,  623-42-A,  674-42-A,  675- 
42-S,  692-42-A,  712-42-A,  737-42-S  and  754-42-A. 

Minutes  of  Regular  Meeting  December  8,  1942,  at  2 
P.  M.,  Affecting  Calendar  Numbers  184-41-BZ,  63-42- 
BZ,  159-42-BZ,  87-42-BZ,  331-42-BZ,  539-42-BZ,  159- 
36-BZ,  267-42-S,  670-42-A,  700-42-A,  703-42-A,  718-42- 
A,  722-42-A,  738-42-A,  796-42-A,  185-41-A,  633-42-A, 
677-42-A,  688-42-A,  693-42-A,  634-42-S,  711-42-S,  757- 
42-A,  765-42-S,  766-42-S,  767-42-S,  768-42-S,  784-42-A, 
145-42-A,  487-42-SM  and  781-42-SA. 

Rules  relative  to  Submerged  Inlets  and  Protective  Meth¬ 
ods  to  be  applied  to  Prevent  Contamination  of  Water 
Supply. 

Rules  for  Tests  of  Fire-resistive,  Flameproof  Materials, 
such  as  Textiles,  Paper,  Similar  Material  and  Ad¬ 
hesives  used  for  Decorative  Purposes  and  Treated 
Acoustical  Draperies,  Carpets  and  Similar  Materials, 
for  use  in  places  of  Public  Assembly  and  Special 
Occupancy  Structures. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  Board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman, 


1221 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  December  8,  1942. 

Cal.  No.  Dept.  Premises  Affected 

840- 42- A— H.B.Q. — 54-47  74th  street,  northeast  corner  of 
57th  avenue  (Block  No.  2805,  Lot  Nos.  10,  142  and  151), 
Maspeth,  Borough  of  Queens,  N.  B.  917-42. 

841- 42-A — H.B.M. — 49  East  52nd  street,  north  side,  75  ft. 
cast  of  Madison  avenue  (Block  No.  1288,  Lot  No  24), 
Borough  of  Manhattan,  Misc.  1932-42.. 

842- 42-SM — Corbin  Automatic  Exit  Fixtures  or  Panic 
Bolts,  manufactured  by  P.  and  F.  Corbin,  Division  oi 
American  Hardware  Corporation  of  New  York,  Material. 


g43_42-S — H.B.Bx. — 4410-4414  Park  avenue,  northeast 
corner  of  East  181st  street  (Block  No.  3037,  Lot  No.  35), 
Borough  of  The  Bronx,  Alt.  608-42. 


Solution,  L  and  R  Rinsing  Solution,  No.  3,  L  and  R  Instru¬ 
ment  Rinsing  Solution  and  Etco  Watch  Rinsing  Solution, 
in  one-gallon  glass  bottles  (capacity  of  bottles  not  in  con¬ 
formity  with  Administrative  Code  Specifications),  Decision. 


854-42-A — F.D. — 1181  Broadway,  southwest  corner  of 
West  28th  street  (Block  No.  829,  Lot  No.  57),  Borough  of 
Manhattan,  3221 1-L.  C.  and  Decision. 


855-42-A — F.D. — 205-215  East  42nd  street,  north  side,  80 
ft.  east  of  Third  avenue  and  204-210  East  43rd  street  (Block 
No.  1316,  Lot  No.  5),  Borough  of  Manhattan,  16155-L.  F. 
and  Decision. 


855-42-BZ — H.B.B. — 308-318  Second  street,  south  side, 
105  ft.  6  in.  west  of  Fourth  avenue  (Block  No.  974,  Lot 
Nos.  12,  15  and  17),  Borough  of  Brooklyn,  B.  N.  3003-42. 


Restored  to  Calendar. 


844- 42-A— F.D.— Hangar  No.  6,  New  York  Municipal 
Airport,  LaGuardia  Field  (Block  No.  926,  Lot  No.  None), 
Tackson  Heights,  Borough  of  Queens,  Decision. 

845- 42-A — F.D. — 513-531  Franklin  avenue  and  1134-1152 
Fulton  street,  southeast  corner  (Block  No.  2017,  Lot  No. 
8),  Borough  of  Brooklyn,  Decision  re  93184-L.  C. 

846- 42-A — F.D. — 43-32  Queens  street,  west  side,  200  ft. 
south  of  Jackson  boulevard  (Block  No.  266,  Lot  No.  3), 
Long  Island  City,  Borough  of  Queens,  Decision  re  91056- 
L.  C. 


87-42-BZ — H.B.M. — 3856-3872  Ninth  avenue,  west  side, 
between  West  206th  and  West  207th  street  (Block  No. 
2203,  Lot  No.  21),  Borough  of  Manhattan,  Decision  re  Cer¬ 
tificate  of  Occupancy. 


331-42-BZ— H.B.M.— 145-155  Fort  George  avenue  and 
1662-1670  St.  Nicholas  avenue,  northerly  intersection  (Block 
No.  2149,  Lot  No.  276),  Borough  of  Manhattan,  Alt.  283-42. 

539-42-BZ — H.B.B. — 244-266  Fourth  street,  south  side,  97 
ft.  10 in.  east  of  Fourth  avenue  and  275-299  Fifth  street 
(Block  No.  984,  Lot  Nos.  11  and  22),  Borough  of  Brooklyn, 
B.  N.  1225-42. 


847- 42-S — F.D. — 43-22  Queens  street,  west  side,  200  ft. 
south  of  Jackson  boulevard  (Block  No.  266,  Lot  No.  3), 
Long  Island  City,  Borough  of  Queens,  Decision. 

848- 42-A — F.D. — 45-17  to  45-25  Pearson  street,  east  side, 
150  ft.  south  of  Northern  boulevard  (Block  No.  84,  Lot 
No.  11),  Long  Island  City,  Borough  of  Queens,  93225-L.  C. 

849- 42-A — H.B.Bx. — West  side  of  Fieldston  road,  654.5 
ft.  north  of  West  238th  street  (Block  No.  3414-H,  Lot  No. 
1),  Borough  of  The  Bronx,  Amendment  to  P.  and  D. 
Applic.  1131-41. 

850- 42-A— H.B.Q.— 71  Grape  street,  south  side,  67  ft. 
west  of  Tangerine  street  (Block  No.  4321,  Lot  No.  255), 
South  Jamaica,  Borough  of  Queens,  Alt.  824-42. 

851- 42-A— H.B.B.— 1419-1427  Sheepshead  Bay  road  and 
2600-2616  East  15th  street,  northwest  corner  (Block  No. 
7459,  Lot  No.  7).  Borough  of  Brooklyn,  Alt.  901-42. 

852- 42-A — F.D. — 47-10  94th  street,  west  side,  100  ft.  north 
of  Corona  avenue  (Block  No.  1600,  Lot  No.  4)*  Elmhurst, 
Borough  of  Queens,  92395-L.  C.  and  Decision. 

853- 42-A — F.D. — Transportation,  sale  and  packaging  of 
combustible  mixtures  known  as  L  and  R  Powder  Nofome 
Cleaning  Solution,  L  and  R  Waterless  Nofome  Cleaning 


IIICSION ATIOXS:  II. B.— Department  of  Housing  and  Buildings; 
ll.lt.lt. — Department  of  Housing  and  Buildings,  Brooklyn;  II. It. 31.- — 
Department  of  Housing  and  Buildings,  Manhattan;  H.II.U.  De- 
nartment  of  Housing  and  Buildings,  (Jueens;  11*11. It.  Department 
of  Housing  and  Buildings,  Richmond;  ll.U.Ux — Department  of 
Housing  and  Buildings,  Bronx;  H.U.— Health  Department,  and 
K.I). — l'ire  Department. 


RULES 

Last 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . A°v. 

Carbon  Dioxide  Liquener,  Rules.  ...Mar. 
Certificates  of  Occupancy,  approved 

form  . *°v- 

Concrete  Flat  Slabs, _  Rules. ........  luly 

Concrete  Masonrv  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . r'lne 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Flevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . Mine 

Factorv  Exit  Rules  . -)ov. 

Fire  Alarm  Rules  (Interior) . Apr. 

l'ire  Drill  Rules  . ......Aug. 

Fire-resistive,  Hameproof  Mate- 

rials,  eic.,  Rules  for  Testing  of  Dec. 
Fire  Retarding  Rules  for  Garages, 

etc . I)ec* 

Fireproof  Wood.  Testing  of . Apr. 

Frame  Garages,  Ruling  for - ....Jan. 

Fusion  Welding  anti  Gas  Cutting 

Rules  *Iay 

Gas  Shut  Off  Rules  . M>r. 

Hatchway  Protection  . ',ln* 

insulating  Fibre  Board  Rules . bept. 

Oil  Burner  Rules  . ....Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . July 

Paint.  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Sept. 


Publication  in  Bulletin 

24,  1942— Vol.  27,  No.  47 

10,  1942— Vol.  27,  No.  10 

25,  1941— Vol.  26,  No.  47 

13,  1937— Vol.  22,  No.  28 


24,  1941— Vol.  26,  No.  25 

3,  1937— Vol.  22,  No.  31 

3,  1936— Vol.  21,  No.  9 

15,  1937— Vol.  22,  No.  24 

17,  1942— Vol.  27,  No.  46 

7,  1942— Vol.  27,  No.  14 

4,  1942— Vol.  27,  No.  31 

15,  1942— Vol.  27,  No.  50 

16,  1941— Vol.  26,  No.  50 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

20,  1941— Vol.  26,  No.  20 

7,  1925— Vol.  10,  No.  14 

.3.  1 028—  Vol.  13.  No.  23 

22,  1942— Vol.  27,  No.  38 

1,  i942_ Vol.  27,  No.  31 

28,  1942— Vol.  27,  No.  3( 

8,  1942— Vol.  27,  No.  3< 
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Platform  Trucks,  Specifications  for. 

I’liitnliing  I'1 1 lies  . 

Plumbing  Kules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  . 

Procedure,  Kules  of..... . . 

Ketngernling  Systems,  Extract  A.C. 
Smoking  in  Factories,  Kules  for.... 

Sprinkler  Kules  . 

Standpipe  Fireline  Kules  . 

Structural  Alterations,  Keporting. . . 

Tank  Trucks,  Fuel  Oil,  etc . 

Tank  Trucks,  Gasoline,  etc.  . 

Wire  Glass  Kules  (Amendment  to 
Kule  505  of  Industrial  Code)  . . . 


i  r\  >t 

I'n  l> 

;i-:nion  in 

Hi 

it  He- 

in 

Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Dec. 

15, 

1942 

—Vol. 

27, 

No. 

50 

Sept. 

7, 

1937- 

-Vol. 

2J. 

No. 

Jo 

Aug. 

26, 

1941- 

-Vol. 

20, 

No. 

34 

Dec. 

8, 

1942 

—Vol. 

27, 

No. 

49 

.  1  une 

29, 

1937 

—Vol. 

)  > 

No. 

26 

June 

8, 

1937 

—Vol. 

22, 

No. 

23 

.  lune 

1932 

—Vol. 

17, 

No. 

23 

.  Nov. 

24, 

1936 

—Vol. 

21, 

No. 

47 

.  Nov. 

24, 

1936 

—Vol. 

21, 

No. 

47 

Apr. 

10, 

1923- 

—Vol. 

8. 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fireline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  ....1 . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47 A 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  equipment  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Kange  Oil  Burners  and  Soact 

Heaters  . Nov.  25,  1941 — Vol.  26.  No.  47A 

Vacuum  Breakers  . Nov.  10,  1942 — Vol.  27,  No.  45 


DECEMBER  15,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  cf  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  December  15, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters  : 


987-41-BZ — Application,  November  14,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  reconstruction  of  and  the 
erection  of  a  new  accessory  building  upon  an  existing  gaso¬ 
line  service  station;  premises  736-746  Linden  boulevard  and 
796-804  Utica  avenue,  southwest  corner  (Block  No.  4675, 
Lot  No.  6),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

792-42-A — 796-804  Utica  avenue  and  736-746  Linden 
boulevard,  southwest  corner  (Block  No.  4675,  Lot  No.  6), 
Borough  of  Brooklyn,  Misc.  8575-41. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  15,  1942,  2  P.  M. 

Appeal  from  Administrative  Decisions. 

691-42-S — 524-540  West  52nd  street,  south  side,  325  ft. 
southwest  of  Tenth  avenue  (4th  floor)  ;  (Block  No.  1080, 
Lot  No.  45),  Borough  of  Manhattan. 

605-42-A — 335-341  West  16th  street,  north  side,  300  ft. 
east  of  Ninth  avenue  (Block  No.  740,  Lot  No.  13),  Bor¬ 
ough  of  Manhattan. 

718-42-A — -149-25  Rockaway  Beach  boulevard,  south  side, 
100  ft.  west  of  Beach  149th  street  (Block  No.  810,  Lot  No. 
1),  Rockaway  Beach,  Borough  of  Queens  (Neponsit  Beacli 
Hospital). 


1261-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
May  26,  1942,  under  section  7c  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  upon  a  plot  occupied  as  a  gasoline  service  station 
(previously  withdrawn)  ;  premises  2701-2711  Fort  Hamilton 
parkway  and  1358-1368  Prospect  avenue,  northwest  corner 
(Block  No.  5284,  Lot  No.  64),  Borough  of  Brooklyn. 

578-42-BZ — Application,  July  15,  1942,  under  sections  7h 
and.  21  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Buoniello  Holding  Company,  Incor¬ 
porated,  owner,  to  permit  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  and,  also,  the  continuance  of 
the  use  of  part  of  the  plot  for  the  display  and  sale  of  used 
cars;  premises  6802-6810  Fort  Hamilton  parkway,  southwest 
corner  of  68th  street  (Block  No.  5771,  Lot  No.  6),  Borough 
of  Brooklyn. 

772-42-BZ — Application,  November  4,  1942,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Maurice  G.  Uslan, 
applicant,  on  behalf  of  Durkee  Marine  Products  Corpora¬ 
tion,  owner,  to  permit  upon  a  plot  located  partly  in  a  manu¬ 
facturing  use  and  partly  in  an  unrestricted  use  district,  the 
maintenance  of  an  extension  to  a  building  used  as  a  foundry; 
premises  2053  Clove  road,  southeast  corner  of  Mosel  avenue 
(Block  No.  2921,  Lot  Nos.  18  and  23),  Grasmere,  Borough 
of  Richmond. 


703-42-A — 565-567  West  185th  street,  north  side,  100  ft. 
east  of  St.  Nicholas  avenue  (Block  No.  2157,  Lot  Nos.  65 
and  66),  Borough  of  Manhattan. 

700-42-A — 591  Broadway,  west  side,  200  ft.  south  of 
Houston  street  (6th  floor)  ;  (Block  No.  512,  Lot  No.  16), 
Borough  of  Manhattan. 

632-42-A — 148  39th  street,  southwest  corner  of  Second 
avenue  (Bush  Building  No.  19)  ;  (4th  floor)  ;  (Block  No. 
706,  Lot  No.  1),  Borough  of  Brooklyn. 

Appliance  and  Material  for  Approval. 

443-41-SA — Mogul  Metal  Spray  Gun. 

681-42-SM — Bird  Insulated  Siding.  Brie  Design. 


DECEMBER  22,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  December  22, 
1912,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters: 


577-42-BZ — Application,  July  15,  1942,  under  section  7c 
of  the  zoning  resolution,  of  George  H.  Cohn,  applicant, 
on  behalf  of  Crew  Levick  Corporation,  owner  (Joseph  E. 
Johnston,  lessee),  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  for  parking  of  more  than  five 
(5)  motor  vehicles;  premises  1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  comer  (Block  No.  5859,  Lot  Nos. 
10  and  12),  Borough  of  Brooklyn. 


903-25-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Rose  Rolland,  owner,  reopened  November 
5,  1941,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  ten  (10)  years,  the 
use  of  a  two  (2)  story  and  basement  building,  as  a  garage 
for  more  than  five  (5)  motor  vehicles;  the  Board  having 
previously  granted  a  one  (1)  story  garage  for  more  than 
five  (5)  motor  vehicles  on  the  premises  in  question;  prem¬ 
ises  823-829  Classon  avenue,  east  side,  47  ft.  north  of  Lin- 
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coin  place  (Block  No.  1178,  Lot  No.  3),  Borough  of 
Brooklyn. 

750-42-BZ — Application,  October  22,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheini, 
applicant,  on  behalf  of  Sarah  Shapiro,  owner,  to  permit  in 
a  residence  use  district,  for  a  term  of  two  (2)  years,  ihe 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  876  St.  Nicholas  avenue,  east  side,  114  ft.  10  in. 
north  of  West  153rd  street  (Block  No.  2069,  Lot  No.  46), 
Borough  of  Manhattan. 

177-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Joseph  Gross,  owner,  reopened  July  28, 
1942,  under  section  7c  of  the  zoning  resolution,  lo  permit  in 
a  business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  motor  vehicle  repair  shop,  auto 
laundry,  lubritorium  and  office  (previously  denied  re  gas¬ 
oline  service  station  re  Lot  No.  42)  ;  premises  1510-1522 
Rockaway  parkway  and  9616-9626  Flatlands  avenue,  south¬ 
west  corner  (Block  No.  8204,  Lot  Nos.  42  and  44),  Bor¬ 
ough  of  Brooklyn. 

669-42-BZ — Application,  September  11,  1942,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  Wing  Holding 
Corporation,  applicant  and  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
40-11  Skillman  avenue,  north  side,  545.51  ft.  west  of  43rd 
street  (Block  No.  183,  Lot  No.  290),  Long  Island  City, 
Borough  of  Queens. 

805-42-BZ — Application,  November  18,  1942,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  A.  H.  Salkowitz,  appli¬ 
cant,  on  behalf  of  Terminal  Garage,  Incorporated,  owner,  to 
permit  partly  in  an  unrestricted  use  district  and  partly  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  more  than  five  (5) 
motor  vehicles  (buses)  and  also,  as  a  motor  vehicle  repair 
shop;  premises  54-47  74th  street,  northeast  corner  of  57th 
avenue  (Block  No.  2805,  Lot  Nos.  10,  142  and  151),  Mas- 
peth,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

840-42-A — 54-47  74th  street,  northeast  corner  of  57th 
avenue  (Block  No.  2805,  Lot  Nos.  10,  142  and  151),  Mas- 
peth,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman 


DECEMBER  22,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

645-42-A — 212-214  Water  street,  west  side,  87  ft.  4  in 
south  of  Beekman  street  (Block  No.  95,  Lot  No.  3),  Bor¬ 
ough  of  Manhattan. 

627-42-A — 216  Linwood  street,  west  side,  100  ft.  south  of 
Arlington  avenue  (Block  No.  3941,  Lot  No.  14),  Borough 
of  Brooklyn. 

618-42-A — 38-12  27th  street,  north  side,  85  ft.  west  of 
38th  avenue  (Block  No.  387,  Lot  Nos.  23  and  24),  Long 
Island  City,  Borough  of  Queens. 

738-42-A — 1265-1269  39th  street,  north  side,  120  ft.  west 
of  13th  avenue  (Block  No.  5294,  Lot  No.  46),  Borough  of 
Brooklyn. 


267-42-S — 456-474  Johnson  avenue,  south  side,  100  ft 
west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32) 
Borough  of  Brooklyn. 

796-42-A — 101  Greene  street,  west  side,  244  ft.  10  in 
north  of  Spring  street  (Block  No.  500,  Lot  No.  28),  Bor 
ough  of  Manhattan. 


722-42- A — -2515  Grand  Concourse,  west  side,  106.34  ft, 
north  of  East  Fordham  road  (Block  No.  3167,  Lot  No.  76), 
Borough  of  The  Bronx. 


670-42-A— 2797  Third  avenue,  west  side,  200  ft.  south  of 
East  148th  street  (Block  No.  2327,  Lot  No.  28),  Borough  of 
The  Bronx. 

Materials  for  Approval. 

488-42-SM — Verplanck  Limestone  New  York  Trap  Rock 
Corporation. 

94-39-SM — Drilled-in  Caissons  as  installed  by  the 
Drilled  -in  Caisson  Corporation. 


JANUARY  5,  1943,  2  P.  M. 

Appeal  from  Administrative  Decision. 

804-42-A — 41-06  DeLong  street,  west  side,  6  ft.  east  of 
Port  Washington  Division  of  Long  Island  Railroad  (Block 
No.  5066,  Lot  No.  255),  Flushing,  Borough  of  Queens 
(under  section  35,  General  City  Law — re  bed  of  mapped 
street — 41st  avenue). 


JANUARY  12,  1943,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  January  12, 
1943,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters: 

539-42-BZ — Application  of  Edwin  H.  Thatcher,  appli¬ 
cant,  on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner, 
reopened  and  restored  to  calendar,  December  8,  1942,  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (previously 
withdrawn  re  Lot  Nos.  11  and  22)  ;  premises  275-299  Fifth 
street,  north  side,  97  ft.  10J4  in.  east  of  Fourth  avenue 
(Block  No.  984,  part  of  Lot  No.  11),  Borough  of  Brooklyn. 

87-42-BZ — Application  of  AAA  Properties,  Incorporated, 
applicant  and  owner,  reopened  December  8,  1942  by  order 
of  the  court— re  Application,  previously  denied  by  the 
Board,  under  section  7h  of  the  zoning  resolution,  to  permit 
partly  in  a  business  use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  3856-3872  Ninth  avenue,  west  side,  be¬ 
tween  West  206th  and  West  207th  streets  (Block  No.  2203, 
Lot  No.  21),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  8,  1042. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  December  1,  1942,  and  Tuesday  afternoon, 
December  1,  1942,  and  the  minutes  of  the  special  meeting  of 
the  Board  held  on  Friday  morning  December  4,  1942,  were 
approved  as  printed  in  Bulletin  No.  49,  Vol.  27. 


ZONING  CASE. 

363-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Estate  of  Jennie 
Adee,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  three  (3)  motor  vehicles. 

PREMISES  AFFECTED— 650  Thwaites  place,  south  side, 
from  Olinville  avenue  to  Barker  avenue,  2224 
Barker  avenue  and  2211  Olinville  avenue  (Block 
No.  4338,  Lot  Nos.  12,  20,  22,  24,  27,  29,  31  and  33), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  Fargis,  Henry  Nordheim 
and  Clifford  Adee. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (363-42-BZ) 

Whereas,  Henry  Nordheim,  for  Estate  of  Jennie  Adee 
owner,  filed  May  5,  1942,  an  application  under  section  7h 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  three  (3)  motor  vehicles;  premises  650  Thwaites 
place,  south  side,  from  Olinville  avenue  to  Barker  avenue, 
2224  Barker  avenue,  and  2211  Olinville  avenue  (Block  No. 
4338,  Lot  Nos.  12,  20,  22,  24,  27,  29,  31  and  33),  Borough 
of  The  Bronx ;  and 

'  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  December  8.  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
l  Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Barker  avenue  is  in  a  residence 
use  district ;  Olinville  avenue  and  Thwaites  place  are  each 
i  in  a  residence  and  business  use  district ;  and 

Whereas,  decision  of  the  borough  superintendent,  dated 
April  6.  1942,  reads: 

“Please  be  advised  that  your  application  for  a  cer¬ 
tificate  of  occupancy  for  the  parking  and  storage  of 
more  than  three  (3)  motor  vehicles  at  the  above  prem¬ 
ises,  is  denied,  as  the  premises  are  located  in  a  resi¬ 
dence  district,  where  such  use  is  prohibited  by  Sec.  3, 
Art.  2  of  the  zoning  resolution  of  the  city  of  New 
York.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a.  frontage 
of  105  ft.  on  Olinville  avenue,  189  ft.  on  Thwaites  place 
and  197  ft.  on  Barker  avenue;  that  upon  the  plot  there 
are  located  a  two  story  frame  dwelling;  two  2  car  garages; 


one  4  car  frame  garage  and  two  (5)  car  metal  garages 
and  that  it  is  proposed  to  use  the  vacant  part  of  the  plot, 
for  a  term  of  two  years,  for  the  parking  and  storing  of 
more  than  three  (3)  motor  vehicles;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board ;  and 
Whereas,  several  garage  buildings  exist  which  are  sub¬ 
ject  to  certificates  of  occupancy,  some  of  which  garages 
may  have  existed  prior  to  1916  but  which  are  in  excess 
of  the  number  permitted  in  a  residence  use  district  as 
accessory  to  the  dwelling;  and 

Whereas,  the  owner  of  Lot  29,  included  in  this  appli¬ 
cation,  appears  to  be  Charles  B.  Galvin,  who  has  filed 
an  authorization  for  the  proposed  use ;  and 

Whereas,  the  applicant  amended  his  application  to  in¬ 
clude  section  7h  and  the  Board  deemed  that  this  was  a 
proper  case  in  which  to  exercise  discretion  to  grant  under 
section  7,  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in.  the  application  of  the  use 
district  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
for  a  term  of  two  (2)  years  from  the  date  of  this  reso¬ 
lution,  to  permit  the  premises  to  be  occupied  for  the  park¬ 
ing  or  storage  of  motor  vehicles,  on  condition  that  the 
premises  where  not  occupied  by  existing  buildings,  shall 
be  leveled  substantially  to  the  grade  of  surrounding  streets 
and  shall  be  surfaced  with  clean  gravel,  steam  cinders  or 
other  suitable  material,  properly  rolled  and  graded  so  as 
to  provide  surface  drainage  away  from  adjoining  occu¬ 
pancies  :  that  adequate  fences  shall  be  maintained  on  all 
street  fronts ;  that  the  entrance  shall  be  restricted  to  the 
existing  entrance  from  Barker  avenue ;  that  during  the 
term  of  this  variation,  the  premises  shall  be  occupied  for 
no  other  use  than  the  use  herein  permitted,  and  the  occu¬ 
pancies  of  the  existing  garages,  now  subiect  to  certificates 
of  occupancy,  and  the  occupancy  of  the  dwelling;  that 
there  shall  be  no  sale  of  used  cars  nor  motor  vehicle  re¬ 
pairing  carried  on ;  that  no  signs  shall  be  erected  on  the 
premises  advertising  the  parking  or  storage  use,  except 
there  may  be  a  sign  attached  to  the  fence  near  the  en¬ 
trance  at  Barker  avenue,  advertising  such  use  and  the  rates 
charged,  provided  such  sign  does  not  exceed  15  sq.  ft.  in 
area  and  does  not  extend  beyond  the  building  line  and  is 
not  illuminated ;  that  only  motor  vehicles  of  the  pleasure 
car  tvpe  and  those  in  condition  for  operation  shall  be  so 
stored  or  parked;  that  such  portable  fire  fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  all  permits  shall  be  obtained  and  all  work- 
completed  within  three  (3)  months  from  the  date  of  this 
action. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

605-42-A. 

APPLICANT — Shomer-Majestic  Box  Corporation,  lessee, 
for  335  West  16th  Street  Corporation,  owner. 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 335-341  West  16th  street,  north 
side,  300  ft.  east  of  Ninth  avenue  (Block  No.  13), 
Borough  of  Manhattan. 

APPEARANCES— 

Eor  Applicant :  B.  Snvder. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  December  15,  1942  at 
2  P.  M.  on  request  of  applicant’s  representative. 


618-42-A. 

APPLICANT — Frank  C.  Keller,  for  Barnie  Harberg, 
owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 38-12  27th  street,  north  side.  8a 
ft.  west  of  38th  avenue  (Block  No.  387,  Lot  Nos. 
23  and  24),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  22,  1942  at 
2  P.  M.,  for  further  consideration  by  the  Board. 


627-42-A. 

APPLICANT— Harrv  Yarish,  for  Rita  Caruso,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 216  Linwood  street,  west  side, 
100  ft.  south  of  Arlington  avenue  (Block  No.  3941, 
Lot  No.  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  Yarish. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  22,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 


645-42-A. 

APPLICANT— Samuel  Rosenblum,  for  Esther  Burros, 
owner. 

SUB TECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 212-214  Water  street,  west  side, 
87  ft.  4  in.  south  of  Beekman  street  (Block  No. 
95,  Lot  No.  3),  Borough  of  Manhattan. 
APPEARANCES—  . 

For  Applicant :  Samuel  Rosenblum,  Elias  Burros 
and  Irving  Burros. 

For  Administration:  Insp.  Maher  and  Insp.  Meyer, 
Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  December  22,  1942  at 
2  P.  M.,  for  further  consideration  by  the  Board. 


691-42-S. 

APPLICANT— Hardman,  Peck  and  Company,  owner 
(Duramold  Aircraft  Corporation,  subsidiary  of 
Fairchild  Engine  and  Aircraft  Corporation,  lessee). 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire-commissioner. 

PREMISES  AFFECTED— 524-540  West  52nd  street,  south 
side,  325  ft.  southwest  of  Tenth  avenue  (4th  floor)  ; 
(Block  No.  1080,  Lot  Nos.  45),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Harold  F.  Hagemeyer. 

F'or  Administration:  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  December  15,  1942  at 
2  P.  M.,  for  further  consideration  by  the  Board. 


629-42-A. 

APPLICANT— Andre  Mora,  for  Victor  Moore  Terminal, 
Incorporated,  owner. 

SUB  I ECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 74-11  to  74-21  Broadway,  north 
side,  116.7  ft.  east  of  Roosevelt  avenue,  74-12  Qo 
74-20  Roosevelt  avenue  and  74-12  to  74-20  75th 
avenue  (Block  No.  1485,  Lot  No.  23),  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Andre  Mora  and  Mr.  Merritt. 

F'or  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF'  BOARD — Appeal  withdrawn  on  request  o 
applicant,  after  argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative :  . 


115-42-S. 

APPLICANT — American  Store  Equipment  and  Construe 
tion  Corporation,  for  1412  Broadway,  Incorporate!; 
owner  (Governor  Cafeteria,  Incorporated,  lessee). 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  dec 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 1412-1416  Broadway,  northea-1 
corner  of  West  39th  street  (Block  No.  81a,  Lot  Ne 
14),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jack  E.  Stern  and  Irving  Semel. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Horn1 
ing  and  Buildings.  _  ; 

\CTION  OF  BOARD — Application  granted  on  conditio* 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 

THE  RESOLUTION  (115-42-S) 

Whereas,  American  Store  Equipment  and  Constructid 
Corp.,  for  1412  Broadway.  Inc.,  owner  (Governor  Cafij 
teria,  Inc.),  filed  February  9,  1942,  an  application  for  vari;, 
tion  of  the  Labor  Law  as  cited  in  a  decision  of  the  boroug 
superintendent,  premises  1412-1416  Broadway  northea1 
corner  of  West  39th  street  (Block  No.  815,  Lot  No.  14 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintended 
dated  February  9,  1942,  on  Amendment  to  Alt.  Applicatic 
No.  3140-40.  reads: 

“1.  Enclosure  of  cellar  stairway  should  be  maint| 
as  per  sec.  270  Labor  Law.” 
and  .  .  . 

Whereas,  the  applicant  states  the  building  is  26  stone 
(300  ft.)  in  height,  76  ft.  by  160  ft.  in  area;  of  Class 
construction;  located  in  a  Retail  1  use  district;  erected 
1925  and  occupied:  Cellar,  storage  and  cafeteria  kitchej 
12  persons;  1st  floor,  stores  and  cafeteria,  400  person: 
2nd  to  26th  floors,  inclusive,  offices  and  25%  manufa-turin 
100  persons  per  floor,  for  which  C.  O.  No.  17310  w: 
issued  Februarv  13,  1931;  and  _ 

Whfreas,  Violation  No.  1095-41  was  issued  July  31.  194 
for  failing  to  enclose  the  stair  from  1st  floor  to  cellar 
the  north  side  of  store  with  6  in.  terra  cotta  blocks  at 
fireproof  self-closing  door  as  shown  on  approved  A 
3140-40.  contrary  to  Section  C26-178  0  of  the  Administr 
tive  Code  and  applicant  was  convicted  and  fined  in  tl 
Magistrate’s  Court  December  17.  1941  on  charge  of  viola 
ing  section  643a-9.0  of  the  Administrative  Code;  and 
Whereas,  the  applicant  contends  that  the  lessee  ore 
pies  a  restaurant  at  the  first  floor  with  a  dish  washu 
pantry  located  on  first  floor  and  the  kitchen  in  the  cella 
that  the  stairway  in  question  connects  the  dish  washii 
pantry  and  the  kitchen  and  is  3  ft.  wide  constructed, 
iron  with  cement  treads ;  that  the  cellar  occupancy  consis 
of  12  persons:  that  exits  from  cellar  consist  of  two  3 
8  in.  wide  stairs  enclosed  in  terra  cotta  blocks  and  1-ho 
firenroof  doors  leading  d'rectlv  to  street;  that  the  3 
wide  open  stair  in  question,  is  not  a  reouired  exit  a 
serves  only  as  a  communication  between  the  dish  wasm 
pantry  on  the  first  floor  and  the  kitchen  in  the  cella 
that  enclosing  this  stairway  would  effect  a  hardship, 
it  would  necessitate  a  separate  restaurant  manager  in  t 
cellar  and  in  addition  trays  of  food  are  constantly  bei 
carried  un  from  the  kitchen  to  the  restaurant  and  it  wot 
be  difficult  for  a  person  carrying  the  travs  to  swing  or 
the  door:  that  the  previous  occupant  of  this  store  operat 
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dress  shop  with  selling  on  the  first  floor  and  in_  the 
ellar;  that  these  two  stories  were  connected  with  a  5  ft. 
/ide  open  stair,  that  this  stair  was  removed  and  well 
pening  sealed  when  the  restaurant  occupancy  began,  so 
iat  in  effect,  the  occupant  shifted  the  existing  open  stair 
3  a  new  location  and  reduced  the  occupancy  in  the  cellar; 
rom  100  to  12  persons;  that  the  open  stair  in  question 
/ill  be  removed  and  the  well  opening  sealed  with  con- 
rete  at  the  termination  of  the  lease. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  requirements  of  section  270 
if  the  Labor  Law  as  cited  in  a  decision  of  the  borough 
uperintendent  on  Alt.  Application  No.  3140-40,  Objection 
tfo.  1.  and  that  the  application  be  and  it  hereby  is  granted 
<n  condition  that  the  law  shall  be  complied  with  as  to  the 
ellar  level;  that  the  existing  dish-washing  room  at  the 
irst  floor  level  may  be  accepted  as  a  part  of  the  stairway 
nclosure  on  that  floor,  provided  such  room  is  occupied 
or  dish  washing  purposes  only  and  is  enclosed  with  ap- 
>roved  partitions ;  that  doors  leading  therefrom  shall  be 
:ither  metal  covered  or  constructed  of  fireproof  wood  and 
nade  self-closing;  that  in  all  other  respects,  the  building 
ind  occupancy  shall  comply  with  all  laws,  rules  and  regu- 
ations  applicable  thereto,  other  than  as  modified  by  the 
Board  under  Cal.  No.  877-25-BZ,  and  878-25-S,  and  on 
rendition  that  the  stairway  involved  under  Cal.  No.  115- 
12-S,  which  has  now  been  removed,  shall  not  be  restored. 


599-42-A. 

APPLICANT — Frank  Rice,  for  Ann  Rice,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 219-08  40th  avenue,  south  side, 

\  60  ft.  east  of  219th  street  (Block  No.  6313,  Lot  No. 

4),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Insp.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  . 


THE  RESOLUTION  (599-42-A) 

W hereas,  Frank  Rice,  for  Ann  Rice,  owner,  filed  July 
28,  1942,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner,  premises  219-08  40th  avenue,  south  side,  6(> 
ft.  east  of  219th  street  (Block  No.  6313,  Lot  No.  4),  Bay- 
side,  Borough  of  Queens ;  and 
Whereas,  Order  No.  92114-LC,  issued  by  the  Fire  Com¬ 
missioner  June  18,  1942  and  referred  to  in  his  decision  01 
July  23,  1942,  reads : 

“YOU  ARE  HEREBY  ORDERED  AND  REQUIRED,  FORTHWITH, 

TO  :  t-> 

1.  Surrender  to  the  bearer  Fire  Department  Permit 

#71538,  issued  March  26,  1942,  authorizing  the  storage 
and  use  of  260  gallons  of  fuel  oil  at  the  above  premises, 
as  it  is  revoked  for  the  reason  that  a  violation  of  the 
Oil  Burner  Rules  of  Board  of  Standards  and  Appeals 

exists  on  premises.  , 

2.  Discontinue  the  storage  of  fuel  oil  in  the  260  gal¬ 
lon  fuel  oil  tank  on  the  premises,  as  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals  provides 
that  such  fuel  oil  tanks  shall  be  of  275  gallon  capacity. 
Rule  6.1.1,  Fuel  Oil  Rules.” 

and  ,  •  .  . 

:  Whereas,  the  aplicant  states  the  building  is  two  stories 
(24  ft.)  in  height,  24  ft.  by  48  ft.  in  area  at  street  .eve 
and  24  ft.  by  32  ft.  in  area  at  typical  floor;  erected  in  1910; 
located  in  a  residence  use  F  area  district,  and  occupied . 
Cellar,  storage  and  boiler  room;  first  floor,  dwelling,  second 
floor,  dwelling ;  and 


Whereas,  the  applicant  contends  that  the  capacity  ol  the 
tank  installed  is  260  gallons,  which  is  due  to  the  fact  that 
the  tank  manufacturer  was  unable  to  procure  64  in.  sheets 
to  make  a  275  gallon  tank,  due  to  restrictions  by  the  War 
Production  Board  and  that  the  tank  conforms  to  all  specifi¬ 
cations  for  a  tank  approved  by  the  Board  of  Standards  and 
Appeals,  with  the  exception  of  capacity. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  92114-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  tank  shall  comply  with  the  requirements 
therefor,  and  the  approval  given  to  the  Tragessor  Copper 
Works,  Inc.,  under  Cal.  No.  978-41 -SM;  that  there  shall  be 
painted  in  conspicuous  lettering,  on  the  side  of  the  tank, 
notice  of  the  actual  capacity;  that  a  non-corrosive  metal  tag, 
stating  the  capacity  of  the  tank,  shall  be  wired  to  the  fill 
line  under  the  fill  cap;  that  in  all  other  respects,  the  oil 
burner  installation  shall  comply  with  the  Oil  Burner  Rules 
of  the  Board. 


612-42-A. 

APPLICANT— K.  W.  Battery  Co.,  Inc.,  lessee,  for  New 
York  Dock  Co.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— Foot  of  Montague  street;  bulk¬ 
head  200  ft.  south  of  Montague  street  (Building  No. 
57);  (Block  No.  245,  Lot  No.  15),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Wilton  Bentley. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N egative :  .  ^ 


THE  RESOLUTION  (612-42-A) 


Whereas,  K.  W.  Battery  Company,  Inc.,  lessee,  for  New 
York  Dock  Company,  owner  filed  on  August  6,  1942  an 
appeal  from  an  order  of  the  fire  commissioner  affecting  New 
York  Dock  Company  Building  No.  57,  located  at  bulkhead 
200  ft.  south  of  Montague  street  (Block  No.  245,  Lot  No. 
15),  Borough  of  Brooklyn;  and 
Whereas,  Order  No.  91604-LC,  issued  by  the  fire  com- 
missioner  IVIay  24,  1942,  and  referred,  to  in  a  decision  of 
the  fire  commissioner  dated  July  7,  1942,  reads: 

“2.  Provide  that  spraying  or  dipping  spaces  shall  be 
mechanically  ventilated  when  in  operation  so  that  the 
movement  of  air  shall  be  at  least  100  linear  feet  pei 
minute  in  the  breathing  zone  of  the  operator  and  be  of 
sufficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  Rule  3.1,  Spray  Rules. 

4.  Provide  that  spray,  dipping  and  immersing  rooms 
shall  be  constructed  of  fireproof  or  fire-resisting  parti¬ 
tions  with  waterproof  floors.  Rule  4.1.1,  Spray  Rules. 

10.  Provide  sprinkler  heads,  installed  in  accordance 
with  the  sprinkler  rules  of  Board  of  Standards  and 
Appeals,  in  all  spray,  dipping  or  immersing  spaces  and 
storage  rooms.  Rule  6.3,  Spray  Rules. 


Whereas,  the  aplicant  states  that  the  building  is  3  stories 
in  height;  51  ft.  by  102  ft.  in  area;  of  Class  6  construction; 
erected  1882,  altered  in  1927;  located  in  an  unrestricted  use 
district  and  occupied  since  1937  as  follows :  first  floor 
factory  and  storage,  2  persons;  second  floor,  factory  and 
office,' 11  persons;  third  floor,  factory  ,13  persons ;  that 
Certificate  of  Occupancy  No.  84312,  issued  October  5,  1937, 
permits  the  use  of  the  building  as  follows:  first  floor, 
storage  no  persons;  second  floor,  office  and  light  manufac¬ 
turing,  9  persons;  third  floor,  office  and  light  manufacturing, 

20  persons;  and  ,  ,  _  . 

Whereas  the  applicant  contends  that  the  operation  car- 

ried  on  in  the  room  in  question  consists  of  dipping  wooden 
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l rays  in  asphaltum  paint  and  in  a  mixture  of  paraffin  and 
hard  wax  as  a  protective  against  sulphuric  acid ;  that  this 
room  was  equipped  in  1937  and  approved  by  the  fire  depart¬ 
ment  and  annual  permits  issued  since ;  that  no  change  in  the 
work  done  in  this  room  has  been  made  since  the  original 
installation;  that  no  spraying  is  done;  that  the  work  will 
not  average  more  than  1  hour  per  day ;  that  the  natural 
ventilation  provided  has  been  adequate;  that  the’.e  is  a  large 
skylight,  which  is  open  for  ventilation  at  all  times;  that 
the  wood  floor  is  covered  with  sheet  steel ;  that  water  and 
sand  pails  have  been  provided  and  it  is  proposed  to  provide 
a  CO2  extinguisher,  if  same  can  be  obtained  under  the 
present  priority  system;  that  not  more  than  1  drum  of  paint 
and  1  drum  of  mineral  spirits  is  stored,  in  addition  to  the 
25  gallons  of  paint  in  the  dipping  tank;  that  the  tank  is 
protected  by  a  steel  cover  with  fusible  link  and  that  only 
one  person  occupies  this  room. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  91604-LC,  Objection  No.  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  system  shall  be  maintained,  and  protection  as  pro¬ 
posed  furnished  substantially  as  herein  set  forth  and  to  the 
satisfaction  of  the  fire  commissioner;  as  to  Objection  No. 
4,  that  the  existing  partition  may  be  retained,  provided  an 
additional  exit  door  is  constructed,  swinging  outwardly 
from  the  room,  in  the  south  side  as  remote  as  possible  from 
the  existing  sliding  door  exit ;  that  the  metal  floor  may  be 
retained,  provided  same  is  maintained  in  good  condition  and 
to  the  satisfaction  of  the  fire  commissioner;  as  to  Objection 
No.  10,  that  at  least  two  sprinkler  heads  shall  be  installed 
within  the  room  and  such  sprinkler  heads  may  be  connected 
from  the  domestic  water  supply  system. 


623-42-A. 

APPLICANT — Nathan  Petroleum  Company,  for  Anthony 
Thomadakis,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 76-13  Woodside  avenue,  north 
side,  60.16  ft.  west  of  77th  street  (Block  No.  1496, 
Lot  No.  40),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  R.  V.  Perotto. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative;  .  0 

THE  RESOLUTION  (623-42-A) 

Whereas,  Nathan  Petroleum  Company,  for  Anthony 
Thomadakis,  owner,  filed  August  14,  1942,  an  appeal  from 
an  order  of  the  fire  commissioner,  premises — 76-13  Wood- 
side  avenue,  north  side.  60.16  ft.  west  of  77th  street  (Block 
No.  1496,  Lot  No.  40),  Elmhurst,  Borough  of  Queens; 
and 

Whereas,  Order  No.  92537-LC,  issued  bv  the  Fire  Com¬ 
missioner  July  16,  1942,  on  App.  #1676-42,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises ;  used  to  store  and  use  fuel  oil  shows 
that  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued : 

Forthwith 

1.  Discontinue  the  storage  of  fuel  oil  in  the  260 
gallon  fuel  oil  tank  on  premises,  as  Oil  Burner  Rules 
of  the  Board  of  Standards  and  Appeals  specify  that 
fuel  oil  tanks  shall  be  275  gallons  capacity.  Rule 
6.1.1,  Fuel  Oil  Rules.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories 
(35  ft.)  in  height.  20.06  ft.  by  55  ft.  in  area;  of  Class  3 
construction;  erected  in  1916:  located  in  a  Business  use, 
B  area  district ;  occupied :  Cellar,  heating  boiler  and  stor¬ 
age,  no  persons;  1st  floor — store,  2  persons;  2nd  floor, 


dwelling,  one  family,  3rd  floor,  same,  one  family,  I'ol 
which  Certificate  of  Occupancy  No.  42  was  issued  Ocl 
tober  27,  1926,  upon  completion  of  N.  B.  Applic.  Nol 
1784-16;  and 

Whereas,  the  applicant  contends  that  at  the  time  of  till 
installation  of  the  Oil  Burner  in  these  premises,  a  26(1 
gallon  tank  was  the  only  fuel  oil  storage  tank  available] 
that  this  tank  was  manufactured  by  the  Tragessor  Copper] 
Works,  Inc.  and  complies  in  all  other  respects  with  the 
Oil  Burner  Rules  adopted  by  the  Board ;  that  the  size  ofl 
the  tank  is  due  to  the  shortage  of  essential  materials  and 
that  the  available  already  cut  No.  10  gauge  metal  pro! 
duced  a  260  gallon  capacity  tank,  which  capacity  is  stampe® 
on  the  tank  by  the  manufacturer. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  92537-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  tank  shall  comply  with  the  requirements 
therefor,  and  the  approval  given  to  the  Tragessor  Copper 
Works,  Tnc.,  under  Cal.  No.  978-41-SM;  that  there  shall 
be  painted  in  conspicuous  lettering  on  the  side  of  the  tank, 
notice  of  the  actual  capacity;  that  a  non-corrosive  metal 
tag,  stating  the  capacity  of  the  tank,  shall  be  wired  to 
the  fill  line  under  the  fill  cap ;  that  in  all  other  respects 
the  oil  burner  installation  shall  comply  with  the  Oil  Burner 
Rules  of  the  Board.  I 


674-42-A. 

APPLICANT— Nathan  Petroleum  Company,  for  Charles 
Capizzi,  owner. 

SLTBTECT — Appeal  from  an  order  of  the  fire  commissioner] 
PREMISES  AFFECTED — 51-30  Manila  street,  west  side, 
289.90  ft.  south  of  51st  avenue  (Block  No.  18), 
Elmhurst.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  R.  V.  Perotto. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (674-42-A) 

Whereas,  Nathan  Petroleum  Company,  for  Charles 
Capizzi,  owner,  filed  September  15,  1942.  an  appeal  from  an 
order  of  the  fire  commissioner,  premises  51-30  Manila 
street,  west  side.  289.90  ft.  south  of  51st  avenue  (Block 
No.  2471,  Lot  No.  18),  Elmhurst,  Borough  of  Queens; 
and 

Whereas,  Order  No.  92768-LC,  issued  by  the  fire  com¬ 
missioner  August  17,  1942,  on  Applic.  No.  1675-42,  reads: 
“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  fuel  oil  shows 
that  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued : 

Forthwith 

1.  Discontinue  the  storage  of  fuel  oil  in  the  260 
gallon  fuel  oil  tank  on  the  premises,  as  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals  pro¬ 
vides  that  fuel  oil  tanks  shall  be  of  275  gallons  ca¬ 
pacity.  Rule  6.1.1.  Fuel  Oil  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (25  ft.)  in  height;  20  ft.  by  42  ft.  in  area;  of 
Class  4  construction ;  located  in  a  residence  use  district  and 
occupied  as  a  two  family  dwelling;  and 

Whereas,  the  applicant  contends  that  at  the  time  of  the 
installation  of  the  Oil  Burner  in  these  premises  a  260 
gallon  tank  was  the  only  fuel  oil  storage  tank  available; 
that  this  tank  was  manufactured  by  the  Tragessor  Copper 
Works,  Tnc.  and  complies  in  all  other  respects  with  the 
Oil  Burner  Rules  adopted  by  the  Board ;  that  the  size  of 
the  tank  is  due  to  the  shortage  of  essential  materials  and 
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lat  the  available  already  cut  No.  10  gauge  metal  produced 

260  gallon  capacity  tank  which  capacity  is  stamped  on 
le  tank  by  the  manufacturer. 

Resolved ,  that  the  order  of  the  fire  commissioner,  Order 
To.  92768-LC,  be  and  it  hereby  is  modified  and  that  the 
ppeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
ther  respects  the  tank  shall  comply  with  the  requirements 
lerefor,  and  the  approval  given  to  the  Tragessor  Copper 
Vorks,  Inc.  under  Cal.  No.  978-41-SM ;  that  there  shall 
e  painted  in  conspicuous  lettering,  on  the  side  of  the 
ank,  notice  of  the  actual  capacity;  that  a  non-corrosive 
letal  tag,  stating  the  capacity  of  the  tank,  shall  be  wired 
o  the  fill  line  under  the  fill  cap;  that  in  all  other  respects 
he  oil  burner  installation  shall  comply  with  the  Oil  Burner 
Giles  of  the  Board. 


75-42-S. 

APPLICANT — Robinson  Tag  and  Label  Company  (lessee), 
for  Master  Printers  Building,  Incorporated,  owner. 
iUBJECT — ' Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

’REMISES  AFFECTED— 460-478  West  34th  street,  457 
West  33rd  street  and  the  east  side  of  Tenth  avenue, 
from  West  33rd  to  West  34th  street  (6th  floor)  ; 
(Block  No.  731,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Erwin  Rebafka  and  L.  R.  Price. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  ( 675-42- S^ 

Whereas,  Robinson  Tag  and  Label  Company  (lessee),  for 
Master  Printers  Building,  Incorporated,  owner,  filed  Sep- 
ember  16,  1942,  an  application  for  variation  of  the  require- 
nents  of  the  Labor  Law  as  cited  in  a  decision  of  the  bor- 
>ugh  superintendent,  affecting  premises  460-478  West  34th 
street,  457  West  33rd  street,  10th  avenue,  east  side,  between 
53rd  and  34th  streets  (6th  floor)  ;  (Block  No.  731,  Lot 
tfo.  1),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
lated  September  2,  1942,  reads : 

“This  will  reply  to  your  letter  of  August  27,  1942, 
requesting  approval  of  the  installation  of  panic  bolts 
on  two  fire  doors  located  on  the  6th  floor  of  the  above 
building,  these  bolts  having  been  installed  in  accordance 
with  instructions  received  from  the  War  Department. 

Please  be  advised  that  Section  272  of  the  State  LaDor 
Law  requires  that  ‘no  door  leading  into  or  out  of  any 
factory  or  any  floor  thereof,  shall  be  locked,  bolted, 
or  fastened  during  working  hours.’ 

This  department  is  without  power  to  vary  the  re¬ 
quirements  of  this  law  and  therefore  your  request  for 
approval  is  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  18  stories 
and  penthouse  (265  ft.)  in  height;  150  ft.  by  200  ft.  in  area; 
of  Class  1  construction;  erected  in  1927  under  N.  B.  App. 
No.  136-26;  located  in  an  unrestricted  use  district  and 
occupied  as  follows ;  2nd  floor,  printing,  200  persons ;  third 
and  fourth  floors,  lithographer,  60  and  75  persons,  respec¬ 
tively;  fifth  floor,  stockroom,  artist’s  materials,  75  persons; 
sixth  floor,  manufacturing  tags  and  labels,  93  persons;  sev¬ 
enth  floor,  manufacturing,  war  work,  130  persons;  eighth 
floor,  same,  93  persons;  9th  and  10th  floors  combined, 
printing,  610  persons;  11th  floor,  factory,  170  persons,  12, 
14th  and  15th  floors,  combined,  factory,  700  persons;  16th 
floor,  engraving,  125  persons;  17th  floor,  stockroom  of  musi¬ 
cal  instruments,  75  persons;  18th  and  19th  floors,  factoiy, 
135  and  150  persons,  respectively;  penthouse,  same,  144 
persons ;  and 


Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  a  two  source  sprinkler  system  and  three  fire- 
proot  stairs  lead  from  roof  to  street;  and 

Whereas,  Certificate  of  Occupancy  No.  15466  of  1929 
permits  the  use  of  the  building  as  follows :  basement, 
stores  and  storage,  45  persons;  first  floor,  stores,  150  per¬ 
sons;  mezzanine,  offices,  80  persons;  second  to  18th  floors, 
inclusive,  factory,  150  persons;  pent  house,  club,  150  per¬ 
sons  ;  studio  floor,  music  recording  studio,  25  persons ;  and 
Whereas,  the  applicant  recpiests  approval  of  the  installa¬ 
tion  of  two  panic  bolts  on  two  fire  doors  on  the  floor  occu¬ 
pied  by  the  Robinson  Tag  and  Label  Company  (6th  floor)  ; 
that  these  panic  bolts  were  installed  upon  recommendation 
of  the  War  Department,  a  copy  of  which  recommendation 
is  filed  with  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
dated  September  2,  1942,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  the  panic  bolts  installed 
on  the  two  doors,  as  indicated  on  plans  filed  with  this  appli¬ 
cation  marked  “Received  November  19,  1942”,  shall  be  of 
an  approved  type  and  shall  be  continued  only  during  the 
term  of  the  present  emergency;  that  all  other  exits  shall  be 
maintained  in  accordance  with  the  requirements;  that  the 
occupancy  of  the  building  per  floor  shall  not  exceed  the 
legally  permitted  occupancy  based  on  the  stairways  with 
due  allowance  for  the  sprinkler  system  and  for  the  fire 
alarm  system,  if  installed;  that  a  new  Certificate  of  Occu¬ 
pancy  should  be  obtained;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  other  laws, 
rules  and  regulations  applicable  thereto  other  than  as  modi¬ 
fied  by  the  Board  under  Cal.  No.  315-27-S. 


692-42-A. 

APPLICANT — Mary  Hamilton,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 32-23  42nd  street,  east  side,  225 
ft.  south  of  Broadway  (Block  No.  690,  Lot  No. 
29),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mary  Hamilton. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
\CTION  OF  BOARD — Appeal  granted  on  condition.  , 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (692-42-A) 

Whereas,  Mary  Hamilton,  owner,  filed  on  September  23, 
1942,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner  affecting  premises  32-23  42nd  street,  east 
side,  225  ft.  south  of  Broadway  (Block  No.  690,  Lot  No. 
29),’  Astoria,  Borough  of  Queens;  and 

Whereas,  order  No.  92659-LC  on  Applic.  No.  1326-42, 
dated  August  4,  1942,  reads; 

“1.  Remove  all  fuel  oil  from  the  260  gallon  fuel 
oil  tank  on  premises,  as  the  Oil  Burner  Rules  of  Board 
of  Standards  and  Appeals  provides  that  fuel  oil  tanks 
shall  be  of  275  gallons  capacity.” 

and  .  . 

Whereas,  said  order  of  fire  commissioner  was  repeated 
in  a  decision  of  the  fire  commissioner  dated  September  11, 
1942;  and 

Whereas,  the  applicant  states  the  building  is  lJ/2  stories 
in  height ;  22  ft.  by  30  ft.  in  area ;  of  Class  4  construction ; 
erected  1870;  located  in  a  residence  use  B  area  district  and 
occupied  as  a  one  family  dwelling ;  and 

Whereas,  the  applicant  contends  that  at  the  time  the  oil 
burner  was  installed  in  the  building  in  question,  the  only 
available  tank  was  one  of  260  gallons  capacity,  due  to  the 
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fact  that  the  manufacturer  could  not  obtain  64  in.  sheets 
to  make  up  the  275  gallon  tank;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  manufacturer  of  the  tank  in  which  it  is  stated  that  the 
tank  in  question  is  of  10  gauge  steel  and  conforms  to  all 
the  requirements  of  the  Oil  Burner  Rules. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  92659-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  tank  shall  comply  with  the  requirements 
therefor,  and  the  approval  given  to  the  Tragessor  Copper 
Works,  Inc.  under  Cal.  No.  978-41-SM ;  that  there  shall 
be  painted  in  conspicuous  lettering,  on  the  side  of  the  tank, 
notice  of  the  actual  capacity;  that  a  non-corrosive  metal 
tag,  stating  the  capacity  of  the  tank,  shall  be  wired  to  the 
fill  line  under  the  fill  cap;  that  in  all  other  respects  the 
oil  burner  installation  shall  comply  with  the  Oil  Burner 
Rules  of  the  Board. 


712-42-A. 

APPLICANT — Mary  B.  Roberts,  lessee,  for  Lawida  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 4485-4519  Broadway,  northwest 
corner  of  West  192nd  street  (Block  No.  2180,  Lot 
Nos.  633,  635  and  part  of  Lot  No.  646),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mary  B.  Roberts. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (712-42-A) 

Whereas,  Mary  B.  Roberts,  lessee,  for  Lawida  Corpora¬ 
tion,  owner,  filed  on  September  28,  1942,  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises  4485- 
4519  Broadway,  northwest  corner  of  West  192nd  street 
(Block  No.  2180,  Lot  Nos.  633,  635  and  part  of  Lot  No. 
646),  Borough  of  Manhattan:  and 
Whereas,  Order  No.  32070-LC,  issued  by  the  fire  com¬ 
missioner  September  3,  1942,  reads: 

“Before  a  permit  may  be  issued  for  the  storage  and 
use  of  kerosene  oil,  the  following  must  be  done: 

•  1.  Either  discontinue  the  storage  of  more  than  10 

gallons  of  fuel  oil  or  provide  an  approved  storage  sys¬ 
tem  as  per  fuel  oil  rules  of  the  Board  of  Standards 
and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  420  ft.  by  100  ft.  in  area;  located  in  a  business 
use  district;  occupied  for  the  parking  and  storage  of  more 
than  five  motor  vehicles  and  the  sale  of  used  cars,  pursuant 
to  variance  granted  by  the  Board  under  Cal.  No.  166-37-BZ ; 
and 

Whereas,  it  is  proposed  to  store  50  gallons  of  kerosene 
in  a  steel  drum,  to  be  located  in  the  open  air  alongside  the 
attendant’s  shack,  for  the  purpose  of  supplying  the  kerosene 
heater  used  for  heating  this  shack ;  and 
Whereas,  the  applicant  contends  that  heretofore  it  has 
been  possible  to  buy  kerosene  in  small  quantities  but  that  it 
has  now  become  necessary  to  buy  same  in  a  50  gallon  drum, 
due  to  the-  necessity  for  suppliers  to  cut  down  on  deliveries : 
that  it  is  therefore  requested  that  the  Board  permit  the 
storage  of  one  50  gallon  drum  of  kerosene  on  the  premises 
from  September  to  April  for  the  exclusive  use  of  supplying 
the  heater  in  the  attendant’s  shack. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  32070-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  not  more 
than  one  55  gallon  drum  of  kerosene  shall  be  kept  on  the 


premises;  that  such  drum  shall  be  kept  in  the  open,  away 
from  any  inflammable  material;  that  such  drum  shall  com 
tain  only  kerosene  to  be  used  solely  for  the  cabinet  heater 
to  be  used  for  heating  the  office  as  permitted  to  be  main¬ 
tained  under  Cal.  No.  166-37-BZ ;  that  no  kerosene  shall  be 
sold  or  offered  for  sale;  that  this  permit  shall  continue 
only  during  the  term  of  the  variance  granted  under  Cal 
No.  166-37-BZ. 


737-42-S. 

APPLICANT — A.  Schrader’s  Son,  Division  of  Scovil 
Manufacturing  Company,  Incorporated,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  an  ordci 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 481-495  Clermont  avenue,  783- 
803  Atlantic  avenue,  northeast  corner  and  470  Van¬ 
derbilt  avenue  (Block  No.  2009,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  C.  A.  Blume. 

For  Administration :  Thomas  Larkin,  Fire  Dep’t 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  • 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (737-42-S) 

Whereas,  A.  Schrader’s  Son,  Division  of  Scovill  Mfg. 
Co.  Inc.,  owner,  filed  October  13,  1942,  an  application  for 
variation  of  the  labor  law,  as  cited  in  an  order  and  decision 
of  the  fire  commissioner,  premises  481-495  Clermont  ave¬ 
nue,  783-803  Atlantic  avenue,  northeast  corner  and  470 
Vanderbilt  avenue  (Block  No.  2009,  Lot  No.  1)  Borough 
of  Brooklyn;  and 

Whereas,  Order  No.  9460-LF,  issued  August  20,  1942 
by  the  Fire  Commissioner  as  referred  to  in  his  decision 
of  September  15,  1942,  reads : 

“1.  Arrange  the  door  leading  to  Atlantic  avenue 
from  interior  stairway  so  that  same  is  not  locked,  bolted 
or  fastened  during  working  hours.  Sec.  272  of  the 
Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  7 
stories  (96  ft.)  in  height,  204  ft.  by  90  ft.  and  100  ft.  in 
area;  Class  1  construction;  erected  in  1913;  located  in  an 
unrestricted  use  district  and  occupied :  Cellar,  boiler  room, 
coal  storage,  2  persons;  1st  floor,  engine  room  and  factory 
4  persons ;  2nd  floor,  stockroom,  lunchroom,  6  persons ; 
3rd  to  7th  floors  inclusive,  factory — 138,  145,  122,  112  and 
56  persons,  respectively ;  that  the  building  is  equipped  with 
sprinkler  and  standpipe  systems  and  an  interior  fire  alarm 
system;  that  no  fire  drills  are  maintained;  that  the  build¬ 
ing  is  also  equipped  with  three  interior  fireproof  stairs 
extending  from  roof  to  street;  and 

Whereas,  the  applicant  contends  that  the  order  of  the 
fire  commissioner  refers  to  the  doorway  leading  to  street 
from  the  termination  of  stairway  in  Bldg.  No.  1  on  At¬ 
lantic  avenue  front,  as  indicated  on  plans  filed  herewith; 
tligt  this  door  was  originally  installed  to  provide  access 
to  offices  which  were  then  located  on  the  2nd  floor  of  Bldg., 
No.  1;  that  the  door  was  not  necessary  otherwise;  that 
the  offices  were  moved  to  the  9th  and  10th  floors  of  Bldg. 
No.  3  in  1920  and  the  doors  have  since  been  kept  locked; 
that  this  stairway  is  used  only  for  communication  between 
floors ;  that  the  building  is  sprinklered  and  each  floor  has 
two  stairways  remote  from  each  other  and  no  point  in  any 
floor  is  more  than  150  feet  from  an  entrance;  that  the* 
plant  is  manufacturing  war  materials  and  it  is  required 
there  be  rigid  control  over  all  exits  and  entrances  and 
that  permission  is  requested  to  keep  the  door  closed  and 
locked,  as  it  now  is,  or  as  an  alternative,  to  be  permitted 
to  install  an  approved  panic  bolt  thereon ;  and 
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Whkreas,  the  applicant  has  filed  copy  of  recommenda¬ 
tion  of  a  U.  S.  Army,  Security  Officer  recommending  the 
installation  of  a  panic  bolt  on  the  door  in  question. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
Xo.  9460-LF,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  door  in  question  leading  to  Atlantic  avenue 
from  Building  No.  1,  may  be  equipped  with  an  approved 
panic  bolt  so  as  to  be  readily  openable  at  all  times  from 
the  interior ;  that  there  shall  be  no  encumbrances  within 
the  stair  enclosure  throughout  its  height ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


754-42-A. 

APPLICANT — M.  M.  Altoonian,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 74-03  45th  avenue,  northeast 
corner  of  74th  street  (Block  No.  60,  Lot  No.  1), 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (754-42-A) 

Whereas,  M.  M.  Altoonian,  owner,,  filed  October  26, 
1942,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner,  premises  74-03  45th  avenue,  northeast  cor¬ 
ner  of  74th  street  (Block  No.  60,  Lot  No.  1),  Elmhurst, 
Borough  of  Queens ;  and 

Whereas,  Order  No.  92418-LC,  issued  by  the  Fire  Com¬ 
missioner  July  1,  1942,  as  referred  to  in  his  decision  of 
October  19,  1942,  reads: 

“1.  Discontinue  the  storage  of  fuel  oil  in  the  260 
gallon  fuel  oil  tank  at  above  premises,  as  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and_  Appeals 
provide  that  the  fuel  oil  tanks  shall  be  of  275  gallons 
capacity.  Rule  6.1.1,  Fuel  Oil  Rules.” 

and  . 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (26  ft.)  in  height,  22  ft.  by  55  ft.  in  area;  Class 
4  construction;  erected  in  1900;  located  in  a  residence  use 
district  and  occupied  as  a  2-family  dwelling;  and 

Whereas,  the  applicant  states  that  at  the  time  the  burner 
was  installed,  the  only  available  tank  was  one  of  260 
gallons  capacity,  due  to  the  fact  the  manufacturer  could 
not  secure  64  in.  sheets  to  make  a  275  gallon  tank;  and 
Whereas,  the  applicant  has  filed  a  copy  of  a  letter  from 
the  manufacturer  of  the  tank  certifying  that  the  tank  is 
of  10  gauge  steel  and  conforms  to  all  the  requirements 
with  the  exception  of  capacity. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  92418-LC,  be  and  it  hereby  is  modified _  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  tank  shall  comply  with  the  requirements 
therefor,  and  the  approval  given  to  the  Tragessor  Copper 
Works,  Inc.,  under  Cal.  No.  978-41-SM ;  that  there  shall 
be  painted  in  conspicuous  lettering  on  the  side  of  the  tank, 
notice  of  the  actual  capacity;  that  a  non-corrosive  metal 
tag,  stating  the  capacity  of  the  tank,  shall  be  w'ired  to  the 
fill  line  under  the  fill  cap;  that  in  all  other  respects  the 
oil  burner  installation  shall  comply  with  the  Oil  Burner 
Rules  of  the  Board. 


Adjourned  :  12  :45  P.  M. 

Joseph  J.  Dovt.E,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  8,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  casf:s. 

184-41-BZ. 

APPLICANT — Edgar  J.  Moeller,  for  Jackson  Heights- 
Philadelphia  Company,  Incorporated  and  Queens- 
boro  Investing  Company,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  and  also  “E”  area 
district,  the  erection  and  maintenance  of  a  building 
not  conforming  with  E  area  and  also  rear  yard 
requirements  and,  also  having  show  windows  on  the 
residence  street  distant  more  than  25  feet  from  its 
intersection  with  a  business  street. 

PREMISES  AFFECTED— 75-02  to  75-20  37th  (Polk) 
avenue,  south  side,  from  75th  to  76th  street,  37-01 
to  37-11  75th  street  and  37-02  to  37-14  76th  street 
(Block  No.  1286,  Lot  Nos.  30  and  38),  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


63-42-BZ. 

APPLICANT — Alexander  A.  Forman,  3rd,  for  State  En¬ 
gineering  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  new  gasoline  service  station 
building  with  new  non-accessory  uses. 

PREMISES  AFFECTED — 4001-4011  Fourth  avenue,  south¬ 
east  corner  of  40th  street  (Block  No.  714,  Lot  No. 
6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


159-42-BZ. 

APPLICANT — Herman  Kron,  for  Mutual  Life  Insurance 
Co.,  and  Eckmar  Realty  Co.,  Tnc.,  owners  (Joseph 
Fuchs,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

[’REMISES  AFFECTED — 427-429  West  52nd  street,  north 
side,  399.2  ft.  east  of  Tenth  avenue  and  424  West 
53rd  street  (Block  No.  1062,  Lot  Nos.  17,  18  and 
47),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF'  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


87-42-BZ. 

APPLICANT — AAA  Properties,  Incorporated,  owner. 

SUBJECT — Application  for  reopening  by  order  of  the  court 
for  additional  testimony — re  Application  (decision 
of  the  borough  superintendent)  previously  denied  by 
the  Board,  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3856-3872  Ninth  avenue,  west 
side,  between  West  206th  street  and  West  208th 
street  (Block  No.  2203,  Lot  No.  21),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Emily  Marx. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  January  12,  1943  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


331-42-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Fifty-Five  Wads¬ 
worth  Terrace  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  alleged  new  facts— re  Application  ( de¬ 
cision  ^of  the  borough  superintendent)  under  sec¬ 
tions  7i  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  conversion  of  occu¬ 
pancy  from  laundry  to  motor  vehicle  repair  shop 
and  five  (5)  car  garage  in  basement  of  one-story 
laundry  and  stores  building  (previously  denied  re 
conversion  to  motor  vehicle  repair  shop). 

PREMISES  AFFECTED — 145-155  Fort  George  avenue 
and  1662-1670  St.  Nicholas  avenue,  northerly  in¬ 
tersection  (Block  No.  2149,  Lot  No.  276),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  n 


539-42-BZ. 

A I  PLICA  XT  Edwin  H.  Thacher,  for  Polytechnic  Insti¬ 
tute  of  Brooklyn,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent,  previously  withdrawn, 
under  section  7h  of  the  zoning  resolution,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 
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PREMISES  AFFECTED — 244-266  4th  street,  south  side, 
97  ft.  10)4  in.  east  of  Fourth  avenue  and  2*75-399 
5th  street  (Block  No.  984,  Lot  Nos.  11  and  22), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edwin  H.  Thacher  and  E.  V. 
Thacher. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  January  12,  1943  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  Q 


159-36-BZ. 

APPLICANT — Alurion  Realty  Corporation,  owner  (Public 
_  Service  Interstate  Transportation  Company,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
rehearing,  to  permit  the  Corporation  Counsel  to  be 
heard — re  Application  (decision  of  the  borough 
superintendent)  under  section  7j  of  the  zoning  reso¬ 
lution,  permitting  in  a  retail  (1)  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (Bus  Terminal)  ; 
previously  acted  upon  by  the  Board. 

PREMISES  AFFECTED — 245-259  West  41st  street,  north 
side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
part  of  Lot  No.  3),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Daniel  L.  Smith,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Resolution  of  October  20,  1942 
rescinded. 

THE  VOTE  TO  RESCIND  RESOLUTION  OF  OCTO¬ 
BER  20,  1942- 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  Q 


THE  RESOLUTION  (159-36-BZ) 

Whereas,  Frank  G.  Colgan,  for  Alurion  Realty  Corpo¬ 
ration,  owner,  filed  May  29,  1936,  an  application  under  sec¬ 
tion  7h  of  the  zoning  resolution,  to  permit  in  a  retail  use 
district,  the  use  and  maintenance  of  a  plot  of  ground  as  a 
parking  space  for  more  than  five  (5)  motor  vehicles  for  a 
temporary  period  of  two  (2)  years;  premises:  245-259 
West  41st  street,  north  side,  100  ft.  east  of  Eighth  avenue 
(Block  No.  1013,  part  of  Lot  No.  3),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  this  application  was  granted  by  the  Board 
October  23,  1936,  on  certain  conditions,  resolution  amended 
April  19,  1938,  permit  extended  October  11,  1938,  resolution 
amended  February  21,  1939;  and 

Whereas,  such  variance  expired  by  limitation  on  October 
11,  1940;  and 

Whereas,  upon  application  of  Regan  and  Barrett,  repre¬ 
senting  owner  and  Public  Service  Interstate  Transportation 
Company,  lessee,  application  was  reopened  on  February  18, 
1941  subject  to  usual  procedure;  and 

Whereas,  application  was  completed  and  set  for  hearing 
on  September  9,  1941  and  thereafter  laid  over  from  time 
to  time  upon  request  of  applicant,  pending  court  determina¬ 
tion  in  the  flatter  of  Bus  Depot  Holding  Corporation  v. 
Valentine;  and 

Whereas,  on  October  20,  1942,  upon  advice  that  the 
court  determination  had  been  rendered  adversely  to  the 
I  olice  Commissioner,  the  Board  amended  the  previous  reso¬ 
lution  to  permit  the  continuance  of  the  bus  station  and 
waiting  room  for  a  further  term  of  two  years  under  ap¬ 
plicable  section  7,  subdivision  J ;  and 
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Whereas,  the  application  was  placed  on  the  calendar  for 
iurtlier  consideration  on  November  17,  1942  and  thereafter 
lid  over  at  request  of  applicant  to  November  24  and 
)ecember  8 ;  and 

\\  hereas,  on  December  8,  the  Board  found  that  the  de- 
am  in  at  ion  of  the  Borough  Superintendent  was  based  upon 
in  application  for  a  certificate  of  occupancy  which  incor- 
lectly  described  the  premises  as  actually  occupied  for  the 
larking  of  busses  and  for  a  waiting  room  and  office  for 
lie  of  tickets  accessory  thereto;  and 

I  Whereas,  such  records  had  not  previously  been  trans- 
litted  to  the  Board  as  required  by  section  668,  paragraph  b 
f  the  New  York  Charter;  and 

Whereas,  the  Board  deemed  that  the  resolution  adopted 
Ictober  20,  1942  should  be  rescinded  to  permit  considera- 
on  of  the  application  after  a  proper  application  is  filed 
rith  the  Borough  Superintendent  and  a  new  decision  ob- 
lined  and  filed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  rescind  its  resolution  adopted  on  October  20,  1942. 


I.PPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

57-42-S. 

I.PPLICANT— Sidney  L.  Strauss,  for  MacFarlane  Fire 
Prevention  Corporation,  for  Meyline  Realty  Cor- 

I  poration,  Incorporated,  owner. 

IIUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner  and  a  de¬ 
cision  of  the  borough  superintendent. 

■REMISES  AbFECTED — 456-474  Johnson  avenue,  south 
side,  100  ft.  west  of  Porter  avenue  (Block  No. 
2992,  Lot  Nos.  25-32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Daldem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Thomas  A.  Larkin, 
Fire  Dep’t. 

I  Cl  ION  OF  BOARD — Laid  over  to  December  22,  1942 
at  2  P.  M.,  for  further  consideration  by  the  Board. 
_ 

'0-42-A. 

APPLICANT — Eugene  Buonamici,  for  A.  Bennett  Estate, 
owner. 

tUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

'REMISES  AFFECTED— 2797  Third  avenue,  west  side. 
200  ft.  south  of  East  148th  street  (Block  No.  2327, 
Lot  No.  28),  Borough  of  The  Bronx. 

PPEARANCES — 

For  Applicant :  Eugene  Buonamici. 

For  Administration  :  Insp.  Meyer,  Fire  Dep’t. 

CTION  OF  BOARD— Laid  over  to  December  22,  1942 
at  2  P.  M.,  pending  an  inspection  by  a  committee 
of  the  Board. 


10-42-A. 

IPPLICANT — Leonardo  Lamp  Manufacturing  Company 
(lessee),  for  S.  and  A.  Realty  Company,  owner. 

OBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

REMISES  AFFECTED — 591  Broadway,  west  side,  200 
ft.  south  of  Houston  street  (6th  floor)  ;  (Block 
No.  512,  Lot  No.  16),  Borough  of  Manhattan. 

’  PPEARANCES— 

For  Applicant :  Helen  Zuckerman. 

■CTION  OF  BOARD — Laid  oyer  to  December  15,  1942 
at  2  P.  M.,  at  request  of  applicant’s  representative. 


'3-42-A. 

PPLICANT — Benjamin  F.  V.  Driesler,  for  Yeshiva  of 
Washington  Heights,  owner. 

tJBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 565-567  West  185th  street, 
north  side,  100  ft.  east  of  St.  Nicholas  avenue 
(Block  No.  2157,  Lot  Nos.  65  and  66),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Build'ngs. 

ACTION  OF  BOARD — Laid  over  to  December  15,  1942 
at  2  P.  M.  at  written  request  of  applicant. 


718-42-A. 

APPLICANT — George  H.  Holland,  Department  of  Public 
Works,  for  Department  of  Hospitals,  City  of  New 
York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 149-25  Rockaway  Beach  boule¬ 
vard,  south  side,  100  ft.  west  of  Beach  149th  street 
(Block  No.  810,  Lot  No.  1),  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  H.  Holland,  Jacob  Lustig 
and  Julius  C.  Metzle. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Build'ngs. 

ACTION  OF  BOARD — Laid  over  to  December  15,  1942 
at  2  P.  M.,  for  further  consideration  by  the  Board. 


722-42-A. 

APPLICANT — Sidney  Daub,  for  Level  Realty  Corporation, 
owner,  Alexander’s  Department  Stores  Incorpo¬ 
rated,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2515  Grand  concurse,  west  side, 
106.34  ft.  north  of  East  Fordham  road  (Block  No. 
3167,  Lot  No.  76),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  22,  1942 
at  2  P.  M.,  pending  an  inspection  by  a  committee 
of  the  Board. 


738-42-A. 

APPLICANT — Irving  M.  Fenichel,  for  Abiec  Realty  Cor¬ 
poration,  owner  (Nu  Boro  Park  Cleaners,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1265-1269  39th  street,  north 
side,  120  ft.  west  of  13th  avenue  (Block  No.  5294, 
Lot  No.  46),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Thomas  A.  Larkin, 
Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  December  22.  1942 
at  2  P.  M.,  for  further  consideration  by  the  Board. 


796-42-A. 

APPLICANT— S.  Walter  Katz,  for  Beatrice  Shankman, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 101  Greene  street,  west  side, 
244  ft.  10  in.  north  of  Spring  street  (Block  No. 
500,  Lot  No.  28),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  John  Leonard  and  Sam  Krinsky. 
For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  22,  1942 
at  2  P.  M.,  for  further  consideration  by  the  Board. 


185-41-A. 

APPLICANT — Edgar  J.  Moeller,  for  Jackson  Heights- 
Philadelphia  Co.,  Inc.,  and  Queensboro  Investing 
Co.,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 37-02  to  37-20  37th  (Polk) 
avenue,  south  side,  from  75th  to  76th  street,  37-01 
to  37-11  75th  street  and  37-02  to  37-14  76th  street 
(Block  No.  1286,  Lot  Nos.  30  and  38),  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  1 
Negative:  .  0 


633-42-A. 

APPLICANT — Oscar  Goldschlag,  for  Eugene  Higgins, 
owner  (Jumel  Building,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2503-2509  Broadway,  west  side, 
25  ft.  2 1/2  in.  north  of  West  93rd  street  (Block 
No.  1241.  Lot  No.  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag  and  Morse 
Haymes. 

For  Administration:  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


677-42-A. 

APPLICANT — Joseph  Kleinberger,  for  Estate  of  Thomas* 
F.  Murtha,  owner  (Atlantic  Leasing  Company,  In¬ 
corporated,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1576-1578  Broadway,  201  West 
47th  street,  northeast  corner  and  702-708  Seventh 
avenue  (Block  No.  1019,  Lot  No.  29),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy-  Chief  Gunn  4 
Negative:  .  0 


688-42-A. 

APPLICANT— Manhattan  Opera  House  Holding  Company, 
owner. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 311-315  West  34th  street,  nortl 
side,  200  ft.  west  of  Eighth  avenue  (Block  No.  758 
Lot  No.  28),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Gittleson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  ol 
applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  ( 


693-42-A. 

APPLICANT — Alfred  H.  Eccles,  for  Simon  Sussman 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED— 30-36  48th  street,  west  side 
325.23  ft.  south  of  30th  avenue  (Block  No.  729 
Lot  No.  60),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous 
ing  and  Buildings. 

ACTION  OF" BOARD— Appeal  withdrawn  on  written  re 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  - 
Negative :  . 


634-42-S. 

APPLICANT— Commonwealth  Color  and  Chemical  Com 
pany,  lessee,  for  Roloc  Realty  Company,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED— 223  Nevins  street,  southeas 
corner  of  Butler  street  (Block  No.  406,  part  o 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Orey  W.  Pridham.  ( 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep 
A.CTION  OF  BOARD — Application  granted  on  conditioi 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 

THE  RESOLUTION  (634-42-S) 

Whereas,  Commonwealth  Color  and  Chemical  Cc 
lessee,  for  Roloc  Realty  Co.,  owner,  filed  August  19,  194 
an  application  for  variation  of  the  Labor  Law  as  cited  j 
a  decision  of  the  fire  commissioner;  premises  223  Nevit 
street,  southeast  corner  of  Butler  street  (Block  No.  40 
part  of  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dat< 
July  29,  1942,  reads: 

“In  reply  to  your  letter  of  July  10th  you  will  plea 
be  advised  that  no  permit  ma?  be  granted  for  yoi 
employees  to  smoke  in  your  premises  inasmuch  as  it 
an  office  building  connecting  with  a  factory.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stori 
in  height,  62  ft.  9  in.  by  62  ft.  in  area;  Class  3  constru 
tion;  located  in  an  unrestricted  use  district  and  occupy 
since  1937  as  an  office  building,  15  persons;  that  the  bull 
ing  is  equipped  with  sprinkler  and  interior  fire  alarm  s\ 
terns  and  fire  drills  are  not  maintained;  and 
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Whereas,  the  applicant  requests  permission  be  granted 
for  smoking  in  the  office  building  during  business  hours; 
that  no  one  will  be  permitted  to  enter  any  other  portion 
jf  the  plant  while  carrying  lighted  or  unlighted  cigars, 
cigarettes  or  pipes  and  that  the  office  portion  to  which  this 
application  relates,  is  indicated  in  red  on  the  diagram  filed 
with  this  case. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  the  decision  of  the  fire  commissioner, 
dated  July  29,  1942,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  smoking  shall  be  re¬ 
stricted  to  the  area  within  the  office  portion  as  described 
;ind  shall  continue  only  so  long  as  conditions  are  maintained 
to  the  satisfaction  of  the  fire  commissioner  and  that  the 
sprinkler  system  and  interior  fire  alarm  system  are  main¬ 
tained  to  his  satisfaction;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  rules  and 
laws  applicable  thereto  other  than  as  modified  by  the  Board 
under  Cal.  No.  1305-27-A  and  1306-27-S,  including  the  rules 
of  the  Board  as  to  smoking  in  factories. 


711-42-S. 

APPLICANT — Herman  Saperstein,  for  Jefferson  Brass 
Foundry,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 62  Delevan  street,  north  side, 
175  ft.  west  of  Richards  street  (Block  No.  518, 
Lot  No.  35),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Herman  Saperstein. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  B’OARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (711-42-S) 

Whereas,  Herman  Saperstein,  for  Randolph  Ember, 
George  Ember  and  William  Ember,  doing  business  as  Jef¬ 
ferson  Brass  Foundry,  owners,  filed  on  September  29,  1942, 
an  application  for  variation  of  the  requirements  of  the 
Labor  Law  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  62  Delevan  street,  north  side,  175  ft. 
west  of  Richards  street  (Block  No.  518,  Lot  No.  35), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  No.  9506-LF,  issued  by  the  fire  com¬ 
missioner  September  1,  1942,  reads : 

“1.  Arrange  iron  bars  on  windows  so  as  to  be 
readily  movable  Or  removable  from  both  sides  in  such 
manner  as  to  afford  the  free  and  unobstructed  use  of 
such  windows  for  the  purposes  of  egress  as  per  Sec. 
272  of  the  Labor  Law. 

2.  Conspicuously  post  and  keep  posted  signs  pro¬ 
hibiting  smoking,  printed  in:  English  and  other  nec¬ 
essary  languages.  Sec.  283  of  the  Labor  Law. 

3.  Provide  fireproof  receptacles  with  covers  for  the 
storage  of  rubbish.  Sec.  281  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (22  ft.)  in  height,  57  ft.  by  96  ft.  in  area;  of  Class 
3  construction;  erected  1921;  located  in  an  unrestricted  use 
district,  and  occupied  as  a  foundry,  20  persons;  that  there 
are  12  windows  affected,  4"  of  which  are  in  the  office  ex¬ 
tension ;  4  on  the  west  side  of  the  building;  4  on  the  east 
side  of  the  building;  that  there  are  six  doors  which  can  be 
used  as  exits  from  the  building;  and 
Whereas,  the  applicant  contends  as  to  Item  1  of  Order 
Xo.  9506-LF,  that  the  building  is  non-fireproof  and  has  six 
exits  consisting  of  1  from  the  office;  a  double  door  exit 
from  the  front  of  the  building,  two  exits  from  the  east 


side  of  the  building  and  two  exits  from  the  west  side  of 
the  building;  that  there  are  two  windows  in  front  of  the 
building,  one  on  each  side  of  the  exits,  each  7  ft.  wide 
by  9  ft.  7y2  in.  high,  and  located  4J4  ft.  above  floor;  that 
there  are  two  similar  windows  in  the  rear  of  the  building; 
that  none  of  these  four  windows  have  iron  bars ;  that  they 
are  equipped  with  rolling  iron  shutters  on  the  inside,  which 
are  drawn  at  night;  that  on  the  east  side  of  the  building, 
there  are  four  windows  of  similar  size  and  four  on  the 
west  side  of  similar  size;  that  these  windows  are  barred; 
that  in  the  office  addition,  there  is  one  window  at  front, 
one  window  on  the  east  side  and  two  windows  in  the  rear 
of  the  addition ;  that  these  windows  are  ordinary  size  and 
are  barred;  that  in  view  of  the  construction  of  the  building 
and  the  number  of  exits,  that  exist,  there  is  no  necessity 
to  order  the  change;  that  the  company  is  engaged  in  war 
work  on  metals,  with  an  AA-1  priority;  that  bars  were 
installed  in  order  to  prevent  possible  burglary  of  these 
essential  metals;  and 

Whereas,  the  applicant  contends  as  to  Item  2  of  Order 
No.  9506-LF,  that  the  employees  have  threatened  to  quit  in 
the  event  that  smoking  is  prohibited  and  under  present  cir¬ 
cumstances  it  is  impossible  to  obtain  new  employees ;  and 

Whereas,  the  applicant  contends  as  to  Item  3  of  Order 
No.  9506-LF,  that  there  is  no  rubbish  of  any  sort  in  the 
foundry,  except  metal  and  therefore  there  is  no  necessity 
for  any  fireproof  receptacles ;  and 

Whereas,  the  applicant  states  that  on  September  25, 
1942,  the  fire  commissioner  refused  permission  to  smoke  in 
the  following  decision : 

“Regarding  your  request  for  permission  to  smoke  in 
these  premises  please  be  informed  that  we  are  without 
authority  to  grant  such  permission.” 

and 

Whereas,  the  applicant  contends  as  to  the  decision  of  the 
fire  commissioner  dated  September  25,  1942,  that  the  rules 
of  the  Board  of  Standards  and  Appeals,  adopted  August  12, 
1918,  Rule  2,  Subdivision  b,  specifically  permits  smoking  in 
a  foundry  such  as  is  contained  in  the  building  in  question ; 
and 

Whereas,  Certificate  of  Occupancy  No.  8043,  was  issued 
April  18,  1921,  permitting  the  building  to  be  used  as  foun¬ 
dry  and  office,  and  Certificate  of  Occupancy  No.  104187, 
issued  January  20,  1942,  on  N.  B.  Application  No.  2351-41, 
permitted  the  use  of  a  Class  5  storage  building  for  the 
storage  of  castings. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  Order  No.  9506-LF  of  the  fire  commis¬ 
sioner  and  that  the  application  be  and  it  hereby  is  modified 
as  to  Objection  No.  1,  o)i  condition  that  the  exits  as  shown 
on  plans  filed  with  this  application  marked  “Received  No¬ 
vember  13,  1942”  shall  be  maintained  together  with  a  clear 
way  therefrom  to  street  at  all. times;  as  to  Objection  No. 
2,  that  smoking  may  be  permitted  under  the  Smoking  in 
Factory  Rules  adopted  by  the  Board;  and  as  to  Objection 
No.  3  that  fireproof  receptacles  for  the  storage  of  rubbish 
need  not  be  furnished  unless  the  fire  commissioner  finds 
that  rubbish  is  being  accumulated  and  such  receptacles  arc 
necessary. 


757-42-A. 

APPLICANT — Jack  Z.  Cohen,  for  Jean  Perfit,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1517  54th  street,  north  side, 
137  ft.  6  in.  east  of  15th  avenue  (Block  No.  5477, 
Lot  Nos.  65  and  67),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Jean  Perfit. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted,  revoking  Certifi¬ 
cate  of  Occupancy  No.  84811-37. 
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THE  VOTE  TO  REVOKE  CERTIFICATE  OF  OCCU¬ 
PANCY  NO.  84811-37— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Clnet  uunn  4 
Negative:  .  0 

THE  RESOLUTION  (757-42-A) 

Whereas,  Jack  Z.  Cohen,  for  Jean  Perht,  owner,  filed  on 
October  26,  1942  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1517  54th  street,  north 
side,  137  ft.  6  in.  east  of  15th  avenue  (Block  No.  5477, 
Lot  Nos.  65  and  67),  Borough  of  Brooklyn,  and  an  appli¬ 
cation  for  revocation  of  Certificate  of  Occupancy  No. 
84811-37  affecting  such  premises;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  14,  1942  on  Alt.  Applic.  No.  2907-42,  reacts: 

“1.  Housing  Division  Records  show  building  for¬ 
merly  a  heretofore  converted  dwelling  Class  A  and 
converted  to  a  non-tenement  under  Permit  #6601-37. 
Certificate  of  Occupancy  #84811-37  issued  for  two 
families.  Your  request  in  application  to  revoke  Certifi¬ 
cate  of  Occupancy  is  denied  as  Borough  Superintendent 
is  without  power  to  revoke  same.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (34  ft.)  in  height,  24  ft.  by  58  ft.  in  area,  of  class 
4  construction,  erected  in  1905,  located  in  a  residence  use 
district  and  occupied:  cellar — ordinary;  1st  floor — 1  fam¬ 
ily  ;  2nd  floor  and  3rd  floor  combined — 1  family ;  proposed 
to  be  occupied:  cellar — ordinary;  1st  floor — 1  family;  2nd 
floor — 1  family ;  3rd  floor— 1  family ;  that  Certificate  of 
Occupancy  No.  84811  issued  November  1,  1937,  permitted 
the  use  of  the  building  tor  one  family  on  the  first  floor 
and  one  family  on  the  second  and  third  floors  combined 
and  was  issued  under  Permit  6601-37 ;  and 

Whereas,  Violation  4402-41  issued  October  14,  1941,  was 
for  maintaining  a  three  family  dwelling  without  a  Certifi¬ 
cate  of  Occupancy  in  violation  of  Section  C26-184.0  of  the 
Administrative  L,ode;  and 

Whereas,  the  applicant  contends  that  under  Building  No¬ 
tice  6601-37,  an  application  was  approved  to  change  the 
building  from  three  families  to  two  families;  that  such 
application  contained  no  plans  but  merely  a  statement  that 
all  plumbing  fixtures,  except  those  necessary  for  two  fam¬ 
ilies,  will  be  removed ;  that  the  Certificate  of  Occupancy 
issued  under  B.  N.  6601-37  should  not  have  been  issued  as 
the  physical  layout  of  the  building  which  was  unchanged 
is  designed,  arranged  and  intended  for  three  family  occu¬ 
pancy  having  a  complete  apartment  on  each  of  the  1st,  2nd 
and  3rd  stories ;  that  the  owner  proposes  to  comply  with 
the  Multiple  Dwelling  Law  and  therefore  requests  revoca¬ 
tion  of  Certificate  of  Occupancy  No.  84811,  so  that  the 
building  may  revert  to  the  former  classification  of  a  here¬ 
tofore  converted  dwelling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  2907-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  revoking  Certificate  of  Occupancy  No.  84811-37, 
permitting  the  occupancy  of  the  building  for  two  (2) 
families,  to  permit  owner  to  comply  with  the  requirements 
of  Article  6  of  the  Multiple  Dwelling  Law  for  occupancy 
for  three  families. 


765-42-S. 

APPLICANT — M.  Allen  Schlendorf,  for  Liebmann  Brew¬ 
eries,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 46  Evergreen  avenue,  west  side, 
45  ft.  north  of  Forrest  street  (Office  36  Forrest 
street)  ;  (Block  No.  3142,  part  of  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  M.  Allen  Schlendorf  and  Herman 
Reese. 

For  Administration :  Thos.  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deouty  Chief  Gunn  4 

Negative:  .  C 

THE  RESOLUTION  (765-42-S) 

Whereas,  M.  Allen  Schlendorf,  for  Liebmann  Breweries, 
Inc.,  owner,  ffiled  on  October  29,  1942  an  application  foi 
variation  of  the  requirements  of  the  Labor  Law  as  diet 
in  a  decision  of  the  fire  commissioner,  affecting  premises 
46  Evergreen  avenue,  west  side,  45  ft.  north  of  Forrest 
street  (Block  No.  3142,  part  of  Lot  No.  1)  (described  ir 
Fire  Department  records  as  36  Forrest  street),  Borougl: 
of  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner  datec 
October  23,  1942,  reads : 

“In  response  to  your  letter  of  October  21,  1942  re¬ 
questing  permission  to  smoke  in  the  locker,  rest  room; 
and  toilets  of  the  above-mentioned  premises,  you  will 
please  be  informed  that  no  permit  may  be  issued  by  the 
Fire  Commissioner. 

The  Section  of  the  Labor  Law  to  which  you  refei 
specified  that  the  Board  may  grant  such  a  permit 
This  Board  is  the  Board  of  Standards  and  Appeals 
Room  1000,  Municipal  Building,  Manhattan.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1 
stories  (40  ft.)  in  height,  55  ft.  by  70  ft.  m  area,  of  class  ] 
and  class  3  construction,  erected  in  1900,  located  in  an  un¬ 
restricted  use  district  and  occupied :  basement — keg  storage 
— 2  persons;  1st  floor — wash  house — 15  persons;  2nd  flooi 
tank  room  and  locker  room — 50  persons ;  that  the  building 
is  equipped  with  one  3  ft.  3  in.  steel  stairs  enclosed  withii 
masonry  walls  on  2nd  floor,  equipped  with  wood  doors; 
and 

Whereas,  the  applicant  requests  permission  to  smoke  ir 
the  locker  room  on  the  2nd  floor  at  the  Evergreen  avenu< 
front  of  the  building,  as  indicated  on  2nd  floor  plan  filet 
with  this  application  marked  “Received  October  29,  1942” 
and 

Whereas,  the  applicant  contends  that  to  afford  relaxatior 
to  employees  during  the  lunch  hour,  application  is  made  tc 
permit  smoking  in  the  locker  room ;  that  the  fire  hazard  i: 
cut  to  a  minimum,  due  to  the  nature  of  the  industry;  tha 
there  are  non-combustible  surfaces  and  materials  surround¬ 
ing  the  area  in  question ;  that  locker  rooms  in  brewerie: 
are  constantly  wet  as  well  as  all  other  processing  area: 
and  hazards  from  smoking  are  reduced  to  a  minimum 
that  providing  a  designated  time  and  place  for  smoking  ir 
safe  surroundings,  would  prevent  carelessness  and  hazard 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  make  a  variation  in  the  requirements  of  the  Labo: 
Law,  as  cited  in  a  decision  of  the  fire  commissioner  datet 
October  23,  1942,  and  that  the  application  be  and  it  hereb? 
is  granted  on  condition  that  no  smoking  shall  be  permittee 
within  the  building  other  than  in  the  locker  room,  as  indi 
cated  on  plans  filed  with  this  application  marked  “Receivet 
October  29,  1942” ;  that  such  signs  shall  be  installet 
throughout  the  premises  as  the  fire  commissioner  shall  di 
rect,  limiting  the  smoking  as  herein  permitted ;  that  in  al 
other  respects,  the  rules  of  the  Board  as  to  Smoking  ii 
Factories  shall  be  complied  with. 


766-42-S. 

APPLICANT — M.  Allen  Schlendorf,  for  Liebmann  Brew 
eries,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci 
sion  of  the  fire  commissioner. 
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I 

PREMISES  AFFECTED— 67-69  Noll  street  and  66-74 
Evergreen  avenue,  northwest  corner  (Ottice  36 
Forrest  street)  ;  (Block  No.  3146,  part  of  Lot  No. 
1),  Borough  of  Brooklyn. 

UPPEARAN  CES — 

For  Applicant:  M.  Allen  Schlendorf  and  Herman 
Reese. 

For  Administration:  Thos.  A.  Larkin,  Fire  Dep’t. 
\CTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (766-42-S) 

Whereas,  M.  Allen  Schlendorf,  for  Liebmann  Breweries, 
Inc.,  owner,  filed  October  29,  1942,  an  application  for  varia- 
ion  of  the  Labor  Law  as  cited  in  a  decision  of  the  fire 
;ommissioner ;  premises  67-69  Noll  street  and  67-74  Ever¬ 
green  avenue,  northwest  corner  (designated  in  Fire  Dept, 
-ecords  as  36  Forrest  street)  ;  (Block  No.  3146,  part  of 
Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
Dctober  23,  1942,  reads : 

“In  response  to  your  letter  of  October  21,  1942,  re¬ 
questing  permission  to  smoke  in  the  locker,  rest  room 
and  toilets  of  the  above  mentioned  premises,  you  will 
please  be  informed  that  no  permit  may  be  issued  by 
the  Fire  Commissioner. 

The  section  of  the  Labor  Law  to  which  you  refer 
specifies  that  the  Board  may  grant  such  a  permit.  This 
Board  is  the  Board  of  Standards  and  Appeals,  Room 
1000,  Municipal  Building,  Manhattan.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  and  cellar  (64  ft.)  in  height,  56  ft.  by  80  ft.  in 
area;  Class  1  and  3  construction;  erected  in  1890;  located 
in  an  unrestricted  use,  B  area  district ;  occupied :  Cellar, 
;onc.rete  water  vats— 0  occupants;  1st  floor,  brewing  mate¬ 
rials,  2  persons ;  2nd  floor,  locker  room  and  wort  reservoir, 
’'ZO  persons ;  3rd  floor,  brewing  materials,  1  person ;  4th 
floor,  same ;  no  change  proposed  in  occupancy ;  that  the 
building  is  equipped  with  one  3  ft.  wide  iron  stairway  with 
brick  enclosure  equipped  with  fireproof  self-closing  tin  clad 
sliding  doors ;  that  this  stairway  leads  to  roof,  but  does  not 
.lead  direct  to  street;  and 

Whereas,  the  applicant  requests  permission  to  smoke  in 
the  locker  room  on  the  2nd  floor,  as  indicated  on  plan  filed 
with  this  application  marked  “Received  October  29,  1942” ; 

nd 

Whereas,  the  applicant  contends  that  to  afford  relaxation 
to  employees  during  the  lunch  hour,  application  is  made 
to  permit  smoking  in  the  locker  room  ;  that  the  fire  hazard 
lis  cut  to  a  minimum  due  to  the  nature  of  the  industry; 
that  there  are  non-combustible  surfaces  and  materials  sur¬ 
rounding  the  area  in  question ;  that  locker  rooms  in  brew- 
jeries  are  constantly  wet  as  well  as  all  other  processing  areas 
bind  hazards  from  smoking  are  reduced  to  a  minimum;  that 
providing  a  designated  time  and  place  for  smoking  in  safe 
surroundings  would  prevent  carelessness  and  hazard. 

^  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
•’i  Law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
„  October  23,  1942,  and  that  the  application  be  and  it  hereby 
is  granted  on  condition  that  no  smoking  shall  be  permitted 
within  the  building  other  than  in  the  locker  room,  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Received 
October  29,  1942”;  that  such  signs  shall  be  installed  through¬ 
out  the  premises  as  the  fire  commissioner  shall  direct,  limit¬ 
ing  the  smoking  as  herein  permitted ;  that  in  all  other  re¬ 
spects,  the  rules  of  the  Board  as  to  smoking  in  factories 
shall  be  complied  with. 


767-42-S. 

APPLICANT — M.  Allen  Schlendorf,  for  Liebmann  Brew¬ 
eries,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED— 84-90  Stanwix  street  and  38-44 
Montieth  street,  southeast  corner  (Office  36  Forrest 
street)  ;  (Block  No.  3142,  part  of  Lot  No.  1),  Bor¬ 
ough  of  Brooklvn. 

APPEARANCES — 

For  Applicant :  M.  Allen  Schlendorf  and  Herman 
Reese. 

For  Administration:  Thos.  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
.Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . 

THE  RESOLUTION  (767-42-S) 

Whereas,  M.  Allen  Schlendorf,  for  Liebmann  Breweries, 
Inc.,  owner,  filed  October  29,  1942,  an  application  for  varia¬ 
tion  of  the  Labor  Law  as  cited  in  a  decision  of  the  fire 
commissioner,  premises:  84-90  Stanwix  street  and  38-44 
Montieth  street,  southeast  corner  (designated  in  Fire  Dept, 
records  as  36  Forrest  street)  ;  (Block  No.  3142,  part  of  Lot 
No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
October  23,  1942,  reads : 

“In  response  to  your  letter  of  October  21,  1942,  re¬ 
questing  permission  to  smoke  in  the  locker,  rest  rooms 
and  toilets  of  the  above  mentioned  premises,  you  will 
please  be  informed  that  no  permit  may  be  issued  by  the 
Fire  Commissioner. 

The  Section  of  the  Labor  Law  to  which  you  refer 
specifies  that  the  Board  may  grant  such  a  permit.  This 
Board  is  the  Board  of  Standards  and  Appeals,  Room 
1000,  Municipal  Building,  Manhattan.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  and  basement  (35  ft.)  in  height,  100  ft.  by  80  ft.  in 
area;  erected  in  1912;  located  in  an  unrestricted  B  area 
district;  Class  1  and  3  construction;  occupied:  basement — 
bottling  plant,  15  persons;  1st  floor,  same,  15  persons;  2nd 
floor,  bottling  plant  and  locker  room,  50  persons;  that  the 
building  is  equipped  with  two  stairways  of  steel  construction 
unenclosed,  one  of  which  is  3  ft.  wide  and  the  other  3  ft. 
6  in.  wide  and  none  of  which  goes  to  roof  or  direct  to 
street ;  and 

Whereas,  the  applicant  requests  permission  to  smoke  in 
the  locker  room  on  the  2nd  floor,  as  indicated  on  plan  filed 
with  this  application  marked  “Received  October  29,  1942”; 
and 

Whereas,  the  applicant  contends  that  to  afford  relaxation 
to  employees  during  the  lunch  hour,  application  is  made  to 
permit  smoking  in  the  locker  room;  that  the  fire  hazard  L 
cut  to  a  minimum  due  to  the  nature  of  the  industry ;  that 
there  are  non-combustible  surfaces  and  materials  surround¬ 
ing  the  area  in  question ;  that  locker  rooms  in  breweries  are 
constantly  wet  as  well  as  all  other  processing  areas  and 
hazards  from  smoking  are  reduced  to  a  minnuum  ;  that  pro¬ 
viding  a  designated  time  and  place  for  smoking  in  safe  sur¬ 
roundings  would  prevent  carelessness  and  hazard. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law.  as  cited  in  a  decision  of  the  fire  commissioner  dated 
October  23,  1942.  and  that  the  application  be  and  it  hereby 
is  granted  on  condition  that  no  smoking  shall  be  permitted 
within  the  building  other  than  in  the  locker  room,  ns  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Received 
October  29,  1942” ;  that  such  signs  shall  be  installed  through¬ 
out  the  premises  as  the  fire  commissioner  shall  direct,  limit¬ 
ing  the  smoking  as  herein  permitted ;  that  in  ah  other 
respects,  the  rules  of  the  Board  as  to  smoking  in  factories 
shall  be  complied  with. 
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768-42-S. 

APPLICANT — M.  Allen  Schlendorf,  for  Liebmann  Brew- 
eries,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 63  Noll  street,  north  side,  84 
ft.  west  of  Evergreen  avenue  (Office  36  Forrest 
street)  ;  (Block  No.  3146,  part  of  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  M.  Allen  Schlendorf  and  Herman 
Reese. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and-  Deputy  Chief  Gunn  4 
Negative:  .  9 

THE  RESOLUTION  (768-42-S) 

Whereas,  M.  Allen  Schlendorf,  for  Liebmann  Breweries, 
Inc.,  owner,  filed  on  October  29,  1942  an  application  for 
variation  of  the  requirements  of  the  Labor  Law  as  cited  in 
a  decision  of  the  fire  commissioner,  affecting  premises  63 
Noll  street,  north  side,  84  ft.  west  of  Evergreen  avenue 
(designated  in  Fire  Department  records  as  36  Forrest 
street);  (Block  No.  3146,  part  of  Lot  No.  1),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
October  23,  1942,  reads : 

“In  response  to  your  letter  of  October  21,  1942  re¬ 
questing  permission  to  smoke  in  the  locker,  rest  rooms 
and  toilets  of  the  above-mentioned  premises,  you  will 
please  be  informed  that  no  permit  may  be  issued  by  the 
Fire  Commissioner. 

The  Section  of  the  Labor  Law  to  which  you  refer 
specified  that  the  Board  may  grant  such  a  permit.  This 
Board  is  the  Board  of  Standards  and  Appeals,  Room 
1000,  Municipal  Building,  Manhattan.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(25  ft.)  in  height,  24  ft.  by  61  ft.  in  area;  of  class  1  and 
3  construction,  erected  in  1913,  located  in  an  unrestricted 
use  district  and  used  and  occupied  as  follows:  1st  floor — 
pipe  and  forge  shop — 5  persons ;  2nd  floor — locker  room — 
40  persons ;  that  the  building  is  equipped  with  one  3  ft.  6  in. 
stairway  which  does  not  lead  to  roof  or  street ;  and 

W hereas,  the  applicant  requests  permission  to  smoke  in 
the  looker  room  on  the  2nd  floor,  as  indicated  on  plan  filed 
with  this  application  marked  “Received  October  29,  1942”; 
and 

Whereas,  the  applicant  contends  that  to  afford  relaxation 
to  employees  during  the  lunch  hour,  application  is  made  to 
permit  smoking  in  the  locker  room ;  that  the  fire  hazard 
is  cut  to  a  minimum  due  to  the  nature  of  the  industry ;  that 
there  are  non-combustible  surfaces  and  materials  surround¬ 
ing  the  area  in  question ;  that  locker  rooms  in  breweries  are 
constantly  wet  as  well  as  all  other  processing  areas  and 
hazards  from  smoking  are  reduced  to  a  mirnmum ;  that 
providing  a  designated  time  and  place  for  smoking  in  safe 
surroundings  would  prevent  carelessness  and  hazard. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
July  29,  1942,  and  that  the  application  be  and  it  herebv  is 
granted  on  condition  that  no  smoking  shall  be  permitted 
within  the  build’ng  other  than  in  the  locker  room  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Received 
October  29.  1942”;  that  such  signs  shall  be  installed  through¬ 
out  the  premises  as  the  fire  commiss’oner  shall  direct,  limit¬ 
ing  the  smoking  as  herein  permitted ;  that  in  all  oTier  re¬ 
spects.  the  rules  of  the  Board  as  to  smoking  in  factories 
shall  be  complied  with. 


784-42-A. 

APPLICANT — Lama  and  Proskauer,  for  Patsy  Esposito, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 59  South  Ninth  street,  north¬ 
east  corner  of  Wythe  avenue  (Block  No.  2136,  Lot, 
No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted,  revoking  Certifi¬ 
cate  of  Occupancy  No.  1 00374-41 . 

THE  VOTE  TO  REVOKE  CERTIFICATE  OF  OCCU¬ 
PANCY  NO.  100374-41 — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . .  0: 

THE  RESOLUTION  (784-42-A) 

Whereas,  Lama  and  Proskauer,  for  Patsy  Esposito, 
owner,  filed  on  November  9,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent  and  an  application  to  revoke 
Certificate  of  Occupancy  No.  100374-41,  affecting  premises 
59  South  9th  street,  northeast  corner  Wythe  avenue  (Block 
No.  21 36,  Lot  No.  1),  Borough  of  Brooklyn;  and 
W hereas,  the  decision  of  the  borough  superintendent 
dated  November  6,  1942,  on  Alt.  Applic.  No.  101-41  reads: 
“1.  Housing  Division  Records  show  former  old  law 
Tenement  converted  to  a  non-tenement  under  Dept,  of 
Buildings  Permit  5763-40  and  C.  O.  100374/41  issued. 
Building  as  altered  to  comply  with  Sec.  8,  subdiv.  1, 
for  a  hereafter  erected  multiple  dwelling.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories 
(43  ft.  6  in.)  in  height,  22  ft.  by  45  ft.  in  area,  of  class  3 
construction,  erected  about  1902,  located  in  an  unrestricted 
use  district  and  occupied  as  follows:  cellar — ordinary;  1st 
floor — store ;  2nd  floor — dwelling — 1  family ;  3rd  floor — 
dwelling — 1  family ;  4th  floor  vacant ;  proposed  to  be  occu¬ 
pied :  cellar — ordinary;  1st  floor — store;  2nd  floor — 1  fam-. 
ily;  3rd  floor — 1  family;  and  4th  floor,  1  family  and 
Whereas,  the  applicant  contends  that  this  is  an  appeal  to 
revoke  Certificate  of  Occupancy  No.  100374  issued  under 
Permit  No.  5763-40,  permitting  the  building  to  be  occupied 
on  the  2nd,  3rd  and  4th  floors  by  one  family  each  and  as 
a  store  on  the  ground  floor;  that  at  the  time  Permit  No.. 
5763-40  was  issued,  there  was  a  multiple  violation  outstand¬ 
ing,  requiring  the  fire- retarding  of  the  halls  and  including] 
several  other  violations ;  that  the  owners  at  that  time  re¬ 
moved  the  building  from  the  multiple  dwelling  classifica¬ 
tion;  that  the  present  owner  has  complied  with  the  then 
pending  violations  and  applied  for  a  Certificate  of  Occupancy 
for  three  families  and  store;  that  the  building  is  designed 
as  a  three  family  building  and  the  present  owners  request 
that  the  existing  Certificate  of  Occupancy  be  revoked  and 
the  building  be  reclassified  to  its  original  status. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  101-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  revoking  Certificate  of  Occupancy  No.  100374-41,  to 
permit  the  owner  to  comply  with  the  provisions  of  Article  7 
of  the  Multiple  Dwelling  Law. 


145-42-A. 

APPLICANT — John  J.  Asselta,  for  Chamgreen  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 303-307  Greenwich  street, 
northeast  corner  of  Chambers  street  (Block  No. 
140,  Lot  No.  15),  Borough  of  Manhattan. 
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’  T’EA  R  ANCES — 

For  Applicant:  John  J.  Asselta. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

CTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  „ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . 

HE  RESOLUTION  (145-42-A) 

Whereas,  John.  J.  Asselta,  for  Chamgreen  Corporation, 
,vner,  filed  on  February  19,  1942  an  appeal  from  a  decision 
t  the  borough  superintendent;  premises  303-307  Greenwich 
reet,  northeast  corner  of  Chambers  street  (Block  No.  140, 
ot  No.  15),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
.It.  Applic.  No.  315-41,  dated  January  20,  1942,  reads: 

“1.  Construction  as  shown  contrary  to  2.4.1.  B.  Code. 

a.  Incombustible  materials  required. 

b.  Drain  marquise  to  sewer. 

c.  Marquise  lawful  only  on  entrances  to  public 
bldgs.,  theatres,  hotels,  M.  Dllgs.,  Large  Dep  t  Stores 
and  similar  structures  of  a  public  nature. 

Whereas,  the  applicant  states  that  the  building  is  five 
tories  (55  ft.)  in  height;  78  ft.  10  in.  by  107  ft.  in  aiea, 
f  Class  3  construction ;  located  in  an  unrestricted  use  dis- 
rict;  erected  in  1885;  and  occupied  throughout  for  the 

torage  of  butter  and  eggs;  and 
Whereas,  Violation  No.  152-41  was  issued  Januaiy  J, 
941  for  changing  the  supports  of  awning  on  front  of  build- 
ng  without  filing  plans  and  obtaining  a  permit ,  and 
Whereas  the  applicant  contends  that  the  piemises  aie 
ocated  in  the  wholesale  butter,  eggs  and  cheese  market 
irea;  that  the  marquise  has  been  maintained  in  front  oi 
liese  premises  for  upwards  of  4o  years  and  is  absolutely 
‘ssential  to  the  conduct  of  the  business;  that  the  marquise 
,vas  attached  to  the  elevator  structure  and  due  to  an  order 
from  the  Transit  Commission  a  contractor  was  eneaged  to 
nstall  rods  supporting  the  marquee  to  the  front  wall  of  the 
mil  ding;  that  upon  completion  of  the  work  violation  was 
served  and  plans  filed  to  remove  such  violation;  that  the 
existence  of  the  marquise  for  the  length  of  time  heretofore 
mentioned  precludes  the  application  of  Section  2.4.1  of  the 
Building  Code  and  that  the  use  of  the  marquise  is  essential 
to  the  business  and  its  present  use  should  be  allowed;  and 
Whereas,  this  appeal  was  granted  by  the  Board  on  March 
24.  1942,  on  certain  conditions  and  the  resolution  read  as 

follows :  ,  ,  .  , 

" Resolved ,  that  the  dec’sion  of  the  borough  superin¬ 
tendent,  on  Alt.  Applic.  315-41,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  c/vontcd  on  condition  that  the  marquee  shall 
be  constructed  substantially  as  indicated  on  plans  filed 
with  the  borough  superintendent  and  shall  be  not  neaiei 
than  two  feet  to  the  proposed  new  location  of  curb; 
that  this  variation  is  for  a  term  of  two  (2)  years  from 
the  date  of  this  resolution  and  only  so  long  as  the 
premises  are  used  as  at  present  for  the  wholesaling  oi 
food  products.” 

Whereas,  the  applicant  requested  an  amendment  of  the 

resolution.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend,  the  resolution  adopted  March  24,  1942,  by 
adding  thereto : 

“*  *  *  that  until  such  time  as  the  roadway  is 

widened,  and  the  curb  reset  in  a  new  location,  the  mar¬ 
quee  mav  be  permitted  to  be  not  nearer  than  two  (21 
ft.  from  the  location  of  the  existing  curb  *  *  *  ” 


APPLIANCE  AND  MATERIAL  SUBMITTED 
FOR  APPROVAL. 

487-42-SM. 

APPLICANT— New  York  Trap  Rock  Corporation,  owner. 
SUBTECT— Haverstraw  Trap  Rock  (Concrete  Aggregate) 
as  produced  by  the  New  York  Trap  Rock  Corpora¬ 
tion,  approval  of. 

APPEARANCES— 

For  Applicant :  Edward  B.  Kirby. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . 

THE  RESOLUTION  (487-42-SM) 

Whereas,  the  New  York  Trap  Rock  Corporation,  owner, 
filed  on  June  17,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Haverstraw  Trap  Rock  (Concrete  Aggregate),  as 
produced  by  the  New  York  Trap  Rock  Corporation;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  25,  1942. 

Re  :  Cal.  No.  487-42-SM. 

Subject:  Haverstraw  Trap  Rock  (Concrete  Aggregate) 
as  produced  by  the  New  York  Trap  Rock  Corp.. 
approval  of. 

The  New  York  Trap  Rock  Corporation  filed  on  June 
17,  1942,  an  application  for  the  approval  of  Haverstraw 
Trap  Rock,  a  crushed  stone,  produced  at  the  applicant’s 
plant  located  at  Haverstraw,  New  York,  under  the  re¬ 
quirements  of  Section  C26-178.0,b,  for  use  under  the 
pertinent  provisions  of  Sub.  Art.  5,  “Reinforced  Con¬ 
crete  Construction”  of  Article  9  “Construction”  of  the 
Administrative  Building  Code. 

The  manufacturing  processes  are  as  follows :  _  The 
rock  is  quarried  from  two  faces;  overburden  is  re¬ 
moved  from  the  upper  face  by  hand  with  pick  and 
shovel.  The  top  of  the  second  £ace  is  the  floor  of  the 
upper  face  and  no  stripping  is  required.  Blasting  holes 
are  drilled  with  well  drills  using  water  as  a  lubricant. 
The  water  mixed  with  stone  dust  created  by  the  drills 
is  baled  out  and  observed  by  the  driller  to  determine 
the  location  of  pockets  of  imperfect  stone.  Due  to 
the  toughness  of  the  stone,  blasting  is  done  with  Du¬ 
pont’s  Nitramon  “D”  in  34  lb.  cans.  Secondary  blast¬ 
ing  of  large  sizes  is  done  by  using  dynamite  in  holes 
drilled  with  jack  drills  approximately  1§4  to  1 A"  in 
diameter.  When  blasted  the  stone  is  loaded  into  10 
yard  trailer  trucks  by  electric  shovels  and  hauled  to 
the  primary  crusher.  The  primary  crusher  is  a  Bull 
Dog  Jaw  Crusher  manufactured  by  the  Traylor  Engi¬ 
neering  Company  and  has  a  capacity  of  approximately 
500  cu.  yds.  per  hr.  and  can  handle  stone  up  to  60" 
square  and  48"  in  thickness.  The  Bull^  Dog  Crusher 
breaks  the  stone  into  pieces  not  over  18"  long  and  12" 
thick  and  the  stone  is  then  fed  to  two  gyratory  crushers 
which  reduce  it  to  a  maximum  size  of  9".  All  stone 
over  3XA"  in  diameter  is  scalped  off  by  revolving  screens 
and  fed  to  a  second  set  of  gyratory  crushers  and  thence 
fed  to  scalping  screens  where  large  sizes  are  fed  back 
to  a  set  of  Symons  Cone  Crushers.  From  the  crushing 
operations,  the  stone  is  conveyed  by  belts  to  screening 
building  where  it  is  separated  into  the  following  sizes: 
2j/2",  l1/?",  1JA",  A",  5/4",  3A",  A",  sand  and  dust  The 
stone  is  stored  in  silos  according  to  size  and  blended  on 
order  to  meet  specifications.  The  blending  is  performed 
by  feeding  to  regulated  openings  at  bottom  of  silo  to 
a  belt  which  leads  to  the  wash  house.  After  blending 
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the  stone  is  carried  to  the  wash  house  which  is  a  3 
story  building;  the  stone  is  tumbled  over  a  series  of 
baffles  to  the  first  floor.  As  the  stone  passes  over  the 
baffles  it  is  washed  by  the  water  under  pressure  at  the 
rate  of  approximately  y7  ton  of  water  for  each  ton  of 
stone  washed.  The  stone  is  carried  by  a  belt  conveyor 
from  the  wash  house  to  the  loading  chute  where  it  is 
loaded  on  flat  bottom  scows  having  a  capacity  of  600 
to  700  cubic  yards. 

The  controls  on  the  manufacturing  process  are  as 
follows  :  The  applicant  maintains  its  own  testing  labora¬ 
tory  where  each  blended  boat  load  of  stone  is  tested 
for  size  to  determine  if  the  specifications  are  met. 
Samples  for  these  tests  are  taken  at  the  start  of  load¬ 
ing  of  each  boat,  and  if  tests  indicate  that  specifications 
are  not  complied  with  as  to  size,  adjustments  are  im¬ 
mediately  made  to  correct  for  same.  Three  to  five 
check  tests  are  made  on  each  boat  load  to  insure  ac¬ 
curacy. 

Samples  of  this  trap  rock  were  submitted  to  the 
Haller  Engineering  Associates,  Inc.  for  test  with  the 
following  results  as  indicated  by  Laboratory  Report 
No.  54969  dated  October  23,  1942. 

Analysis. 


Required 

Passing  %  ASTM  C33-39 

i  y7" .  100.0  100 

1" .  100.0  90—100 

Va" .  69.09 

.  41.82  25—  60 

Y%" .  16.37 

#4 .  4.37  0—  10 

#8 .  0.C0 


Los  Angeles  Abrasion — 16.5. 

Note:  Material  complies  with  requirements  of 
New  York  City  Building  Code  for  concrete 
aggregate. 


Whereas,  this  report  recommended  the  approval  of  th 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dot 
hereby  approve  the  material  known  as  Harvester  Trap  Roc 
(Concrete  Aggregate)  as  produced  by  the  New  York  Tra 
Rock  Corporation,  on  condition  that  the  material  be  mam 
factured  and  labelled,  stamped  or  tagged  in  accordanc 
with  above  report. 


781-42-SA. 

APPLICANT— American  Fire  Prevention  Bureau,  Incoi 
porated,  owner. 

SUBJEC  T — Derby  Type  B  Electrically  Operated  Remot 
Control  Valve  for  Standpipe  and  Sprinkler  Sy; 
terns,  approval  of. 

APPEARANCES— 

For  Applicant:  John  H.  Derby. 

ACTION  OF  BOARD — Appliance  approved  in  accordanc 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 


THE  RESOLUTION  (781-42-SA) 

Whereas,  the  American  Fire  Prevention  Bureau,  Inc 
owner,  filed  on  November  6,  1942,  an  application  with  th 
Board  of  Standards  and  Appeals  for  approval  of  the  appli 
ance  known  as  the  Derby  Type  B  Electrically  Operate 
Remote  Control  Valve  for  Standpipe  and  Sprinkler  Sys 
terns ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committei 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


Recommendations. 

On  the  basis  of  the  foregoing  data,  it  is  recommended 
by  the  Committee  on  Tests  that  Haverstraw  Trap  Rock 
as  produced  by  the  New  York  Trap  Rock  Corp.  at  its 
Haverstraw  plant  be  approved  for  use  in  New  York 
City  under  Section  C26-191.0,  Administrative  Building 
Code  as  fine  and  coarse  aggregates  under  the  following 
requirements : 

1.  That  each  scow  destined  for  use  in  New  York 
City  shall  be  accompanied  by  a  delivery  slip  stating  in 
addition  to  the  source  of  the  material,  the  gradation, 
and  it  shall  bear  the  following  stamp  or  label  thereon : 
“Approved  for  use  in  New  York  City  by  the  Board  of 
Standards  and  Appeals  under  Cal.  No.  487-42-SM”, 
and  that  each  truck  delivery  slip  shall  be  similarly 
stamped  by  the  dealer. 

2.  That  samples  shall  be  taken  pursuant  to  accepted 
practice  from  each  scow  destined  for  New  York  City 
and  a  record  kept  of  the  resulting  test  for  gradation. 

3.  That  at  least  once  each  month  a  composite  report 
of  tests  made  pursuant  to  the  above  requirement  shall 
be  forwarded  to  the  Board  and  certified  by  the  appli¬ 
cant’s  representative. 

4.  That  when  used,  these  aggregates  shall  comply 
with  the  requirements  of  Paragraph  C  of  Section 
C26-315.0  of  the  Adminstrative  Code. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER. 

Chief  Engineer, 
Committee  on  Tests. 


November  27,  1942. 

Re:  Cal.  No.  781-42-SA. 

SUBJECT:  Derby  Type  B  Electrically  Operated  Re¬ 
mote  Control  Valve  for  Standpipe  and  Sprinkler 
Systems. 

The  American  Fire  Prevention  Bureau  filed  Novem¬ 
ber  6,  1942,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  Derby  Type  B  Elec¬ 
trically  Operated  Remote  Control  Valve  for  Sprinkler 
and  Standpipe  Systems  under  the  provisions  of  C26- 
178.0,b,  Administrative  Building  Code. 

This  appliance  is  a  combination  of  a  quick-releasing 
valve  of  the  mechanical  type  with  an  actuating  mech¬ 
anism  of  the  electric  type,  equipped  with  remote  con¬ 
trols.  The  quick  releasing  valve  is  6  in.  in  size  and 
consists  of  a  body,  a  clapper  capable  of  movement  hori¬ 
zontally,  a  lever  mechanism  for  holding  the  clapper 
in  the  closed  position,  consisting  of  two  levers  and  a 
yoke  in  which  is  threaded  an  adjusting  screw;  and  a 
housing  or  enclosure  for  protecting  the  external  mech¬ 
anism  of  the  valve. 

The  cast-iron  valve  body  encloses  the  clapper  and 
its  seat  ring,  entrance  to  these  parts  being  gained 
through  a  circular  hand-hole  at  the  side.  The  clapper 
is  guided  and  supported  by  a  centrally-located  bronze 
stem  on  one  side,  and  by  three  bearing  arms  or  prongs 
formed  integrally  with  the  clapper  and  symmetrically 
located  about  the  inner  diameter  of  the  clapper  ring, 
on  the  other  side  of  the  clapper.  The  clapper  when 
seated  divides  the  valve  body  into  two  chambers,  an 
inlet  chamber  directly  connected  to  the  supply  piping, 
and  a  discharge  chamber  connected  to  the  system  pip¬ 
ing,  the  outlet  from  this  chamber  being  at  an  angle 
of  90  deg.  with  the  inlet  from  the  supply  piping. 

The  clapper  is  held  closely  against  the  service  pres¬ 
sure  by  the  thrust  of  an  adjusting  screw  exerted  on 
the  centrally-located  clapper  stem.  The  bronze  mem- 
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her  into  which  the  adjusting  screw  is  threaded  contacts 
with  two  bearing  surfaces,  t lie  upper  one  being  station¬ 
ary  and  formed  integrally  with  a  bracket  on  which  the 
Derby  Electric  Release  Box  is  fastened  and  which  is 
bolted  to  a  cast-iron  cover  plate  covering  the  opening 
into  the  valve  body  through  which  the  clapper  is  as¬ 
sembled.  The  lower  bearing  is  movable  and  formed 
integrally  with  a  link  or  lever  secured  by  means  of  a 

bronze  hinge  pin  to  the  above-mentioned  cover  plate. 

The  link  has  a  cast-iron  weight  lever  pinned  to  it  at  its 
outer  end  by  means  of  a  bronze  hinge  pin.  The  weight 

lever  is  provided  with  a  bronze  hook  at  its  outer  end, 

which  is  used  to  suspend  the  lever  from  the  operating 
hook  of  the  Derby  Electric  Release  Box. 

The  actuating  or  releasing  mechanism — Derby  Elec¬ 
tric  Release — composed  of  a  system  of  levers,  magnet 
coils  and  armature,  is  mounted  in  a  cast-iron  box  which 
is  bolted  to  a  bracket  mounted  on  the  front  cover  plate 
of  the  valve,  and  is  under  a  closed  circuit  electrically 
supervised  alarm  system. 

The  manual  control  switches  in  the  form  of  break- 
glass  firm  alarm  boxes  protected  by  a  sheet  metal  case 
are  installed  near  each  hose  valve  on  the  standpipe 
equipment.  The  switches  are  connected  to  the  control 
hoard  which  in  turn  operates  the  release,  the  wiring 
being  installed  in  standard  electric  conduit  secured  to 
walls  and  ceilings. 

Operation: 

Breaking  of  the  glass  in  the  break-glass  alarm  box 
causes  the  magnet  coils  in  the  Derby  Electric  Release 
Box  to  be  energized  resulting  in  the  tripping  of  the 
valve.  Then  the  exterior  lever  of  the  Derby  Release 
trips,  the  lever  mechanism  of  the  valve  is  allowed  to 
drop  and  disengagement  of  these  parts  removes  from 
the  clapper  stem  and  clapper  the  stress  exerted  by  the 
adjusting  screw,  and  permits  the  water  under  pressm  c. 
to  move  the  clapper  to  the  open  position.  Water 
enters  the  valve,  passes  to  and  fills  the  piping,  and 
also  passes  to  and  actuates  the  alarm  devices. 

\  bronze,  gravity-operated  latch  supported  on  the 
exterior  of  the  front  cover  plate  engages  with  a  notch 
formed  on  the  clapper  stem  when  the  clapper  is  in  the 
wide  open  position  for  the  purpose  of  preventing  re¬ 
seating  of  the  clapper  should  a  reversal  in  the  direction 
of  flow  through  the  valve  occur. 


It  was  claimed  that  the  valve  will  operate  at  a  pres¬ 
sure  of  25  lbs.,  but  the  area  of  valve  indicates  that  it 
would  operate  at  a  pressure  as  little  as  10  lbs.  per  sip  in. 

The  appliance  has  been  approved  by  the  Underwriters 
Laboratories  Extinguisher  #720. 

Recommendations. 

On  the  basis  of  this  inspection  and  test  the  Commit¬ 
tee  recommends  the  approval  under  C26-191.0,  Admin¬ 
istrative  Building  Code,  of  the  Derby  Type  B  Elec¬ 
trically  Operated  Remote  Control  Valve  for  Standpipe 
and  Sprinkler  System  when  installed  and  operated  in 
accordance  with  this  report  and  the  provisions  of  Chap¬ 
ter  26,  Article  16,  Sprinkler  Systems  and  Article  17, 
Standpipe  Systems  of  the  Administrative  Code  and  the 
Sprinkler  and  Standpipe  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  and  that  all  electrical  work  be  ap¬ 
proved  by  the  Fire  Department  and  be  installed  in  ac¬ 
cordance  with  the  Interior  hire  Alarm  Rules  of  the 
Board  of  Standards  and  Appeals  and  provided  further 
that  the  appliance  bears  a  label  permanently  affixed, 
reading  ’'Approved  by  the  Board  of  Standards  and 
Appeals  for  Use  in  New  York  City  undei  Cal.  No. 
781-42-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 

^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Derby  lype  L> 
Electrically  Operated  Remote  Control  Valve  for  Standpipe 
and  Sprinkler  Systems,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  the  above  report. 


Adjourned:  4:40  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
nd  to  all  lawyers,  architects  and  engineers  representing 
wners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep- 
esentative  at  the  hearing  of  their  case,  dismissal  for  lack 
4  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
, earing  is  provided  in  the  publication  in  this  Bulletin  of 
he  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  ot  tne 
learing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
learing  can  be  entertained  in  view  of  this  publication  and 
>1  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  wil 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en- 
:led  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven- 
ace  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  bv 
mail. 
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RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BI 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3  1939  EFFE 
TIVE,  IN  ACCORDANCE  WITH  SECTION  666,  PARAGRAPH  2,  OF  THE’  NEW  YOI 
CITY  CHARTER,  FEBRUARY  27,  1939,  AS  AMENDED  DECEMBER  4  1942  EFFECT!1 

DECEMBER  28,  1942. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 

York  City  Charter  pertaining  to  Sections  C26-1268.0,c,4. 

and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules 
shall  be  set  at  least  four  inches  above  the  flood  level 
rim  of  fixtures  or  as  otherwise  specifically  provided 
for  in  these  rules.  Each  fixture  with  submerged  inlets 
shall  be  independently  controlled  by  an  approved  vacu¬ 
um  breaker  or  breakers  the  full  size  of  supply  pipe, 
as  set  forth  in  these  rules. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  flood  level  rim  of  the  fixture, 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture,  or  as  otherwise 
provided  for  in  these  rules. 

Water  supply  lines  to  water  ( preheating  apparatus 
utilizing  waste  water  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  located  at  least  four  feet 
above  the  highest  elevation  of  the  preheating  apparatus 
or  coil,  with  a  check  valve  between  the  vacuum  breaker 
and  the  preheating  apparatus.  Any  hot  water  boiler 
supplied  through  such  preheating  device  and  having  an 
independent  cold  water  supply  line  shall  have  the  cold 
water  supply  line  equipped  with  a  vacuum  breaker  and 
check  valve  located  at  least  four  inches  above  the  high¬ 
est  elevation  of  the  boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged 
inlets  supplied  directly  or  indirectly  from  the  City 
Water  Supply  System,  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  in  the  supply  line  not  less 
than  four  inches  above  the  flood  level  rim  of  the  fix¬ 
ture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an 
approved  vacuum  breaker  located  not  less  than  three- 
quarter  inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof 
or  other  intermediate  tanks  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  tank  excepting 
that  in  roof  tanks  equipped  with  an  overflow  of  a  size 
at  least  one  commercial  diameter  larger  than  the  water 
supply  pipe,  the  ballcock  may  be  located  two  inches 
above  tbe  highest  elevation  of  the  overflow  pipe.  The 
overflow  and  emptying  pipes  of  roof,  suction  and  inter¬ 
mediate  tanks  shall  not  be  directly  connected  to  a  drain¬ 
age  system,  notwithstanding  the  permissive  provisions 
of  Section  C26-1273.0,d  of  the  Administrative  Building 
Code  for  connection  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers 
are  prohibited,  except  such  equipment  as  is  approved 


by  the  Board.  When  approved  sterilizers  are  us 
the  waste  piping  from  sterilizers  shall  not  com: 
directly  with  any  drainage  system. 

Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  wa 
siphons  or  similar  apparatus  is  prohibited  except  wl 
approved  by  the  Board.  The  waste  pipe  for  this  t; 
of  apparatus  shall  not  connect  directly  with  any  drain; 
system. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connection  to  a  bidet  is  p 
hibited.  Water  supply  connection  to  bed  pan  wash 
or  similar  apparatus  shall  be  equipped  with  an  appro) 
vacuum  breaker  and  check  valve,  the  latter  loca 
between  the  fixture  and  the  vacuum  breaker.  Wa 
supply  to  bed  pan  washers  equipped  with  an  appro) 
flush  valve  shall  be  governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  c< 
nections  only  when  such  equipment  has  been  appro) 
by  the  Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  pi 
poses  to  sump,  well  or  similar  type  pumps  when  pi 
mitted  by  the  Department  of  Water  Supply,  Gas  a 
Electricity  shall  be  connected  to  the  inlet  side  of  1 
pump  and  be  equipped  with  an  approved  vacut 
breaker  and  check  valve,  the  check  valve  to  be  local 
between  the  pump  and  the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  i 
cooling  purposes  shall  be  equipped  with  an  approx 
check  valve  to  prevent  possible  back  flow  of  ammoi 
or  other  refrigerant  from  defective  condenser  coils 
jackets,  except  in  such  installations  where  the  wal 
supply  piping  is  entirely  outside  of  the  piping  or  ta 
containing  the  refrigerant  and  two  independent  w 
thicknesses  of  metal  separate  the  refrigerant  from  t 
city  water  supply.  Refrigeration  units  containing  me 
than  twenty  pounds  of  refrigerant  shall  be  provid 
with  an  additional  safeguard  in  the  form  of  an  a 
proved  relief  valve  installed  at  the  outlet  side  of  t 
check  valve,  such  relief  valve  being  set  at  five  poun 
above  the  maximum  water  pressure  at  the  point  ' 
installation.  Direct  water  connection  is  prohibited  u 
der  Section  C26-1223.0  Administrative  Building  Cod< 

Rule  10.  Mortuary,  Dissection,  Operatir 
and  Embalming  Tables  or  Equi] 
ment. 

Mortuary,  dissection,  operating  and  embalmii 
tables  or  equipment  shall  have  no  direct  water  supp 
connection.  Ho«e  used  with  such  equipment  shall  terrr 
nate  at  least  12  inches  at  any  point  from  the  tat 
or  attachments. 
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e  11.  Dishwashing  and  Laundry  Ma¬ 
chines. 

Direct  water  supply  to  dishwashing  and  laundix 
machines  shall  be  equipped  with  an  approved  vacuum 
breaker  and  a  check  valve  located  between  the  vacuum 
breaker  and  the  fixture.  The  vacuum  breaker  shall  be 
located  at  least  4"  above  the  highest  elevation  ot  the 
machine. 


Rule  12.  Chemical  Solution  Tanks  or 
Apparatus. 

Direct  water  supply  connections,  when  permitted  by 
the  Department  of  Water  Supply,  Das  and  Electricity, 
to  any  tank  or  apparatus  containing  any  chemical  shall 
be  equipped  with  an  approved  vacuum  breaker  and  a 
check  valve  located  between  the  vacuum  breaker  and 
the  tank  or  apparatus. 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

ile  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
hied  cigar  or  cigarette  in  any  factory  as  defined  in 
•tide  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
rtion  of  a  factory',  within  the  City  of  New  York,  except 
such  protected  portions  or  special  classes  of  occupancies 
are  specified  in  Rule  2  of  these  rules,  ^  and  then  only 

ter  the  issuance  of  a  permit  by  the  Administrative  official. 
It  shall  be  the  joint  and  several  duty  of  the  owner  and 
the  lessee  or  lessees  of  the  building  containing  such  fae¬ 
ry  or  factories  to  cause  to  be  posted  in  each  and  every 
trance  hall,  stair  hall  or  room  throughout  the  building,  as 
i\\  as  in  every  elevator-car,  in  English,  and  also  m  such 
her  language  or  languages  as  the  administrative  official 
all  direct,  a  notice  of  such  prohibition,  and  the  penally 
r  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
ade  only  by  the  owner  of  the  building  on  suitable  blank 
>rms  to  be  furnished  by  the  administrative  official . 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
■riod,  not  exceeding  one  year,  and  shall  not  be  renewee 
ion  expiration  until  a  reinspection  of  the  premises  for 
hich  it  is  issued  has  been  made  for  the  purpose  of  deta¬ 
ining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
ider  which,  the  hours  between  which,  and  the  place  or 
laces  in  such  factory  where  smoking  may  be  permitted, 
id  this  permit  shall  be  framed  and  kept  posted  in  a  con- 
uicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
lecified  in  the  permit,  in  addition  to  incurring  such  pol¬ 
ities  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
ause  for  the  revocation  of  such  permit  by  the  admimstra- 
ve  official,  and  shall  not  again  issue  a  permit  for  the  same 
remises  until  at  least  one  year  has  elapsed. 


FACTORIES 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in: 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
jystem,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re- 
ceptscles 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works ; 

provided  that  in  any  case :  ■  . _ 

(1)  The  building  is  not  of  wooden  construc- 

tl0(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed , 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


THE  BUILDING  LAWS 


Now  on  Sale 


the  various  building  laws  of  the  city  of  new 

ATF  VDT  TIMES  consisting  of  matters  affecting  or  relating  to  the  constru  >  QTATF  LABOR  LAW, 

removal  of  structures  and  tauldinss  in  the  City  YORK '  CItEEh  ARTER  the  complete  BUILDING 

DF  OFTHF  ■»'.  STATE  PL ASTER! INC  LAW. 

ions  local  laws,  and  building  and  construction  rules  and  reflations  adored  by  r'qoM  2213,  MUNICIPAL 

These  volumes  are  now  ON  SALE  a,  the  office  of  the  Supervtsor  of  theCift  v0|„mes  is  $4  ($4.10  by 

$1  ,0> 
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RULES  FOR  TESTS  OF  FIRE-RESISTIVE,  FLAMEPROOFED  MATERIALS,  SUCH  AS 
TEXTILES,  PAPER,  SIMILAR  MATERIALS  AND  ADHESIVES  USED  FOR  DECORA¬ 
TIVE  PURPOSES  AND  TREATED  ACOUSTICAL  DRAPERIES,  CARPETS  AND  SIMI¬ 
LAR  MATERIALS  FOR  USE  IN  PLACES  OF  PUBLIC  ASSEMBLY  AND  SPECIAL 
OCCUPANCY  STRUCTURES 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  3,  1940  EFFECTIVE 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER.  MAY  27.  1940. 


[Cal.  No.  294-40-SRJ 

AUTHORITY: 

Pursuant  to  the  authority  vested  in  the  Board  of  Standards 
and  Appeals  by  Section  666,  paragraph  2,  of  the  Charter  of 
the  City  of  New  York  and  Section  C26-721.0b  (12.2)  as 
amended  by  Local  Lazo  No.  170,  approved  November  14, 
1939,  and  Section  09-161. 1  Local  Law  No.  112,  approved 
July  18,  1939. 

1.0  SCOPE. 

These  requirements  apply  to  flameproofed  combustible  ma¬ 
terials  used  for  decorative  or  other  purposes  within  special 
occupancy  structures  as  defined  in  Section  C26-715.0  (12.1.1) 
and  other  places  of  public  assembly  as  provided  in  Section 
C-19-161.0,  which  was  amended  by  Local  Law  No.  112. 

2.0  GENERAL  REQUIREMENTS. 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
drape,  curtain  or  scenery  used  for  artistic  enhancement 
which  is  made  of  combustible  material,  unless  painted  or 
saturated  with  a  non-combustible  material  or  liquid  or  other¬ 
wise  rendered  safe  against  fire  to  the  satisfaction  of  the 
Fire  Commissioner  and  in  accordance  with  the  requirements 
of  these  Rules,  in  any  building  of  a  public  character,  includ¬ 
ing  a  hotel,  theatre,  restaurant,  public  hall,  department  store, 
and  a  building  used  or  intended  to  be  used  for  purposes  of 
public  assembly,  amusement  or  instruction,  and  a  building 
where  large  numbers  of  persons  congregate  (See  Section 
09-161. 1)  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing,  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 
treatment  of  the  material. 

3.0  APPROVAL  OF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  by  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproofed  material,  when  subjected  to  the  test 
described  in  Rule  5.0,  shall  meet  the  following  requirements 
as  to  fire-retardant  properties. 

4.1  FLASHING — No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  or  bad  edges  may  be  disregarded. 

4.2  DURATION  OF  FLAME — The  average  con¬ 
tinuation  of  flaming  shall  not  exceed  3  seconds. 

4.3  DURATION  OF  GLOW — The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded. 

5.0  TESTS. 

Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him,  in  accordance  with  the  requirements  of  these  Rules. 

5.1—  SAMPLING  FOR  TEST  SPECIMENS— 
Samples  of  each  variety  of  material  and  for  every  kind 
of  treatment  shall  be  subject  to  separate  tests.  Samples 
shall  be  of  sufficient  size  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  for  every  500  square  feet  or  fraction  thereof. 

5.2 —  TEST  SPECIMENS — Specimens  for  test  shall 
be  2  in.  wide  and  1 2l/2  in.  long  and  shall  be  numbered 
on  one  end.  Test  specimens  shall  be  carefully  cut  from 
at  least  three  different  places  in  the  material  to  provide 
a  minimum  of  three  test  specimens  from  each  material 
for  testing. 


5.3  CONDITIONING  OF  TEST  SPECIMENS- 
The  test  samples  or  test  specimens  shall  be  dried  for  24 
hours  in  a  room  of  average  temperature  of  70°  F.,  with 
an  average  humidity  of  40%. 

5.4  TEST  FOR  PERMANENCE  OF  CHEMI¬ 
CALS — Test  specimens  shall  be  suspended  by  folding 
and  pinning  one-half  inch  of  the  numbered  end  over  a 
horizontal  8-gauge  wire,  placed  two  inches  above  the 
center  of  a  7-inch  opening  in  a  3  ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end, 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire.  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con¬ 
tainer  until  required  for  the  flame  test. 

5.5  APPARATUS  FOR  FLAME  TEST— The  ap¬ 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Tirrill  gas  burner  which  shall 
have  a  tube  of  34-inch  inside  diameter. 

5.6  FLAME  TEST — A  whipped  test  specimen  shall 
be  taken  from  the  closed  container  required  in  Rule  5.4 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  the  ring  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5. 
The  lower  end  of  the  test  specimen  shall  be  three-quar¬ 
ters  of  an  inch  above  the  top  of  the  gas  burner  on  which 
the  air  supply  is  shut  off  completely  and  adjusted  to 
give  a  luminous  flame  \y2  inches  long.  The  flame  shall 
be  applied  for  12  seconds,  then  withdrawn.  The  result 
of  the  test  for  duration  of  flame  and  duration  of  glow 
of  the  three  test  specimens  shall  each  be  averaged  and 
recorded.  Flashing,  if  any,  shall  be  noted. 

6.0  APPROVAL  AND  CERTIFICATION. 

The  approval  of  materials  that  have  been  flameproofed,  as 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5.0  with 
flameproofing  properties  as  given  in  Rule  4.0,  shall  be  lim¬ 
ited  to  one  year.  An  affidavit  by  the  person,  firm  or  corpo¬ 
ration  flameproofing  the  combustible  materials  shall  be  filed 
with  the  Fire  Commissioner  stating  that  the  flameproofing 
compound  and  method  complies  with  the  approval  of  the 
Board,  with  calendar  number  thereof,  and  including  the  date 
of  treatment  and  warranted  period  of  effectiveness  of  the 
flameproofing. 

6.1  The  Fire  Commissioner  may  require  check  tests 
at  any  time.  Upon  the  termination  of  the  approval,  as 
provided  for  in  Rule  6.0,  a  retest  of  the  flameproofed 
combustible  materials  shall  conform  to  the  following: 

Flameproofed  materials  shall  withstand  a  test  of  at 
least  400°  F.,  as  measured  by  a  pyrometer,  or  other  ac¬ 
ceptable  method,  for  approximately  one-minute’s  dura¬ 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char 
is  set  up  by  the  open  flame  Material  found  not  to  con¬ 
form  to  these  requirements,  shall  be  removed  and  re¬ 
placed  with  materials  conforming  to  the  requirements 
of  Rule  4.0. 

7.0  EXEMPTION. 

These  Rules  shall  not  be  construed  to  apply  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or 
places  of  religious  worship. 
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Matter  of  Golden  City  Park  Corp’n.  v.  Board  of  Stand¬ 
ards  and  Appeal* : — On  December  13,  1938,  the  Board 
granted  an  appeal  by  the  Department  of  Parks,  City  of  New 
*  °rk,  and  revoked  Building  Permit  No.  9905-38  issued  bv 
the  Borough  Superintendent  October  11,  1938,  under  Cal- 
endar  No.  98 1-38- A,  premises  2130-2140  Rockaway  parkway, 
8.  E.  Cor.  Schenck  ave.,  Borough  of  Brooklyn,  on  the  ground 
that  the  buildipg  as  removed  to  a  new  location  within  a  busi¬ 
ness  use  district  and,  therefore,  within  the  fire  limits,  could 
n>?  'onSer  he  classified  as  an  amusement  device  inasmuch  as 
there  was  no  longer  any  amusement  equipment  as  formerly 
installed  in  previous  location;  that  the  permit  issued  contra¬ 
vened  the  provisions  of  C26-252.0  and  C26-247.0;  that  the  pro¬ 
visions  of  Section  C26-543.0  could  not  be  relied  upon  as  per¬ 
mitting  this  building  on  a  temporary  basis  because  of 
unusual  character”  as  building  could  be  readily  adapted  to 
other  business  uses  not  permitted  in  a  frame  building  or  in  a 
residence  zone  to  which  the  area  had  been  changed  prior  to 
any  work  being  done;  that  permit  should  have  been  rescinded 
upon  effective  date  of  zoning  change — Nov.  17,  1938 

(Bulletin  No.  51,  Volume  XXIII.) 

Mr.  Justice  Johnson  annulled  Board’s  decision  and  rein¬ 
stated  permit  (N.  Y.  L.  J.  June  19,  1941). 

On  reargument,  Mr.  Justice  Johnson  modified  text  of  the 
opinion  but  adhered  to  decision  (N.  Y.  L.  J.  Tuly  1,  1941). 
Appellate  Division  reinstated  and  confirmed  Board’s  deter¬ 
mination  (N.  Y.  L.  J.  December  9,  1941). 

(  kourt  of  Appeals  affirmed  Appellate  Division,  stating 
there  is  evidence  sufficient  to  support  the  findings  that  the 
structure  in  question  was  not  an  ‘amusement  device’  within 
the  meaning  of  the  Administrative  Code.  We  pass  upon  no 
other  question.”  (N.  Y.  L.  J.  December  4,  1942.) 
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BUILDING  IN  THE  BED  OF  MAPPED  STREETS. 

It  has  not  been  generally  understood  that  permits  could 
not  be  lawfully  issued  for  buildings  or  uses  in  the  bed  of 
mapped  streets,  even  where  land  for  such  mapped  streets  is 
still  in  private  ownership  and  not  as  yet  acquired  by  the 
City  without  a  variance  granted  by  the  Board  of  Standards 
and  Appeals. 

Licensed  City  Surveyors  and  the  Topographical  Depart- 
ments  of  the  several  Boroughs  should  exercise  care  in  cer¬ 
tifying  to  mapped  conditions  inasmuch  as  the  administrative 
departments  and  owners  rely  on  such  information  and, 
accordingly,  it  should  be  correct  and  in  conformity  with 
the  City  Map. 

The  Commissioner  of  the  Department  of  Housing  and 
Buildings  has  adopted  a  desirable  regulation  in  an  effort 
to  avoid  errors.  This  regulation  was  published  in  the  City- 
Record  on  December  4,  1942,  and  reads  as  follows: 

“Department  of  Housing  and  Buildings. 

Regulation  Relating  to  Property  Survey 
(Filed  with  City  Clerk  November  30,  1942) 

A  real  property  survey  required  to  be  filed  in  connec¬ 
tion  with  an  application  for  approval  of  a  proposed  new 
building  or  other  structure  or  a  proposed  addit’on  to  an 
existing  building  or  other  structure  shall  clearly  indi¬ 
cate  any  mapped  street  or  streets  in  the  bed  of  which 
the  proposed  construction  or  any  part  thereof  would  be 
located  and  any  building  line  or  lines  of  such  propertv 
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which  would  be  re-located  if  any  proposed  street  widen¬ 
ing  or  mapped  street  indicated  on  the  City  Map  were 
effected. 

The  width  of  each  street  on  which  the  property  fronts 
and  the  width  of  each  such  street,  which  is  indicated  on 
the  City  Map  as  proposed,  shall  be  clearly  indicated  on 
the  survey.  • 

Such  surveys  shall  be  by  a  City  Surveyor  or  other 
licensed  .surveyor. 

This  rule  shall  be  effective  November  23,  1942. 

William  Wilson,  Commissioner.” 

Procedure  as  to  obtaining  permission  to  build  within  the 
bed  of  a  mapped  street  is  established  by  Section  35  of  the 
General  Citv  Law,  which  became  effective  April  30  1926, 
by  the  adoption  by  the  Legislature  of  this  section  by  Chapter 
690  of  the  Laws  of  1926.  The  section  reads  as  follows : 

“Section  35.  Permits  for  building  in  bed  of  mapped 
streets.  For  the  purpose  of  preserving  the  integrity  of 
such  official  map  or  plan  no  permit  shall  hereafter  be 
issued  for  any  building  in  the  bed  of  any  street  or  high¬ 
way  shown  or  laid  out  on  such  map  or  plan,  provided, 
however,  that  if  the  land  within  such  mapped  street  or 
highway  is  not  yielding  a  fair  return  on  its  value  to  the 
owner,  the  board  of  appeals  or  any  other  similar  board 
in  any  city  which  has  established  such  a  board  having 
power  to  make  variances  or  exception  in  zoning  regula¬ 
tions  shall  have  power  in  a  specific  case  by  the  vote  of 
a  majority  of  its  members  to  grant  a  permit  for  a  build- 
in g  in  such  street  or  highway  which  will  as  little  as 
practicable  increase  the  cost  of  opening  such  street  or 
highway,  or  tend  to  cause  a  change  of  such  official  map 
or  plan'  and  such  board  may  impose  reasonable  require¬ 
ments  as  a  condition  of  granting  such  permit,  which 
requirements  shall  inure  to  the  benefit  _  of  the  city. 
Before  taking  any  action  authorized  in  this  section,  the 
board  of  appeals  or  similar  board  shall  give  a  hearing 
at  which  parties  in  interest  and  others  shall  have  an 
opportunity  to  be  heard.  At  least  fifteen  days  notice 
of  the  time  and  place  of  such  hearing  shall  be  published 
in  an  official  publication  of  said  city  or  in  a  newspaper 
of  general  circulation  therein.  Any  such  decision  shall 
be  subject  to  review  by  certiorari  order  issued  out  of  a 
court  of  record  in  the  same  manner  and  pursuant  to  the 
same  provisions  as  in  appeals  from  the  decisions  of  such 
board  upon  zoning  regulations.” 


DOCKET. 

New  Cases  Filed  up  to  December  15,  1942. 

Cal.  No.  Dept.  Premises  Affected. 

857- 42-A H.B.Q. — 11-49  44th  road,  north  side,  89  ft. 

8§4  in.  wrest  of  21st  street  and  13-02  44th  avenue  (Block 
No.  446,  Lot  No.  10),  Long  Island  City,  Borough  of 
Queens,  M-Applic.  5956-42. 

858- 42- A — F.D. — 695  Park  avenue,  east  side,  from  East 
68th  to  East  69th  streets,  57  East  68th  street  and  54  East 
69th  street  (Block  No.  1403,  Lot  No.  1),  Borough  of  Man¬ 
hattan,  Order  and  Decision. 


859-42- A _ F.D. — Re  Packaging  of  inflammable  mixture 

known  as  “Energine  Lighter  Fluid”  in  8  oz.  bottles  (ca¬ 
pacity  of  bottles  not  in  conformity  with  Administrative 
Code  Specifications),  Decision. 


860-42-SA— Climax  Water  Sterilizer,  Appliance. 


851-42- A — F.D. — Re  Packaging  of  inflammable  mixture 
known  as  "Benzique  Lighter  Fluid  in  6  oz.  glass  bottles 
(capacity  of  bottles  not  in  conformity  with  Administrative 
Code  Specifications),  Decision. 


852-42- A — F.D. — 68  Jay  street,  west  side,  between  Front 
and  Water  streets  (5th  floor,  Building  No.  5)  ;  (Block  No. 
40,  Lot  No.  1),  Borough  of  Brooklyn,  8552-L.  F.  and 
Decision. 


863-42-S — F.D. — 34-50  Varick  street,  east  side,  99  ft. 
south  of  Laight  street  (cellar,  1st  and  2nd  stories)  ;  (Block 
No.  212,  Lot  No.  9),  Borough  of  Manhattan,  16180- L.  F. 
and  Decision. 


864-42-A— F.D.— 753-759  Seventh  Avenue  and  154-166 
West  50th  street,  southeast  corner  (Block  No.  1002,  Lot 
No.  61),  Borough  of  Manhattan,  13677-L.  F.  and  Decision. 


865-42- A — H.B.Bx. — 4555  Third  avenue,  southwest  cor¬ 
ner  of  Lorillard  place  and  539-545  East  184th  street  (Block 
No.  3052,  Lot  No.  37),  Borough  of  The  Bronx,  Amend¬ 
ment  to  Alt.  367-42. 


866-42- A — F.D. — Re  Packaging  of  inflammable  mixture 
known  as  “Gulflex  Rubberlube”  in  one-half  gallon  glass 
jugs  (capacity  of  glass  jugs  not  in  conformity  with  Ad¬ 
ministrative  Code  Specifications),  Decisions. 


857-42-A — H.B.M. — 373  Lexington  avenue  and  128  East 
41st  street,  southeast  corner  (Block  No.  1295,  Lot  No.  50). 
Borough  of  Manhattan,  Alt.  1388-42. 


858- 42-SA — Wagner  Type  C  Elevator  Door  Closer,  with 
Electric  Interlock  and  Rack  and  Pawl,  Wagner  Type  CL 
Zone  Control  Door  Closer  with  Electric  Interlock,  Wagner 
Type  C  Elevator  Door  Closer  (when  closed  with  other 
types  of  approved  Electric-Mechanical  Interlocks  on  Auto¬ 
matic  Push-Button  Control  Elevators),  Wagner  Type  BI 
Electric-Mechanical  Barlock  Interlock,  Wagner  Type  BIL 
Electric-Mechanical  Barlock  Interlock  with  zone  control 
device,  Appliances. 

859- 42-SA— Wagner  Type  C  Emergency  Release  Switch. 
Appliance. 

870-42-SA — Wagner  Type  CS  Car  Door  or  Car  Gate 
Contact  Switch  (for  use  with  either  car-switch  or  auto¬ 
matic  Push-Button  control  Elevators),  Appliance. 


871-42-SA — Wagner  Type  SS-A-4  Master  Electric  Car 
and  Corridor  Door  Operator  (for  use  on  car  switch-control 
Elevators),  Wagner  Type  SS-A-3-A  Master  Electric 
Operator  with  Door  Closer  and  Electric  Interlock  (for  use 
on  car  switch-control  Elevators),  Wagner  Type  SS-A-3-B 
Master  Electric  Interlock  with  Wagner  Zone  Control  Door 
Closer  and  Electric  Interlock  (for  use  on  automatic  Push- 
Button  control  Elevators),  Wagner  Type  SS-A-5  Master 
Electric  Operator  (for  use  with  other  types  of  approved 
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Master  Electric  Operator  (for  the  operation  of  car  doors 
ir  gates),  Appliances. 

ilectric-Mechanical  Interlocks)  and  Wagner  Type  SS-A-2 

— 

572-42-A — H.B.Q. — 43-22  Queens  street,  west  side,  200 
t.  south  of  Jackson  avenue  and  43-17  Dutch  Kills  street, 
>ast  side,  138  ft.  south  of  Jackson  avenue  (Block  No.  266, 
Lot  No.  3),  Long  Island  City,  Borough  of  Queens,  Alt. 
1849-42. 


173-42-A — F.D. — 240  Kent  avenue,  southwest  corner  of 
\Torth  First  street  (Block  No.  2377,  Lot  No.  11),  Borough 
>f  Brooklyn,  Decision  re  92359-L.  C. 


174-42-A — H.B.Q — 43-01  to  43-21  39th  street  and  39-02 
o  39-10  43rd  avenue,  southeast  corner  (Block  No.  191,  Lot 
No.  20),  Long  Island  City,  Borough  of  Queens,  Alt. 
.728-42. 


175-42-A — F.D. — 599  Tenth  avenue,  west  side,  50  ft. 
lorth  of  West  43rd  street  (Block  No.  1072,  Lot  No.  32), 
lorough  of  Manhattan,  32680-L.  C. 


Restored  to  Calendar. 

I80-37-BZ— H.B.M. — 21-25  Union  Square  West,  west 
ide,  52  ft.  north  of  East  15th  street  (Block  No.  843,  Lot 
Nos.  22  and  25),  Borough  of  Manhattan,  Decision  re  Cer- 
ificate  of  Occupancy. 


»73-37-BZ— H.B.M. — 158-176  Columbus  avenue  101  West 
>7th  street,  100  West  68th  street  and  1980-1998  Broadway 
Block  No.  1139,  Lot  No.  24),  Borough  of  Manhattan, 
Decision  re  Certificate  of  Occupancy. 


>K«Hi  \  \TIO \S :  II  . R. — Department  of  Housing  and  Buildings; 
l.ll.ll.  -Department  of  Housing  and  Buildings.  Brooklyn:  II.R.M. — 
>epartment  of  Housing  and  Buildings.  Manhattan:  11.11.(1.  — De- 
artntent  of  Housing  and  Buildings.  Queens:  ll.II.lt. —  Department 
f  Housing  and  Buildings.  Richmond:  li.II.IIx. — Department  of 
lousing  and  Buildings,  Bronx;  II. D. — Health  Department,  and 
■\ll.  Fire  Department. 
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Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting. .  June 

lank  Trucks,  fuel  Oil,  etc . Nov. 

lank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 
Rule  5u5  ot  industrial  Cocie)  .  . . 
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LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . ...Nov. 

Fireline  Hose  Valves  . Nov. 

fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov. 

Fuel  Oil  Pipe  Terminals  . Nov. 

Fuel  Oil  Burners  for  industrial  Use.  Nov. 

fuel  Oil  Pumps  . Nov 

Gas  Heaters  . Nov. 

Paint,  \  arnish  and  Lacquer  Spray¬ 
ing  equipment  . ‘ . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Nov. 

Vacuum  Breakers  . Nov. 


25,  1941 — Vol.  26,  No.  47A 
25,  1941 — Vol.  26,  No.  47A 

25,  1941 — Vol.  26.  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941 — Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941 — Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 

25,  1941— Vol.  26.  No.  47A 
10,  1942— Vol.  27,  No.  45 


DECEMBER  22,  1942,  10  A.  M. 


Zoning  A  p  plica  l  ions. 

NOTICE  TS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  December  22, 
1912,  at  10  o'clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

903-25 -BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Rose  Rolland,  owner,  reopened  November 
5,  1941,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  ten  (10)  years,  the 
use  of  a  two  (2)  story  and  basement  building,  as  a  garage 
for  more  than  five  (5)  motor  vehicles;  the  Board  having 
previously  granted  a  one  (1)  story  garage  for  more  than 
five  (5)  motor  vehicles  on  the  premises  in  question;  prem¬ 
ises  823-829  Classon  avenue,  east  side,  47  ft.  north  of  Lin¬ 
coln  place  (Block  No.  1178,  Lot  No.  3),  Borough  of 
Brooklyn. 

578-42-BZ — Application,  July  15,  1942,  under  sections  7h 
and  21  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Buoniello  Holding  Company,  Incor¬ 
porated,  owner,  to  permit  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  and,  also,  the  continuance  of 
the  use  of  part  of  the  plot  for  the  display  and  sale  of  used 
cars;  premises  6802-6810  Fort  Hamilton  parkway,  southwest 
corner  of  68th  street  (Block  No.  5771,  Lot  No.  6),  Borough 
of  Brooklyn. 

750-42-BZ — Application,  October  22,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Sarah  Shapiro,  owner,  to  permit  in 
a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles ; 
premises  876  St.  Nicholas  avenue,  east  side,  114  ft.  10  in. 
north  of  West  153rd  street  (Block  No.  2069,  Lot  No.  46), 
Borough  of  Manhattan. 

177-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  loseph  Gross,  owner,  reopened  July  28. 
1942,  under  section  7c  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  ot  a 
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gasoline  service  station,  motor  vehicle  repair  shop,  auto 
laundry,  lubritorium  and  office  (previously  denied  re  gas¬ 
oline  service  station  re  Lot  No.  42)  ;  premises  1510-1522 
Rockaway  parkway  and  9616-9626  Flatlands  avenue,  south¬ 
west  corner  (Block  No.  8204,  Lot  Nos.  42  and  44),  Bor¬ 
ough  of  Brooklyn. 

669-42-BZ — Application,  September  11,  1942,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  Wing  Holding 
Corporation,  applicant  and  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
40-11  Skillman  avenue,  north  side,  545.51  ft.  west  of  43rd 
street  (Block  No.  183,  Lot  No.  290),  Long  Island  City, 
Borough  of  Queens. 

805-42-BZ— Application,  November  18,  1942,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  A.  H.  Salkowitz,  appli¬ 
cant,  on  behalf  of  Terminal  Garage,  Incorporated,  owner,  to 
permit  partly  in  an  unrestricted  use  district  and  partly  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  more  than  five  (5) 
motor  vehicles  (buses)  and  also,  as  a  motor  vehicle  repair 
shop;  premises  54-47  74th  street,  northeast  corner  of  57th 
avenue  (Block  No.  2805,  Lot  Nos.  10,  142  and  151),  Mas- 
peth,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

840-42-A — 54-47  74th  street,  northeast  corner  of  57th 
avenue  (Block  No.  2805,  Lot  Nos.  10,  142  and  151),  Mas- 
peth,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman 


DECEMBER  22,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

645-42-A — 212-214  Water  street,  west  side,  87  ft.  4  in. 
south  of  Beekman  street  (Block  No.  95,  Lot  No.  3),  Bor¬ 
ough  of  Manhattan. 

627-42-A — 216  Linwood  street,  west  side,  100  ft.  south  of 
Arlington  avenue  (Block  No.  3941,  Lot  No.  14),  Borough 
of  Brooklyn. 

618-42-A— 38-12  27th  street,  north  side,  85  ft.  west  of 
38th  avenue  (Block  No.  387,  Lot  Nos.  23  and  24),  Long 
Island  City,  Borough  of  Queens. 

738-42-A— 1265-1269  39th  street,  north  side,  120  ft.  west 
of  13th  avenue  (Block  No.  5294,  Lot  No.  46),  Borough  of 
Brooklyn. 

824-42-A — 579  Fifth  avenue,  northeast  corner  of  East 
47th  street  (Block  No.  1283,  Lot  No.  1),  Borough  of 
Manhattan. 

863-42-S — 34-50  Varick  street,  east  side,  99  ft.  south  of 
Laight  street  (Block  No.  212,  Lot  No.  9),  Borough  of 
Manhattan. 

267-42-S — 456-474  Johnson  avenue,  south  side,  100  ft. 
west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32), 
Borough  of  Brooklyn. 

796-42-A — 101  Greene  street,  west  side,  244  ft.  10  in. 
north  of  Spring  street  (Block  No.  500,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. . 

722-42-A — 2515  Grand  Concourse,  west  side,  106  34^  ft. 
north  of  East  Fordham  road  (Block  No.  3167,  Lot  No.  76), 
Borough  of  The  Bronx. 

670-42-A — 2797  Third  avenue,  west  side,  200  ft.  south  of 
East  148th  street  (Block  No.  2327,  Lot  No.  28),  Borough  of 
The  Bronx.  • 


875-42-A — 599  Tenth  avenue,  west  side,  50  ft.  north  o 
West  43rd  street  (Block  No.  1072,  Lot  No.  32),  Borough  o 
Manhattan. 

Materials  for  Approval. 

48S-42-SM — Verplanck  Limestone  New  York  Trap  Roc) 

Corporation. 

94-39-SM — Drilled-in  Caissons  as  installed  by  *h 
Drilled-in  Caisson  Corporation. 


JANUARY  5,  1943,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 
ards  and  Appeals  of  a  public  hearing  under  the  provision 
of  the  zoning  resolution,  Tuesday  morning,  January  5,  1943 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan 
on  the  following  matters : 

382-42-BZ — Application,  May  11,  1942,  under  section  71 

of  the  zoning  resolution,  of  Ervin  Palmer,  applicant,  oi 
behalf  of  General  Baking  Company,  owner  CC.  Solomoi 
Mayer,  lessee),  to  permit  in  a  residence  use  district,  for  ; 
term  of  two  (2)  years,  the  parking  and  storage  of  mon 
than  five  (5)  motor  vehicles;  premises  530-540  East  81s 
street  and  28-34  East  End  avenue,  southwest  corner  (Blocl 
No.  1577,  Lot  No.  27),  Borough  of  Manhattan. 

749-42-BZ — Application,  October  22,  1942,  under  sec 
tions  7h  and  21  of  the  zoning  resolution,  of  Henry  Nord 
heim,  applicant,  on  behalf  of  Sarah  Shapiro,  owner,  t< 
permit  in  a  residence  use  district,  for  a  term  of  two  (2‘ 
years,  the  parking  and  storage  of  more  than  five  (5)  moto 
vehicles ;  premises  756  St.  Nicholas  avenue,  east  side.  437  ft 
8  in.  south  of  West  150th  street  (Block  No.  2053,  Lot  No 
125),  Borough  of  Manhattan. 

45-42-BZ — Application,  January  20,  1942,  under  sectioi 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap 
plicants,  on  behalf  of  Samuel  Schenkel,  owner,  to  permit  ii 
a  business  use  district,  the  alteration  of  and  also  the  erectiot 
of  a  new  accessory  building  on  an  existing  gasoline  servio 
station;  premises  4313-4323  Fourth  avenue  and  401-405  44tl 
street,  northeast  corner  (Block  No.  729,  Lot  No.  1),  Borougl 
of  Brooklyn. 

426-42-BZ — Application,  May  25,  1942,  under  section: 
7f  and  7h  of  the  zoning  resolution.  of  Nathan  Weissberg 
applicant,  on  behalf  of  Lenore  Realtv  Corporation,  owner 
to  permit  in  a  business  use  district,  for  a  term  of  two  (2' 
years,  the  parking  and  storage  of  more  than  five  (5)  moto- 
vehicles:  premises  695-699  Utica  avenue,  east  sid".  50  ft 
south  of  Clarkson  street  (Block  No.  4637,  Lot  No.  44) 
Borough  of  Brooklyn. 

587-42-BZ — Application,  July  22,  1942.  under  section  2' 

of  the  zoning  resolution,  of  Michael  Click,  applicant,  oi 
behalf  of  Dorothy  R.  Siegal.  owner,  to  permit  in  a  busmes 
use  district,  the  conversion  of  occupancy  of  part  of  an  exist 
ing  bm’ding  to  a  motor  vehicle  repair  shop ;  premises  55 
F.-ict  149fh  street  and  555  St  Ann’s  avenue,  northwest  corne 
(Block  No.  2276,  Lot  No.  57),  Borough  of  The  Bronx. 

810-42-BZ — Application,  November  18,  1942,  under  sec 
tions  7a,  7c  and  21  of  the  zoning  resolution,  of  Abrahan 
Farber,  applicant,  on  behalf  of  Menford  Realty  Cornoratior 
owner,  to  nermit  in  a  residence  use  district,  the  alteratioi 
and  extension  of  a  factory  building — bv  the  erection  of 
tlrrd  (3rd)  storv;  premises  1-27  Montauk  avenue  and  3144 
3166  Atlantic  avenue,  southeast  corner  and  2-40  Mil  fop 
street  (BloHc  No.  3976,  Lot  Nos.  25  to  48,  inclusive) 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK.  Chairmar 
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■  — 

JANUARY  5,  1943,  2  P.  M. 

Appeal  from  Administrative  Decision. 

J04-42-A — 41-06  DeLong  street,  west  side,  6  ft.  east  of 
Fort  Washington  Division  of  Long  Island  Railroad  (Block 
No.  5066,  Lot  No.  255),  Flushing,  Borough  of  Queens 
(under  section  35,  General  City  Law — re  bed  of  mapped 
street — list  avenue). 


JANUARY  12,  1943,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  January  12, 
1943,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man- 
.  hattan,  on  the  following  matters : 

539-42-BZ — Application  of  Edwin  H.  Thatcher,  appli¬ 
cant,  on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner, 
reopened  and  restored  to  calendar,  December  8,  1942,  under 
section  7 h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (previously 
withdrawn  re  Lot  Nos.  11  and  22)  ;  premises  275-299  Fifth 
i  street,  north  side,  97  ft.  10)4  in.  east  of  Fourth  avenue 
(Block  No.  984,  part  of  Lot  No.  11),  Borough  of  Brooklyn. 

37-42-BZ- — Application  of  AAA  Properties,  Incorporated, 
i  ipplicant  and  owner,  reopened  December  8,  1942  by  order 
of  the  court — re  Application,  previously  denied  by  the 
Board,  under  section  7h  of  the  zoning  resolution,  to  permit 
.partly  in  a  business  use  and  partly  in  an  unrestricted  use 
.  district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
Vehicles;  premises  3856-3872  Ninth  avenue,  west  side,  be- 
ween  West  206th  and  West  207th  streets  (Block  No.  2203, 
sLot  No.  21),  Borough  of  Manhattan. 

.  J77-42-BZ — Application,  July  15,  1942,  under  section  7c 
)f  the  zoning  resolution,  of  George  H.  Cohn,  applicant, 
)n  behalf  of  Crew  Levick  Corporation,  owner  (Joseph  E. 
Johnston,  lessee),  to  permit  partly  in  a  business  use  and 
jartly  in  a  residence  use  district,  the  extension  of  an  exist- 
ng  gasoline  service  station  for  parking  of  more  than  five 
(5)  motor  vehicles;  premises  1  Bay  Ridge  avenue  and  6833 
shore  road,  northeast  corner  (Block  No.  5859,  Lot  Nos 
10  and  12),  Borough  of  Brooklyn. 

’.261-39-BZ — Application  of  Lama  and  Proskauer,  appli- 
..ants,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
May  26,  1942,  under  section  7c  of  the  zoning  resolution,  to 
lermit  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 


vehicles  upon  a  plot  occupied  as  a  gasoline  service  station 
(previously  withdrawn)  ;  premises  2701-2711  Fort  Hamilton 
parkway  and  1358-1368  Prospect  avenue,  northwest  corner 
(Block  No.  5284,  Lot  No.  64),  Borough  of  Brooklyn. 

987-41-BZ — Application,  November  14,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  reconstruction  of  and  the 
erection  of  a  new  accessory  building  upon  an  existing  gaso- 
Une  service  station ;  premises  736-746  Linden  boulevard  and 
796-804  Utica  avenue,  southwest  corner  (Block  No.  4675, 
Lot  No.  6),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

792-42-A— 796-804  Utica  avenue  and  736-746  Linden 
boulevard,  southwest  corner  (Block  No.  4675,  Lot  No.  6), 
Borough  of  Brooklyn,  Misc.  8575-41. 

HARRIS  H.  MURDOCK,  Chairman 


JANUARY  19,  1943,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning  January  19,  1943, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matter : 

480-37-BZ — Application  of  John  R.  Davies,  applicant, 
on  behalf  of  Wendel  Foundation  and  Phelps  Estate,  Incor¬ 
porated,  owners  (Arco  Stations,  ■  Incorporated,  lessee),  re¬ 
opened  December  15,  1942  for  consideration  as  to  extension 
of  permit  (said  permit  having  expired  by  limitation) — re 
Application,  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  an  restricted  use  district,  for  a  temporary 
period  of  two  (2)  years,  the  transient  parking  of  more  than 
five  (5)  motor  vehicles;  premises  21-25  Union  Square 
West,  west  side,  52  ft.  north  of  East  15th  street  (Block 
No.  843,  Lot  Nos.  22  and  25),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK.  Chairman. 


JANUARY  19,  1943,  2  P.  M. 

Appeal  front  Administrative  Decision. 

791-42-A — 165  West  71st  street,  north  side,  130  ft.  5  in. 
cast  of  Broadway  (Block  No.  1143,  Lot  No.  7)4),  Borough 
of  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  15,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
431um  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
>n  Tuesday  morning,  December  8,  1942,  and  Tuesday 
iftemoon,  December  8,  1942,  were  approved  as  printed  in 
Bulletin  No.  50.  Vol.  27. 


ZONING  CASES. 

1261-39-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 

SUBJECT— Application  reopened  May  26,  1942  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  (5) 
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motor  vehicles  upon  a  plot  occupied  as  a  gasoline 
service  station  (previously  withdrawn). 

PREMISES  AFFECTED— 2701-2711  Fort  Hamilton  park¬ 
way  and  1358-1368  Prospect  avenue,  northwest 
corner  (Block  No.  5284,  Lot  No.  64),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Charles  Mc- 
Culley. 

For  Opposition :  Harold  Klorfein,  Dept  of  Parks, 
Mrs.  L.  Silver,  Sydelle  Berley,  Joseph  P. 
Devery,  Gustave  Goldman,  Board  of  Educa¬ 
tion,  Councilman  McCarthy  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  12,  1943  at 
10  A.  M.,  for  inspection  by  a  Committee  of  the 
Board.  No  further  argument. 


987-42-BZ. 

APPLICANT — Louis  A.  Kiesewetter,  for  Texas  Company, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  re¬ 
construction  of  and  the  erection  of  a  new  accessory 
building  upon  an  existing  gasoline  service  station. 
PREMISES  AFFECTED— 736-746  Linden  boulevard  and 
•  796-804  Utica  avenue,  southwest  corner  (Block  No. 

4675,  Lot  No.  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  aver  to  January  12,  1943  at 
10  A.  M.,  on  request  of  applicant’s  representative. 
Additional  plans  to  be  submitted. 


577-42-BZ. 

APPLICANT — George  H.  Cohn,  for  Crew  Levick  Corp., 
owner  (Joseph  E.  Johnston,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  extension  of  an 
existing  gasoline  service  station  for  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1  Bay  Ridge  avenue  and  6833 
Shore  road,  northwest  corner  (Block  No.  5859, 
Lot  Nos.  10  and  12),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  George  T.  Cohn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  12,  1943  at 
10  A.  M.,  for  further  consideration  by  the  Board. 


578-42-BZ. 

APPLICANT — Arnold  W.  Lederer,  for  Buoniello  Holding 
Companv,  Incorporated,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  the 
continuance  of  the  use  of  part  of  the  plot  for  the 
display  and  sale  of  used  cars. 

PREMISES  AFFECTED— 6802-6810  Fort  Hamilton  park¬ 
way,  southwest  corner  of  68th  street  (Block  No. 
5771.  Lot  No.  6),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  22,  1942 
at  10  A.  M.,  for  inspection  by  a  Committee  of  the 
Board.  No  further  argument. 


772-42-BZ. 

APPLICANT — Maurice  G.  Uslan,  for  Durkee  Marine 
Products  Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  upon  a  plot  located  partly  in  a 
manufacturing  use  and  partly  in  an  unrestricted  use 
district,  the  maintenance  of  an  extension  to  a  build¬ 
ing  used  as  a  foundry. 

PREMISES  AFFECTED — 2053  Clove  road,  southeast 
corner  of  Mosel  avenue  (Block  No.  2921,  Lot  Nos. 
18  and  23),  Grasmere,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  William  McDevit,  Charles  H. 

Durkee  and  William  L.  Smith. 

For  Opposition:  Jane  W.  Race,  Mary  Hickey, 
Mrs.  Levy  and  Mr.  Chagnon. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners  j 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative :  . . .  C 

THE  RESOLUTION  (772-42-BZ) 

Whereas,  Maurice  G.  Uslan,  for  Durkee  Marine  Prod¬ 
ucts  Corporation,  owner,  filed  November  4,  1942,  an  applica¬ 
tion  under  section  7c  of  the  zoning  resolution,  to  pennii 
upon  a  plot  located  partly  in  a  manufacturing  use  and  parti) 
in  an  unrestricted  use  district,  the  maintenance  of  an  exten¬ 
sion  to  a  building  used  as  a  foundry ;  premises  2053  Clov< 
road,  southeast  corner  of  Mosel  avenue  (Block  No.  2921 
Lot  Nos.  18  and  23),  Grasmere,  Borough  of  Richmond;  anc 

Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  December  15,  1942,  after  due  notice  by  publication  ir 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  anc 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Clove  road  is  in  a  manufacturing,  busi¬ 
ness  and  retail  use  district;  Mosel  avenue  is  in  an  unre 
stricted,  manufacturing  and  business  use  district ;  and  Dariai 
street  is  in  an  unrestricted  and  manufacturing  use  district 
and 

Whereas,  the  decision  of  the  borough  superintendent,  oi 
N.  B.  Application  No.  585-42,  dated  October  7,  1942,  reads 
“1.  Contrary  to  Sect.  4-F,  zoning  resolution  to  usi 
buildings  or  premises  as  a  foundry,  see  Sect.  4.19  zonim 
resolution,  Sect.  4-F  is  a  manufacturing  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consis 
of  an  irregular  shaped  plot  of  ground  having  a  frontage  o 
approximately  132  ft.  on  Clove  road ;  200  ft.  on  Mose 
avenue  and  126  ft.  on  Darian  street;  that  the  westerly  par 
of  the  plot  (for  a  depth  of  100  ft.)  is  located  in  a  manu 
facturing  use  district  (as  rezoned  from  unrestricted  use  ii 
January,  1942) — the  remainder  of  the  plot  is  in  an  unre 
stricted  use  district — used  for  metal  manufacturing  am 
foundry',  and  also  the  northerly  part  of  the  plot  (having  i 
frontage  of  28  ft.  on  Clove  road  and  200  ft.  on  Mose 
avenue),  is  used  for  parking  space  for  employees  of  th 
plant ;  that  it  is  proposed  to  use  the  premises,  including  th 
one  story  concrete  block  addition,  41  ft.  5  in.  by  26  f 
7  in.  in  area,  and  as  shown  upon  plans  filed  with  this  applica 
tion,  as  a  foundry  and  to  continue  the  use  of  the  premise 
for  metal  manufacturing  and  foundry ;  and 
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Whereas,  the  applicant  states  that  the  building  is  to 
replace  an  old  building  in  which  the  same  foundry  work  was 
carried  out ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7-c  thereof,  to 
permit  the  reconstruction  of  the  building  as  proposed, 
on  condition  that  in  all  other  respects  the  building  and 
occupancy  throughout  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  the  buildings  shall  not 
be  increased  in  height  or  occupancy  other  than  as  now  exist¬ 
ing  and  subject  to  permit  issued  by  the  department  of  hous¬ 
ing  and  buildings;  that  the  Board  reserves  the  right  to 
review  the  terms  of  this  resolution  and  to  require  additional 
precautions  in  the  event  it  is  found  the  use  of  the  premises 
involved  as  a  foundry  become  an  undue  nuisance;  that  all 
motor  vehicles,  belonging  to  persons  employed  in  or  con¬ 
nected  with  the  premises,  shall  be  stored  within  the  area 
provided  therefor  and  not  on  the  streets ;  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

792-42-A. 

APPLICANT — Louis  A.  Kiesewetter,  for  Texas  Company, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 736-746  Linden  boulevard  and 
796-804  Utica  avenue  southwest  corner  (Block  No. 
4675,  Lot  No.  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  12,  1943  at 
10  A.  M.,  on  request  of  applicant’s  representative. 


Adjourned:  11:30  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  15,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


1098-24-BZ. 

APPLICANT — Frank  V.  Laspia,  for  Harry  Schwartz- 
berg,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  (re  decision  of  the  bor¬ 
ough  superintendent)  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of  motor 
vehicle  repair  shop  to  ornamental  iron  work  and 
welding  (previously  granted  by  the  Board  re  con¬ 
version  from  garage  for  more  than  five  (5)  motor 
vehicles  (said  garage  use  previously  granted  by 
the  Board)  to  motor  vehicle  repair  shop). 

PREMISES  AFFECTED — 458-466  Leonard  street  and 
499-511  Manhattan  avenue,  southwest  comer 
(Block  No.  2712,  Lot  No.  10),  Borough  of  Brook¬ 
lyn. 


APPEARANCES— 

For  Applicant :  Frank  V.  Laspia. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn  by 
applicant. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


480-37-BZ. 

APPLICANT — John  R.  Davies,  for  Wendel  Foundation 
and  Phelps  Estate,  Incorporated,  owners  (Arco 
Stations,  Incorporated,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  for  a  tem¬ 
porary  period  of  two  (2)  years,  the  transient  park¬ 
ing  of  more  than  five  (5)  motor  vehicles  in  con¬ 
junction  with  the  existing  parking  lot  and  gasoline 
service  station. 

PREMISES  AFFECTED— 21-25  Union  Square  West, 
west  side,  52  ft.  north  of  East  15th  street  (Block 
No.  843,  Lot  Nos.  22  and  25),  Boroughs  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  J.  P.  Callender. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  January  19,  1943  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deouty  Chief  Gunn  4 
Negative:  .  0 


573-37-BZ. 

APPLICANT— Williams  Auction  Sales  Corporation,  for 
The  Mutual  Life  Insurance  Company  of  New 
York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  transient 
parking  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 158-176  Columbus  avenue,  101 
West  67th  street,  100  West  68th  street  and  1980- 
1998  Broadway  (Block  No.  1139,  Lot  No.  24),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Rosenblum  and  Thomas 
P.  Farrell. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


1044-41-BZ. 

APPLICANT — Benjamin  B.  Wesley,  for  Hadley  Home 
Builders,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  tinder  section  21  of  the  zoning  resolu- 


1251 


MINUTES 


tion,  to  permit  in  a  residence  use  and  also  an  E 
area  district,  the  erection  and  maintenance  of  a 
group  of  buildings  (dwellings)  not  conforming 
with  E  area  zoning  requirements. 

PREMISES  AFFECTED— 95-01  to  95-19  149th  avenue, 
north  side,  between  95th  and  96th  streets  (Block 
No.  11531,  Lot  Nos.  28,  32,  33,  35,  36  and  20), 
Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  . . .  0 


647-42-BZ. 

APPLICANT — William  O.  Staber,  for  Home  Owners’ 
Loan  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  and  also  E-l 
area  district,  the  conversion  of  occupancy  of  a 
one  (1)  family  dwelling  to  a  five  (5)  family 
dwelling. 

PREMISES  AFFECTED — 394  Henderson  avenue,  south 
side,  350  ft.  east  of  Bard  avenue  (Block  No.  102, 
Lot  No.  92),  West  New  Brighton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  William  O.  Staber  and  James  P. 
Farrell. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


110-37-BZ. 

APPLICANT — David  F.  Cohen,  for  E'more  Kelsch,  sub¬ 
tenant,  for  Putnam  Theatrical  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 345-349  9th  street,  north  side, 
240  ft.  west  of  Sixth  avenue  and  314-332  8th  street 
(Block  No.  10C5,  Lot  Nos,  31  to  36,  inclusive,  57, 
58,  59,  28  and  29),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  David  F.  Cohen  and  Abraham 
Brown. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Ruildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . . .  o 

THE  RESOLUTION  (110-37-BZ) 

Whereas,  this  application  to  permit  in  a  business  use  dis¬ 
trict,  under  section  7h  of  the  zoning  resolution,  the  parking 
of  more  than  five  (5)  motor  vehicles,  premises  345-349  9th 
street,  north  side,  240  ft.  west  of  Sixth  avenue  (Block  No. 
1005,  Lot  Nos.  31  to  36,  inclusive,  and  57,  58  and  59), 
Borough  of  Brooklyn,  was  dismissed  by  the  Board  December 
14,  1937,  for  lack  of  prosecution;  and 


Whereas,  Arnold  W.  Lederer,  for  Putnam  Theatrical 
Corporation,  owner,  requested  on  September  6,  1940,  a  re-, 
opening  of  the  application  to  permit  in  a  business  and  resi-r 
dence  use  district,  under  section  7h,  of  the  zoning  resolution, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  24,  1940  and  granted  by  the  Board  October 
15,  1940,  on  certain  conditions  and  applicant  requested  an 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  15,  1940,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  Granted  under  section  7h  thereof,  to  permit  for 
a  term  of  two  (2)  years  the  plot  under  appeal  to  be 
occupied  for  the  parking  or  storage  of  more  than  five 
(5)  motor  vehicles  *  * 


28-40-BZ. 

APPLICANT — Reginald  S.  Hardy,  for  42  South  11th  Ave¬ 
nue  Realty  Company,  Incorporated,  owner. 
SUBJECT- — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  recon¬ 
struction  and  rearrangement  of  existing  gasoline 
service  station  and  accessory  building. 

PREMISES  AFFECTED — 14-80  Clintonville  street,  west 
side,  1  ft.  north  of  Cross  Island  boulevard  (Block 
No.  4697,  Lot  Nos.  15  and  18),  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (28-40-BZ) 

Whereas,  this  application  itnder  section  7-e  of  the  zoning 
resolution  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
auto-laundry  and  auto-repair  shop,  premises  14-80  Clinton¬ 
ville  street,  west  side,  1  ft.  north  of  Cross  Island  boulevard 
(Block  No.  4697,  Lot  Nos.  15  and  18),  Whitestone,  Borough 
of  Queens,  was  granted  by  the  Board  May  28,  1940  on 
certain  conditions,  time  extended  February  3,  1942  and 
applicant  requested  a  further  extension  of  time  to  obtain 
permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeal?  does 
hereby  amend  its  resolution  of  May  28,  1940  as  amended 
February  3,  1942,  only  in  so  far  as  it  has  reference  to 
obtaining  permits  and  completion  of  the  work  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

"that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


474-41-BZ. 

APPLICANT — Colonial  Beacon  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition.  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  an  accessory  building  on  a  gaso¬ 
line  service  station. 
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REMISES  AFFECTED— 96-02  Corona  avenue  and  49-01 
Junction  boulevard,  southeast  corner  (Block  No. 
999,  Lot  No.  1),  Corona,  Borough  of  Queens. 
PPEAR AN  CES — 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

CTION  OF  BOARD — Application  reopened  and  time 
extended. 

;HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

'HE  RESOLUTION  (474-41-BZ) 

Whereas,  Joseph  B.  Lynch,  for  Colonial  Beacon  Oil  Com 
my,  owner,  filed  May  26,  1941,  an  application  under  section 
:  of  the  zoning  resolution,  to  permit  in  a  business  use  dis- 
ict,  the  erection  and  maintenance  of  an  accessory  building 
•i  a  gasoline  service  station ;  premises  96-02  Corona  avenue 
id  49-01  [unction  boulevard,  southeast  corner  (Block  No. 
')9,  Lot  No.  1),  Corona,  Borough  of  Queens;  and 
Whereas,  this  application  was  granted  by  the  Board 
ecember  2,  1941,  on  certain  conditions  and  the  applicant 
quested  an  extension  of  time  to  obtain  permits  and  com- 
ete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
:reby  amend  the  resolution  adopted  on  December  2,  1941, 
lly  so  far  as  it  has  reference  to  obtaining  permits  and 
mipletion  of  work,  so  that  as  amended,  this  portion  of  the 
solution  shall  read : 

“*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution  *  * 


19-41-BZ. 

PPLICANT — Colonial  Beacon  Oil  Company,  for  Irving 
Rosenblum,  owner. 

UBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  alteration 
of  an  existing  gasoline  service  station  and  the 
erection  of  a  new  accessory  building  thereon. 
REMISES  AFFECTED— 218-02  Hillside  avenue  and 
88-01  218th  street,  southeast  comer  (Block  No. 
10678,  Lot  No.  1),  Queens  Village,  Borough  of 
Queens. 

PPEAR  ANCF.S— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

, CTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

’HE  RESOLUTION  (619-41-BZ) 

Whereas,  Colonial  Beacon  Oil  Company,  for  Trying 
losenblum,  owner,  filed  October  27,  1941,  an  application 
nder  section  7c  of  the  zoning  resolution,  to  permit  in  a 
usiness  use  district  the  alteration  of  an  existing  gasoline 
ervice  station  and  the  erection  of  a  new  accessory  build- 
ig  thereon;  premises  218-02  Hillside  avenue  and  88-01 
18th  street,  southeast  comer  (Block  No.  10678,  Lot  No.  1), 
hieens  Village,  Borough  of  Queens;  and 
Whfreas,  this  application  was  granted  by  the  Board 
)ecember  16,  1941,  on  certain  conditions  and  applicant  re- 
uested  an  extension  of  time  to  obtain  permits  and  com- 
lete  the  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  16,  1941, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
the  completion  of  work,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read: 

“*  *  *  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution  *  * 


848-41-BZ. 

APPLICANT — Max  Horn,  for  Michael  Cook,  owner. 
SUBJECT — Application  for  consideration — reopening — 

amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7e  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
for  stores  and  open  air  movie  theatre. 
PREMISES  AFFECTED— 38-01  to  38-05  Boardwalk, 
northwest  corner  of  Beach  38th  street  (Block  No. 
320,  Lot  No.  1),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Michael  Cook. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  Commissioner  Savage  . . .  1 


THE  RESOLUTION  (848-41-BZ) 

Whereas,  Max 'Horn,  for  Michael  Cook,  owner,  filed  on 
September  30,  1941  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  for  stores 
and  open  air  movie  theatre ;  premises  38-01  to  38-05  Board¬ 
walk,  northwest  corner  of  Beach  38th  street  (Block  No.  320, 
Lot  No.  1),  Edgemere,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
Tune  9,  1942,  on  certain  conditions  time  extended  September 
9,  1942  and  applicant  requested  an  amendment  of  the  resolu¬ 
tion. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  9,  1942,  as 
amended  September  9,  1942,  so  that  as  amended,  the  resolu¬ 
tion  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  tinder  section 
7e  thereof,  to  permit  the  use  as  proposed  for  a  term  of 
two  (2)  years  from  June  9,  1942,  on  condition  that  in 
all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto  and  no  additional  use  shall  be  added  or  substi¬ 
tuted ;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct:  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  month  from  the  date  of  this 
amended  resolution ;  and  that  a  temporary  certificate  of 
occupancy  shall  be  obtained  as  was  required  tinder 
resolution  adopted  by  the  Board  in  Cal.  No.  489-41 -A  on 
Julv  8.  1941. 

Resolved  further,  that  the  cxistina _  toilet  facilities  for 
men  and  zvornen  mav  be  arcet',ed  durinn  the  term  of  tin's 
variance,  aranted  June  9.  1942,  provded  the  required 
accommodations  are  installed  in  the  event  the  existing 
emergency  expires  prior  to  the  expiration  of  this 
variancej> 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

791-42-A. 

APPLICANT — Samuel  Roth,  tor  165  West  71st  Street, 
Incorporated,  owner. 

SUBJECT — Appeal  lrom  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 165  West  71st  street,  north 
side,  130  ft.  5  in.  east  of  Broadway  (Flock  No. 
1143,  Lot  No.  7J4),  Borbugh  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Roth. 

For  Opposition:  Sidney  Strauss  and  Walter  J. 
Keller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  19,  1943  at 
2  P.  M.,  on  request  of  applicant. 


824-42-A. 

APPLICANT — Emile  L.  Capel,  for  Estate  of  Finlay 
Johnson  Sheppard,  owner  (Charles  C.  Huitt,  Ex¬ 
ecutor)  ;  (Gimbel  Brothers,  lessee). 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 579  Fifth  avenue,  northeast 
corner  of  East  47th  street  (Block  No.  1283,  Lot 
No.  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Emile  L.  Capel  and 
For  Administration :  Fred  Dahlem,  Dep't  of  Flous 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  22,  1942 
at  2  P.  M.,  for  inspection  by  a  committee  of  the 
Board. 


863-42-S. 

APPLICANT — Eastern  Building  Corporation,  owner. 
SUBJECT- — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

ACTION  OF  BOARD— Laid  over  to  December  22,  1942 
at  2  P.  M.,  on  request  of  applicant. 


605-43-A. 

APPLICANT — Shomer-Majestic  Box  Corporation,  lessee, 
for  335  West  16th  Street  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 335-341  West  16th  st.,  north 
side,  300  ft.  east  of  Ninth  avenue  (Block  No.  740, 
Lot  No.  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  :  Israel  Harkavy  and  Alfred  Rath- 
heimer. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant’s  representatives. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


703-42-A. 

APPLICANT — Benjamin  F.  V.  Driesler,  for  Yeshiva  of 
Washington  Heights,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED— 565-567  185th  street,  noi 
side,  100  ft.  east  of  St.  Nicholas  avenue  (Blc 
No.  2157,  Lot  Nos.  65  and  66),  Borough  of  Ma 
hattan. 

APPEARANCES— 

For  Applicant:  Jean  H.  Geraerdts. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hoi 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  alter  argume 
on  request  of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . : 


844-42-A. 

APPLICANT — Transcontinental  and  Western  Air,  Incc 
porated,  lessee,  for  City  of  New  York,  Departnit 
of  Marine  and  Aviation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  comm 
sioner. 

PREMISES  AFFECTED— Hangar  No.  6,  New  York  M 
nicipal  Airport  (Block  No.  926,  Lot  No.  Nom 
LaGuardia  Field,  Jackson  Heights,  Borough 
Queens. 

APPEARANCES— 

For  Applicant:  Robert  Meisenholder,  Louis  Selim 
der  and  Major  Haslett. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t.  ! 
ACTION  OF  BOARD — Appeal  withdrawn  after  argumei 
on  request  of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . ’. . •• 


632-42-A. 

APPLICANT — D.  A.  Collins  Manufacturing  Co.,  In 
lessee,  for  Bush  Terminal  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commission' 
PREMISES  AFFECTED — 148  39th  street,  southwest  cc 
ner  of  Second  avenue  (Bush  Building  No.  19 
4th  floor);  (Block  No.  706,  Lot  No.  1),  Boron 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Dimin  and  Louis  Campanc 
For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition.  : 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 

THE  RESOLUTION  (632-42-A) 

Whereas,  D.  A.  Collins  Manufacturing  Co.,  Inc.  lessi 
for  Bush  Terminal  Corporation,  owner,  filed  August  ! 
1942,  an  appeal  from  an  order  of  the  fire  commissione 
premises,  148 — 39th  street,  southwest  corner  of  Second  a\ 
nue  (Bush  Bldg.  No.  19— 4th  floor)  ;  (Block  No.  706,  I 
No.  1),  Borough  of  Brooklyn;  and 
Whereas,  Order  No.  92572-LC,  issued  by  the  Fire  Coi 
missioner  July  22,  1942,  reads  : 

“You  are  hereby  notified  that  an  inspection  of  t 
above  premises,  used  to  store  oils,  waxes,  etc.,  sho’ 
that  the  following  must  be  done  before  the  permit  i 
quested  by  you  can  be  issued : 

Forthwith 

1.  Remove  the  drums  of  naphtha  from  the  4th  stc 
of  a  tenant  factory  building.  Section  C19-51-b-5,  of  t 
Administrative  Code  states  that  no  permit  shall  be  issu 
for  the  storage  of  volatile  inflammable  oil  (naphtha) 
excess  of  5  gallons  upon  any  floor  above  the  grou 
floor  of  a  building. 
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2.  Provide  an  approved  metal  safety  can  of  not  more 
than  5  gallons  capacity  for  the  storage  of  naphtha  on 
the  4th  story,  C-19-11,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  8  stories, 
(110  ft.)  in  height,  218  ft.  by  440  ft.  in  area;  of  Class  1 
construction  ;  equipped  whh  sprinkler  and  standpipe  systems  ; 
erected  in  1912;  located  in  unrestricted  district  and  occupied 
throughout  for  warehouse  and  tenant  factory  purposes ;  and 

Whereas,  the  applicant  comends  that  it  has  manufactured 
and  distributed  a  liquid  door  polish  with  Barkay  Lac  and  a 
Sealer  and  Polish,  used  for  polishing  floors  and  furniture 
for  many  years;  that  naphtha  is  one  of  the  ingredients  of 
these  products;  that  the  building  is  so  constructed  as  to 
provide  adequate  safety  on  the  4th  floor  to  permit  volatile 
inflammable  oil  to  be  stored  in  excess  of  100  gallons ;  that 
in  the  manufacture  of  one  batch  of  the  product,  two  50- 
gallon  drums  of  naphtha  are  required  at  a  given  time  and 
the  contents  of  both  drums  are  consumed  in  24  hours;  that 
it  is  therefore  requested  that  the  Board  permit  the  issuance 
of  a  permit  for  the  storage  of  two  drums  of  naphtha,  each 
containing  50  gallons,  on  the  4th  story,  for  use  in  manu¬ 
facturing  the  products  of  the  applicant. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  92572-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  not 
more  than  two  drums  of  naphtha  shall  be  on  the  premises 
at  any  time  and  that  such  naphtha  when  on  the  premises 
shall  be  kept  within  the  mixing  compartment,  as  constructed 
pursuant  to  the  requirements  of  the  Board  under  Cal.  No. 
606-41 -A ;  that  the  requirements  of  the  resolution  adopted 
under  Cal.  No.  606-41-A  shall  be  complied  with  and,  in 
addition,  all  electrical  equipment  shall  be  grounded  to  the 
satisfaction  of  the  fire  commissioner ;  that  sills  shall  be 
constructed  of  cement  concrete  on  each  door  leading  from 
such  compartment ;  that  such  sills  shall  be  not  less  than  six 
(6)  inches  in  height;  that  the  floor  of  such  compartment 
shall  be  made  non-sparking  to  the  satisfaction  of  the  file 
commissioner;  that  the  pump  used  on  the  drums  shall 
be  of  a  type  as  approved  by  the  Underwriters’  Labora¬ 
tories,  Inc.  or  the  Factory  Mutual  Laboratories ;  that  the 
1  mixing  tank  shall  have  a  hinged  cover  held  in  place  with 
a  fusible  link;  that  the  sprinkler  system  and  standpipe  sys¬ 
tem  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner ;  that  in  all  other  respects,  the  build. ng  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board 
under  Cal.  Nos.  439-38-A  and  606-41-A. 


650-42-A. 


APPLICANT — C.  W.  Keenan,  Incorporated,  lessee,  for 
Dimes  Savings  Bank,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 


commissioner. 

PREMISES  AFFECTED— 166-176  Livingston  street, 

south  side,  100  ft.  east  of  Smith  street  and  159 
Schermerhorn  street  (Block  No.  164,  Lot  No.  13), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  J.  Doran. 

For  Administration :  Tnsp.  Meyer,  Fire  Dep  t. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 


4 

0 


THE  RESOLUTION  (650-42-A). 

Whereas,  C.  W.  Keenan,  Inc.,  lessee  (Dimes  Savings 
Bank,  owner),  filed  on  August  28.  1942,  an  apneal  from  an 
order  and  dec:sion  of  the  fire  commissioner,  affecting  prem¬ 
ises  166-176  Livingston  street  and  159  Schermerhorn  street 
(Block  No.  164,  Lot  No.  13),  Borough  of  Brooklyn;  and 


Whereas,  Order  No.  92437-LC  issued  by  the  fire  com¬ 
missioner  July  6,  1942  reads: 

"With  reterence  to  application  dated  May  28,  1942 
for  a  permit  to  store  3  barrels  of  benzine,  in  an  ap¬ 
proved  storage  system  at  premises  170  Livingston 
street,  Brooklyn,  please  be  advised  that  the  hire  De¬ 
partment  is  without  power  to  issue  such  a  permit  lor 
the  reason  that  a  recent  inspection  of  the  premises 
shows  that  the  upper  floor  is  occupied  as  a  tenant  fac¬ 
tory  wnh  a  tailor  shop  on  the  4th  story,  the  storage 
of  benzine  in  any  building  where  dry  goods  are  manu¬ 
factured,  stored  or  kept  for  sale  is  a  violation  of 
Ci9-M-D-1,  ot  the  Aamimstrative  Lode,  which  reads  as 
follows : 

‘No  permit  shall  be  issued  for  the  storage  or  sale  of 
volatile  inflammable  oil  in  any  building  where  dry 
goods  or  other  material  of  a  highly  lnnammable  na¬ 
ture  are  manufactured,  stored  or  kept  for  sale.’ 

1.  You  are,  therefore,  ordered  to  remove'  all  ben 
zine  from  the  premises  and  to  discontinue  the  further 
storage  and  sale  of  benzine  on  premises.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  August  11,  1942;  and 
Whereas,  the  applicant  states  that  the  building  is  4 
stories  (68  ft.)  in  height,  125  ft.  by  171.6  ft.  in  area,  of 
class  1  construction,  equipped  with  a  sprinkler  system, 
erected  in  1920,  located  in  a  business  use  district  and  occu¬ 
pied:  cellar — storage  of  paints;  1st  floor — paint  store — 14 
persons ;  2nd  floor — warehouse ;  3rd  floor — warehouse ;  4th 
floor — tailor  establishment — 167  persons;  and 

Whereas,  the  applicant  contends  that  it  has  been  unable 
to  secure  the  permission  of  the  owner  to  make  this  appeal ; 
that  the  owner  has  suggested  that  a  tank  be  placed  in  the 
yard  on  Schermerhorn  street ;  that  this  would  not  be  prac¬ 
tical,  even  if  delivery  of  the  tank  still  could  be  obtained 
under  priorities;  that  the  fire  hazard  would  be  increased 
by  such  an  installation;  that  all  requirements  of  the  fire 
department  have  been  complied  with,  since  the  occupant 
came  into  possession  in  1930 ;  that  the  present  benzine  tank 
is  buried  in  concrete  and  the  benzine  is  piped  from  the 
outside  of  the  building,  in  accordance  with  the  rules  and 
regulations  of  the  Fire  Department;  that  the  building  is 
fireproof  with  a  sprinkler  system  inspected  monthly;  that 
there  is  no  manufacturing  done  by  the  applicant;  that  ben¬ 
zine  is  a  vital  necessity  to  the  paint  business;  and 
Whereas,  an  examination  of  Fire  Denartment  holder 
No.  21946.21  indicates  that  an  approved  500  gallon  benzine 
storage  tank  was  installed  under  plan  No.  2487-30  and 
permits  •  issued  for  the  storage  of  300  gallons  of  benzine 
and  permits  subsequently  renewed  for  three  barrels  of  ben¬ 
zine  in  underground  tank  up  to  and  including  June  30,  1942. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  92437-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
the  sprinkler  system  shall  be  maintained  to  the  satisfaction 
of  the  fire  commissioner ;  that  the  storage  tanks  tor  benzine 
as  heretofore  approved  under  Plan  No.  2487-30,  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner,  with 
approved  dispens’ng  pump  on  the  first  floor;  that  the  fire 
alarm  system  and  fire  drills  shall  be  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner. 


691-42  S. 

APPLICANT— Hardman,  Peck  and  Company,  owner 
(Duramold  Aircraft  Corporation,  subsidiary  of 
Fairchild  Engine  and  Aircraft  Corporation,  lessee). 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED— 524-540  West  52nd  street,  south 
side.  325  ft.  southwest  of  Tenth  avenue  (4th  floor)  ; 
(Block  No.  1080,  Lot  No.  45),  Borough  of  Man¬ 
hattan. 
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APPEARANCES— 

For  Applicant:  H.  Hagemeyer  and  J.  R.  Berry. 

For  Administration:  Insp.  Meyer  and  Insp.  Maher, 
Fire  Dept. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative:  .  0 

THE  RESOLUTION  (691-42-S) 

Whereas,  Hardman,  Peck  and  Company,  owner  (Dura- 
mold  Aircraft  Corporation,  subsidiary  of  Fairchild  Engine 
and  Aircraft  Corporation,  lessee),  filed  September  22,  1942, 
an  application  for  variation  of  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner,  affecting 
premises:  524-540  West  52nd  street,  south  side,  325  ft.  west 
of  Tenth  avenue  (4th  floor)  ;  (Block  No.  1080,  Lot  No.  45), 
Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
September  15,  1942,  reads : 

“In  reply  to  your  request  for  a  permit  to  smoke  on 
the  4th  story  of  the  above  premises,  occupied  as  drafting 
rooms,  bookkeeping  departments,  offices,  etc.,  you  are  ad¬ 
vised  as  follows : 

As  the  balance  of  the  premises  is  occupied  as  a  fac¬ 
tory  with  combustible  materials  used  in  such  occupancy, 
I  regret  to  advise  that  I  am  without  the  authority  to 
issue  such  permit.  An  appeal  from  this  decision  may 
be  filed  with  the  Board  of  Standards  and  Appeals,  with¬ 
in  30  days.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  and  basement  (90  ft.)  in  height;  144  ft.  by  60  ft. 
in  area ;  of  Class  3  construction ;  erected  1875 ;  located  in  an 
unrestricted  use  district  and  used  as  follows :  Cellar,  wood¬ 
working,  10  persons;  first  floor,  woodworking,  15  persons; 
second  floor,  woodworking,  20  persons ;  third  floor,  wood¬ 
working,  30  persons;  fourth  floor,  offices,  30  persons;  fifth 
floor,  woodworking,  10  persons;  sixth  floor,  woodworking, 
10  persons;  and  proposed  to  be  occupied  as  follows:  cellar, 
first  floor  and  second  floor,  same;  third  floor,  woodworking, 
40  persons;  fourth,  fifth  and  sixth  floors,  same;  that  the 
building  is  equipped  with  a  sprinkler  system  and  standpipe 
system,  interior  fire  alarm  system ;  that  fire  drills  are  not 
maintained ;  that  there  are  two  4  ft.  6  in.  fireproof  stairs 
leading  from  roof  to  street;  and 

Whereas,  the  applicant  contends  that  the  office,  for  which 
permission  is  requested  for  smoking,  is  entirely  cut  off  from 
the  factory  portion  and  occupied  only  by  bookkeepers, 
draftsmen  and  executives;  that  there  also  a  blueprinting 
machine,  which  is  separated  by  wood  and  glass  partitions, 
7  ft.  6  in.  high ;  that  the  entire  area  of  this  lessee  is  segre¬ 
gated  by  fire  doors  and  the  building  is  protected  with  a  high 
pressure  sprinkler  system  fed  by  a  10,000  gallon  pressure 
tank ;  that  a  20,000  gallon  gravity  tank  and  standpipes  are 
fed  by  5,000  gallon  tank;  that  the  lessee  frequently  has  occa¬ 
sion  to  interview  prominent  officials  in  connection  with  air¬ 
craft  work  and  it  is  embarrassing  to  them  not  to  be  per¬ 
mitted  to  smoke,  and  in  addition  the  draftsmen  and  engineers, 
as  is  customary,  seem  to  be  better  able  to  concentrate  on 
what  thev  are  doing  when  they  can  smoke  a  pipe ;  that  any 
additional  fire  extinguishers  as  may  be  required  by  the  Board 
will  be  installed ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  a  communi¬ 
cation  from  the  War  Department  to  the  effect  that  the  War 
Department  has  no  objection  to  the  smoking  by  employees 
in  the  sections  of  the  plant  set  forth,  provided  the  following 
precautions  are  taken : 

a.  That  a  2^4  gallon  soda  acid  type  fire  extinguisher 
be  provided  in  the  areas  involved,  on  the  basis  of  one 
su^h  unit  for  each  2,500  sq.  ft.  of  floor  area. 

b.  That  there  be  not  less  than  one  extinguisher  of  the 
type  set  forth  under  Number  a.  for  each  partitioned 


section,  which  may  be  shut  off  from  the  remainder 
the  floor  area. 

c.  Adequate  receptacles  should  be  provided  for  pro] 
disposal  of  cigarette  and/or  cigar  butts. 

Resolved,  that  the  Board  of  Standards  and  Appeals  d< 
hereby  make  a  variation  in  the  requirements  of  the  Lai 
Law  as  cited  in  a  decision  of  the  fire  commissioner  da 
September  15,  1942,  and  that  the  application  be  and  it  here 
is  granted  on  condition  that  during  the  term  of  the  em 
gency,  no  smoking  shall  be  permitted  in  any  portion  of  \ 
building  except  those  portions  of  the  fourth  floor,  indica 
on  plan  filed  with  this  application  marked  “Received  Si 
tember  22,  1942”  and  described  as  “Engineering,  execut 
offices  and  general  office”,  precluding  smoking  in  any  pi 
tion  of  this  floor  occupied  as  a  laboratory ;  that  signs  sh 
be  posted  to  the  satisfaction  of  the  fire  commissioner,  m;; 
ing  it  clear  the  extent  of  such  area  where  smoking  is  here, 
permitted  and  so  worded  as  to  exclude  smoking  elsewh> 
within  the  building;  that  the  sprinkler  system,  standpipe  s] 
tern  and  interior  fire  alarm  system  shall  be  maintained 
the  satisfaction  of  the  fire  commissioner ;  that  such  porta, 
fire-fighting  appliances  shall  be  maintained  as  the  fire  co 
missioner  shall  direct ;  that  the  motor-driven  fan,  exhausti 
to  the  outer  air  in  the  laboratory,  shall  be  maintained ;  tl 
adequate  receptacles,  satisfactory  to  the  fire  commission 
shall  be  provided  for  the  disposal  of  cigarette  and  ci], 
butts. 


700-42-A. 

APPLICANT — Leonardo  Lamp  Manufacturing  Compa 
(lessee),  for  S.  and  A.  Realty  Company,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  t 
commissioner. 

PREMISES  AFFECTED— 591  Broadway,  west  side,  2 
ft.  south  of  West  Houston  street  (6th  floor 
(Block  No.  512,  Lot  No.  16),  Borough  of  M; 
hattan. 

APPEARANCES— 

For  Applicant :  H.  Zuckerman. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . T . 

THE  RESOLUTION  (700-42-A) 

Whereas,  Leonardo  Lamp  Manufacturing  Company  (h 
see),  for  S.  and  A.  Realty  Company,  owner,  filed  on  St 
tember  24,  1942,  an  appeal  from  an  order  and  decision  of  t 
fire  commissioner,  affecting  premises  591  Broadway,  w< 
side,  200  ft.  south  of  West  Houston  street  (6th  floor 
(Block  No.  512,  Lot  No.  16),  Borough  of  Manhattan;  a; 

Whereas,  Order  No.  31482-LC,  issued  by  the  fire  coi 
missioner  July  1,  1942,  reads: 

“Before  permit  may  be  issued  to  store  and  u 
lacquer,  etc.  following  must  be  done : 

1.  Discontinue  the  use  of  open  flame  or  fire  in  sar 
room  or  compartment  in  which  spraying  of  an  inflat 
mable  or  combustible  substance  is  carried  on.  S< 
09-11,  Art.  1,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  t 
fie  commissioner  dated  August  26,  1942,  which  reads: 

“In  accordance  with  opinion  of  our  Legal  Divisi; 
your  request  for  extension,  is  denied. 

It  is  illegal  to  store  or  use  paints  without  a  pern 
from  the  fire  commissioner. 

You  may  seek  relief  by  applying  to  the  Board 
Standards  and  Appeals,  for  a  modification  of  On! 
No.  31482-LC.” 

and 

Whereas,  the  applicant  states  that  the  building  is  s 
stories  (85  ft.  2  in.)  in  height;  30  ft.  1  in.  by  200  ft. 
area ;  of  Class  3  construction ;  equipped  with  a  sprinkl 
system;  erected  1875;  located  in  an  unrestricted  use  distr 
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I  used  and  occupied  as  follows :  cellar,  store,  5  persons ; 
t  floor,  not  stated;  second  floor,  surplus  merchandise 
tribution,  12  persons;  third  floor,  manufacturing  leather 
>ds,  25  persons;  fourth  floor,  manufacturing  shirts,  4  per- 
s;  fifth  floor,  manufacturing  dresses,  35  persons;  sixth 
ir,  manufacturing  lamps,  25  persons ;  and 
Vhereas,  the  applicant  contends  that  he  uses  less  than 
luarts  of  lacquer  per  day  and  the  open  flame  is  25  ft. 
tant  from  the  spraying  apparatus ;  that  the  plant  is 

rking  under  extensions  granted  by  the  War  Production 
ard,  permitting  the  use  of  raw  materials  on  hand,  which 
1  probably  terminate  at  the  end  of  the  year;  that  con- 
cts  for  defense  work  are  being  sought  and  if  such  con- 
cts  are  obtained  requiring  the  use  of  spraying  the  appli- 
it  will  require  additional  space  and  thus  move  to  larger 
irters,  and  for  these  reasons  it  is  requested  that  the 

ard  grant  an  extension  to  the  end  of  the  year  to  con- 
ue  the  business  as  it  has  existed  for  the  last  40  years. 
Resolved,  that  the  order  of  the  fire  commissioner,  Order 
».  31482-LC,  be  and  it  hereby  is  modified  and  that  the 
leal  be  and  it  hereby  is  granted  as  to  Item  No.  1,  on 

idition  that  no  open  flame  shall  be  permitted  within  25 

of  the  spray  booth;  that  such  spray  booth  shall  comply 
:h  all  requirements  therefor;  that  the  sprinkler  system 
ill  be  maintained  to  the  satisfaction  of  the  fire  commis- 
ner ;  that  the  ventilating  fan  shall  be  maintained  in  opera- 
n  at  all  times  while  the  spraying  is  being  carried  on  and 
:re  are  any  open  flames ;  that  the  amount  of  spraying  ma- 
ial  in  use  during  spraying  shall  at  no  time  exceed  two 
arts ;  that  the  supply  of  paint  material  as  permitted  by  the 
-e  Commissioner,  shall  be  in  an  approved  steel  cabinet ; 
it  in  all  other  respects,  the  building  and  occupancy  shall 
nply  with  all  other  laws,  rules  and  regulations  applicable 
:reto,  other  than  as  modified  bv  the  Board  under  Cal.  Nos. 
I-18-S  and  61 1-26- A. 


8-42-A. 

°PLICANT — George  H.  Holland.  Department  of  Public 
Works,  for  Department  of  Hospitals,  City  of  New 
York,  owner. 

JBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

DEMISES  AFFECTED— -149-25  Rockaway  Beach  boule¬ 
vard,  south  side,  100  ft.  west  of  Beach  149th  street 
(Block  No.  810,  Lot  No.  1);  (Neponsit  Beach 
Hospital),  Rockaway  Beach,  Borough  of  Queens. 
3PEARANCES — 

For  Applicant:  George  H.  Holland  and  Julius  C. 
Metzler. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

3TION  OF  BOARD — Appeal  granted  on  condition. 

-IE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  9 

i4E  RESOLUTION  (718-42-A) 

• 

[Whereas,  George  H.  Holland,  Architect  in  t  harge  De 
died  WPA  Design  Unit,  Department  of  Public  Works, 
r  Department  of  Hospitals,  City  of  New  York,  owner, 
lid  on  September  30,  1942,  an  appeal  from  a  decision  of 
U  borough  superintendent,  affecting  premises  149-25  Rock- 
'av  Beach  boulevard,  south  side,  100  ft.  west  of  Beach 
9th  street  (Block  No.  810,  Lot  No.  1);  (Neponsit  Beach 
aspital),  Rockaway  Beach,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
I  ted  September  14,  1942,  on  amendment  to  Alt.  Applic. 
p.  21-40  reads: 

“1.  The  two  fire  escapes  should  be  constructed 
throughout  of  incombustible  material  (sec.  6.7.1).” 

d 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
height,  136  ft.  by  150  ft.  in  area,  of  class  1  construction, 
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erected  in  1925,  located  in  a  residence  use  district  and  used 
as  a  hospital  since  its  erection,  with  an  occupancy  of  20  per¬ 
sons  on  the  first  floor,  80  persons  on  the  2nd,  50  persons 
on  the  3rd,  50  persons  on  the  4th  and  10  persons  on  the 
5th  floor ;  and 

Whereas,  plans  were  filed  and  approved  under  Alt.  Ap 
plic.  No.  21-40,  and  permit  was  issued  to  construct  two  fire 
lower  stairways  and  which  have  been  commenced  as  to 
foundations  but  halted  because  of  impossibility  of  obtaining 
necessary  structural  steel ;  and 

Whereas,  the  applicant  contends  that  purchase  order  for 
38  tons  of  steel  was  awarded  and  priority  request  filed  April 
10,  1942  rejected  and  appealed  May  22,  1942  and  a  rating 
of  A-2  issued  June  18,  1942,  which  is  too  low  to  obtain  the 
material  required  to  comply  with  the  requirements  of  the 
Administrative  Code ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  a  memorandum 
dated  September  11,  1942  to  1st  Deputy  Commissioner  B.  .1. 
Gillroy  of  the  Department  of  Housing  and  Buildings  from 
Borough  Superintendent  E.  P.  Leonard  of  the  Department 
of  Housing  and  Buildings,  Queens,  which  memorandum 
reads  as  follows : 

“In  connection  with  the  above  alteration,  permission 
was  granted  in  1940  for  the  erection  of  2  wood  fire 
escapes,  one  on  each  of  the  4  story  wings  of  the  Hos¬ 
pital.  The  original  fire  escapes  were  removed  in  order 
to  provide  space  for  the  erection  of  2  approved  type 
fire  towers.  This  Department  accepted  the  use  of  wood 
fire  escapes  for  a  period  of  six  months.  The  construc¬ 
tion  work  was  started  by  the  W.P.A.  but  never  got  be¬ 
yond  the  foundation  stage.  The  inspector  naturally 
called  this  matter  to  my  attention  and  in  June  I  wrote 
to  the  Department  of  Hospitals  asking  them  what  dis¬ 
position  they  intended  to  make  of  the  wood  fire  escapes. 
•They  have  now  filed  an  amendment  showing  the  con¬ 
struction  of  these  fire  escapes,  with  the  plea  that  their 
continued  use  be  accepted  during  the  period  of  the  Wat- 
emergency. 

May  I  have  your  suggestion  whether  we  should  insist 
that  the  Department  of  Hospitals  take  this  matter  up 
through  the  Board  of  Standards  and  Appeals  for  such 
temporary  acceptance,  or  would  a  letter  of  explanation 
from  the  Commissioner  of  the  Department  of  Hospitals 
be  considered  as  a  basis  for  acceptance  by  this  Depart¬ 
ment. 

Note— Comm.  Gillroy  by  phone  stated  he  feels  this  is 
a  Board  case. 

EPL  9/11/42” 

and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  Deputy  Commissioner  of  the  Department  of  Public 
Works,  dated  December  15,  1942,  which  reads  as  follows: 

“The  above  fire  escapes  were  erected  by  the  W.P.A., 
pursuant  to  the  fact  that  the  then  existing  steel  fire 
escapes  were  so  dilapidated  that  they  were  a  menace  to 
public  safety,  and  in  anticipation  of  the  erection  of 
permanent  fireproof  stair  towers. 

It  was  found  because  of  war  conditions,  that  the 
erection  of  the  permanent  stair  towers  became  impos¬ 
sible.  In  the  meantime,  it  was  decided  to  convert  Ne¬ 
ponsit  Beach  Hospital  from  its  present  use  to  an  insti¬ 
tution  for  cardiac  children  as  a  post-war  project.  This 
is  HO-172  in  the  current  Capital  Budget. 

The  architectural  studies  of  the  project  contemplate 
the  adoption  of  one  of  the  following  schemes : 

1.  Demolition  of  the  building  altogether. 

2.  Its  remodelling — in  which  case  it  is  intended  to 
place  the  stairs  within  the  building,  to  be  properly  ac¬ 
cessible  and  in  full  compliance  with  the  Building  Code. 

The  construction  of  the  temporary  fire  escapes  may 
be  termed  to  be  of  slow  burning  construction,  as  the 
timbers  are  all  heavy.  They  were  examined  by  a  repre¬ 
sentative  of  the  Queens  Building  Department  on  Tilly 
13.  and  in  the  opinion  of  said  Inspector,  the  fire  escapes 


MINUTES 


were  satisfactory  as  a  temporary  measure,  provided  the 
following  modifications  were  made : 

Fire  escapes  to  extend  to  roof,  wire  mesh  guards  to 
be  installed  where  same  have  been  omitted,  bottom  of 
northerly  stairway  to  be  cleared  of  obstruction,  glazed 
openings  adjacent  to  fire  escape  to  be  glazed  with  wire 
glass,  where  diagonal  bracing  obstructs  exit  from  win¬ 
dows  to  be  replaced  with  non-obstructing  bracing  and 
both  fire  escapes  to  be  painted. 

With  the  understanding  that  the  above  objections  of 
the  Building  Inspector  will  be  properly  remedied  and 
in  view  of  the  facts  recited  above,  we  request  that  you 
permit  the  continuance  of  the  temporary  wooden  fire 
escapes  until  the  present  world  emergency  conditions 
have  been  sufficiently  removed  to  permit  this  Depart¬ 
ment  to  proceed  wi.li  the  installation  of  permanent  law¬ 
ful  stairs.” 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  21-40,  Obj.  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  to 
permit  the  continuation  of  the  existing  wood  fire  escapes 
previously  temporarily  permitted  until  the  proposed  fireproof 
fire  tower  stairways  to  replace  unsafe  fire  escapes  were  con¬ 
structed  for  one  (1)  year  from  the  date  of  this  action, 
on  condition  that  such  fire  escapes  and  the  windows  and 
openings  along  the  course  of  the  fire  escapes  shall  be  made 
to  conform  to  the  requirements  of  the  borough  superin¬ 
tendent  including  the  construction  of  doors  leading  directly 
to  the  temporary  fire  escapes  from  each  floor;  that  such  fire 
escapes,  during  the  term  of  this  permit,  shall  be  maintained 
in  good  safe  structural  condition  and  all  obstructions  kept 
removed  therefrom. 


830-42-A. 

APPLICANT — Levy  and  Berger,  for  Cornelius  Callaghan, 
owner  (Apico  Realty  Co.,  Inc.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 96-18  to  96-42  Queens  boule¬ 
vard,  south  side,  150  ft.  east  of  63rd  drive  (Block 
No.  3082.  part  of  Lot  No.  61),  Rego  Park,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Levy,  Jr.,  Michael  J.  Wellin 
and  Lee  Meirowitz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (830-42-A) 

Whereas,  Levy  and  Berger,  for  Cornelius  Callaghan, 
owner  (Apico  Realty  Co.,  Inc.,  lessee),  filed  on  November 
25,  1942,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  96-18  to  96-42  Queens  boule¬ 
vard,  south  side,  150  ft.  east  of  63rd  drive  (Block  No.  3082, 
part  of  Lot  No.  61),  Rego  Park,  Borough  of  Queens;  and 
Whereas,  the  decis;on  of  the  borough  superintendent, 
dated  November  21,  1942,  on  Alt.  Applic.  No.  1938-42 
reads : 

“1.  Proposed  openings,  in  fire  walls  are  contrary  to 
provisions  of  Bd.  Stds.  and  Appeals  ruling  on  Cal.  No. 
897-41-A. 

2.  Door  construction  shown  contrary  to  provisions 
of  Sec.  10.8.1  Bldg.  Code.,  3  hr.  rating  req’d.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (14  ft.  3  in.)  in  height,  200  ft.  by  100  ft.  and  75  ft. 
in  area,  of  class  3  construction,  erected  in  1941.  located  in 
a  business  use  district  and  occupied:  cellar — bowling  al¬ 


leys,  restaurant,  stores  and  storage — 250  persons;  1st  floor- 
stores,  restaurant  and  public  market — 125  persons;  and 

Whereas,  the  applicant  contends  that  this  appeal  relat 
to  the  restaurant  occupied  by  store  No.  8,  known  as  96-1 
Queens  boulevard,  located  west  of  the  fire  wall  which  divid 
the  building  into  two  sections;  that  this  restaurant  requir 
increased  dining  space;  that  due  to  existing  leases,  it  is  n 
possible  to  extend  in  a  westerly  direction  and  therefore 
is  proposed  to  extend  into  store  No.  7,  which  requires  ope 
ings  in  the  brick  fire  wall ;  that  due  to  practical  difficulti 
and  unnecessary  hardship,  it  is  requested  that  the  propos', 
openings  in  the  fire  wall  be  permitted,  inasmuch  as  t 
building  is  1  story  and  cellar  in  height,  all  store  dividii 
partitions  are  one  hour  construction  and  the  entire  ro 
space  has  been  insulated  with  rock  wool ;  that  propos 
openings  in  fire  wall  will  be  protected  with  fireproof  sel 
closing  doors  of  kalamein  type,  due  to  the  fact  that  3  1 
protective  assemblies  cannot  be  obtained. 

Resolved,  that  the  decision  of  the  borough  superintende 
on  Alt.  Applic.  No.  1938-42,  Objection  No.  1,  be  and 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
granted  on  condition  that  other  than  the  proposed  openin 
in  the  fire  wall,  as  shown  on  plans  filed  with  the  boron; 
superintendent,  the  requirements  of  the  resolution  adopt 
by  the  Board  under  Cal.  No.  897-41-A,  under  date  of  Oct 
her  28,  1941,  shall  be  complied  with  in  all  respects;  and 
to  Objection  No.  2,  that  the  proposed  door  assemblies  sh: 
be  of  the  type  as  approved  by  the  Board  therefor. 


857-42-A. 

APPLICANT — John  M.  Baker,  for  Huntervan  Realty  Co 
poration,  owner  (International  Diesel  Electric  G 
Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  supe 
intendent. 

PREMISES  AFFECTED— 11-49  44th  road,  north  side, 
ft.  8-J6  in.  west  of  21st  street  and  13-02  44th  av 
nue  (Block  No.  446,  Lot  No.  10),  Long  Isla; 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Baker. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hou 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 

THE  RESOLUTION  (857-42-A) 

Whereas,  John  M.  Baker,  for  Huntervan  Realty  Corp 
rat’on.  owner  (International  Diesel  Electric  Co.,  Tnc.,  Id 
see)  filed  December  8,  1942,  an  appeal  from  a  decision 
the  borough  superintendent;  premises  11-49  44th  road,  nor 
s'de,  89  ft.  8%  in.  west  of  21st  street  and  13-02  44th  aven 
(Block  No.  446,  Lot  No.  10),  Long  Island  City,  Boron; 
of  Queens;  and 

Whereas,  the  decision  of  the  borough  sunerintendei 
dated  November  3.  1942,  re  M.  Applic.  No.  5956-42,  read 
“1.  The  proposed  storage  and  use  of  spraying  mat 
rials  within  this  structure  is  at  variance  with  the  pr 
visions  contained  in  Cal.  715-42-A. 

Moreover,  the  proposed  method  of  conducting  spra 
ing  operations  is  contrary  to  the  rules  of  the  Board 
Cal.  353-30-SR.” 

and 

Whereas,  the  appb’eant  states  the  budding  is  one  and  t\ 
stories  (50  ft.  and  26  ft.)  in  height;  200  ft.  by  200  ft. 
area;  Class  5  construction;  erected  in  1930;  located  in 
unrestricted  use  distret:  and  occupied :  Cellar,  boder  roor 
1st  floor,  stone  yard  and  office;  2nd  floor,  office;  pronos 
to  be  occupied:  Cellar,  same;  1st  floor,  factory  and  offi< 
140  persons ;  2nd  floor,  office,  34  persons ;  and 
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Vhereas,  it  is  proposed  to  install  paint  spraying  equip- 
lt,  as  indicated  on  plans  filed  with  this  appeal  marked 
iccived  December  8,  19-42”,  in  the  west  end  of  the  build- 
to  permit  the  spraying  of  paint  finish  in  the  open  by 
:ing  the  unit  to  be  sprayed  over  the  spraying  pits  con- 
'ted  to  a  down  draft  exhaust  system;  that  there  will  be 
r  pits,  6  ft.  wide  and  12  ft.  long,  each  connected  to  an 
laust  stack  34  in.  in  diameter  constructed  of  No.  20 
ige  galvanized  iron,  riveted  and  soldered  in  direction  o! 
flow,  supported  on  angle  iron  frame  and  brackets;  that 
;  h  stack  will  be  equipped  with  Type  F  34  in.  6-blade 
taust  fans,  equipped  with  3  h.p.  motors;  that  pits  will 
:  constructed  with  12  in.  concrete  walls,  concrete  water- 
of  floor  4  in.  thick  covered  with  X-bar  grating,  capable 
'sustaining  a  live-load  of  900  lbs.  per  sq.  ft.;  and 
Vhereas,  the  applicant  contends  storage  of  paint  will  not 
‘eed  100  gallons  and  will  be  kept  in  metal  cabinets;  that 
flashpoint  of  all  paint  materials  will  be  not  less  than 
;  that  the  proposed  system  has  been  approved  by  the 
reau  of  Industrial  Hygiene  of  the  State  Labor  Dept.; 
t  to  be  compelled  to  enclose  the  paint  spraying  area, 
lid  hamper  the  operation  and  deprive  the  occupant  of 
■  building  of  the  use  of  the  traveling  cranes  for  handling 
je  equipment ;  and 

Vhereas,  these  premises  and  equipment  were  inspected 
:  a  Committee  of  the  Board  and  a  representative  of  the 
:  dsion  of  Combustibles  of  the  Fire  Department. 
lesolved,  that  the  decision  of  the  borough  superintendent 
Misc.  Applic.  No.  5956-42,  be  and  it  hereby  is  modified 
I  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
t  the  installation  and  operation  shall  be  maintained  as 
iposed  and  to  the  satisfaction  of  the  fire  commissioner; 
(t  the  spraying  equipment  shall  be  interlocked  with  the 
itilating  fans,  so  as  to  assure  the  operation  of  the  ven¬ 
ting  system  at  all  times  while  the  spraying  equipment  is 
operation ;  that  no  equipment  other  than  that  shown  and 
jiposed  shall  be  placed  near  this  spraying  equipment,  un- 
s  in  accordance  with  the  fire  commissioner’s  approval ; 
i  t  in  all  other  respects,  the  requirements  of  the  Board’s 
olution  under  Cal.  No.  715-42-A,  shall  be  complied  with; 
.t  such  additional  portable  fire  fighting  appliances  shall 
maintained  as  the  fire  commissioner  shall  direct ;  and  that 
:  laws,  rules  and  regulations  applicable  to  the  building  and 
:upancy  shall  be  complied  with  in  all  other  respects. 


7-42-A. 

}PLICANT — Arthur  Weiser,  for  28th  Properties,  Incor¬ 
porated,  owner. 

IBJECT — Application  for  consideration — reopening  and 
reinstatement  to  calendar — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously  dis- 
,i  missed  for  lack  of  prosecution). 

TEMISKS  AFFECTED — 31-81  Steinway  street,  east  side, 

,  100  ft.  north  of  Broadway  (Block  No.  678,  Lot  No. 

9),  Astoria,  Borough  of  Queens. 

APEARANCES — 

For  Applicant:  Arthur  Weiser. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
.  ing  and  Buildings. 

i  3TION  OF  BOARD — Request  to  reopen,  withdrawn  by 
applicant. 

HE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


7-35-A. 

uPPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

(JBTECT — Application  for  consideration — reopening  and 
extension  of  time — re  Appeal  from  a  decision  of  the 
commissioner  of  buildings. 


PREMISES  AFFECTED— Pier  No.  38,  Clinton  Wharf, 
Atlantic  Basin  (Block  No.  515,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (187-35-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Company, 
owner,  filed  June  27,  1935,  an  appeal  from  a  decision  of  the 
commissioner  of  buildings,  affecting  premises  Pier  No.  38, 
Clinton  Wharf,  Atlantic  Basin  (Block  No.  515,  part  of  Lot 
No.  1),  Borough  of  Brooklyn;  and 

Whereas,  this  appeal  was  denied  by  the  Board  on  June 
16,  1935,  reopened  and  granted  on  certain  conditions  No¬ 
vember  26,  1935,  time  extended  March  10,  1936,  December 
14,  1937  and  November  28,  1939  and  applicant  requested  a 
further  extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  26,  1935, 
as  amended  March  10.  1936,  December  14,  1937  and  Novem¬ 
ber  28,  1939,  only  so  far  as  it  has  reference  to  the  comple¬ 
tion  of  the  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“*  *  *  that  all  permits  shall  be  obtained  and  all 

work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution  *  * 


174-40-A. 

APPLICANT — G.  R.  Rinke,  for  New  York  Dock  Company, 
owner  (John  Powell  and  Company,  Incorporated, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fme  commissioner. 

PREMISES  AFFECTED — 273-287  Conover  street,  east 
side,  110  ft.  6  in.  south  of  Reid  street  (Buildings 
Nos.  339,  344  and  345)  :  (Block  No.  611,  part  of 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  G.  R.  Rinke  and  M.  Pollert. 

For  Administration:  Fred  Dahlem,  Dept’t.  of 
Hou^insr  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VHTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (174-40-A) 

Whereas.  G.  R.  Rinke,  for  New  York  Dock  Company, 
owner,  filed  February  13.  1940,  an  anneal  from  an  order  of 
the  fire  commissioner:  premises  273-287  Conover  street,  east 
side.  110  ft.  6  in.  south  of  Reid  street  f  Buddings  Nos.  339, 
344  and  345)  ;  (Block  No.  611,  part  of  Lot  No.  1),  Borough 
of  Brooklyn ;  and 

Whereas,  this  appeal  was  granted  bv  the  Board  on  June 
11,  1940,  on  certain  conditions  and  the  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Anneals  does 
hereby  amend  the  resolution  adopted  June  11,  1940,  so  that 
as  amended  the  resolution  shall  read  : 

“Resolved  that  the  order  of  the  fire  commissioner. 
Order  No.  82285-LC.  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
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that  not  more  than  sixty  (60)  drums  of  kerosene  shall 
be  stored  at  any  time  adjacent  to  the  buildings  under 
appeal,  and  that  such  storage  shall  be  within  the  drive¬ 
way  against  the  unpierced  wall  of  Building  Nos.  338- 
339  and  shall  be  under  a  shelter  which  may  be  attached 
to  the  building,  consisting  of  galvanized  iron  or  similar 
material ;  that  the  drums  shall  be  as  approved  by  the 
Interstate  Commerce  Commission;  that  such  portable 
fire-fighting  appliances  shall  be  installed  as  the  fire  com¬ 
missioner  shall  direct.” 


675-41-A. 

APPLICANT — Charles  A.  Levitt,  for  114  North  Fourth 
Street  Corporation,  owner. 

SLIBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 76-116  North  4th  street,  south 
side,  between  Berry  street  and  Wythe  avenue,  199- 
203  Wythe  avenue  and  176-180  Berry  street  (Block 
No.  2350,  Lot  Nos.  4  and  13),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Larry  Meltzer  and  Louis  Greenberg. 
For  Administration :  Fred  Dahleni,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N egative :  .  0 

THE  RESOLUTION  (675-41-A) 

Whereas,  Charles  A.  Levitt,  for  114  North  4th  Street 
Corp.,  owner,  filed  July  18,  1941  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  76-116  North  4th 
street,  south  side,  between  Berry  street  and  Wythe  avenue, 
199-203  Wythe  avenue  and  176-180  Berry  street  (Block  No. 
2350,  Lot  Nos.  4  and  13),  Borough  of  Brooklyn;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  July 
22,  1941,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  22,  1941,  so 
that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  on  Alt.  Applic.  2702-41,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  proposed  pent¬ 
house  shall  not  exceed  30  per  cent,  of  the  roof  area  of 
the  building;  that  the  building  shall  not  be  further 
extended  in  height  or  area;  that  the  sprinkler  system 
shall  be  maintained  throughout,  including  the  penthouse; 
that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto. 

Resolved  further,  that  in  view  of  the  proposal  made 
by  the  owner,  that  he  intends  to  equip  the  building 


throughout  with  a  sprinkler  system  for  the  purpose  o 
reducing  cost  of  insurance,  although  not  required  b 
law,  that  such  sprinkler  system  shall  be  installed  withi 
one  (1)  year  from  the  date  of  this  amended  resolu 
tion.” 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

221-34-SA. 

APPLICANT — H.  A.  Nash,  for  Ohio  Pattern  Works  am 
Foundry  Company,  owner. 

SUBJECT — Application  reopened  December  17,  1940  r 
Metropolitan  Curb  Fill  Box  re  use  of  fuel  oil  (pre 
viously  approved  re  use  in  gasoline  installations) 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  writtei 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  ^ 
Negative :  .  ( 


1076-39-SM. 

APPLICANT — Simplex  Boiler  Stand  Company,  Incorpo 
rated,  owner. 

SUBJECT — Renton  Brass  W.  C.  Flange  and  Asbestos 
Graphite  Gasket,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  writtei 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  A 
Negative :  .  ( 


443-41-SA. 

APPLICANT — Metallizing  Company  of  America  Incorpo¬ 
rated,  owner. 

SUBJECT — Mogul  Metal  Spray  Gun,  approval  of. 

Note:  The  action  of  the  Board  on  this  application,  to- 
ge'her  with  the  report  of  the  Committee  on  Tests,  will 
appear  in  the  Bulletin  of  December  29,  1942. 


681-42-SM. 

APPLICANT — Bird  and  Son,  Incorporated,  owner. 
SUBJECT — Bird  Insulated  Siding,  Brie  Design,  approval 
of. 

Note:  The  action  of  the  Board  on  this  application,  to¬ 
gether  with  the  report  of  the  Committee  on  Tests,  will 
appear  in  the  Bulletin  of  December  29,  1942. 


Adjourned:  4:50  P.  M. 

Joseph  T.  Doyi.e,  Chief  Clerk. 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — -Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


HARRIS  H.  MURDOCK.  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  December  22,  1942. 

Lai.  No.  Dept.  Premises  Affected 

876-42-A. — F.D. — 12-19  to  12-2.1  Jackson  avenue,  south 
side,  50  ft.  west  of  47th  road  (Block  No.  60,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens,  Decision. 


877-42-A — F.D. — 1230  Castleton  avenue,  southwest  corner 
of  Taylor  street  (Block  No.  212,  Lot  No.  40),  West  New 
Brighton,  Borough  of  Richmond,  5058-L.  F.  and  Decision. 


878-42-SA — Climax  Blue  Streak  Generating  Set,  Appli¬ 
ance. 


879-42-A — H.B.Q. — 49-20  30th  street,  west  side,  100  ft. 
south  of  Hunters  Point  avenue  (Block  No.  292,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens,  N.  B.  1385-42. 


880- 42-A — H.B.Q. — 49-26  30th  street,  west  side,  100  ft. 
south  of  Hunters  Point  avenue  (Block  No.  292,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens,  N.  B.  1386-42. 

881- 42-S — H.B.Q. — 49-26  30th  street,  west  side,  100  ft. 
south  of  Hunters  Point  avenue  (Block  No.  292,  Lot  No. 
1),  Long  Island  City,  Borough  of  Queens,  N.  B.  1386-42. 


882-42-A — H.B.Bx. — 1632  Glover  street,  east  side,  40.9 
ft.  south  of  Castle  Hill  avenue  (Block  No.  3990,  Lot  No. 
33),  Borough  of  The  Bronx,  Applic.  964-42. 


southwest  corner  of  Coney  Island  avenue  (Block  No.  5322. 
Lot  Nos.  80  and  84),  Borough  of  Brooklyn,  Alt.  3257-42. 


891-42-SM — Esco  Compounds  (for  Wearproofing  and 
Dustproofing  Cement  Floors),  manufactured  by  Preservative 
Products  Company,  Material. 


892-42-SA — American  ‘Precision”  Water  Sterilizer,  Ap¬ 
pliance. 


893-42-A — F.D. — 810  East  136th  street,  south  side,  300 
ft.  east  of  Willow  avenue  (Block  No.  2587,  Lot  No.  11), 
Borough  of  The  Bronx,  31 001 -L.  C.,  31285-L.  C.  and  De¬ 
cision. 


Restored  to  Calendar. 

417-42-SM — Alpha  Cylindrical  Gasoline  Storage  Tank, 
sizes  110  gal.,  275  gal.,  1080  gal.,  2000  gal.,  and  5000  gal. 
sizes,  manufactured  by  Alpha  Tank  Company,  Incorporated, 
Material. 


385-42-A — F.D. — 165  West  46th  street,  and  1560  Broad¬ 
way,  east  side,  40  ft.  north  of  West  46th  street  (Block  No. 
999,  Lot  No.  3),  Borough  of  Manhattan,  32659-L.  C. 


IHSSIGNATIONSs  H.IJ. — Department  of  Housing  and  Buildings; 
II.II.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  ol 
Housing  and  Buildings,  Bronx;  H.D — Health  Department,  and 
KM>. —  Fire  Department. 


883-42-A — H.B.Bx. — 1630  Glover  street,  east  side,  67.9 
ft,  south  of  Castle  Hill  avenue  (Block  No.  3990,  Lot  No. 
32),  Borough  of  The  Bronx,  Applic.  1215-42. 


884-42-A — H.B.Q. — 17-16  Austel  place,  west  side,  140  ft. 
south  of  Skillman  avenue  (Block  No.  98,  Lot  Nos.  30  and 
42),  Long  Island  City,  Borough  of  Queens,  Alt.  3071-42. 


885-42-BZ — H.B.Bx. — 667-669  Hunts  Point  avenue,  west 
side,  145.30  ft.  south  of  Bryant  avenue  (Block  No.  2766-B, 
Lot  No.  120),  Borough  of  The  Bronx,  Alt.  612-42. 


886-42-S — b.D. — 45-02  Ditmars  boulevard,  southwest  cor¬ 
ner  of  47th  street  (Building  C)  ;  (Block  No.  769,  part  of 
Lot  No.  1),  Astoria,  Borough  of  Queens,  Decision. 


887-42-A— H.B.Q.— 29-48  Hunters  Point  avenue,  south¬ 
west  corner  of  30th  street  (Block  No.  292,  Lot  No.  28), 
Long  Island  City,  Borough  of  Queens,  N.  B.  1395-42. 


888-42-A— H.B.Q. — 29-38  Hunters  Point  avenue,  south¬ 
west  corner  of  30th  street  (Block  No.  292,  Lot  No.  28), 
Long  Island  City,  Borough  of  Queens,  N.  B.  1396-42. 


889-42-S — F.D. — 35-35  to  35-45  36th  street,  east  side,  92.5 
ft.  north  of  36th  avenue  (5th  floor)  ;  (Block  No.  640,  Lot 
No.  4),  Long  Island  City,  Borough  of  Queens,  Decision. 


890-42-BZ — H.B.B. — 378-394  Coney  Island  avenue,  843- 
849  Caton  avenue,  northwest  corner  and  86-90  Kermit  place, 


RULES 


hast  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . Nov. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar. 
Certificates  of  Occupancy,  approved 

form  . .Vov. 
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Elevator  Rules  . Mar. 
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LIST  OF  APPROVED  APPLIANCES 

I.usl  l’lililif.'ition  in  Bulletin 

.nti-Siphon  Valves  .  ..Nov.  25,  1941 — Vol.  26,  No.  47A 

ireline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

uel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

uel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26.  No.  47A 

uel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

uel  Oil  Pumps  . Nov.  25,  1941 — Vol.  26,  No.  47A 

ias  Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

aint,  Varnish  and  Lacquer  Spray¬ 
ing  Lquipment  . .'..Nov.  25,  1941 — Vol.  26,  No.  47A 

ange  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941 — Vol.  26.  No.  47A 

acutim  Rreakers  . Nov.  10,  1942 — Vol.  27,  No.  45 


JANUARY  5,  1943,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HERERY  GIVEN  by  the  Board  of  Stand- 
rds  and  Appeals  of  a  public  hearing  under  the  provisions 
f  the  zoning  resolution,  Tuesday  morning,  January  5,  1943, 
t  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
n  the  following  matters  : 

i82-42-BZ — Application,  May  11,  1942,  under  section  7h 
t"  the  zoning  resolution,  of  Ervin  Palmer,  applicant,  orr 
ehalf  of  General  Baking  Company,  owner  (C.  Solomon 
.layer,  lessee),  to  permit  in  a  residence  use  district,  for  a 
erm  of  two  (2)  years,  the  parking  and  storage  of  more 
han  five  (5)  motor  vehicles;  premises  530-540  East  81st 
treet  and  28-34  East  End  avenue,  southwest  corner  (Block 
4o.  1577,  Lot  No.  27),  Borough  of  Manhattan. 

’49-42-BZ — Application,  October  22,  1942,  under  sec- 
ions  7h  and  21  of  the  zoning  resolution,  of  Henry  Nord- 
ieim,  applicant,  on  behalf  of  Sarah  Shapiro,  owner,  to 
lermit  in  a  residence  use  district,  for  a  term  of  two  (2) 
ears,  the  parking  and  storage  of  more  than  five  (5)  motor 
ehicles ;  premises  756  St.  Nicholas  avenue,  east  side,  437  ft. 

in.  south  of  West  150th  street  (Block  No.  2053,  Lot  No. 
25),  Borough  of  Manhattan. 

•5-42-BZ — Application,  January  20,  1942,  under  section 
c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap- 
'licants,  on  behalf  of  Samuel  Schenkel,  owner,  to  permit  in 
i  business  use  district,  the  alteration  of  and  also  the  erection 
.if  a  new  accessory  building  on  an  existing  gasoline  service 
tation ;  premises  4313-4323  Fourth  avenue  and  401-405  44th 
treet,  northeast  corner  (Block  No.  729.  Lot  No.  1),  Borough 
if  Brooklyn. 

•26-42-BZ — Application,  May  25,  1942,  under  sections 
f  and  7h  of  the  zoning  resolution,  of  Nathan  Weissberg, 
pplicant,  on  behalf  of  Lenore  Realty  Corporation,  owner, 
o  permit  in  a  business  use  district,  for  a  term  of  two  (2) 
ears,  the  parking  and  storage  of  more  than  five  (5)  motor 
'ehicles;  premises  695-699  Utica  avenue,  east  side.  50  ft. 
outh  of  Clarkson  avenue  (Block  No.  4637,  Lot  No.  44), 
lorough  of  Brooklyn. 

>87-42-BZ — Application,  July  22,  1942,  under  section  21 
if  the  zoning  resolution,  of  Michael  Click,  applicant,  on 
'lehalf  of  Dorothy  R.  Siegal,  owner,  to  permit  in  a  business 
ise  district,  the  conversion  of  occupancy  of  part  of  an  exist- 
ng  building  to  a  motor  vehicle  repair  shop;  premises  551 
7ast  149th  street  and  555  St.  Ann’s  avenue,  northwest  corner 
Block  No.  2276,  Lot  No.  57),  Borough  of  The  Bronx. 

110-42-BZ — Application,  November  18,  1942,  under  sec- 
ions  7a,  7c  and  21  of  the  zoning  resolution,  of  Abraham 
7arber,  applicant,  on  behalf  of  Menford  Realty  Corporation, 
iwner,  to  permit  in  a  residence  use  district,  the  alteration 
ind  extension  of  a  factory  building — by  the  erection  of  a 
hird  (3rd)  story ;  premises  1-27  Montauk  avenue  and  3144- 
466  Atlantic  avenue,  southeast  corner  and  2-40  Milford 
treet  (Block  No.  3976,  Lot  Nos.  25  to  48,  inclusive), 
lorough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  5,  1943,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

887- 42-A — 29-48  Hunters  Point  avenue,  southwest  corner 
of  30th  street  (Block  No.  292,  Lot  No.  28),  Long  Island 
City,  Borough  of  Queens. 

888- 42-A — 29-48  Hunters  Point  avenue,  southwest  corner 
of  30th  street  (Block  No.  292,  Lot  No.  28),  Long  Island 
City,  Borough  of  Queens. 

843-42-S — 4410-4414  Park  avenue,  northeast  corner  of 
East  181st  street  (Block  No.  3037,  Lot  No.  35),  Borough 
of  The  Bronx. 

804-42-A — 41-06  DeLong  street,  west  side,  6  ft.  east  of 
Port  Washington  Division  of  Long  Island  Railroad  (Block 
No.  5066,  Lot  No.  255),  Flushing,  Borough  of  Queens 
(under  section  35,  General  City  Law — re  bed  of  mapped 
street — 41st  avenue). 


JANUARY  12,  1943,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  January  12, 
1943,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

539-42-BZ — Application  of  Edwin  H.  Thatcher,  appli¬ 
cant,  on  behalf  of  Polytechnic  Institute  of  Brooklyn,  owner, 
reopened  and  restored  to  calendar,  December  8,  1942,  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (previously 
withdrawn  re  Lot  Nos.  11  and  22)  ;  premises  275-299  Fifth 
street,  north  side,  97  ft.  10J4  in.  east  of  Fourth  avenue 
(Block  No.  984,  part  of  Lot  No.  11),  Borough  of  Brooklyn. 

87-42-BZ — Application  of  AAA  Properties,  Incorporated, 
applicant  and  owner,  reopened  December  8,  1942  by  order 
of  the  court — re  Application,  previously  denied  by  the 
Board,  under  section  7h  of  the  zoning  resolution,  to  permit 
partly  in  a  business  use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  3856-3872  Ninth  avenue,  west  side,  be¬ 
tween  West  206th  and  West  207th  streets  (Block  No.  2203, 
Lot  No.  21),  Borough  of  Manhattan. 

577-42-BZ — Application,  July  15,  1942,  under  section  7c 
of  the  zoning  resolution,  of  George  H.  Cohn,  applicant, 
on  behalf  of  Crew  Levick  Corporation,  owner  (Joseph  E. 
Johnston,  lessee),  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  for  parking  of  more  than  five 
(5)  motor  vehicles;  premises  1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  corner  (Block  No.  5859,  Lot  Nos. 
10  and  12),  Borough  of  Brooklyn. 

1261-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
May  26,  1942,  under  section  7c  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  upon  a  plot  occupied  as  a  gasoline  service  station 
(previously  withdrawn)  ;  premises  2701-2711  Fort  Hamilton 
parkway  and  1358-1368  Prospect  avenue,  northwest  comer 
(Block  No.  5284,  Lot  No.  64),  Borough  of  Brooklyn. 

284-42-BZ — Application,  April  7,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  North  American  Oil  Corporation,  owner  (Matt 
David,  lessee),  to  permit  in  a  business  use  district,  upon  a 
plot  occupied  as  a  gas  station  and  individual  garages,  the 
erection  and  maintenance  of  a  building  to  be  occupied  as  a 
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garage  for  more  than  five  (5)  motor  vehicles,  lubritorium, 
dressing  rooms  and  office  and  the  use  of  the  remainder  of 
the  plot  as  a  gasoline  service  station;  premises  1672-1680 
86th  street,  southeast  corner  of  Bay  14th  street  (Block  No. 
6365,  part  of  Lot  No.  33),  Borough  of  Brooklyn. 

567-41-BZ — Application,  June  23,  1941,  under  section  21 
of  the  zoning  resolution,  of  Maurice  Epstein  and  Irvin  J. 
Berger,  applicants,  on  behalf  of  Red  Estates,  Incorporated, 
owner,  to  permit  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  business  building  (stores)  ;  premises  72-92 
to  72-98  Calamus  avenue,  southwest  corner  of  74th  street 
(Block  No.  2485,  Lot  No.  36),  Maspeth,  Borough  of  Queens. 

176-38-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Regis  Holding  Corporation,  owner 
(Katherine  Sessano,  lessee),  reopened  September  9,  1942, 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  main¬ 
tenance  of  an  auto  wrecking  yard  (previously  dismissed  for 
lack  of  prosecution  in  re  maintenance  of  a  junk  yard)  ; 
premises  686-700  Herkimer  street  and  22-30  Utica  avenue, 
southwest  corner  (Block  No.  1707,  Lot  Nos.  46,  47  and  48), 
Borough  of  Brooklyn. 

667-42-BZ — Application,  September  11,  1942,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant,  on  behalf  of  Leo  Uliano,  owner,  to  permit  in  a 
residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  417  79th  street,  north  side,  125  ft.  east  of  4th  ave¬ 
nue  (Block  No.  5970,  Lot  No.  79),  Borough  of  Brooklyn. 

514-42-BZ — Application,  June  27,  1942,  under  sections  7f, 
7h  and  21  of  the  zoning  resolution,  of  Arthur  H.  Haaren, 
applicant,  on  behalf  of  Pennsylvania  Railroad  Company, 
owner  (Kesbec,  Incorporated,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 

39- 11  to  39-33  Skillman  avenue,  north  side,  100  ft.  east  of 
39th  street  (Block  No.  183,  part  of  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens. 

669-42-BZ — Application,  September  11,  1942,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  Wing  Holding 
Corporation,  applicant  and  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 

40- 11  Skillman  avenue,  north  side,  545.51  ft.  west  of  43rd 
street  (Block  No.  183,  Lot  No.  290),  Long  Island  City, 
Borough  of  Queens. 

987-41-BZ — Application,  November  14,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  reconstruction  of  and  the 
erection  of  a  new  accessory  building  upon  an  existing  gaso¬ 
line  service  station ;  premises  736-746  Linden  boulevard  and 
796-804  Utica  avenue,  southwest  corner  (Block  No.  4675, 
Lot  No.  6),  Borough  of  Brooklyn. 


Appeal  from  Administrative  Decision. 

792-42-A — 796-804  Utica  avenue  and  736-746  Linden 
boulevard,  southwest  corner  (Block  No.  4675,  Lot  No.  6), 
Borough  of  Brooklyn,  Misc.  8575-41. 

HARRIS  H.  MURDOCK,  Chairman 


JANUARY  12,  1943,  2  P.  M. 

slppeals  from  Administrative  Decisions. 

722-42- A — 2515  Grand  Concourse,  west  side,  106.34  ft. 
north  of  East  Fordham  road  (Block  No.  3167.  Lot  No.  76), 
Borough  of  The  Bronx. 

803-42-A — 786  First  avenue,  400  East  44th  street,  south¬ 
east  corner  and  north  side  of  East  43rd  street,  150  ft.  east 
of  First  avenue  (Block  No.  1355,  Lot  No.  7),  Borough  of 
Manhattan. 


JANUARY  19,  1943,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning  January  19,  1943. 
at  10  o’clock  in  Room  1013,  Municipal  Buildine.  Manhattan, 
on  the  following  matter  : 

480-37-BZ — Application  of  John  R.  Davies,  applicant, 
on  behalf  of  Wendel  Foundation  and  Phelps  Estate,  Incor¬ 
porated,  owners  (Arco  Stations,  Incorporated,  lessee),  re¬ 
opened  December  15,  1942  for  consideration  as  to  extension 
of  permit  (said  permit  having  expired  by  limitation) — re 
Application,  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  an  restricted  use  district,  for  a  temporary 
period  of  two  (2)  years,  the  transient  parking  of  more  than 
five  (5)  motor  vehicles;  premises  21-25  Union  Square 
West,  west  side,  52  ft.  north  of  East  15th  street  (Block 
No.  843,  Lot  Nos.  22  and  25),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  19,  1943,  2  P.  M. 

Appeal  from  Administrative  Decision. 

791-42-A — 165  West  71st  street,  north  side,  130  ft.  5  in. 

east  of  Broadway  (Block  No.  1143,  Lot  No.  7J4),  Borough 
of  Manhattan. 


FEBRUARY  2,  1943,  2  P.  M. 

Appeal  from  Administrative  Decision. 

758-42-A — 316  South  5th  street,  south  side,  80  ft.  west  of 
Rodney  street  (Block  No.  2461,  Lot  No.  12),  Borough  of 
Brooklyn. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  22,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  December  15,  1942  and  Tuesday 
afternoon,  December  15,  1942,  were  approved  as  printed  in 
Bulletin  No.  51,  Vol.  27. 


ZONING  CASES. 

669-42-BZ. 

APPLICANT — Wing  Holding  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  "(5)  motor  vehicles. 
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•REMISES  AFFECTED— KM  1  Skillman  avenue,  north 
side,  545.51  ft.  west  of  43rd  street  (Block  No.  183, 
Lot  No.  290),  Long  Island  City,  Borough  of  Queens. 
UTEARANCKS— 

For  Applicant:  Mason  G.  Kassel  and  Edgar 
Hantsclie. 

For  Opposition :  Alex  Rosenthal. 

For  Administration :  Fred  Dahleni,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

VCTION  OF  BOARD — Laid  over  to  January  12,  1943  at 
10  A.  M.  for  further  consideration  by  the  Board. 
No  further  argument;  for  consideration  after  Cal. 
No.  514-42-BZ  is  heard  on  same  date. 


177-33-BZ. 

VPPLICANT — Lama  and  Proskauer,  for  Joseph  Gross, 
owner. 

SUBJECT — Application  reopened  July  28,  1942  (re  decisibn 
of  the  borough  superintendent)  under  section  7  c 
of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  motor  vehicle  repair  shop,  auto 
laundry,  lubritorium  and  office  (previously  denied 
re  gasoline  service  station  re  Lot  No.  42). 

, ’REMISES  AFFECTED — 1510-1522  Rockaway  parkwax 
and  9616-9626  Flatlands  avenue,  southwest  corner 
(Block  No.  8204,  Lot  Nos.  42  and  44),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Louis  Young  and  others. 

For  Administration  :  Fred  Dahleni,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

1'HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


503-25-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Rose  Rolland, 
owner. 

SUBJECT — Application  reopened  November  5,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  term  of  years,  the  use 
of  a  two  story  and  basement  building  as  a  garage 
for  more  than  five  (5)  motor  vehicles;  the  Board 
having  previously  granted  a  one  story  garage  for 
more  than  five  (5)  motor  vehicles  on  the  premises 
in  question. 

PREMISES  AFFECTED— 823-829  Classon  avenue,  cast 
side,  47  ft.  north  of  Lincoln  place  (Block  No.  1178, 
Lot  No.  3),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  John  N.  Kearney,  Agnes  M.  Stack. 
Catherine  C.  Kennedy,  Florence  Byrne  and 
others. 

For  Administration:  Fred  Dahleni,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (903-25-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  change  of  occupancy  on  the  second  story  from 
iuto  accessories  to  a  garage  for  more  than  five  (5)  motor 
vehicles,  affecting  premises  823-829  Classon  avenue,  east  side, 
17  ft.  north  of  Lincoln  place  (Block  No.  1178,  Lot  No.  3), 


Borough  of  Brooklyn,  was  denied  by  the  Board  on  March 
2,  1926,  under  section  21  and  the  Board’s  action  was  subse¬ 
quently  affirmed  by  the  Supreme  Court;  and 

Whereas,  a  request  to  reopen  for  reconsideration  under 
section  21  was  withdrawn  on  February  21,  1939;  and 
Whereas,  Lama  and  Proskauer,  for  Rose  Rolland,  owner, 
requested  reopening  of  the  application  under  section  7 f ,  of 
the  zoning  resolution,  to  permit  in  a  business  use  district  for 
a  term  of  ten  (10)  years,  the  use  of  a  two  story  and  base¬ 
ment  building  as  a  garage  for  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  November  5,  1941,  subject  to  usual  procedure; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  December  22,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
application  show  that  Classon  avenue  is  in  a  business  and 
residence  use  district;  and  Lincoln  place  and  St.  Johns 
place  are  in  a  residence  and  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  2822-41,  dated  July  13,  1942,  reads: 

“Records  of  this  department  show  that  the  non-con¬ 
forming  use  of  the  1st  floor  as  a  garage  for  more  than 
five  motor  vehicles  was  approved  on  the  basis  of  the 
conditional  variation  of  the  Board  of  Standards  and 
Appeals,  399-23-BZ. 

The  conforming  use  of  the  cellar  and  2nd  floor  for 
dead  storage  was  also  approved  by  this  department. 

Proposed  change  in  occupancy  of  cellar  and  2nd  floor 
to  garage  for  more  than  five  motor  vehicles  is  contrary 
to  Art.  II,  Sec.  4(a)  15  of  the  zoning  resolution  and 
the  conditional  variation  of  the  Board  of  Standards 
and  Appeals,  399-23-BZ.” 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  two  (2)  stories  and  cellar;  having  a  frontage  of  65  ft. 
and  a  depth  of  100  ft.  on  the  first  story  and  90  ft.  on  the 
second  story ;  of  Class  3  construction ;  that  it  is  proposed 
to  occupy  for  a  term  of  10  years  the  1st,  2nd  and  cellar 
stories  of  the  existing  building  as  a  garage  for  more  than 
five  (5)  motor  vehicles,  the  Board  having  previously  granted 
a  one  (1)  stor}'  garage  for  more  than  five  (5)  motor 
vehicles  on  the  premises  in  question  under  Calendar  No. 
399-1923-BZ;  that  thereafter  the  Building  Department  per¬ 
mitted  construction  of  a  cellar  and  second  story  to  be  occu¬ 
pied  for  dead  storage ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  thereof,  for  a 
term  of  ten  (10)  years  from  the  date  of  this  action;  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area  and  shall  be  occupied  for  no  other  purpose  other 
than  as  proposed,  as  a  garage  throughout  for  the  storage 
only  of  motor  vehicles  of  the  pleasure  car  type  and  per¬ 
mitting  the  dead  storage  of  such  motor  vehicles ;  that  no 
motor  vehicles  repairing  shall  be  carried  on  on  the  prem¬ 
ises;  that  no  signs  shall  be  erected  on  the  building  or  the 
roof  of  the  building,  other  than  those  now  existing;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  other  laws,  rules  and  regulations  applicable  thereto : 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


578-42-BZ. 

APPLICANT — Arnold  W.  Lederer,  for  Buoniello  Holding 
Company,  Incorporated,  owner. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7 h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  and,  also,  the  continu¬ 
ance  of  the  use  of  part  of  the  plot  for  the  display 
and  sale  of  used  cars. 

PREMISES  AFFECTED — 6802-6810  Ft.  Hamilton  park¬ 
way,  southwest  corner,  of  68th  street  (Block  No. 
5771,  Lot  No.  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (578-42-BZ) 

Whereas,  Arnold  W.  Lederer,  for  Buoniello  Holding 
Company,  owner,  filed  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  and  also  the  continuance  of 
the  use  of  part  of  the  plot  for  the  display  and  sale  of  used 
cars;  premises  6802-6810  Ft.  Hamilton  parkway,  southwest 
corner  of  68th  street  (Block  No.  5771,  Lot  No.  6),  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  December  22,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompany  the  zoning 
.  resolution  show  that  Fort  Hamilton  parkway  is  in  a  busi¬ 
ness  and  residence  use  district;  and  9th  avenue,  68th  street 
and  Bay  Ridge  avenue  are  in  a  business  and  residence  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  23,  1942,  and  as  amended  November  13,  1942, 
on  Alt.  Applic.  No.  1896-42,  reads : 

“Storage  and  parking  of  more  than  five  cars  in  con¬ 
nection  with  sale  of  used  cars,  within  a  business  use 
district,  is  contrary  to  Art.  2,  Sect.  4a-15  of  the  zoning 
resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage 
of  150  ft.  on  68th  street;  71  ft.  on  Ft.  Hamilton  parkway 
and  100  ft.  along  9th  avenue;  that  upon  the  9th  avenue 
frontage  of  the  plot,  there  is  located  a  one  story  building, 
80  ft.  by  29  ft.  in  area ;  occupied  as  a  soda  distribution  sta¬ 
tion;  that  upon  the  central  portion  of  the  plot  there  is  a 
12  ft.  bv  18  ft.  office;  that  these  buildings  are  to  remain 
and  it  is  proposed  to  continue  the  use  of  the  remainder  of 
the  plot  for  the  display  and  sale  of  used  cars  and  also, 
for  a  term  of  two  (2)  years,  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years  to  permit  the  parking  or  storage 
of  more  than  five  (5)  motor  vehicles  on  the  vocant  portion 
of  the  lot  west  of  the  existing  one  story  office  building,  on 
condition  that  the  entire  lot  shall  be  cleared  of  all  fences 
and  other  material  except  for  the  garage  building  facing 
Ninth  avenue  and  the  one  story  office  building  toward  the 
front  portion  of  the  lot;  that  "the  rear  portion  of  the  lot 


shall  be  graded  substantially  to  the  grade  of  68th  street; 
that  there  shall  be  a  substantial  picket  fence  erected  along 
the  building  line  of  Ninth  avenue  and  68th  street  to  a  point 
approximately  opposite  the  rear  office  building  and  across 
the  lot  from  the  68th  street  building  line  to  the  interior  lot 
line  to  the  south;  that  there  shall  be  a  barricade  maintained 
to  separate  this  portion  of  the  lot  from  the  front  portion 
where  the  sale  of  used  cars  may  continue;  that  there  shall 
be  no  entrances  to  the  rear  portion  of  the  lot  where  parking 
and  storage  is  hereby  permitted  except  from  68th  street: 
that  the  entrance  shall  not  exceed  20  ft.  with  a  curb  cut 
of  equal  width;  that  the  storage  and  parking  herein  per¬ 
mitted  shall  be  restricted  to  cars  of  the  pleasure  car  type 
and  only  those  in  condition  for  operation ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  adequate  aisles  shall  be  main¬ 
tained  at  all  times  for  easy  entrance  and  egress;  that  no 
signs  shall  be  erected  on  the  premises  advertising  the  park¬ 
ing  and  storage  use  except  that  there  may  be  a  sign  not 
over  15  sq.  ft.  in  area  attached  to  the  fence  near  the  en¬ 
trance  at  68th  street  advertising  such  use  and  the  rates 
charged;  that  this  portion  shall  be  surfaced  with  clean 
gravel,  steam  cinders  or  other  suitable  material  properly 
rolled  and  bound;  that  all  permits  shall  he  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


750-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Sarah  Shapiro,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 876  St.  Nicholas  avenue,  east 
side,  114  ft.  10  in.  north  of  West  153rd  street 
(Block  No.  2069,  Lot  No.  46),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim  and  Jean  Barth. 
For  Opposition:  Mrs.  G.  W.  Guy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

A  Cl  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  () 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (750-42-BZ) 

Whereas,  Henry  Nordheim,  for  Sarah  Shapiro,  owner, 
filed  on  October  22,  1942,  an  application  under  sections  71i 
and  21  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  876  St. 
Nicholas  avenue,  east  side,  114  ft.  10  in.  north  of  West 
153rd  street  (Block  No.  2069,  Lot  No.  46),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  December  22,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  St.  Nicholas  avenue,  and  St.  Nicholas 
place  are  in  a  residence  and  business  use  district;  West 
155th  street  is  in  a  business  and  residence  use  district ;  and 
West  154th  street  is  in  a  residence  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  6,  1942,  reads: 

“Tn  reply  to  your  application  for  certificate  of  occu¬ 
pancy  for  the  purpose  of  parking  and  storing  more 
than  five  motor  vehicles  at  above  premises,  you  are 
advised  that  your  application  is  hereby  denied  "for  the 
reason  that  these  premises  are  located  in  a  residence 
district  where  this  proposed  occupancy  is  prohibitive 
under  .Section  3  of  the  Building  Zone  Resolution.” 
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and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  40  ft.  and  a  depth 
of  107  ft.  and  that  it  is  proposed  to  use  the  premises  for 
a  term  of  two  (2)  years,  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 
||  Whereas,  the  premises  and  surrounding  area  were  in- 
Ispected  by  a  committee  of  the  Board;  and 
I  Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  h,  of  the  zoning  resolution,  and 
that  the  applicant  failed  to  substantiate  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  section  21  of  the 
zoning  resolution  and  is  therefore  not  entitled  to  relief  on 
-the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  October  6,  1942,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 

805-42-BZ. 

APPLICANT — A.  H.  Salkowitz,  for  Terminal  Garage,  In¬ 
corporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  partly  in  an  unrestricted  use  and  partly 
in  a  business  use,  the  erection  and  maintenance  of 
a  building  to  be  used  as  a  garage  for  more  than 
five  (5)  motor  vehicles  (buses)  and  also  as  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 54-47  74th  street,  northeast  cor¬ 
ner  of  57th  avenue  (Block  No.  2805,  Lot  Nos.  10, 
142  and  151),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Paul  Windels,  A.  H.  Salkowitz  and 
M.  J.  Fornatora. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dcp’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (805-42-BZ) 

Whereas,  A.  H.  Salkowitz,  for  Terminal  Garage,  Inc., 
owner,  filed  November  18,  1942,  an  application  under  sec¬ 
tion  7c  of  the  zoning  resolution,  to  permit  partly  in  an  un¬ 
restricted  use  and  partly  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  used  as  a  garage 
for  more  than  five  (5)  motor  vehicles  (buses)  and  also 
as  a  motor  vehicle  repair  shop;  premises  54-47  74th  street, 
northeast  corner  of  57th  avenue  (Block  No.  2805,  Lot  Nos. 
10,  151  and  142),  Maspeth,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  December  22,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Grand  avenue  is  an  unrestricted  and 
business  use  district ;  57th  avenue  is  in  a  business  and  resi¬ 
dence  use  district;  and  74th  street  is  an  unrestricted,  busi¬ 
ness  and  residence  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  October  26,  1942,  on  N.  B.  Applic.  No.  917-42,  reads: 
“1.  The  erection  of  a  storage  garage  for  more  than 
five  (5)  motor  vehicles  and  auto  repair  shop,  extending 
from  an  unrestricted  use  area  into  a  business  use  area 
is  prohibited  by  Art.  TT,  Section  4  ofi  the  Building  Zone 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage  of 
526  ft.  on  74th  street,  42  ft.  on  Grand  avenue,  220  ft.  on 
57th  avenue,  and  a  distance  of  275  ft.  along  the  easterly 


lot  line;  that  it  is  proposed  to  erect  upon  the  plot  a  one  and 
two  story,  Class  3  building,  385  ft.  b}'  174  ft.,  irregular 
in  area,  to  be  used  as  a  garage  for  more  than  five  (5)  motor 
vehicles  (buses)  and  also,  as  a  motor  vehicle  repair  shop 
and  offices  and  that  the  southerly  portion  of  the  proposed 
building  extends  into  the  business  use  district  for  a  distance 
of  100  ft.  and  the  remainder  of  the  building  is  in  an  un¬ 
restricted  use  district;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  extension  of  the  proposed  bus  garage  anil 
repair  shop  into  the  business  district  substantially  as  indi¬ 
cated  on  plans  filed  with  this  application,  on  condition  that 
in  all  other  respects,  all  laws,  rules  and  regulations  appli¬ 
cable  to  the  occupancy  of  the  building  and  the  premises 
shall  be  complied  with,  subject  to  such  further  conditions 
as  the  Board  may  decide  necessary  upon  consideration  of 
the  final  plans  which  shall  be  submitted  to  the  Board  for 
approval  prior  to  same  being  submitted  to  the  borough  super¬ 
intendent  ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  approval 
of  such  plans. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

840-42-A. 

APPLICANT — A.  H.  Salkowitz,  for  Terminal  Garage,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 54-47  74th  street,  northeast  cor¬ 
ner  of  57th  avenue  (Block  No.  2805,  Lot  Nos.  10, 
142  and  151),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Paul  Windels,  A.  H.  Salkowitz  and 
M.  J.  Fornatora. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar,  for 
consideration  after  plans  have  been  submitted  for 
approval  by  the  Board  under  resolution  adopted  on 
December  22,  1942,  under  Calendar  No.  805-42-BZ. 


Adjourned:  11:10  A.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  22,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

454-37-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Mary  A.  Breslin 
and  Elsie  F.  Breslin,  owners  (Joseph  Papagno, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  partly  in  a  business  use 
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and  partly  in  a  residence  use  district  for  a  tempo¬ 
rary  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 9105-9115  Third  avenue,  east 
side,  31  ft.  4J4  in.  south  of  91st  street  and  310-320 
91st  street  (Block  No.  6086,  Lot  No.  6),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  John 
McMullen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


THE  RESOLUTION  (454-37-BZ) 

Whereas,  Lama  and  Proskauer,  for  Mary  A.  Breslin 
and  Elsie  F.  Breslin,  owners  (Joseph  Papagno,  lessee), 
filed  September  22,  1937,  an  application  under  section  7h 
of  the  zoning  resolution,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles ; 
premises  9105-9115  Third  avenue,  cast  side,  31  ft.  4%  in. 
south  of  91st  street,  and  310-320  91st  street  (Block  No. 
6086,  Lot  No.  6),  Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  Board 
January  10,  1939,,  on  certain  conditions,  for  a  temporary 
term  of  two  (2)  years,  permit  extended  December  3,  1940 
and  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  10,  1939, 
as  amended  December  3,  1940,  so  that  as  amended  the  reso¬ 
lution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
section  7h,  for  a  temporary  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit 
the  premises  under  appeal  to  be  used  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  only  automobiles  of  the  pleasure-car 
type  shall  be  so  stored  or  parked ;  that  the  plot  shall 
be  leveled  to  the  grade  of  the  surrounding  streets  and 
surfaced  with  steam  cinders  or  other  material  suitably 
rolled  and  bound  to  prevent  dusting;  that  there  shall  be 
erected  on  the  interior  lot  lines,  where  walls  of  existing 
buildings  do  not  occur,  substantial  fences;  that  a  simi¬ 
lar  fence  shall  be  erected  on  91st  street  with  no  open¬ 
ing  therein  to  91st  street;  that  the  sole  entrance  to  the 
property  shall  be  from  Third  avenue;  that  on  the 
Third  avenue  building  line  a  substantial  fence  shall  be 
erected,  which,  for  a  period  of  one  year  from  the  date 
of  this  amended  resolution,  may  consist  of  the  existing 
billboards ;  that  no  additional  signs  shall  be  erected  on 
the  premises  other  than  a  sign  at  the  entrance  advertis¬ 
ing  the  parking  use,  such  sign  not  to  exceed  15  sq.  ft. 
in  area;  that  during  the  term  of  this  variance  the  plot 
shall  be  used  for  no  other  use  than  that  herein  permit¬ 
ted  ;  that  proper  aisles  for  easy  access  and  egress 
shall  be  maintained  at  all  times ;  that  no  buildings 
shall  be  erected  on  the  premises,  except  a  building  not 
over  150  sq.  ft.  in  area  and  one  story  in  height,  which 
may  be  of  frame  construction,  as  an  office  and  shelter 
for  the  attendant ;  that  such  portable  fire-fighting  ap¬ 
pliances  shall  be  installed  as  the  fire  commissioner  may 
direct ;  that  the  curb  cut  opposite  the  entrance  shall  not 
exceed  15  ft.  in  width.” 


99-40-BZ. 

APPLICANT — Kommel  and  Zucker,  for  Emanuel  Hellner 
and  Yetta  Weiniger,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (such  parking  ami 
storage  shall  be  restricted  to  Lot  No.  32). 
PREMISES  AFFECTED — 163-165  Boerum  street,  north 
side,  200  ft.  east  of  Graham  avenue  (Block  No. 
3071,  Lot  Nos.  32  and  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Louis  M.  Kommel. 

For  Administration :  Fred  Dahlem.  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (99-40-BZ) 

Whereas,  Samuel  Falk,  for  Emanuel  Hellner  and  Yetta 
Weiniger,  owners,  filed  January'  27,  1940,  an  application 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  163-165  Boerum  street, 
north  side,  200  ft.  east  of  Graham  avenue  (Block  No. 
3071,  Lot  Nos.  32  and  33),  Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  Board,  on 
January  21,  1941,  on  certain  conditions  and  the  applicant 
requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  21,  1941,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“for  a  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution,  on  condition  *  * 


430-41-BZ. 

APPLICANT — Charles  Lee  Koester,  for  Henrued  Corpora¬ 
tion,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection  of 
a  gasoline  service  station  and  also  auto  laundry. 
PREMISES  AFFECTED — 143-01  Farmers  boulevard  and 
179-02  143rd  avenue,  southeast  corner  (Block  No. 
3803,  Lot  No.  139),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (430-41-BZ) 

Whereas,  Charles  Lee  Koester,  for  Henrued  Corporation, 
owner,  filed  on  May  12,  1941,  an  application  with  the  Board 
of  Standards  and  Appeals,  from  a  decision  of  the  borough 
superintendent,  affecting  premises:  143-01  Farmers  boulevard 
and  179-02  143rd  avenue,  southeast  corner  (Block  No.  3803. 
Lot  No.  139),  Springfield,  Borough  of  Queens;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 
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819-41-BZ. 

APPLICANT — Alex.  J.  MacManus,  for  Bank  of  New 
York,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  the  conversion  of 
occupancy  of  an  existing  building  to  laundry  and 
also  the  use  of  more  than  5'%  of  the  area  of  the 
building  for  manufacturing  purposes. 

PREMISES  AFFECTED — 61  West  55th  street,  north  side, 
208  ft.  east  of  Sixth  avenue  (Block  No.  1271,  Lot 
No.  9J4)>  Borough  of  Manhattan. 
APPEARANCES — 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (819-41-BZ) 

Whereas,  Alex.  J.  MacManus,  for  the  Bank  of  New 
York,  owner,  filed  on  September  23,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals,  from  a  decision 
of  the  borough  superintendent,  affecting  premises:  61  West 
55th  street,  north  side,  208  ft.  east  of  Sixth  avenue  (Block 
No.  1271,  Lot  No.  9J4),  Borough  of  Manhattan;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  he  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


877-41-BZ. 

APPLICANT — Rosario  E.  Russo,  for  John  Theofel,  owner 
(Breitfellow*  Motors,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  maintenance 
of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 36-09  Prince  street,  east  side, 
226.3  ft.  south  of  Northern  boulevard  (Block  No. 
4971,  Lot  Nos.  16,  18  and  116),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (877-41-BZ) 

Whereas,  Rosario  E.  Russo,  for  John  Theofel,  owner 
(Breitfellow  Motors,  lessee),  filed  on  October  10,  1941,  an 
application  with  the  Board  of  Standards  and  Appeals,  from 
a  decision  of  the  borough  superintendent,  affecting  premises : 
36-09  Prince  street,  cast  side,  226.3  ft.  south  of  Northern 
boulevard  (Block  No.  4971,  Lot  Nos.  16,  18  and  116),  Flush¬ 
ing,  Borough  of  Queens ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1045-41-BZ. 

APPLICANT — Irving  Margon,  for  207  East  76th  Street 
Corporation,  owner. 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to  a  wet  wash 
laundry. 

PREMISES  AFFECTED — 207  East  76th  street,  north  side, 
105  ft.  east  of  Third  avenue  (Block  No.  1431,  Lot 
No.  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (1045-41-BZ) 

Whereas,  Irving  Margon,  for  207  East  76th  Street  Cor¬ 
poration,  owner,  filed  on  December  3,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals,  from  a  decision 
of  the  borough  superintendent,  affecting  premises:  207  East 
76th  street,  north  side,  105  ft.  east  of  Third  avenue  (Block 
No.  1431,  Lot  No.  5),  Borough  of  Manhattan;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1082-41-BZ. 

APPLICANT — Jacob  L.  Steisel,  for  Exner  Realty  Corpo¬ 
ration,  owner  (Michael  Wasula  and  David  Schlom- 
chug,  lessees). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  partly  in  an  unrestricted  use  and  partly  in 
a  residence  use  district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
and  also  a  gasoline  service  station. 

PREMISES  AFFECTED— 435-441  East  109th  street, 
northwest  corner  of  East  River  drive  (Block  No. 
1703,  Lot  Nos.  18  and  22),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (1082-41-BZ) 

Whereas,  Jacob  L.  Steisel,  for  Exner  Realty  Corporation, 
owner  (Michael  Wasula  and  David  Schlomchug,  lessees), 
filed  on  December  16,  1941,  an  application  with  the  Board 
of  Standards  and  Appeals,  from  a  decision  of  the  borough 
superintendent,  affecting  premises :  435-441  East  109th  street, 
northwest  corner  of  East  River  drive  (Block  No.  1703,  Lot 
Nos.  18  and  22),  Borough  of  Manhattan;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

722-42-A. 

APPLICANT — Sidney  Daub,  for  Level  Realty  Corporation, 
owner,  Alexander’s  Department  Stores,  Incorpo¬ 
rated,  lessee. 


1269 


MINUTES 


= 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2515  Grand  concourse,  west 
side,  106.34  ft.  north  of  East  Fordham  road  (Block 
No.  3167,  Lot  No.  76),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  12,  1943  at 
2  P.  M.,  for  further  consideration  by  the  Board. 


758-42-A. 

APPLICANT — Sidney  Daub,  for  The  Brooklyn  Philan¬ 
thropic  League  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super- 
.  intendent. 

PREMISES  AFFECTED— 316  South  Fifth  street,  south 
side,  80  ft.  west  of  Rodney  street  (Block  No.  2461, 
Lot  No.  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  Februar}'  2,  1943  at 
2  P.  M.,  for  inspection  by  a  Committee  of  the  Board 
and  further  consideration. 


803-42-A. 

APPLICANT — W.  G.  Griffith  for  Swift  and  Company, 
subsidiary  of  United  Dressed  Beef  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 786  First  avenue  and  400  East 
44th  street,  southeast  corner  and  north  side  of  East 
43rd  street,  150  ft.  east  of  First  avenue  (Block  No. 
1355,  Lot  No.  7),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  W.  G.  Griffith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  12,  1943  at 
2  P.  M.,  for  inspection  by  a  Committee  of  the  Board 
and  further  consideration. 


843-42-S. 

APPLICANT — Robert  Gottlieb,  Dollar  Savings  Bank, 
owner  (L-X  Brass  Company,  lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  acting  borough  superintendent. 

PREMISES  AFFECTED — 1410-4414  Park  avenue,  north¬ 
east  corner  of  East  181st  street  (Block  No.  3037, 
Lot  No.  35),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Robert  Gottleib. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  5,  1943  at  2 
P.  M.  for  additional  plans  to  be  filed  not  later  than 
January  2,  1943. 


887-42-A. 

APPLICANT — John  D.  Anderson,  for  City  of  New  York, 
owner  (Defense  Plant  Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 29-48  Hunters  Point  avenue, 
southwest  corner  of  30th  street  (Block  No.  292, 
Lot  No.  28),  Long  Island  City,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  John  D.  Anderson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  5,  1943  at 
2  P.  M.,  for  further  consideration  by  the  Board. 


888-42-A. 

APPLICANT — John  D.  Anderson,  for  City  of  New  York, 
owner  (Defense  Plant  Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 29-38  Hunters  Point  avenue, 
southwest  corner  of  30th  street  (Block  No.  292, 
Lot  No.  28),  Long  Island  Citv,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  D.  Anderson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  5,  1943  at 
2  P.  M.,  for  further  consideration  by  the  Board. 


385-42-A. 

APPLICANT — Sound  Masters,  Incorporated,  lessee  and 
165  West  46th  Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 165  West  46th  street  and  1560 
Broadway,  east  side,  40  ft.  north  of  West  46th 
street  (Block  No.  999,  Lot  No.  3),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Travis  C.  Wood,  Jr.,  and  H.  J. 
O’Keefe. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  Calendar. 

TBTE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


732-42-S. 

APPLICANT — I.  B.  Kleinert  Rubber  Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTEB)— 20-09  128th  street  and  south 
side  20th  avenue,  from  128th  to  129th  streets 
(Block  No.  4173,  Lot  Nos.  19,  31  and  44),  College 
Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deput}'  Chief  Gunn  4 
Negative :  .  0 


796-42-A. 

APPLICANT — S.  Walter  Katz,  for  Beatrice  Shankman, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 101  Greene  street,  west  side, 
244  ft.  10  in.  north  of  Spring  street  (Block  No. 
500,  Lot  No.  28),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  Leonard  and  William  Krim- 
sky. 

B"or  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  withdrawn  after  dis¬ 
cussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


26?-42-S. 

APPLICANT — Sidney  L.  Strauss,  lor  MacEarlane  Fire 
Prevention  Corp.,  for  Meyline  Realty  Corporation, 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 456-474  Johnson  avenue,  south 
side,  100  ft.  west  of  Porter  avenue  (Block  No. 
2992,  Lot  Nos.  25-32),  Borough  of  Brooklyn). 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  Commissioner  Savage .  1 


THE  RESOLUTION  (267-42-S) 

Whereas,  Sidney  L.  Strauss,  for  McFarlane  Fire  Prev. 
Corp.  for  Meyline  Realty  Corp.,  Inc.,  owner,  filed  March  31, 
1942,  an  application  for  variation  of  the  labor  law  as  cited 
in  orders  and  a  decision  of  the  fire  commissioner  and  a 
decision  of  the  borough  superintendent,  premises  456-474 
Johnson  avenue,  south  side,  100  ft.  west  of  Porter  avenue 
(Block  No.  2992,  Lot  Nos.  25-32),  Borough  of  Brooklyn; 
and 

Whereas,  Order  No.  8016-LF,  issued  by  the  fire  commis¬ 
sioner  February  3,  1942,  reads : 

“1.  Provide  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals  and  the  enclosed  approved  lay¬ 
out.  Section  279  Labor  Law”, 

and 

Whereas,  Order  No.  8017-LF,  issued  b}'  the  fire  com¬ 
missioner  February  3,  1942,  reads: 

“An  inspection  of  the  premises  456-74  Johnson  Ave¬ 
nue,  Borough  of  Brooklyn,  shows  that  a  fire  drill 
should  be  established  and  maintained  therein  according 
to  the  requirements  of  Section  279  of  the  Labor  Law.” 

and 

Whereas,  the  said  orders  were  referred  to  in  a  decision 
of  the  hire  Commissioner,  dated  March  27,  1942;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  July  30,  1942,  on  Bldg.  Notice  Appiic.  1748-42,  reads: 

“1.  Stairs  are  inadequate  for  number  of  people  on 
floors.  Comply  with  #278  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (53  ft.  2  in.)  in  height,  180  ft.  by  79  ft.  6  in.  in 
area;  of  Class  3  construction;  erected  in  1920;  located  in 
an  unrestricted  use  district;  and  occupied  for  the  manufac¬ 
ture  of  clothing  on  the  2nd,  3rd  and  4th  floors  and  machine 
shop  on  the  1st  floor  with  a  total  occupancy  as  follows:  1st 
floor,  21  persons;  2nd  floor,  147;  3rd  floor,  170;  4th  floor, 
156;  that  the  building  is  equipped  with  an  automatic 
sprinkler  system  and  a  standpipe  system,  two  4  ft.  steel 
stairs  with  cement  treads,  enclosed  in  brick ;  equipped  with 
metal-clad  doors;  that  these  stairs  lead  from  roof  direct  to 
street  and  an  area  of  45  sq.  ft.  of  wall  space  per  story 
is  provided ;  that  in  addition  thereto,  stairs  between  exterior 
stair  at  the  rear  of  the  building  extend  to  grade  with 
egress  therefrom  through  side  yard  directly  to  street ;  that 
windows  on  the  course  are  fireproof ;  that  Certificate  of 


Occupancy  No.  26955  was  issued  July  9,  1924,  permitting 
the  use  of  the  building  for  light  manufacturing;  and 

Whereas,  the  applicant  contends  that  the  ceilings 
throughout  are  covered  with  stamped  metal;  that  at  the 
present  time  the  entire  premises  is  used  as  a  tenant  fac¬ 
tory  with  two  tenants  on  the  4th  floor,  one  tenant  on  the 
3rd  floor  engaged  in  the  manufacture  of  clothing  for  the 
armed  forces;  two  tenants  on  the  2nd  floor  and  one  on 
the  1st  floor;  that  there  are  two  fireproof  interior  stairways 
and  one  exterior  screened  stairway  affording  two  means  of 
egress  to  all  portions  of  the  building;  that  standpipe  risers 
are  in  place  in  each  of  the  stairhalls  at  opposite  ends  of 
the  building;  that  the  occupancy  is  slightly  in  excess  of 
capacity  of  the  stairways  and  no  credit  is  given  for  the 
exterior  screen  stairway,  which  cannot  be  classified  as  a  fire 
escape,  inasmuch  as  it  has  a  minimum  width  of  4  ft.  and 
has  direct  access  to  the  street  and  that  in  view  of  the  fact 
the  building  is  sprinklered  and  contains  a  standpipe  system, 
it  is  requested  that  a  variation  of  the  requirements  of  the 
Labor  Law  for  fire  drill  and  interior  fire  alarm  system  be 
waived;  and 

Whereas,  the  applicant  has  submitted  to  the  borough 
superintendent  an  amendment  to  Building  Notice  Applica¬ 
tion  No.  1748-42;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
such  amendment  dated  November  25,  1942,  reads: 

“1.  Enclosure  of  stairhall  has  to  be  of  fireproof 
material  and  of  3-hour  fire  rating  and  minimum  thick¬ 
ness.  To  be  6  in.  masonry.” 

and 

Whereas,  the  applicant  further  states  that  it  is  now- 
proposed  to  erect  two  new  12  ft.  by  12  ft.  vestibules  of  fire 
retarded  partitions,  extending  from  floor  to  ceiling,  to  ac¬ 
commodate  24  persons,  as  indicated  on  drawing  marked 
“Received  December  1,  1942,”  filed  with  this  application; 
and 

Whereas,  the  applicant  now  contends  that  the  borough 
superintendent  and  the  fire  department  have  agreed  on  the 
following  computations  for  each  stair:  28  persons  for  the 
width,  which  is  48  in.,  13  persons  for  the  landing  and 
platform  and  4  persons  for  the  additional  height  over  10 
ft.  as  permitted  by  the  Labor  Law;  that  this  totals  45 
persons,  to  which  16  persons  are  added  for  allowance  for 
stair  and  platforms  only  in  a  sprinklered  building  without 
the  fire  alarm;  that  this  grand  total  would  be  61  persons 
for  each  stairway  and  there  being  two  stairways,  the  total 
capacity  of  platforms,  etc.  would  be  122  persons  to  which 
the  additional  capacity  of  the  additional  vestibules  should 
be  added,  making  a  grand  total,  under  the  revised  arrange¬ 
ment,  of  170  persons,  which  is  the  total  occupancy  of  the 
3rd  floor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
as  to  Bldg.  Notice  App  1748-42  dated  November  25,  1942 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  number  of  occupants  on  any  floor  shall 
not  exceed  the  permitted  number  for  the  two  primary 
means  of  egress  with  due  allowance  for  the  sprinkler  sys¬ 
tem  in  the  event  the  fire  alarm  system  is  not  installed  or 
with  due  allowance  for  the  sprinkler  system  and  interior 
fire  alarm  system  and  fire  drill,  if  such  systems  are  in¬ 
stalled  and  maintained;  that  additional  vestibules  at  stairs 
may  be  eonstructed  of  fire  retarded  partitions  from  floor  to 
ceiling  of  sufficient  area  to  provide  for  the  proposed  occu¬ 
pancy;  that  the  ceilings  underneath  such  vestibules  shall  be 
fire-retarded,  including  an  area  of  three  feet  beyond  same ; 
that  no  allowance  for  occupancy  shall  be  computed  for  the 
outside  steel  stairs,  but  such  outside  steel  stairs  shall  be 
maintained  with  exit  to  the  street  as  shown,  in  addition 
to  the  required  means  of  egress:  that  where  subdividing 
partitions  for  tenants  occur  on  any  floor,  such  partitions 
shall  be  in  accordance  with  the  requirements  therefor  and 
means  shall  be  provided  for  all  tenants  at  all  times  for 
access  to  both  primary  means  of  egress  through  doors  in 
such  partitions,  openable  at  all  times  during  working  hours ; 
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that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


6 18-42- A. 

APPLICANT — Frank  C.  Keller,  for  Barnie  Harberg, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 38-12  27th  street,  north  side, 
85  ft.  west  of  38th  avenue  (Block  No.  387,  Lot 
Nos.  23  and  24),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  t) 

THE  RESOLUTION  (618-42-A) 

Whereas,  Frank  C.  Keller,  for  Barnie  Harberg,  owner, 
filed  August  13,  1942,  an  appeal  from  a  _  decision  of  the 
borough  superintendent;  premises  38-12  27th  street,^ north 
side,  85  ft.  west  of  38th  avenue  (Block  No.  387,  Lot 
Nos.  23  and  24),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  13,  1942,  re  Alt.  Applic.  1015,  reads: 

“1.  The  acceptance  of  an  existing  frame  storage 
building  in  the  fire  limits  which  has  not  been  previously 
approved  by  the  department,  is  contrary  to  section 
4.2.1  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(10  ft.)  in  height,  38.11  ft.  by  26  ft.  in  area;  Class  4  con¬ 
struction;  erected  in  1927;  located  in  a  business  use  dis¬ 
trict  and  occupied  for  the  storage  of  vegetables  and  one 
truck;  and 

Whereas,  the  applicant  contends  that  the  premises,  which 
are  located  in  a  business  district,  were  purchased  about  ten 
years  ago  and  it  was  the  belief  of  the  purchaser  he  could 
use  the  frame  building  in  the  rear  of  the  property  for  the 
storage  of  his  peddler’s  truck  and  for  the  storage  of  sur¬ 
plus  eggs  and  vegetables,  it  now  appears  the  building  was 
erected  in  the  fire  limits  without  a  permit;  that  the  build¬ 
ing  has  been  in  existence  for  the  past  15  years,  as  indicated 
by  affidavits  filed  with  Alt.  Applic.  1015-42  in  the  Dept,  of 
Housing  and  Buildings;  that  a  complaint  filed  with  the 
Dept,  of  Housing  and  Buildings  referring  to  uncontrolled 
water  from  the  roof  will  be  complied  with,  by  erecting 
leaders  and  gutters  properly  drained  to  the  sewer  and 
the  property  maintained  in  a  clean  and  sanitary  condition ; 
and 

Whereas,  Violation  2096-42  was  issued,  for  erecting  and 
maintaining  a  frame  structure  in  the  fire  limits  without  an 
approved  plan  or  permit ;  and 

Whereas,  the  applicant  stated  that  the  building  is  shown 
as  existing  on  the  1913  Sanborn  Atlas. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1015,  Objection  1,  be  and  it  hereby  is 
granted  on  emidition  that  the  building  shall  not  be  increased 
in  height  or  area  and  shall  be  maintained  as  proposed  and 
for  no  other  use  and  shall  be  covered  on  the  exterior  walls 
with  metal  on  all  sides;  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


627-42-A. 

APPLICANT — Harry  Yarish,  for  Rita  Caruso,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 216  Linwood  street,  west  side, 
100  ft.  south  of  Arlington  avenue  (Block  No.  3941, 
Lot  No.  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  A.  Yarish. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (627-42-A) 

Whereas,  Harry  Yarish,  for  Rita  Caruso,  owner,  filed 
August  19,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent,  premises  216  Linwood  street,  west  side,  100 
ft.  south  of  Arlington  avenue  (Block  No.  3941,  Lot  No.  14), 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1548-42,  dated  July  31,  1942,  reads: 

“11.  Proposed  increase  of  occupancy  in  a  frame  mul¬ 
tiple  dwelling  (Old  Law  Tenement)  is  contrary  to  Sect. 
56.” 

and 

Whereas,  the  applicant  states  the  building  is  three  stories 
(37  ft.)  in  height,  22  ft.  by  56  ft.  in  area;  Class  4  construc¬ 
tion;  erected  prior  to  1901;  located  in  a  residence  district 
and  occupied  as  a  Class  A  multiple  dwelling,  one  family  in 
each  of  the  1st,  2nd  and  3rd  stories,  and  proposed  to  be 
occupied:  Cellar,  ordinary;  1st  floor,  dwelling,  one  family; 
2nd  floor,  furnished  rooms,  6  persons ;  3rd  floor,  furnished 
rooms,  6  persons;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
convert  the  old  law  frame  tenement  house  from  Class  A  to 
Class  B  occupancy,  pursuant  to  section  8  subdiv.  2  and  6 
of  the  Multiple  Dwelling  Law ;  that  subdiv.  2,  permits  this 
change  in  any  old  law  tenement ;  that  the  building  will  not 
be  altered  in  any  manner,  except  as  directed  by  the  Dept, 
of  Housing  and  Buildings ;  that  section  56  does  not  apply 
to  this  building  for  the  following  reasons :  While  section 
56  docs  not  permit  an  increase  of  occupancy  in  a  frame 
dwelling,  except  from  1  to  2  families  on  the  first  floor  only, 
under  certain  condition;  yet  in  applying  the  said  section,  the 
definition  of  a  family  must  be  taken  into  consideration,  which 
reads  as  follows  under  Sec.  4  sub.  2  “A  family  is  either  a 
person  occupying  a  dwelling  and  maintaining  a  household 
.  .  .  or  2  or  more  persons  occupying  a  dwelling  and  living 
together  and  maintaining  a  common  household.  .  .  The 
occupants  of  this  dwelling  will  not  maintain  a  household, 
since  all  the  furnishings  are  the  property  of  the  Owner  and 
the  gas  and  electricity  is  furnished  by  the  Owner.  In  ac¬ 
cordance  with  Sec.  4  sub.,  5  individuals  and  even  families 
may  occupy  a  Class  B  dwelling  “transiently,  as  the  more  or 
less  temporary  abode”  for  which  this  dwelling  will  be  used  ; 
that  since  the  occupancy  complies  with  Sec.  4  sub.  5  and  7, 
the  occupants  are  not  to  be  considered  as  families  within  the 
meaning  of  Sect.  4,  sub.  2  and  therefore  there  can  be  no 
increase  of  occupancy  within  the  meaning  of  Sect.  56;  and 

Whereas,  the  report  of  the  Committee  of  the  Bbard,  dated 
December  16,  1942,  read  at  this  hearing  was  as  follows: 

December  16,  1942. 

Re:  Cal.  No.  627-42-A 

Premises  216  Linwood  St., 

W.S.,  100  ft.  south  of  Arlington  Ave., 

Brooklyn. 

In  the  opinion  of  the  Board,  this  building,  of  frame 
construction  of  record  as  a  Class  A  multiple  dwelling, 
being  an  old  law  tenement,  cannot  be  altered  as  pro¬ 
posed  under  the  authority  of  the  sections  cited,  namely, 
Section  8,  paragraphs  2  and  6.  Paragraph  2  applies  only 
to  an  old  law  tenement  which  is  both  not  more  than 
forty  feet  in  height  and  exceeds  2500  square  feet  in 
area.  Paragraph  6  is  a  permissive  provision,  allowing 
an  existing  tenement  house  to  take  advantage  of  the 


1272 


MINUTES 


provisions  relating  to  multiple  dwellings  hereafter 
erected,  but  it  also  goes  further  in  stating  in  no  uncer¬ 
tain  terms  l hat  “no  dwelling  shall  be  altered  so  as  to  be 
in  violation  of  any  provision  of  this  chapter  relating  to 
a  like  class  and  kind  of  dwelling’’. 

The  decision  of  the  Borough  Superintendent  in  citing 
Section  5b  sets  forth  the  only  basis  for  increase  of  oc¬ 
cupancy  in  a  frame,  heretofore-erected  tenement.  A 
change  from  Class  A  to  Class  B  would  require  compli¬ 
ance  with  the  requirements  for  a  building  hereafter 
erected.  It  would  obviously  be  impossible  to  comply  as 
frame  construction  is  not  permitted  for  a  hereafter- 
erected  building. 

The  Committee  recommends  that  the  appeal  be  denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

JOHN  E.  GUNN, 

Deputy  Fire  Chief. 

Resolved,  that  the  decision  ol  the  borough  superintendent 
in  acting  on  Alt.  Applic.  No.  1548-42,  objection  11,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 

— 

639-42-S. 

APPLICANT — George  D.  Scott,  for  The  Liquidometer 
Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— U-03  to  41-09  36th  street,  north 
side,  25  ft.  east  of  Skillman  avenue,  36-16  Skilhnan 
avenue  and  41-02  to  41-26  37th  street  (Block  No. 
217,  Lot  Nos.  15,  17,  31  and  38),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  D.  Scott  and  Lars  D.  Bet- 
terlund. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (639-42-S) 

Whereas,  George  D.  Scott,  for  The  Liquidometer  Corpo¬ 
ration,  owner,  filed  August  26,  1942,  an  application  for 
variation  of  the  labor  law,  as  cited  in  an  order  and  decision 
r  of  the  fire  commissioner;  premises  41-03  to  41-09  36th 
street,  north  side,  25  ft.  east  of  Skillman  avenue,  36-16 
Skilhnan  avenue  and  41-02  to  41-26  37th  street  (Block  No. 
■  217,  Lot  Nos.  15,  17,  31  and  38),  Long  Island  City,  Borough 
of  Queens;  and 

Whereas,  Order  No.  8454-LF,  issued  by  the  fire  commis¬ 
sioner  April  6,  1942,  reads : 

“1.  Remove  all  articles  and  wares  from  stairway  en¬ 
closures  on  all  stories.  Factory  Exit  Rules  of  Board  of 
S.  &  A. 

2.  Arrange  grills  on  windows  on  all  stories  so  as 
to  be  readily  movable  or  removable  from  both  sides  in 
such  a  manner  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  the  purposes  of  egress  as  per 
Sec.  272  of  Labor  Law. 

3.  Arrange  all  exit  doors  so  same  can  be  opened  from 
both  sides.  Sec.  272  of  the  Labor  Law.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  August  4,  1942;  and 


Whereas,  the  applicant  states  the  building  1,  2  and  3 
stories  (40  ft.)  in  height;  (lass  1  and  Class  3  construction; 
265  ft.  front  on  37th  street,  95  ft.  front  on  36th  street;  lo¬ 
cated  in  an  unrestricted  use  district ;  erected  in  1924  and 
1942;  occupied:  Cellar,  storage  and  factory,  6  persons;  1st 
story,  factory,  460  persons;  2nd,  office,  factory  and  Engi¬ 
neering  Division,  170  persons;  3d,  factory,  170  persons;  no 
change  in  use  of  occupancy  is  proposed;  that  the  building 
is  equipped  with  a  sprinkler  system,  four  3  ft.  8  in.  steel 
and  concrete  stairs,  enclosed  in  masonry,  equipped  with 
1-hour  self-closing  doors;  and 

Whereas,  the  applicant  contends  as  to  item  1  of  the  order, 
that  permission  is  requested  to  leave  the  guards  on  the  doors 
in  Bldg.  No.  3  (41-03  36th  street)  and  the  two  desks  and 
chairs  to  remain  in  stairhalls,  as  stairhalls  are  sufficiently 
large  to  maintain  passage;  as  to  item  2  of  the  order,  it  is 
requested  the  Board  permit  the  metal  grills  or  screens  to 
remain  as  indicated  on  plans  filed  with  this  application,  as 
these  screens  were  installed  at  the  recommendation  of  the 
War  Department  and  the  Federal  Bureau  of  Investigation; 
and  as  to  item  3,  that  all  exit  doors  open  from  both  sides, 
with  the  exception  of  firedoor  in  Bldg.  No.  2,  which  is 
equipped  with  a  panic  bolt,  and  it  is  requested  this  panic  bolt 
be  permitted  to  comply  with  the  recommendations  of  the 
War  Dept.,  Federal  Bureau  of  Investigation ;  and 

Whereas,  the  applicant  has  filed  copies  of  recommenda¬ 
tions  of  the  War  Dept,  and  the  Federal  Bureau  of  Investi¬ 
gation. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  Order  No.  8454-LF  of  the  fire  commissioner 
and  that  the  application  be  and  it  hereby  is  granted,  as  to 
Objection  1,  on  condition  that  no  articles  or  wares  shall  be 
stored  within  the  stairway  enclosure  on  any  story,  except 
one  desk  and  one  chair  in  each  enclosure,  as  indicated  on 
plan  filed  with  this  application  marked  “Received  November 
13,  1942”  for  the  use  of  the  guard  in  each  case  on  the  plat¬ 
form  first  above  the  street  level;  that  at  all  times,  space 
equal  to  the  width  of  the  stair  shall  be  provided  between  the 
newel  and  such  desk;  as  to  Objection  2,  on  condition  that 
the  grilles  on  windows,  as  indicated,  may  be  continued  dur¬ 
ing  the  term  of  the  present  emergency,  provided  all  exit 
doors  are  maintained  as  indicated  on  such  plan:  as  to  Ob¬ 
jection  3,  that  no  panic  bolts  shall  be  installed  on  any  such 
exit  doors,  except  on  one  door  on  37th  street  in  Building 
No.  2;  that  the  panic  bolt  shall  be  of  an  approved  type;  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  by  the  Board  under  Cal.  No.  568-25-A ; 
that  the  sprinkler  system  shall  be  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner. 


645-42-A. 

APPLICANT — Samuel  Rosenblum,  for  Esther  Burros, 
owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 212-214  Water  street,  west  side, 
87  ft.  4  in.  south  of  Beekman  street  (Block  No.  95, 
Lot  No.  3),  Borough  of  Manhattan. 

API  ’EAR  ANCES — 

For  Applicant:  Samuel  Rosenblum,  Elias  Burros 
and  Irving  Burros. 

For  Administration :  Insp.  Maher  and  Insp.  Meyer, 
Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  Q 


THE  RESOLUTION  (645-42-A) 

Whereas,  Samuel  Rosenblum,  for  Esther  Burros,  owner, 
filed  on  August  31,  1942,  an  api>eal  from  orders  of  the  fire 
commissioner  affecting  premises  212-214  Water  street,  west 
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side,  87  ft.  4  in.  south  of  Beckman  street  (Block  No.  95, 
Lot  No.  3),  Borough  of  Manhattan;  and 

W  hereas,  Order  No.  31994-LC,  issued  by  the  fire  com¬ 
missioner  August  26,  1942,  reads: 

“With  reference  to  your  application  dated  August 
17th,  1942,  for  a  permit  to  store  burlap  bags  and  burlap 
bagging  at  above  location,  1  regret  to  inform  you  that 
this  department  is  without  power  to  grant  such  a  per¬ 
mit  for  the  reason : 

See.  C19-149.0-C-1,  Article  26,  Administrative  Code 
prohibits  the  issuance  of  permit  for  the  storage  of  com¬ 
bustible  fibre  in  any  building  or  premises  situated  with¬ 
in  50  ft.  of  the  nearest  wall  of  a  building  occupied  as  a 
hospital. 

YOU  ARE  THEREFORE,  HEREBY,  ADVISED  TO: 

1.  Discontinue  the  storage  of  combustible  fibre  or 
material  (burlap  bags  or  burlap  bagging)  on  these 
premises  in  a  quantity  exceeding  one  ton.  Sec. 
C19-149.0-B,  Article  26,  Administrative  Code.” 

and 

Whereas,  Order  No.  15483-LF,  of  the  fire  commissioner, 
issued  August  3,  1942,  reads : 

“1.  Provided  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire  satisfactory 
to  the  fire  commissioner,  throughout  building.  09-161. 0 
Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  five  stories 
(56  ft.)  in  height;  30  ft.  8  in.  by  87  ft.  7  in.  in  area;  of 
Class  3  construction;  erected  prior  to  1900;  located  in  an 
unrestricted  use  district,  and  used  since  1940  as  follows : 
Cellar,  storage,  no  persons ;  first  floor,  office  and  receiving, 
3  persons;  second  floor,  repair  of  burlap  bags,  6  persons; 
third  floor,  storage  of  baled  stock,  no  persons;  fourth  floor, 
storage  of  baled  stock,  no  persons ;  fifth  floor,  storage  of 
baled  stock,  no  persons ;  that  the  entire  premises  is  used  for 
the  manufacturing  and  dealing  in  new  and  used  burlap 
bags;  that  the  records  of  the  Building  Department  indicate 
that  the  building  was  approved  for  warehouse,  stores  and 
offices  under  CA  No.  1346-93  with  the  following  permissible 
loads:  first  floor,  160  lbs.;  second  floor,  150  lbs.;  third  floor, 
135  lbs. ;  fourth  floor,  135  lbs. ;  fifth  floor,  135  lbs. ;  that 
these  loads  are  sufficient  for  the  existing  use  of  the  building 
as  a  storage  warehouse;  and 

Whereas,  the  applicant  contends  as  to  Item  1  of  Order 
No.  15483-LF,  that  the  tenant  is  an  importer  and  exporter 
of  new  and  used  burlap  bags ;  that  this  material  is  not  a 
combustible  fiber  as  defined  in  the  Administrative  Code,  but 
is  a  finished  article,  that  as  occasion  arises,  repair  is  neces¬ 
sary  and  there  might  be  1  to  3  tons  of  loose  bags,  but  the 
main  stock  is  all  baled  material  ;  that  there  is  no  loose  stock 
carried  above  the  second  floor;  that  the  first  floor  is  used 
for  office  and  delivery  of  merchandise  and  the  repair  work 
and  bailing  is  conducted  on  the  second  floor;  that  house¬ 
keeping  conditions  are  excellent;  that  there  is  plenty  of  aisle 
space;  that  stock  is  carried,  so  as  to  leave  plenty  of  room 
at  top  and  the  windows  in  the  rear  are  protected  by  iron 
shutters ;  that  the  building  is  accessible  from  front  and  rear 
and  presents  no  fire  fighting  problem ;  that  water  buckets  are 
distributed  throughout  and  any  additional  fire  extinguishers 
required  by  the  Board,  will  be  installed;  that  it  is  impossible 
to  obtain  any  other  form  of  equipment  at  the  present  time; 
that  this  occupant  has  been  in  the  same  business  for  44  years, 
during  which  time  they  have  had  no  fires ;  that  in  view  of 
the  fact,  that  much  of  the  material  is  mainly  carried  in  baled 
quantities,  that  the  building  is  small  in  height  and  area  and 
easily  accessible  and  has  a  small  occupancy,  it  is  requested 
the  Board  waive  the  requirement  of  complying  with  this 
order ;  and 

Whereas,  the  applicant  contends  as  to  Item  1  of  Order 
No.  31994-LC,  that  to  the  north  of  the  premises  under  ap¬ 
peal  is  a  vacant  space  of  30  ft.  7  in.  separating  this  building 
from  the  hospital  and  the  northerly  wall  of  the  applicant’s 
building  is  unpierced,  and  the  rear  wall  has  all  openings 
protected  with  iron  shutters,  thus  there  are  no  exposures  to 
the  hospital ;  that  these  premises  do  not  contain  combustible 


fiber  as  defined  in  the  Code;  that  the  occupants  have  been 
in  these  premises  for  two  years  and  no  permit  heretofore  lias 
been  required ;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  Board; 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
31994-LC,  Objection  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
trap  doors  to  existing  stairs  and  hoistway  shall  be  equipped 
with  fusible  links  so  as  to  close  easily  and  that  such  trap 
doors  shall  be  metal  covered;  that  the  interior  stairs  from 
basement  to  first  floor  shall  be  enclosed  in  a  partition  ap¬ 
proved  for  one-hour  fire  test;  that  a  thermostatic  rate  of 
rise  alarm  shall  be  installed  throughout  the  building  witli 
connection  to  central  station  fire  headquarters ;  that  no  open¬ 
ing  shall  be  constructed  in  the  side  lot  line  walls;  that  the 
shutters  on  the  rear  wall  shall  be  maintained  in  good  condi¬ 
tion  and  shall  normally  be  kept  closed  at  all  times  except  on 
the  rear  windows  on  the  second  floor ;  that  hand  holes  shall 
be  constructed  in  the  shutters  for  two  vertical  lines,  so  as 
to  permit  opening  from  the  exterior  in  the  event  of  fire; 
that  when  materials  are  available,  an  exterior  fire  escape 
on  the  rear  shall  be  constructed;  that  adequate  aisles  from 
front  to  rear  on  all  stories  shall  be  maintained  at  all  times, 
including  an  aisle  at  least  five  feet  in  width  along  the  rear 
wall  and  that  materials  shall  be  stored  in  accordance  with 
the  requirements  of  Section  C19-149.0b  and  not  piled  within 
18  inches  of  the  ceiling;  and,  granted  only  so  long  as  the 
premises  are  maintained  in  accordance  with  the  require¬ 
ments  of  this  resolution  and  the  material  is  stored  as  set 
forth ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  as  to  Order  No.  15483-LF,  Objection  1,  granted 
on  condition  that  the  requirements  of  this  resolution  are 
complied  with. 


666-42-A. 

APPLICANT — J.  A.  Flynn,  for  Nuns  of  the  Order  of  St. 
Dominic,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 89-25  161  st  street,  east  side, 
180.96  ft.  south  of  89th  avenue  (Block  No.  9760, 
Lot  Nos.  31  and  32),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  J.  A.  Flynn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deput3’  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (666-42-A) 

Whereas,  J.  A.  Flynn,  for  Nuns  of  the  Order  of  St. 
Dominic,  owner,  filed  on  September  10,  1942,  an  appeal 
from  a  decision  of  the  borough  superintendent  affecting 
premises  89-25  161st  street,  east  side,  180.96  ft.  south  of 
89th  avenue  (Block  No.  9760,  Lot  Nos.  31  and  32),  Jamaica, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  4,  1942,  on  Misc.  Applic.  No.  3150-42 
reads : 

“2.  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range  or  stove 
be  connected  with  a  separate  flue  in  a  legal  chimney. 
Rule  12.1,  Oil  Burner  Rules,  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  which  .s 
under  construction  will  be  3  stories  and  basement  (48  ft. 
10^2  in.)  in  height,  103.08  ft.  by  48  ft.  8  in.  in  area,  of  class 
1  construction,  located  in  a  business  use,  C  area  district 
and  occupied  as  follows:  basement — cafeteria,  300  persons; 
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1st  iloor — class  rooms — 210  persons  ;  2nd  iloor — classrooms 
— 210  persons;  3rd  floor — classrooms — 210  persons;  and 
Whereas,  the  applicant  states  it  is  proposed  to  install 
i  two  mills  #44-16  C.I.  sections,  each  05  H.l\  boilers  with 
a  maximum  operating  pressure  of  10  lbs.  each  and  fired 
J  with  a  Todd  Rotary  Model  “B”  type,  R-A-H  approved  oil 
burner  having  a  capacity  of  4,440,000  B.T.U.  per  hour 
each ;  that  the  estimated  temperature  at  the  point  of  en- 
'  trance  to  chimney  is  500°  F. ;  that  the  chimney  complies 
with  the  requirements  of  the  Administrative  Building  Code 
for  a  medium  temperature  device;  and 
Whereas,  the  applicant  contends  that  compliance  with 
the  objection  of  the  borough  superintendent  would  be  a 
hardship  and  necessitate  a  considerable  expense  to  the 
owners;  that  the  heating  boilers  are  alternates  and  only 
one  will  be  operated  at  a  time,  except  during  unusually 
cold  weather,  when  two  boilers  will  be  placed  in  service 
during  school  hours. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  3150-42,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  boilers  shall  be  maintained  as  pro- 
i  posed ;  that  the  oil  burners  shall  be  of  the  type  as  ap¬ 
proved  by  the  Board ;  that  proper  stack  dampers  shall  be 
maintained  so  as  to  shut  off  one  boiler  when  it  is  not  in 
'  operation ;  that  in  all  other  respects,  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  including  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals. 

670-42-A. 

APPLICANT — Eugene  Buonamici,  for  A.  Bennett  Estate, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2797  Third  avenue,  west  side, 
200  ft.  south  of  East  148th  street  (Block  No.  2327, 
Lot  No.  28),  Borough  of  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Inspector  Meyer,  hire  Dept. 
ACTION  OF  BOARD- — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION  (670-42-A) 

Whereas,  Eugene  Buonamici,  for  A.  Bennett  Estate, 
owner,  filed  September  11,  1942,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  2797  Third 
avenue,  west  side,  200  ft.  south  of  East  148th  street  (Block 
No.  2327,  Lot  No.  28),  Borough  of  The  Bronx;  and 
Whereas,  Order  No.  31842-LC,  issued  by  the  fire  com¬ 
missioner  August  12,  1942,  reads : 

“Pursuant  to  the  requirements  of  the  Rules  govern¬ 
ing  the  use  of  equipment  for  spraying  of  paints,  var¬ 
nishes,  lacquers,  and  other  flammable  surface  coating, 
adopted  by  the  Board  of  Standards  and  Appeals,  the 
following  must  be  done: 

1.  Discontinue  the  spraying  of  any  flammable  paint, 
varnish,  lacquer  or  any  other  inflammable  or  combus¬ 
tible  substance,  mixture  or  compound  commonly  used  for 
painting,  varnishing,  staining  or  similar  purpose  on  these 
premises. 

Reason:  The  method  of  heating  these  premises  is  by 
means  other  than  the  use  of  steam  or  hot  w’ater  cir¬ 
culating  system.  Rule  .1.3.3.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (28  ft.)  in  height;  5l  ft.  by  71  ft.  in  area;  of  Class 
4  construction;  erected  1850;  located  in  an  unrestricted  use 
district  and  occupied :  cellar,  storage,  2  persons  first  floor, 
manufacturing  statuary  and  millinery,  4  persons;  second 
floor,  statuary,  4  persons ;  and 


Whereas,  the  applicant  contends  that  he  is  the  sole  occu 
pant  of  the  second  floor;  that  due  to  war  priorities,  he  is 
unable  to  obtain  material  for  providing  other  means  ol  heat; 
that  the  prohibitive  cost  of  such  material  would  force  him 
out  of  business  and  create  an  undue  hardship  on  him;  that 
if  the  Board  permits  the  continuation  ol  the  present  method 
of  heating,  as  indicated  on  plans  filed  with  this  appeal,  he 
proposes  to  comply  with  all  other  items  of  the  Fire  Dept, 
order ;  and 

Whereas,  at  the  hearing,  there  was  no  appearance  on  be¬ 
half  of  the  applicant;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  ol 
the  Board. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 

701-42-A. 

APPLICANT — Dominick  Salvati,  for  Frank  Elia,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 510  East  101st  street,  south¬ 
west  corner  of  Foster  avenue  (Block  No.  8150, 
Lot  No.  45),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Dominick  Salvati. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative :  .  0 

THE  RESOLUTION  (701-42-A) 

Whereas,  Dominick  Salvati,  for  Frank  Elia,  owner,  filed 
September  25,  1942,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  affecting  premises  510  liast  101  st  street, 
southwest  corner,  Foster  avenue  (Block  No.  8150,  Lot  No. 
45 ) ,  Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  3,  1942,  on  N.  B.  Applic.  No.  322-42,  reads: 

"1.  A  frame  building  within  the  fire  limits  is  con¬ 
trary  to  Sect.  4.1.2  of  the  Building  Code.” 
and  ,  , 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story  and  attic  (20  ft.)  in  height;  20  ft.  by 
34  ft.  in  area;  of  Class  4  construction;  located  in  a  business 
use,  D  area  district  and  occupied  as  a  one  family  dwelling; 
and 

Whereas,  the  applicant  contends  that  the  entire  block 
front  on  Foster  avenue  between  100th  street  and  101st  street 
is  vacant  on  both  sides;  that  from  the  plot  in  question  to 
Rockaway  avenue,  which  is  a  few  blocks  distant  westerly, 
there  are  a  number  of  residence  buildings  of  frame  and 
stucco  construction  and  there  are  no  brick  buildings;  that 
the  owner  is  a  carpenter  and  intends  to  erect  his  home  as 
time  and  money  permit;  that  he  purchased  the  lot  with  the 
express  purpose  of  building  this  home  and  if  this  applica¬ 
tion  is  denied  his  life’s  ambition  will  not  be  realized;  and 

Whereas,  an  examination  of  N.  B.  Applic.  No.  322-42 
indicates  that  the  proposed  dwelling  will  be  set  back  from 
the  least  101st  street  building  line  a  distance  of  7  ft.  into 
which  set  back  front  entrance  and  steps  will  project  ap¬ 
proximately  7  ft. ;  that  side  yard  will  be  provided  on  the 
westerly  side  of  3  ft.  in  width  and  a  rear  yard  of  14  ft. 
in  width;  that  the  dwelling  will  be  surfaced  on  the  exterior 
with  novelty  siding  and  roof  will  be  surfaced  with  asphalt 
shingles. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.  B.  Applic.  No.  322-42,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
as  to  objection  1,  that  in  all  other  respects  the  building  shall 
comply  with  the  requirements  for  a  similar  building  when 
erected  outside  of  the  fire  limits;  that  no  portion  of  the 
dwelling  shall  be  erected  nearer  than  20  ft.  of  the  rear  lot 
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line;  that  any  other  building,  except  an  accessory  garage 
hereafter  erected  on  the  lot,  shall  be  erected  not  nearer 
than  7  ft.  to  the  dwelling;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


738-42-A. 

APPLICANT — Irving  M.  Fenichel,  for  Abjec  Realty  Cor¬ 
poration,  owner  (Nu  Boro  Park  Cleaners,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1265-1269  39th  street,  north 
side,  120  ft.  west  of  13th  avenue  (Block  No.  5294, 
Lot  No.  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (738-42-A) 

Whereas,  Irving  M.  F'enichel,  for  Abjec  Realty  Corpo¬ 
ration,  owner  (Nu  Boro  Park  Cleaners,  lessee),  filed  on 
October  15,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  1265-1269  39th  street, 
north  side,  120  ft.  west  of  13th  avenue  (Block  No.  5294, 
Lot  No.  46),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  25,  1942,  on  Amendment  to  Misc.  Applic. 
No.  1444-42  reads: 

“Fire  Prevention — 

1.  Proposal  to  install  one  additional  550  gallons 
solvent  storage  tank  and  to  vary  from  the  original  ap¬ 
proval  of  a  Vorclone  Allison  System  by  making  4  of 
the  tanks  horizontal  instead  of  vertical  is  denied.  Refer 
proposal  to  the  Bd.  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  and 
3  stories  (12  ft.  6  in.  and  30  ft.  6  in.)  in  height,  40  ft.  by 
95  ft.  2  in.  in  area  at  first  floor,  20  ft.  by  50  ft.  in  area 
at  typical  floor,  of  class  3  construction,  erected  prior  to 
1920,  located  in  an  unrestricted  use  district  and  occupied : 
cellar — storage;  1st  floor — store,  office,  sheet  metal  shop; 
2nd  floor— dwelling — 1  family;  3rd  floor — dwelling — 1  fam¬ 
ily;  proposed  to  be  occupied:  cellar — same;  1st  floor — 
store  and  office  in  main  building,  dry  cleaning  plant  in  rear 
and  side  extension — 3  persons ;  2nd  floor — dwelling — 1  fam¬ 
ily;  3rd  floor — dwelling — 1  family;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
vary  from  the  approved  Vorclone-Allison  System,  by  in¬ 
stalling  an  additional  550  gallon  underground  storage  tank 
and  to  use  four  horizontal  tanks,  in  lieu  of  vertical  cone 
bottom  tanks,  as  shown  on  the  original  approval  issued  by 
the  fire  commissioner  under  No.  594,  of  May  29,  1929 ;  that 
at  the  time  of  the  approval  of  the  system,  the  number  of 
tanks  was  voluntarily  suggested  by  the  applicant  and  was 
not  a  limitation  established  by  the  Fire  Department;  that 
the  six  tanks  proposed  in  connection  with  the  application 
for  approval  of  the  system,  was  considered  to  be  ample  at 
that  time  and  the  vertical  cone  bottom  type  of  tank  de¬ 
scribed  in  the  approval  was  voluntarily  suggested  by  the 
applicant,  as  being  best  suited  for  efficient  operation;  that 
the  Administrative  Code  does  not  limit  the  number  of 
underground  tanks,  but  does  limit  the  size  of  tanks  to  1500 
gallons  each ;  that  the  tank  to  be  installed  in  addition  to 
the  approved  tanks  permitted  under  the  approval  issued  by 
the  fire  commissioner,  will  be  550  gallons  capacity  and  will 
comply  with  the  provisions  of  the  Administrative  Code  and 
will  not  create  any  increased  hazard;  that  this  additional 
tank  will  be  used  exclusively  for  the  purpose  of  receiving 
solvent  from  the  extractors  and  is  indispensable  to  propo¬ 


und  efficient  operation  of  the  plant;  that  the  horizontal 
tanks  to  be  installed  will  comply  with  the  specifications  for 
tanks  contained  in  the  Fire  Department  approval  of  the 
System,  except  that  they  will  not  have  cone  bottoms  and 
will  be  set  horizontally  instead  of  vertically;  that  it  is  pro¬ 
posed  to  use  these  tanks,  as  it  is  impossible  under  present 
conditions,  to  obtain  specially  built  tanks  of  the  vertical 
cone  bottom  type;  that  the  plant  will  use  only  combustible 
solvents  having  a  flashpoint  not  in  excess  of  100°  F.,  known 
as  solvasol  or  Vamaline;  that  the  requirements  of  the  Fire 
Department  will  be  complied  with,  including  the  setting  of 
all  tanks  2  ft.  below  the  finished  floor  level,  encasing  all 
tanks  in  12  in.  of  concrete,  construction  of  tanks  to  comply 
with  the  requirements  of  the  Vorclone-Allison  System  ap¬ 
proval  as  to  thickness  of  metal  and  fabrication  and  the 
tanks  will  be  constructed  to  withstand  the  same  pressure 
test  as  prescribed  for  vertical  tanks  in  the  Fire  Depart¬ 
ment  approval  and  will  afford  the  same  degree  of  safety 
as  could  be  obtained  from  the  use  of  vertical  tanks. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  Applic.  1444-42,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
(/rallied  on  condition  that  the  proposed  550  gallon  solvent 
storage  tank  shall  be  installed  to  the  satisfaction  of  the  fire 
commissioner;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  including  Section  C19-51.0.b,  paragraph  1 
of  the  Administrative  Code  and  Section  58  of  the  Multiple 
Dwelling  Law;  and  that  the  existing  louvre  vent  openings 
near  the  floor  in  the  detergent  room  shall  be  bricked  up 
with  approved  masonry;  that  the  existing  tanks  proposed 
1o  be  unused,  as  shown  on  revised  plan  marked  “Received 
December  21,  1942”  shall  be  filled  in  to  the  satisfaction 
of  the  fire  commissioner;  that  in  all  other  respects,  the 
installation  of  all  tanks  and  equipment  shall  comply  witli 
the  general  approval  therefor  except  that  the  tanks  may  be 
of  the  horizontal  type. 


819-42-A. 

APPLICANT — Michael  Click,  for  Cruikshank  Company, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 152-156  East  121st  street,  south¬ 
east  corner  of  Sylvan  place  (2nd  floor)  ;  (Block- 
No.  1769,  Lot  No.  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Michael  Click  and  F.  Schaffman. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (819-42-A) 

Whereas,  Michael  Click,  for  Cruikshank  Company, 
owner,  filed  on  November  24,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent  affecting  premises  152-156 
Fast  121st  street,  southeast  corner  Sylvan  place  (2nd  floor)  ; 
(Block  No.  1769,  Lot  No.  48),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated,  November  18,  1942  on  Alt.  Applic.  No.  1326-42  reads: 
“3.  Liveload  for  second  floor  should  not  be  less  than 
120#  for  manufacturing.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(25  ft.)  in  height,  96  ft.  by  75  ft.  in  area,  of  class  3  con¬ 
struction,  erected  in  1924,  located  in  a  business  use,  B  area 
district  and  occupied:  cellar — boiler  room  and  storage;  1st 
floor  stores  and  factory — 32  persons  ;  2nd  floor — offices — 90 
persons;  proposed  to  be  occupied:  cellar — same;  1st  floor — 
same;  2nd  floor — offices,  light  manufacturing,  sales  and  show 
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oom — 90  persons ;  the  total  floor  area  to  be  used  for  manu- 
acturing  not  to  exceed  the  area  of  the  plot,  that  Certificate 
if  Occupancy  No.  1122X  was  issued  July  14,  1926  on  N.  l’>. 
\pplic.  No.  345-24,  permitting  the  present  use  and 
>ccupancy ;  and 

Wmkkkas,  the  applicant  contends  that  it  is  impossible  to 
ent  the  second  floor  for  office  purposes;  that  the  number  ol 
wxupants  on  the  2nd  floor  will  not  exceed  that  permitted 
>y  l lie  present  certificate  of  occupancy;  that  the  2nd  floor 
ias  been  designed  for  60  lbs.  p.s.f.  liveload  under  the  old 
milding  code  and  if  computed  now  with  the  higher  stresses 
dlowcd  for  steel  under  the  present  building  code,  the  capacity 
>f  floors  would  he  increased  about  12%  and  as  it  is  proposed 
o  remove  the  present  office  partitions,  the  dead  load  will  be 
educed  about  20  lbs.  per  foot,  which  could  be  computed  and 
aided  to  the  calculated  liveload;  that  actual  permissible  live- 
oads  will  he  posted  in  the  portion  of  the  building  used  for 
nanufacturing  and  showroom;  that  the  present  stairs  are 
•nclosed  in  4  inch  terra  cotta  partitions;  that  public  halls 
■ire  fireproof;  that  the  stairs  lead  to  roof  by  bulkhead;  that 
tairs  are  of  steel  with  marble  treads  and  are  44  in.  wide 
tnd  accessible  to  the  street  and  it  is  therefore  requested  that 
lie  Board  permit  the  use  of  part  of  the  second  floor  for 
ight  manufacturing  of  dresses  and  the  sales  and  showroom 
n  conjunction  therewith. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
icting  on  Alt.  Applic.  1326-42,  he  and  it  hereby  is  modified 
uid  that  the  appeal  he  and  it  hereby  is  granted  on  condition 
ts  to  objection  3,  that  the  liveload  per  superficial  foot  60  lbs. 
•hall  he  posted  on  the  rear  portion  where  manufacturing  use 
s  proposed  and  that  at  no  time  shall  the  loading  of  such 
iortion  of  the  second  floor  exceed  said  liveload;  that  in  all 
ither  respects,  the  building  and  occupancy  shall  comply  with 
dl  laws,  rules  and  regulations  applicable  thereto  other  than 
is  modified  by  the  Board  under  Cal.  No.  820-42-S. 


J20-42-S. 

\PPL1CANT — Michael  Click,  for  Cruikshank  Company, 
owner.  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

‘REMISES  AFFECTED— 152-156  East  121st  street,  south¬ 
east  corner  of  Sylvan  place  (Block  No.  1769,  Lot 
No.  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Michael  Glick  and  F.  Schaffman. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

1'H E  RESOLUTION  (820-42-S) 

Whereas,  Michael  Glick,  for  Cruikshank  Company, 
)wner,  filed  on  November  24,  1942,  an  application  for  vari¬ 
ation  of  the  requirements  of  the  Labor  Law  as  cited  in  a 
lecision  of  the  building  superintendent,  affecting  premises 
152-156  East  121st  street,  southeast  corner  Sylvan  place 
(Block  No.  1769,  Lot  No.  48),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
lated  November  18,  1942  on  Alt.  Applic.  No.  1326-42  reads: 
“4.  Required  means  of  egress  should  comply  with 
Section  270  of  the  Labor  Law.” 
ind 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(25  ft.)  in  height,  96  ft.  by  75  ft.  in  area,  of  class  3  con¬ 
struction,  erected  in  1924,  located  in  a  business  use,  B  area 
listrict  and  occupied:  cellar — boiler  room  and  storage;  1st 
floor — stores  and  factory — 32  persons ;  2nd  floor— offices — 
X)  persons;  proposed  to  be  occupied:  cellar — same;  1st 
floor — same;  2nd  floor — offices,  light  manufacturing,  sales 
ind  show  room — 90  persons ;  that  the  total  floor  area  to  be 


used  for  manufacturing  not  to  exceed  the  area  of  the  plot; 
that  the  building  is  equipped  with  two  44  in.  interior  steel 
and  marble  stairs  enclosed  in  4  inch  terra  cotta  blocks, 
equipped  with  fireproof  self-closing  doors  and  leading  from 
roof  bulkhead  direct  to  street,  having  600  sq.  It.  ol  hall 
space  per  story;  that  Certificate  of  Occupancy  No.  11228 
was  issued  July  14,  1926  on  N.  B.  Applic.  345-24  permitting 
the  present  use  and  occupancy ;  and 

Whereas,  the  applicant  contends  that  the  present  stairs 
are  enclosed  in  4  inch  terra  cotta  partitions  and  public  halls 
are  fireproof ;  that  the  stairs  lead  to  roof  through  a  legal 
bulkhead  and  are  of  steel  construction  with  marble  treads, 
44  in.  wide;  that  the  building  is  only  2  stories  in  height; 
that  the  number  of  persons  proposed,  will  not  exceed  that 
previously  allowed  in  the  existing  certificate  of  occupancy 
and  for  these  reasons,  it  is  requested  that  the  Board  grant 
permission  for  use  of  part  of  the  2nd  floor  for  light  manu¬ 
facturing  of  dresses  and  sales  and  showroom  in  conjunction 
therewith. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1326-42,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition.  As  to  Objection  4,  that  the 
fireproof  corridor  shall  be  maintained  as  proposed,  with  the 
two  stairways  leading  therefrom  to  the  street  and  an  open 
stairway  to  roof ;  that  at  least  three  doorways  to  corridor 
shall  he  maintained,  as  far  apart  as  possible  from  the  rear 
space  in  which  manufacturing  is  proposed  to  be  carried  on; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  other 
than  as  modified  by  the  Board  under  Cal.  No.  819-42-A. 


824-42-A. 

APPLICANT — Emile  L.  Capel,  for  Estate  of  Finlay  John¬ 
son  Sheppard,  owner  (Charles  C.  Huitt,  Executor)  ; 
(Gimbel  Brothers,  lessee). 

SLIBJECT — Appeal  from  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 579  Fifth  avenue,  northeast 
corner  of  East  47th  street  (Block  No.  1283,  Lot  No. 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  August  P.  Klein  and  Emile  L.  Capel. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (824-42-A) 

Whereas,  Emile  L.  Capel,  for  Estate  of  Finlay  Johnson 
Sheppard,  owner  (Chas.  C.  Huitt,  Executor)  (Gimbel 
Brothers,  lessee),  filed  November  25,  1942,  an  appeal  from 
decisions  of  the  borough  superintendent  ;  premises  579  Fifth 
Avenue,  northeast  corner  of  East  47th  street  (Block  No. 
1283,  Lot  No.  1),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  31,  1942,  on  Alt.  Applic.  1298-42,  reads: 

“3.  Building  should  be  fireproof  due  to  height  and 
public  use  as  per  sec.  421B.C. 

9.  Construction  of  the  first  tier  should  be  of  3  hr. 
rating  as  per  sec.  3.2.3.  B.C. 

10.  Elevator  shaft  should  he  encased  in  f.p.  partitions 
3  hr.  rating. 

11.  Provide  at  least  one  lawfully  enclosed  stairway 
of  incombustible  materials  with  Y  hr.  f.p.  doors  in  open¬ 
ings  and  at  least  3  ft.  8  in.  wide,  leading  to  roof  and 
street.  Sec.  6.4.11  ct  seq.  B.C.  exit  doors  should  swung 
out.” 

and 

Whereas,  the  said  decision  was  repeated  in  a  decision  of 
the  borough  superintendent,  dated  December  11,  1942;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  I  December  1<S,  1942,  on  amendment  to  Alt.  Application 
No.  1298-42  reads: 

“3.  Building  is  of  Class  3  nonfireproof  construction, 
for  commercial  use  and  exceeds  50'  and  4  stories  in 
height  and  is  contrary  to  provisions  of  Section  C-26- 
254.0a  of  the  Administrative  Code.  Reconsideration 
denied. 

9.  Repeated — reconsideration  denied. 

10.  Repeated — Reconsideration  denied. 

11.  Repeated — Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  four  stories 
(61  ft.)  in  height,  42.5  ft.  by  100  ft.  in  area  at  1st  floor, 
42.5  ft.  by  85.16  ft.  in  area  at  typical  floor;  Class  3  construc¬ 
tion;  erected  in  1869;  located  in  restricted  retail  use  district; 
occupied  as  one-family  dwelling;  proposed  to  be  occupied: 
Cellar,  boiler  room  and  storage ;  basement,  caretaker’s  room 
and  storage,  3  persons;  1st  floor,  display  and  sale  of  objects 
of  art  and  antiques,  75  persons;  2nd  floor,  display  of  objects 
of  art,  15  persons;  3rd  floor,  display  of  objects  of  art  and 
antiques,  15  persons;  4th  floor,  vacant,  no  persons;  and 

Whereas,  the  applicant  contends  as  to  Objection  3,  of  the 
borough  superintendent’s  decision,  that  reconsideration  is 
respectfully  requested  as  the  portion  of  the  building  to  be 
occupied  is  approximately  50  ft.  high  and  is  to  be  used  only 
for  business  as  follows :  Cellar,  boiler  room  and  storage ; 
Basement — janitor’s  room  and  storage;  1st  floor,  display  and 
private  auction  sale  by  invitation  only  of  objects  of  art  and 
antiques;  2nd  and  3rd  floors,  display  of  objects  of  art  only; 
4th  floor- — to  be  vacant  and  locked  up;  as  to  Objection  9, 
requests  the  acceptance  of  present  ceiling  construction  which 
is  Yz  in.  plaster  boards  applied  to  a  plastered  ceiling ;  that 
this  is  an  existing  Class  3  nonfireproof  building  and  erected 
before  Jan.  1st,  1938  and  classification  by  occupancy  now 
to  be  changed  to  business,  Secs.  10,  11,  para,  b,  Building 
Code;  and  as  to  Objection  10,  requests  acceptance  of  present 
condition  as  elevator  and  stairhall  in  question  is  enclosed  in 
brick  and  fireproof  partitions;  that  elevator  shaft  is  enclosed 
with  iron  grille  work;  as  to  Objection  11,  requests  accept¬ 
ance  of  present  enclosed  stairway  # 2  as  one  lawfully  en¬ 
closed  stairway;  that  this  stairway  leads  from  top  floor  to 
street  and  is  enclosed  with  incombustible  materials  and 
equipped  with  Y  hr.  doors  at  openings;  that  the  stair  is 
30  in.  wide  and  egress  extends  through  fire-passage  in  cellar 
to  rear  yard  and  thence  to  street;  that  an  adjoining  enclosed 
stair  leads  through  roof  scuttle  to  roof  from  top  floor;  that 
the  occupancy  on  2nd  and  3rd  floors  is  less  than  50  persons 
and  doors  are  not  required  to  swing  outwardlyq  Sec.  6.2.2. 
para.  A,  Building  Code ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board ; 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1298-42,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition, 
as  to  Objection  No.  3,  as  revised  December  18,  1942,  and 
Objections  10  and  11,  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  it  may  be  occupied  as  proposed  for  a 
term  of  one  year;  on  condition  that  such  occupancy  shall  be 
limited  to  the  display  and  sale  of  objects  of  art  and  antiques 
and  while  the  building  is  under  lease  to  Girnbel  Brothers ; 
that  the  interior  enclosed  stairway  shall  be  maintained  with 
all  doors  leading  thereto  or  therefrom  for  the  entire  height 
metal  covered  and  self-closing;  that  the  door  at  the  top 
leading  from  stairway  to  roof  shall  be  clearly  marked  and 
the  scuttle  maintained  with  an  easy  opening  device;  that 
lights  shall  be  maintained  at  all  times  within  such  stairway 
enclosure  while  the  building  is  being  occupied;  that  the 
elevator  shall  comply  with  all  requirements  therefor  except 
that  the  present  grille  enclosure  may  be  maintained ;  that 
fireproof  exits  from  such  stairway  to  rear  yard  leading  to 
street  shall  be  maintained  and  kept  lighted  while  the  building 
is  occupied ;  that  there  shall  be  installed  in  the  rear  yard, 
a  temporary  exterior  stairway  leading  from  two  windows  of 
two  separate  rooms  on  the  first  story  with  exit  therefrom 
through  rear  yard  to  East  47th  street;  that  such  stairway 


may  be  of  substantial  wood  construction;  that  the  iourt 
story  shall  remain  vacant  and  unoccupied;  that  the  cella 
shall  not  be  occupied  for  storage  in  connection  with  the  pro 
posed  business  occupancy;  that  such  portable  fire-fightin; 
appliances  shall  be  maintained  throughout  the  building  as  tli 
lire  commissioner  shall  direct;  as  to  Objection  9,  that  tli 
cellar  ceiling  shall  be  fire-retarded  throughout  with  material 
approved  for  one-hour  fire  test;  that  all  doors  shall  opei 
outwardly  in  the  direction  of  exit;  that  exit  lights  shall  b 
maintained  at  all  exit  doors  on  all  floors. 


832-42-A. 

APPLICANT — E.  I.  Dupont  DeNemours  and  Company 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissionc 
re  packaging  of  Zerone,  Five  Star  and  Genuin 
General  Motors  Anti-freezes  in  glass  bottles  (capac 
ity  of  bottles  not  in  conformity  with  Administrate 
Code  specifications). 

APPEARANCES— 

For  Applicant:  William  H.  Hickin. 

For  Administration :  Insp.  Meyer,  Fire  Dep't. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  ■ 
Negative:  .  I 

THE  RESOLUTION  (832-42-A) 

Whereas,  E.  1.  DuPont  DeNemours  and  Company 
owner,  filed  November  30,  1942,  an  appeal  from  a  decisioi 
of  the  fire  commissioner,  denying  permission  to  packag' 
inflammable  mixtures  (anti-freeze  mixture)  in  glass  jug 
having  a  capacity  in  excess  of  4  ounces ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dale* 
October  30,  1942,  reads : 

“In  response  to  your  communication  of  the  30th  inst 
in  which  you  request  permission  to  package  inflam 
mable  mixtures  (Anti-Freeze  Mixture)  in  glass  jug: 
having  an  overflow  capacity  of  approximately  136  oz 
to  be  used  for  one  gallon  or  128  liquid  oz.  of  the  mix 
lures,  please  be  advised  that  said  request  is  hereb: 
denied  for  the  reason  that  Section  C19-59.0,  Article  < 
of  the  Administrative  Code  of  the  City  of  New  Yorl 
prohibits  the  use  of  glass  bottles  having  a  capacity  ii 
excess  of  4  oz.” 

and 

Whereas,  the  applicant  contends  that  an  application  wa: 
filed  with  the  Fire  Department  for  permission  to  packag* 
Zerone,  Five-Star  Anti-Freeze  and  Genuine  General  Motor: 
Anti-Freeze  in  glass  containers  having  a  capacity  of  on* 
gallon  packed  for  shipping  in  suitable  solid  or  corrugatec 
fibreboard  boxes  of  a  size  to  hold  not  more  than  four  1 
gallon  glass  containers;  that  the  product  “Genuine  Genera 
Motors  Anti-Freeze”,  although  manufactured  by  the  appli 
cant,  is  marketed  by  General  Motors  Parts  Division  ol 
General  Motor  Sales  Corporation  in  containers  bearing  th< 
name  and  address  of  said  corporation  and  under  the  Iradt 
name  of  Genuine  General  Motors  Anti-Freeze;  and 
Whereas,  the  applicant  contends  that  it  has  since  1937 
packed  such  products  in  accordance  with  the  Administrate 
Code  as  modified  by  the  Board  under  Cal.  No.  488-37-A,  u 
permit  the  use  of  tin  containers  without  a  replaceable  cap 
and 

Whereas,  the  applicant  contends  that  these  anti-freezes 
consist  of  Methanol,  which  is  also  known  as  wood  alcohol 
methyl  alcohol,  methyl  spirits,  and  Columbian  spirits,  t* 
which  are  added  coloring  matter  and  a  small  amount  oi 
rust  inhibitor;  and 

Whereas,  the  applicant  contends  that  these  products  art 
not  sold  for  household  use,  as  intended  by  Section  C19-59.C 
of  the  Administrative  Code,  as  these  products  are  sold 
primarily  in  automobile  service  stations,  garages,  car  deal¬ 
ers  and  similar  type  of  dealer  outlets ;  that  these  products 
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ive  no  household  purpose,  as  the  coloring  matter  contained 
|ierein  would  prevent  their  use  for  cleaning  or  polishing 
jirposes;  and 

Whereas,  the  applicant  contends  that  the  War  Produc- 
nn  Hoard  has  ordered  the  discontinuance  of  the  use  of  tin 
ate  and  terne  plate  for  packing  these  materials  and  the 
iilv  container  which  can  be  used  is  a  glass  bottle  and  per¬ 
mission  of  the  Board  is  therefore  requested  to  market 
Lose  products  in  glass  bottles  of  one  quart  and  one  gallon 
ipacity  made  to  the  .specifications  shown  on  drawing  No. 
/C-391  of  the  Owens-Illinois  Glass  Company,  filed  with 
iis  appeal,  showing  a  bottle  weighing  45  ounces,  con- 
ructed  of  Duroglass,  having  a  capacitv  of  136  ounces  and 
iat  these  bottles  will  be  equipped  with  closures  or  screw 
•ips  to  be  manufactured  of  metal  until  the  use  of  metal 
>r  such  purposes  is  prohibited  bv  the  War  Production 
oard  or  other  duly  authorized  Federal  agency  and  in  the 
rent  of  such  prohibition,  such  screw  caps  will  be  manufac- 
,red  of  plastics  or  other  suitable  material;  that  all  screw 

|'ips  used  will  be  properly  threaded  to  tightly  fit  the 
ittleneck  threading  and  be  equipped  with  a  gasket  or  liner 
suitable  pulp  or  other  adaptable  composition  material,  so 
.  to  make  a  durable  precision  contact  with  the  flat  lip  on 
p  of  the  neck  of  the  glass  container  so  as  to  create  per- 
ct  sealing  efficiencv. 

Resok’cd,  that  the  decision  of  the  fire  commissioner, 
ti ted  October  30,  1942.  be  and  it  herebv  is  modified  and 
at  the  anpeal  be  and  it  herebv  is  granted  on  condition 
at  the  glass  containers  shall  be  “Duroglass”  as  proposed 
id  labeled  as  proposed  and  used  onlv  for  the  purposes  set 
>rth :  that  this  modification  shall  apnlv  onlv  during  the 
mi  of  the  present  war  emergency  and  for  six:  (6)  months 
ereafter. 

_ 

[l-42-A. 

PPLTCANT — Alfred  Fellheimer,  for  49  Fast  52nd  Street 
Corporation,  owner  (Columbia  Broadcasting  System, 
Tncornorated,  lessee). 

JBTECT — Appeal  from  a  decision  of  the  Borough  super- 
L  intendent. 

(REMISES  AEFECTED — 49  East  52nd  street,  north  side, 
75  ft.  east  of  Madison  avenue  (Block  No.  1288, 'Lot 
No.  24),  Borough  of  Manhattan. 

BPEARANCES — 

For  Applicant:  Alfred  Fellheimer  and  Clarence  R. 
Jacobs. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

i.CTTON  OF  BOARD — Appeal  granted  on  condition. 

‘HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

'HE  RESOLUTION  (841-42-A) 

‘Whereas,  Alfred  Fellheimer,  for  49  East  52nd  Street 
jirp.,  owner  (Columbia  Broadcasting  System,  Tnc.,  lessee). 
,ed  on  November  30,  1942,  an  appeal  from  a  decision  of 
(e  borough  superintendent,  affecting  49  East  52nd  street, 
>rth  side,  75  ft.  east  of  Madison  avenue  (Block  No.  1288, 
fit  No.  24),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
ited  November  25,  1942  on  Misc.  App.  No.  1932-42  reads: 
“1.  Gasoline  tank  of  approved  tvpc  to  be  located  and 
protected,  as  called  for  in  Sec.  Cl 9-69.0.  This  applies 
i  to  both  the  550  "allon  tank  and  also  the  30  gallon  tank, 
which  latter  is  located  within  the  engine  room. 

5.  Secure  the  approval  of  the  Board  of  Standards 
and  Appeals  for  the  use  of  the  engine  using  gasoline 
as  fuel  and  located  within  the  building.” 

M 

Whereas,  the  applicant  states  that  the  building  is  7 
irics  (88  ft.)  in  height,  75  ft.  bv  81.33  ft.  in  area,  of 
'ass  1  construction,  erected  1909,  located  in  a  business  use 


district  and  used  and  occupied  as  follows :  Sub-cellar, 
mechanical  equipment,  30  persons;  cellar,  1st,  2nd,  3rd  and 
4th  stories,  broadcasting  studios,  300  persons;  on  the  cellar 
floor,  25  persons  on  the  1st  floor,  300  persons  on  the  2nd 
floor,  130  persons  on  the  3rd  floor,  130  persons  on  the  4th 
floor,  5th  floor,  office  and  studios,  130  persons,  6th  floor, 
acoustical  and  engineering  departments,  130  persons,  7th 
floor,  laboratories,  50  persons,  penthouse,  laboratories,  15 
persons  and  proposed  to  be  used  as  follows:  sub-cellar, 
cellar,  1st,  2nd  and  3rd  stories,  same,  4th  floor,  studios  and 
mechanical  equipment,  5th  floor,  studios  and  lounge,  6th 
floor,  offices,  7th  and  penthouse,  laboratories ;  and 

Whereas,  it  is  proposed  to  install  a  550  gallon  gasoline 
storage  tank,  a  gasoline  driven  Fairbanks  Morse,  80  K.W., 
3  phase,  60  cycle,  120-208  volt  A.C.  generator  scl  and  a 
30  gallon  auxiliary  gasoline  tank,  as  indicated  on  plans 
filed  with  this. appeal;  and 

Whereas,  the  applicant  contends  that  in  order  to  provide 
an  emergency  current  supply  for  the  broadcasting  studios 
in  the  event  of  an  interruption  in  current  supplied  by  public 
utility  connections,  it  was  decided  after  study,  the  proposed 
installation  be  made;  that  the  30  gallon  gasoline  tank  is 
necessary  for  starting  the  motor  and  the  550  gallon  tank 
is  necessary  to  insure  that  the  generator  can  be  operated 
for  a  period  of  70  hours  which  is  the  estimated  time  re- 
miired  for  repairs  to  a  break  in  the  public  utility  lines; 
that  the  proposed  generator  will  supply  current  for  sump 
mimps,  fire  pumps,  exhaust  fans,  stairway  lighting,  studio 
lighting  and  audio  energy;  and 

Whereas,  the  applicant  requests  that  the  Board  authorize 
the  issuance  of  the  permit  for  the  installation  as  proposed, 
in  the  interests  of  national  defense  and  to  insure  the  mainte¬ 
nance  of  broadcasting  service  during  air  raid  attack,  the 
absence  of  which  might  cause  confusion  in  areas  where  air 
raid  signals  can  only  be  distributed  by  radio. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1932-42,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  as  to 
Objection  1,  that  the  550  gallon  tank  shall  be  of  an  approved 
type  complying  with  all  the  requirements  therefor,  except 
that  it  may  be  installed  substantially  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  December  22,  1942" 
and  may  be  above  the  cellar  floor  level  and  shall  be  com¬ 
pletely  encased  in  4  in.  of  concrete  reinforced  with  20  gauge 
wire  cloth  2  in.  by  2  in.  mesh  as  proposed;  that  the  vent  line 
which  shall  be  of  the  same  diameter  as  the  fill  line,  may 
terminate  as  shown  at  a  point  approximately  12  ft.  above 
the  sidewalk  but  not  nearer  to  any  window  opening  than  5 
ft. ;  that  the  supplementary  tank  shall  not  exceed  30  gallon 
capacity  and  may  be  located  in  the  engine  room,  as  shown 
at  the  rear,  provided  such  engine  room  is  separated  from  the 
balance  of  the  building  by  fireproof  construction;  that  the 
feed  and  return  line  may  be  installed  as  proposed,  provided 
all  joints  are  welded  in  accordance  with  the  Welding  Rules 
of  the  Board,  including  the  connections  to  the  tank  and  such 
pipe  is  protected  at  all  joints  through  the  basement  by  a 
wire  screen  protection  guard;  that  the  pump  proposed  near 
the  storage  tank  shall  be  of  an  approved  type  and  shall  be 
interconnected  with  the  main  ventilating  fan  in  the  basement 
and  also  the  ventilating  fan  in  the  engine  room,  so  that  such 
ventilating  systems  will  be  in  operation  at  all  times  while  the 
pump  itself  is  in  operation;  that  the  ventilation  of  the  engine 
room  shall  be  as  indicated,  with  an  intake  and  exhaust  lo¬ 
cated  above  the  engine  room  in  a  separate  compartment  with 
the  intake  and  exhaust  from  the  open  rear  vard ;  as  to 
Oh  jection  5,  that  the  manufacturer  shall  file  with  the  Board 
an  application  for  general  approval  for  the  use  of  the  Fair¬ 
banks  equipment  as  proposed,  namely,  Fairbanks,  Morse 
Gompany  Gasoline  Engine  Driven  Generator  Set,  80  K.W., 
operating  with  3  Phase,  60  Cycle,  120-208  Volt  A.C.  current 
provided  the  requirements  of  this  resolution  are  complied 
with  in  all  other  respects  but  such  generator  may  be  used  in 
this  instance:  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  other  laws,  rules  and  regu¬ 
lations  applicable  thereto. 
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863-42-S. 

APPLICANT — Eastern  Building  Corporation,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
APPEARANCES— 

For  Applicant :  Monroe  Chapin,  George  Masefield, 
William  J.  Goss,  Joseph  A.  Morrissey,  William 
L.  Holm,  Nathaniel  G.  Benchley,  Alfred  T. 
Vail  and  Leo  Pillar. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (863-42-S) 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  16180-LF,  Objection  11,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  (minted  on  condition 
that  panic  bolts  installed  shall  be  of  the  approved  type;  that 
such  panic  bolts  shall  be  installed  only  on  the  exits  as  herein 
proposed,  and  that  all  other  exits  shall  either  remain  un¬ 
locked  or  a  guard  shall  be  posted  at  such  exits  at  all  times 
while  the  factory  is  in  operation ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  and  all  existing  violations 
shall  be  complied  with;  that  this  modification  shall  continue 
only  so  long  as  the  building  is  occupied  as  proposed. 


874-42-A. 

APPLICANT — Abraham  Farber,  for  Etched  Products  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PRF'.MTSES  AFFECTED— 43-01  to  43-21  39th  street  and 
39-02  to  39-10  43rd  avenue,  southeast  corner  (Block 
No.  191,  Lot  No.  20),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

F'or  Applicant:  Abraham  Farber  and  S.  Wilkenberg. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . .- .  0 

THE  RESOLUTION  (874-42-A) 

Whereas,  Abraham  Farber,  for  Etched  Products  Cor¬ 
poration,  owner,  filed  on  December  15,  1942,  an  appeal  from 
a  decision  of  the  borough  superintendent  affecting  premises 
43-01  to  43-21  39th  street  and  39-02  to  39-10  43rd  avenue, 
southeast  corner  (Block  No.  191,  Lot  No.  20),  Long  Island 
City,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  14,  1942,  on  Alt.  Applic.  No.  1728-42,  reads: 
“1.  Storage  rooms  for  spraying  materials  do  not  con¬ 
form  to  rule  6.1.3.  Board  of  Standards  and  Appeals. 
Also  storage  in  each  room  may  not  exceed  200  gallons. 
Rule  6.2  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (15  ft.)  in  height,  249.95  ft.  by  100  ft.  in  area,  of 
class  3  construction,  equipped  with  a  standpipe  system, 
erected  in  1929,  located  in  an  unrestricted  use  district  and 
occupied:  cellar — boiler  room;  1st  floor — public  garage;  pro¬ 
posed  to  be  occupied:  cellar — boiler  room  and  storage;  1st 
floor — public  garage,  metal  storage  and  manufacturing  of 
etched  metal  products — 75  persons;  and 

Whereas,  the  portion  of  the  building,  which  is  the  subject 
of  this  appeal,  is  125  ft.  front  by  100  ft.  in  depth,  of  class  3 
construction,  separated  from  the  public  garage  portion  by 


an  8  in.  brick  fire  wall  and  proposed  to  be  equipped  with 
sprinkler  system ;  and 

Whereas,  the  applicant  contends  that  it  is  -  proposed  t 
use  the  two  existing  interior  fireproof  block  walled  storag 
rooms,  each  9  ft.  by  16  ft.  equipped  with  3  ft.  by  3  ft.  fixe 
ventilating  type  of  skylight  glazed  with  plain  glass,  to  stor 
lacquer  and  thinners  in  steel  drums  five  gallon  sealed  can 
not  to  exceed  1,000  gallons  in  each  such  interior  storag 
room;  that  the  owner  is  the  occupant  of  the  adjoining  tv 
story  fireproof  factor}’  building  to  the  south  and  is  engage 
in  100%  war  work  ;  that  additional  space  was  required  i 
the  early  part  of  1942  and  a  space  18  ft.  6  in.  by  100  f 
in  area  in  the  garage  building  now  in  question,  was  lease 
and  a  connecting  door  cut  in  the  garage  wall  opening  on  tli 
yard  of  the  adjoining  factory  building;  that  this  space  w;i 
separated  from  the  balance  of  the  garage  by  a  4  in.  wa 
constructed  of  fireproof  block  and  used  for  the  storage  c 
metal,  under  Alt.  Applic.  No.  1728-42;  that  in  Novemlx 
1942,  additional  space  was  secured  in  the  garage  buildin 
totaling  a  frontage  of  125  ft.  and  separated  from  the  garap 
by  an  8  in.  brick  fire  wall  and  plans  filed  under  Alt.  Appll 
No.  1728-42,  indicating  the  construction  of  the  two  storag 
rooms  now  in  question;  that  it  is  now  proposed  to  use  the? 
two  storage  rooms  for  the  storage  of  lacquer  and  thinner? 
that  the  ceilings  of  these  rooms  will  be  fire-retarded  an 
sprinkler  heads  installed;  that  it  is  necessary  to  use  as  muc 
of  the  street  lighted  wall  space  for  printing  machines  an 
the  occupant  is  therefore  forced  to  utilize  the  interior  spat 
for  the  storage  of  lacquers  and  thinners,  since  the  efficient 
of  the  plant  will  not  permit  the  location  of  the  lacqut 
storage  rooms  on  the  street  wall ;  that  the  building  will  1 
fully  sprinklered;  that  the  two  storage  rooms  will  be  pre 
vided  with  fixed  ventilation  through  skylights;  that  tl 
standpipe  system  will  be  maintained ;  that  for  these  reason 
it  is  requested  that  the  Board  grant  a  modification,  so  as  t 
permit  the  use  of  these  rooms  for  the  storage  of  lacqui 
and  to  permit  the  storage  of  lacquer  in  each  room  not  t 
exceed  1,000  gallons  in  sealed  containers. 

Resolved,  that  the  decision  of  the  borough  superintender 
on  Alt.  Applic.  No.  1728-42,  be  and  it  hereby  is  modified  an 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  as  t 
Objection  1,  that  the  material  proposed  to  be  stored  shall  1 
stored  within  the  storage  rooms  as  proposed  and  construct 
of  4  in.  approved  partitions,  and  fireproof  doors  thereto 
that  such  partitions  shall  extend  to  the  underneath  side  c 
the  roof  boarding;  that  the  ceiling  shall  be  protected  wit 
approved  asbestos  board  or  equivalent  material ;  that  tli 
ventilation  may  he  by  means  of  skylights,  as  proposed,  o 
sizes  not  less  than  5  ft.  by  5  ft.,  with  fixed  ventilatin 
louvres  therein,  open  at  all  times ;  that  the  amount  of  mate 
rial  stored  in  such  rooms  may  not  exceed  1,000  gallons,  a 
proposed ;  that  the  sprinkler  system  shall  be  installed  an 
maintained  to  the  satisfaction  of  the  fire  commissi  one 
throughout  the  building,  except  for  the  garage  portioi 
which  shall  be  separated  by  a  wall  from  floor  to  roof,  c 
masonry  not  less  than  8  in.  in  thickness ;  that  in  all  othe 
respects,  the  building  and  occupancy  shall  comply  with  a 
laws,  rules  and  regulations  applicable  thereto. 


875-42-A. 

APPLICANT — American  Industrial  Jewels  Corporatioi 
lessee,  for  Nat  Cohen  and  Harry  Rosen,  owners. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissione 
PREMISES  AFFECTED — 599  Tenth  avenue,  west  side,  5 
ft.  north  of  West  43rd  street  (Block  No.  1072,  I.< 
No.  32),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Dr.  E.  M.  Huterer. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 
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THE  RESOLUTION  (875-42-A) 

Whereas,  American  Industrial  Jewels  Corp.,  applicants 
and  lessees,  for  Nat  Colien  and  Harry  Rosen,  owners,  filed 
•December  15,  1942,  an  appeal  from  an  order  of  the  fire 
commissioner,  premises  59b  Tenth  avenue,  west  side,  50  ft. 
north  of  West  43d  street  (Block  No.  1072,  Lot  32),  Borough 
f  Manhattan;  and 

Whereas,  Order  No.  32680-LC,  issued  by  the  fire  com¬ 
missioner  November  23,  1942,  reads: 

“Before  a  permit  may  he  issued  to  maintain  the  stor¬ 
age  and  use  of  hydrogen  and  oxygen,  the  following- 
must  he  done : 

1.  Have  oxy-hydrogen  furnace  approved  by  the 
Board  of  Standards  and  Appeals.  Sec.  C19-93.0,  Art* 
17,  Admin.  Code. 

2.  Have  each  operator  of  oxy-hydrogen  blow  torch 
obtain  a  Certificate  of  Fitness.  Sec.  C19-93.0-B,  Art. 
17,  Admin.  Code.” 

find 

Whereas,  the  applicant  states  the  building  is  one  stoi-y, 
’(14  ft.)  in  height,  25  ft.  by  49  ft.  in  area;  of  Class  3  con¬ 
struction;  erected  1890;  located  in  an  unrestricted  use  dis- 
rict  and  occupied:  1st  floor,  factory,  8  persons;  and 
'  Whereas,  the  applicant  contends  that  the  furnaces  have 
>een  manufactured  exclusively  for  their  own  use;  it  is  not 
iroposed  to  sell  any  other  furnaces  for  use  by  any  one  else ; 
hat  the  operators  will  apply  for  a  certificate  of  fitness  to 
he  fire  commissioner,  if  the  Board  approves  the  use  of  the 
furnaces  in  question. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
J2680-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Objection  2,  on  condition 
hat  the  certificate  of  fitness  shall  be  obtained  as  required ; 
hat  the  tanks  of  oxygen  shall  be  stored  in  the  rear  yard 
is  proposed,  with  a  proper  rack  to  maintain  same  in  upright 
tosition  and  that  a  manifold  satisfactory  to  the  fire  commis- 
;ioner  shall  be  installed  with  satisfactory  control  device,  so 
hat  no  hydrogen  shall  be  stored  within  the  building;  that 
such  manifold  and  control  equipment  shall  be  installed  within 
wo  months,  meanwhile  not  more  than  two  (2)  cylinders 
,)f  hydrogen  shall  be  stored  within  the  building  and  that 
;uch  cylinders  shall  be  equipped  with  controls  satisfactory 
o  the  fire  commissioner;  that  such  portable  fire-fighting 
Appliances  shall  be  maintained  as  the  fire  commissioner  shall 
lirect ;  that  as  to  Objection  1  general  approval  by  the  Board 
>f  the  proposed  furnaces  may  be  waived,  provided  as  ap- 
ilicants  state  such  furnace  shall  not  be  offered  for  general 
ale. 


T79-42-A. 

APPLICANT — John  D.  Anderson,  for  Defense  Plant  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

-’REMISES  AFFECTED — 49-20  30th  street,  west  side,  100 
ft.  south  of  Hunters  Point  avenue  (Block  No.  292, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens. 
MM’EARANCES — 

For  Applicant :  John  D.  Anderson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

\(  TION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (879-42-A) 

Whereas,  John  D.  Anderson,  for  Defense  Plant  Corpo- 
ation,  owner,  filed  December  16,  1942,  an  appeal  from  a 

Ilecision  of  the  borough  superintendent;  premises  49-20  30th 
■treet.  west  side,  100  ft.  south  of  Hunters  Point  avenue 
Block  No.  292,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens;  and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  28,  1942,  re  N.  B.  Applic.  No.  1385-42, 
reads : 

“1.  The  use  in  the  fire  limits,  of  roof  beams  2  in. 
thick,  is  contrary  to  sec.  7.1.4  subsec.  7  of  the  Building 
Code. 

2.  The  penthouse  walls  should  be  constructed  of 
material  having  a  fire  resistive  rating  of  3  hours,  and 
should  he  covered  with  roofing  material  (sec.  10.12.3). 

3.  The  assumed  working  stress  of  24000  lbs.  per  sq. 
in.  for  metal  reinforcement,  is  excessive  (sec.  7.4.3. 4). 

4.  Gutters  and  leaders  are  required  for  every  build¬ 
ing  (sec.  14.9.20). 

5.  The  use  of  extra  heavy  vitrified  clay  sewer  pipe 
is  contrary  to  sections  14.3.12  and  14.3.13  of  the  Build¬ 
ing  Code.” 

and 

Whereas,  the  applicant  states  the  building  will  be  one 
story  (24  ft.  10  in.)  in  height,  59  ft.  8  in.  by  176  ft.  8  in. 
in  area,  Class  3  construction;  located  in  an  unrestricted  use 
district  and  used  for  the  preparation  of  tin  cans,  10  per¬ 
sons  ;  and 

Whereas,  the  applicant  states  further  that  in  this  build¬ 
ing,  tin  cans  will  be  prepared  for  detinning  and  subsequent 
recovery  of  tin  and  steel;  that  the  building  in  question  is 
one  of  a  group  which  will  constitute  a  detinning  plant  hav¬ 
ing  a  capacity  to  detin  60,000  tons  of  tin  cans  per  year  and 
recovery  of  600  tons  of  tin  and  59,400  tons  of  steel  from 
I  be  cans;  that  the  plant  is  being  constructed  for  the  Defense 
Plant  Corporation  and  is  similar  to  others  in  different 
cities  throughout  the  country,  as  part  of  the  National  Pro¬ 
gram  for  the  recovery  of  steel  and  tin;  that  the  building 
will  have  a  floor  area  of  10,542  square  feet,  supported  on 
creosoted  wood  piles  with  concrete  caps  and  reinforced 
concrete  beams  and  slabs  framed  between  and  supported  on 
the  caps;  that  exterior  walls  will  be  of  concrete  blocks 
with  wood  sash  and  doors;  that  interior  columns  and  fram¬ 
ing  above  floor  level  will  be  of  wood  with  wood  roof  beams 
and  gvpsum  plank  roof  deck  covered  with  composition 
roofing ;  and 

Whereas,  the  applicant  contends  as  to  item  1  of  the 
borough  superintendent’s  decision,  that  the  wood  roof 
beams,  as  shown  on  plans,  provide  the  necessary  structural 
strength  to  carry  the  super-imposed  loads  and  were  specified 
under  instructions  issued  bv  the  War  Production  Board  for 
(be  use  of  minimum  sized  lumber;  that  permission  is  there¬ 
fore  requested  to  use  the  2-inch  thick  roof  beams,  as  pro¬ 
posed ;  that  as  to  Ttem  2,  that  the  portion  of  the  building 
referred  to  as  a  pent  house  is  a  monitor  such  as  is  com- 
monly  used  in  industrial  buildings  of  this  type  and  will  be 
built  of  the  same  kinds  of  material  as  the  roof  structure 
that  supports  it  and  it  would  not  be  feasible  to  construct 
this  monitor  of  3-hour  fire-resistive  construction;  that  as 
to  Ttem  3,  that  Directive  No.  9  of  the  W.P.B.,  directs  that 
the  design  be  based  on  emergency  specifications  which  re¬ 
quire  a  unit  .stress  for  reinforcing  steel  of  24,000  lbs.  per 
sq.  in. ;  that  as  to  Ttem  4  of  the  order,  that  gutters  have 
been  omitted  in  accordance  with  instructions  from  the 
W.P.B. ;  that  inasmuch  as  the  building  is  supported  on 
niles  and  is  without  basement,  there  will  be  no  injurv  to 
foundations  or  foundation  walls  due  to  water  draining  from 
roof ;  that  as  to  Ttem  5,  that  on  filing  the  plans,  it  was 
proposed  to  use  extra  heavy  vitrified  sewer  pipe,  that  subse¬ 
quent  to  the  issuance  of  the  borough  superintendent’s  deci¬ 
sion,  instructions  have  been  issued  bv  the  W.P.B.  to  tlv 
effect  Victory  weight  cast  iron  pipe  should  be  used  in  place 
of  extra  heavy  vitrified  pipe,  as  proposed;  that  the  use  of 
this  Victory  weight  pipe  is  contrarv  to  some  sections  of  tlm 
Oode.  as  stated  in  Borough  Superintendent’s  decision. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  1385-42.  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
as  to  Objection  1,  that  no  roof  beams  shall  be  tised  that  are 
less  than  2  in.  commercial  thickness;  that  the  sunports  for 
such  beams  shall  be  satisfactory  to  the  borough  superin¬ 
tendent:  as  to  Objection  2.  that  such  pent  house  walls  may 
be  constructed  as  proposed ;  as  to  Objection  3,  that  work- 
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ing  stress  as  proposed  shall  be  applicable  only  to  metal  re¬ 
inforcement  in  connection  with  foundations  and  lintels  pro¬ 
vided  the  concrete  used  shall  have  a  compression  strength 
of  3,500  p.s.i.  at  the  end  of  28  days;  as  to  Objection  4,  that 
gutters  and  leaders  may  be  omitted  in  view  of  the  proposed 
type  of  use,  absence  of  cellar  and  isolated  location ;  as  to 
Objection  5,  that  extra  heavy  vitrified  clay  sewer  pipe  may 
be  used  or  Victory  weight  cast  iron  pipe  may  be  used  in 
place  of  pipe,  as  required  by  the  Code;  that  the  above 
modifications  are  permitted  on  the  understanding  that  the 
building  shall  be  continued  only  during  the  term  of  the 
present  emergency  and  for  one  (1)  year  thereafter,  and 
shall  be  thereafter  completely  removed  and  that  proper  sur¬ 
face  drainage  shall  be  provided. 


880-42-A. 

APPLICANT — John  T).  Anderson,  for  Defense  Plant  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 49-26  30th  street,  west  side,  100 
ft.  south  of  Hunters  Point  avenue  (Block  No.  292, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  D.  Anderson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (880-42-A) 

Whereas,  John  D.  Anderson,  for  Defense  Plant  Corpora¬ 
tion,  owner,  filed  December  16,  1942,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent;  premises  49-26  30th 
street,  west  side,  100  ft.  south  of  Hunters  Point  avenue 
(Block  No.  292,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  30,  1942,  on  N.  B.  Applic.  No.  1386-42, 
reads : 

“1.  Area  of  building  is  excessive  for  class  3  construc¬ 
tion,  Sec.  4.2.1  B.C.  area  of  building  is  26,300. 

2.  Plans  of  building  show  portions  of  walls  to  be  of 
frame  construction  same  is  contrary  to  requirements  of 
Sec.  3.2.3.  B.C. 

3.  Structures  above  roof  must  comply  with  Sec. 
10.12.1  B.C.  and  he  of  incombustible  materials,  note, 
bulkhead  structure. 

4.  Use  of  wood  beams  less  than  3"  thick  is  contrary 
to  Sec.  7.1.4  B.C.  also  plywood  for  stiffening  connection. 

7.  Use  of  standard  cast  iron  sewer  pipe  is  contrary  to 
the  requirements  of  Sec.  14.3.12  B.C.  and  Sec.  14.3.13 
B.C. 

8.  Allowable  stresses  must  be  within  the  requirements 
of  Sec.  7.4.3.4.  B.C.  see  note  steel  stress  24,000#  per  sq. 
in.  also  Sec.  7.4.7  B.C.  lumber  stresses  horizontal  shear. 

9.  Live  loads  must  comply  with  Sec.  7.3.2. 3  B.C. 
120#  per  sq.  in.  minimum. 

11.  Gutter  and  leaders  must  be  provided  as  per  Sec. 
14.9.20  B.C.  Same  must  be  of  incombustible  materials 
Sec.  10.12.13.1  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
one  and  two  stories  (57  ft.  6  in.)  in  height,  184  ft.  by  177  ft. 
4  in.  in  area;  Class  3  construction;  located  in  an  unrestricted 
use  district  and  used  and  occupied  as  follows:  1st  floor, 
detinning  tin  cans  and  reclaiming  of  tin,  15  persons;  2nd 
floor,  same,  5  persons ;  and 

Whereas,  the  applicant  states  further  that  the  building 
will  be  one  of  a  group  constituting  a  tin  can  detinning 
plant  and  that  the  detinning  and  chemical  building  is  one 


in  which  tin  cans  are  detinned  and  in  which  the  tin  and 
steel  scrap  will  be  recovered;  that  this  plant  is  described 
under  Cal.  No.  879-42-A ;  that  this  building  will  be  divided 
into  two  departments,  consisting  of  the  Detinning  Dept,  and 
the  Chemical  Dept.;  that  the  Detinning  Dept.  i>ortion  will  be 
one  story  in  height  and  will  have  an  area  of  19,010  sq.  ft.; 
that  the  Chemical  Dept,  portion  will  be  partly  one  story  and 
partly  two  stories  in  height  and  will  have  a  floor  area  of 
9,570  sq.  ft. ;  that  the  entire  floor  area  combined  of  both 
portions  will  he  28,580  sq.  ft. ;  that  the  building  will  be 
supported  on  creosoted  wood  piles  with  concrete  caps  and 
on  reinforced  concrete  beams  and  slabs  framed  between  and 
supported  on  the  caps ;  that  there  will  be  no  basement ;  that 
exterior  walls  are  to  be  on  concrete  blocks  with  wood  sash 
and  wood  doors ;  that  interior  wall  separates  the  detinning 
dept,  from  the  chemical  dept,  and  other  interior  walls  will 
be  of  concrete  blocks;  that  the  largest  interior  area  so 
enclosed  will  be  17,378  sq.  ft.;  that  interior  columns  to 
general  roof  level  will  he  of  reinforced  concrete  and/or 
wood;  that  roof  beams  will  be  of  wood  with  gypsum  plank 
roof  deck  covered  with  built-up  composition  roofing;  and 

Whereas,  the  applicant  contends,  as  to  item  1  of  the 
decision,  that  it  would  be  impractical  from  an  operating 
standpoint,  to  separate  the  building  into  smaller  units;  that 
the  building  was  designed  under  War  Production  Board 
emergency  specifications  and  under  directives  limiting  the 
use  of  critical  materials;  that  under  these  specifications  and 
directives,  it  was  impossible  to  design  the  building  so  that  it 
would  come  under  a  Code  classification,  permitting  the  neces¬ 
sary  areas;  that  as  to  Item  2  of  the  decision,  that  the  walls 
referred,  to  enclose  a  tower-like  structure  that  rises  above 
general  roof  level  and  encloses  the  operating  equipment;  that 
this  tower  is  set  back  about  35  ft.  from  exterior  walls  at  the 
end  of  the  building  at  which  it  will  be  located;  that  these 
tower  walls  are  of  the  same  type  of  construction  as  other 
portions  of  the  building  above  general  roof  level,  and  it 
would  not  be  feasible  to  build  them  of  fire-resistive  mate¬ 
rials  having  a  rating  of  3  hours;  as  to  item  3,  that  the 
portion  of  the  building  referred  to  in  this  objection  is  the 
structure  above  the  roof  in  the  Detinning  Dept,  and  such 
structure  is  what  is  commonly  described  as  a  monitor  and 
is  designed  to  be  built  with  the  same  kinds  of  material  as 
the  roof  structure  that  supports  it;  that  this  objection  also 
refers  to  a  structure  above  the  roof  in  the  Chemical  Dept., 
which  is  of  similar  construction;  as  to  item  4,  that  the  roof 
beams  which  are  2  in.  thick,  provide  the  necessary  struc¬ 
tural  strength  to  carry  safely  the  superimposed  loads  and 
were  specified  under  mandatory  instructions  by  the  W.P.B. ; 
that  where  plywood  is  shown  on  plans,  it  is  proposed  to  be 
used  for  stiffening  purposes  and  the  safety  of  the  building 
from  the  structural  standpoint  is  not  dependent  upon  such 
stiffness;  that  as  to  Item  7,  that  since  this  objection  was 
issued,  it  was  found  necessary  to  substitute  Victory  weight 
cast  iron  pipe  in  accordance  with  instructions  received  from 
the  W.P.B. ;  that  as  to  item  8,  that  a  unit  stress  of  24,000 
lbs.  per  sq.  in.  for  reinforcing  steel,  was  used  in  accordance 
with  W.P.B.  Directive  No.  9  and  100  lbs.  p.s.i.  horizontal 
shear  stress  for  lumber  was  used  in  accordance  wfith  instruc¬ 
tions  issued  by  the  W.P.B. ;  as  to  item  9,  that  the  second 
story  of  this  building  is  not  a  floor  in  the  usual  meaning  of 
the  term,  but  consists  of  platforms,  walkways  and  decks  to 
provide  the  plant  operators  with  means  of  access  to  process 
equipment  for  control,  inspection  and  maintenance  purposes; 
that  it  would  be  virtually  impossible  to  load  these  platforms, 
walkways  and  decks  to  the  load  for  which  they  have  been 
designed;  that  a  liveload  of  120  lbs.  in  compliance  with  the 
Code  would  be  excessive  under  the  conditions  and  its  applica¬ 
tion  would  be  contrary  to  instructions  of  the  W.P.B.  to  save 
critical  materials;  that  as  to  item  11,  that  gutters  have  been 
omitted,  in  accordance  with  instructions  from  the  W.P.B.; 
that  the  building  is  supported  on  piles  and  is  without  a  base¬ 
ment  and  therefore  there  can  be  no  injury  to  foundations  or 
foundation  walls  due  to  water  draining  from  the  roof. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Application  No.  1386-42-A,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
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condition  as  to  Objection  1,  that  the  building  shall  not  be 
increased  in  height  or  area;  as  to  Objection  2,  that  roof 
superstructures  may  be  constructed  of  frame  construction 
satis  lac  tor}  to  the  borough  superintendent;  as  to  Objection 
3,  that  monitor  superstructures  above  the  roof  may  be  con¬ 
structed  of  combustible  materials  satisfactory  to  the  borough 
superintendent ;  as  to  Objection  4,  that  such  material  as 
proposed  for  stiffening  connections  shall  be  as  approved  by 
the  borough  superintendent;  as  to  Objection  7,  that  Victory 
weight  cast  iron  pipe  may  be  used  for  other  weights  as 
required  under  Sections  14.3.12  and  14.3.13  of  the  Building 
Code;  as  to  Objection  8,  that  stresses  for  steel  as  proposed, 
may  be  used  provided  such  steel  is  used  only  for  founda¬ 
tions,  lintels,  columns,  beams  and  supports  of  interior  equip¬ 
ment,  provided  the  concrete  used  shall  have  a  compressive 
strength  of  3,500  p.s.i.  at  end  of  28  days;  as  to  Objection  9, 
that  live  loads  shall  comply  with  the  requirements  therefor, 
except  that  balconies,  maintenance  platforms  and  walkways 
at  different  elevations  shall  have  a  live  load  of  not  less  than 
75  lbs.,  provided  no  equipment  or  material  is  stored  thereon; 
as  to  Objection  11,  that  gutters  and  leaders  may  be  omitted 
in  view  of  the  proposed  type  of  use  and  absence  of  cellar 
and  isolated  location ;  that  the  above  modifications  are  per¬ 
mitted  on  the  understanding  that  the  building  shall  be  con¬ 
tinued  only  during  the  tqrm  of  the  present  emergency  and 
j  for  one  year  thereafter,  and  shall  be  thereafter  completely 
removed  and  that  proper  surface  drainage  shall  be  provided. 


881-42-S. 

APPLICANT— John  D.  Anderson,  for  Defense  Plant  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 49-26  30th  street,  west  side,  100 
ft.  south  of  Hunters  Point  avenue  (Block  No.  292, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  D.  Anderson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (881-42-S) 

Whereas,  John  D.  Anderson,  for  Defense  Plant  Corpo¬ 
ration,  owner,  filed  December  16,  1942,  an  application  for 
variation  of  the  labor  law  as  cited  in  a  decision  of  the 
borough  superintendent;  premises,  49-26  30th  street,  west 
side,  100  ft.  south  of  Hunters  Point  avenue  (Block  No. 
292,  Lot  No.  1),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  30,  1942,  re  N.  B.  Applic.  No.  1386-42, 
reads : 

“6.  Required  exits  must  comply  with  the  require¬ 
ments  of  Sec.  270-4  of  the  labor  law.  Note  chemical 
building.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
one  and  two  stories  (57  ft.  6  in.)  in  height,  184  ft.  by  187 
ft.  4  in.  in  area;  Class  3  construction;  located  in  an  unre¬ 
stricted  use  district  and  used  and  occupied  as  follows :  1  st 
floor,  detinning  of  tin  cans  and  reclaiming  tin,  15  persons; 
2nd  floor,  same,  5  persons;  that  building  will  be  equipped 
with  a  sprinkler  system  and  two  interior  44  in.  wide  stairs; 
and 

Whereas,  the  applicant  states  further  that  it  is  the  same 
building  referred  to  in  appeal  filed  under  Cal.  No.  880- 
42-A  ;  and 

Whereas,  the  applicant  contends,  as  to  item  6  of  the 
\  borough  superintendent’s  decision,  that  it  is  not  intended 


that  the  stairs  referred  to  in  the  objection  be  regarded  as 
required  exits  or  used  as  such,  as  the  upper  levels  which 
these  stairs  serve,  are  merely  platforms,  walkways  and 
decks  to  provide  plant  operators  with  means  of  access  to 
process  equipment  for  control,  inspection  and  maintenance 
purposes;  that  operators  will  not  be  required  to  be  on  these 
upper  levels  during  the  day;  that  ladders  could  be  made  to 
serve  the  purpose,  but  stairs  were  provided  to  permit  better 
working  conditions  and  to  secure  more  efficient  plant  opera¬ 
tion  ;  that  under  routine  operation,  no  more  than  20  em¬ 
ployees  will  be  in  the  building  at  any  one  time  and  of  these 
not  more  than  5  will  be  above  the  ground  floor  level ;  that 
under  these  conditions  it  is  believed  the  stairs  in  question 
provide  ample  exit  from  the  2nd  story  level. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  No.  1386-42,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  as  to  Objection  6, 
that  all  exits  shall  comply  with  the  requirements  therefor, 
except  in  connection  with  the  maintenance  platforms  and 
walkways,  at  varying  heights,  in  the  portion  of  the  premises 
marked  “Chemical  Building”,  provided  the  number  of  per¬ 
sons  on  such  platforms  shall  at  no  time  exceed  ten  (10), 
and  adequate  means  for  escape,  in  at  least  two  directions 
from  each  operating  station,  shall  be  provided  satisfactory 
to  the  borough  superintendent;  that  the  requirements  of 
resolution  adopted  this  date  under  Calendar  Number  880- 
42-A  shall  be  complied  with ;  that  the  above  modifications 
are  permitted  on  the  understanding  that  the  building  shall 
be  continued  only  during  the  term  of  the  present  emergency 
and  for  one  year  thereafter,  and  shall  be  thereafter  com¬ 
pletely  removed. 


886-42-S. 

APPLICANT — John  Maynard,  for  Steinway  and  Sons, 
owner  (General  Aircraft  Corporation,  lessee). 
SL'BJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 45-02  Ditmars  boulevard,  south¬ 
west  corner  of  47th  street  (Building  C)  ;  (Block- 
No.  769,  part  of  Lot  No.  1),  Astoria,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  Maynard. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (886-42-S) 

Whereas,  John  Maynard,  for  Steinway  and  Sons,  owner 
(General  Aircraft  Corporation,  lessee),  filed  December  18, 
1942,  an  application  for  variation  of  the  requirements  of  the 
Labor  Law  as  cited  in  a  decision  of  the  fire  commissioner, 
affecting  premises  45-02  Ditmars  boulevard,  southwest  cor¬ 
ner  of  47th  street  (Building  C)  ;  (Block  No.  769,  Part  of 
Lot  No.  1),  Astoria,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  11,  1942,  reads: 

“In  response  to  your  communication  of  December  3rd, 
you  will  please  be  advised  that  your  application  for  per¬ 
mission  to  smoke  in  the  office  section  of  the  factor}' 
building  located  at  the  above  mentioned  premises  must 
be  denied. 

Smoking  is  prohibited  in  these  premises  by  provisions 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  five  stories 
and  basement,  63  ft.  by  200  ft.  in  area;  of  Class  3  construc¬ 
tion  ;  located  in  an  unrestricted  and  business  use  district ; 
erected  about  1900  and  is  occupied  as  follows:  east  wing, 
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which  is  the  wing  in  question, — basement,  boiler  room, 
machine  shop  and  storage,  12  persons;  rirst  floor,  vacant; 
second  floor,  vacant;  third  floor,  manufacturing  and  repair 
of  gliders,  8  persons;  fourth  floor,  manufacturing  gliders, 
150  persons;  fifth  floor,  spray  booth,  3  persons;  pent  house, 
center  wing,  drafting,  4  persons;  that 'no  change  in  use  or 
occupancy  of  the  east  wing  is  proposed,  except  that  the  first 
floor,  which  is  now  vacant,  will  be  used  for  office  and 
storage,  70  persons ;  that  the  west  wing  is  used  as  follows : 
basement,  boiler  room,  machine  shop,  12  persons;  first  floor, 
office  and  loading  platform,  30  persons;  second  floor,  repair 
and  storage  of  pianos,  4  persons;  third  floor,  manufacturing 
pianos,  8  persons;  fourth  floor,  vacant;  fifth  floor,  vacant; 
pent  house,  drafting  room  and  research,  4  persons ;  that  no 
change  in  use  or  occupancy  is  proposed  for  the  basement, 
first,  second  or  third  floors  in  the  west  wing;  that  the  fourth 
story  will  be  changed  to  factory,  with  an  occupancy  equal  to 
the  capacity  of  the  exits  and  the  fifth  floor  will  be  changed 
to  factory,  with  an  occupancy  equal  to  the  capacity  of  the 
exits;  that  the  building  is  equipped  with  four  fireproof 
stairs  leading  from  roof  to  yard;  that  the  building  is  sprin- 
klered  and  equipped  with  a  standpipe  system  and  interior 
alarm  system  and  that  fire  drills  are  not  maintained;  and 

Whereas,  the  applicant  contends  that  application  is  made 
for  permission  to  smoke  in  the  office  portion  in  the  east 
wing  of  the  first  story,  as  indicated  on  drawings  filed  with 
this  application;  that  this  plant  is  operating  20  hours  a  day; 
that  the  office  employees  work  long  hours  and  it  is  necessary 
to  permit  smoking  in  order  to  relieve  nervous  strain  and 
obtain  a  high  degree  of  efficiency;  that  this  office  portion  is 
separated  from  the  balance  of  the  plant  by  16  in.  brick  walls, 
equipped  with  double  fireproof  doors ;  that  the  office  parti¬ 
tions  are  so  arranged  as  not  to  interfere  with  the  operation 
of  the  sprinkler  system ;  that  the  office  is  adequately  ven¬ 
tilated  and  contains  no  combustible  material  except  corre¬ 
spondence  and  records,  etc. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
December  11,  1942,  and  that  the  application  be  and  it  hereby 
is  granted  on  condition  that  no  smoking  shall  be  permitted 
m  any  part  of  the  factory,  except  the  space  on  the  first  floor 
east  wing,  as  indicated  on  plans  filed  with  this  application 
and  marked  “Received  December  18,  1942”  and  occupied 
only  for  executive  offices  and  clerical  force ;  that  signs  shall 
he  conspicuously  maintained,  informing  all  persons  smoking 
shall  not  be  permitted  elsewhere  than  in  the  confines  of  this 
space ;  that  the  partitions,  as  proposed  separating  this  portion 
of  the  building  from  the  remainder,  shall  be  maintained  to 
the  satisfaction  of  the  fire  commissioner;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  other  than 
as  modified  by  the  Board  under  Cal.  No.  807-42-S. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

1120-38-SM. 

APPLICANT — Fischer  Column  Company,  for  W.  P. 
Fischer,  owner. 

SUBJECT — Fischer  Column  (Steel  Shell  Concrete  Filled 
Columns),  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


274-41-SM. 

APPLICANT— O.  S.  Doolittle,  owner 
SUBJECT — Phoenix  Flameproofing  Compound  (for  flame¬ 
proofing  fabrics),  approval  of. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


417-42-SM. 

APPLICANT — Alpha  Tank  Company,  Incorporated,  owner; 
Adolph  G.  Kraus,  agent. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Alpha  New  York  City 
Gasoline  Storage  Tank,  110  gallon,  275  gallon,  1080 
gallon,  2000  gallon  and  5000  gallon,  approval  of 
(previously  approved  re  Alpha  550  Gallon  Cylin¬ 
drical  Gasoline  Storage  Tank). 

APPEARANCES— 

For  Applicant:  Adolph  G.  Kraus. 

ACTION  OF  HOARD — Application  reopened  and  referred 
to  the  Committee  on  Tests  for  test  and  report. 

THE  VOTE  TO  REOPEN- 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


260-41-SM. 

APPLICANT — Ashland  Chemical  Company,  for  Morris  Z. 
Britton,  owner. 

SUBJECT — The  Ashland  Process  (compound  for  flame¬ 
proofing  and  fire-retarding  lumber),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (260-41-SM) 

Whereas,  the  Ashland  Chemical  Company,  for  Morris 
Z.  Britton,  owner,  filed  on  March  27,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals,  for  the  approval 
of  the  material  known  as  the  Ashland  Process  (compound 
for  flameproofing'  and  fire-retarding  lumber)  ;  and 

Whereas,  the  applicant  failed  to  provide  a  test  of  this 
material,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


94-39-SM. 

APPLICANT — Western  Concrete  Pile  Corporation,  owner. 

SUBJECT — Drilled-In  Caissons  as  installed  by  the  Drilled- 
In  Caisson  Corporation,  approval  of. 
APPEARANCES— 

For  Applicant:  W.  P.  Barrett. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (94-39-SM) 

Note :  The  action  of  the  Board  on  this  application,  to¬ 
gether  with  the  report  of  the  Committee  on  Tests,  will 
appear  in  the  Bulletin  of  January  5,  1943. 
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488-42-SM. 

APPLICANT — New  York  Trap  Rock  Corporation,  owner. 
SUBJECT— Verplanek  Limestone,  New  York  Trap  Rock 
Corporation,  approval  of. 

appearances— 

For  Applicant :  Edward  B.  Kirby. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (488-42-SM) 

Whf.keas,  the  New  York  Trap  Rock  Corporation,  owner, 
filed  on  June  17,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Verplanek  Limestone;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TEST'S. 

December  21,  1942. 

Re  :  Cal.  No.  488-42-SM. 

Subject :  Verplanek  Limestone. 

The  New  York  Trap  Rock  Corporation  of  New  York 
filed  on  June  6,  1942,  with  the  Board  of  Standards  and 
Appeals  an  application  under  the  requirements  of  Section 
C26- 178.0, b  of  the  Administrative  Building  Code  for  ap¬ 
proval  of  its  materials  known  as  Verplanek  Limestone 
for  use  in  New  York  City  under  the  pertinent  provisions 
of  the  Administrative  Building  Code. 

Verplanek  Limestone  is  quarried  at  the  applicants’ 
plant  at  Verplanek,  New  York.  There  are  no  stripping 
operations  required  because  the  top  of  each  new  quarry 
face  was  previously  a  quarry  floor. 

Drilling 

Two  Bucyrus  Well  Drills  with  6^"  diameter  bits  do 
all  the  necessary  drilling.  Holes  are  bailed  out  from 
time  to  time  and  by  careful  inspection  the  driller  can 
tell  when  he  runs  into  pockets  or  dirt  or  bad  rock. 
These  arc  noted  in  his  Daily  Reports,  enabling  the 
Quarry  Superintendent  to  control  the  quality  of  his 
output. 

Blasting  .  .  .  1 

Dupont’s  Nitramon  “B”,  contained  in  cans  m 

diameter  and  24”  long,  is  used  for  blasting.  These  cans 
of  powder  are  set  off  with  the  help  of  special  detonators, 
which  in  addition  to  containing  powder  also  contain  a 
little  silken  bag  of  T.N.T.  Bv  means  of  an  electric 
spark,  the  T.N.T.  is  set  off,  and  in  turn  discharges  the 
powder. 

Transportation  to  Crusher 

The  stone  is  loaded  into  Chevrolet  trailer  trucks  which 
haul  it  to  the  crusher,  which  is  on  another  level  60  ft. 
higher  than  the  quarry  floor.  The  road  to  the  crusher 
has  a  10%  up-grade,  and  the  trucks  cannot  make  it  on 
their  own.  They  are  given  assistance  by  two  Dinky  or 
Barney  Cars.  These  weigh  about  800  lbs.  each  and  run 
on  rails  in  the  center  of  the  road.  At  the  top  of  the  incline 
is  a  pair  of  stationary  electric  hoists  from  which  cables 
run  down  to  the  Barneys.  As  the  truck  starts  up  the 
grade,  an  electric  eye  flashes  the  signal  to  the  engineer 
in  control  of  the  hoisting  engines.  He  then  pulls  the 
Barney  car  up  in  back  of  the  truck.  Using  its  own 
power,  aided  by  the  Barney  and  hoist,  the  truck  makes 
the  grade. 

Crushing 

Crushing  is  done  with  a  Bull  Dog  Jaw  Crusher  made 
by  the  Traylor  Engineering  Company  of  Allentown, 
Pennsylvania.  All  pieces  over  3"  in  diameter  are  scalped 
out  arid  recrushed  by  a  gyratory  crusher  to  the  proper 
sizes. 


Screening 

The  stone  is  carried  by  conveyor  bells  to  the 
screening  building  where  it  is  separated  into  the  follow¬ 
ing  sizes:  1J4",  Wa'\  Ya"  ,  54".  54"  and  Screenings. 

Blending,  Washing  and  Loading 

The  straight  sizes  of  stone  are  stored  in  silos.  V  hen 
orders  come  through  they  are  reblended  to  meet  the 
individual  specification.  The  stone  is  next  carried  to  a 
wash  house  where  it  is  baffled  back  and  forth  and  thor¬ 
oughly  washed  with  water  under  pressure,  hinally  the 
stone  is  loaded  on  barges  capable  of  carrying  from  600 
to  700  cubic  yards  and  carried  down  the  Hudson  River 
to  their  respective  markets. 

Testing 

To  insure  all  boat  loads  of  stone  meeting  specifica¬ 
tions,  the  New  York  Trap  Rock  Corporation  has  its 
own  testing  laboratory  where  their  man  tests  each 
blended  boat  load  of  stone  to  make  sure  that  it  meets 
the  desired  specification.  A  test  is  made  as  soon  as  the 
boat  starts  loading,  and  should  the  stone  be  slightly  off 
in  sizing,  adjustments  can  immediately  be  made  to  cor¬ 
rect  this.  Normally,  three  to  five  check  tests  are  made 
on  each  boat  to  insure  accuracy. 

Pulverised  Limestone 

This  quarry  has  a  special  product,  namely,  Pulverized 
Limestone.  It  is  obtained  by  taking  the^ waste  screen¬ 
ings  which  contain  no  particles  over  54"  in  diameter, 
drying  them  in  vast  rotary  cylinders,  and  then  pulveriz¬ 
ing  them.  The  actual  pulverizing  is  done  in  a  Com- 
Peb  Mill  which  contains  thousands  of  round  and  con- 
cubes  balls.  These  balls  do  such  a  thorough  job  that 
the  resulting  product  has  a  consistency  similar  to 
talcum  powder.  The  limestone  is  packed  into  either 
cloth  or  paper  bags  by  a  Bates  bagging  machine  and 
then  conveyed  to  covered  barges  for  transportation.  A 
fair  share  of  this  limestone  is  also  loaded  in  bulk  into 
water  tight  barges. 


T  ests. 


Samples  of  this  material  were  submitted  to  tests  by 
the  Haller  Engineering  Associates,  Inc.,  Report  #55270, 


with  results  as  follows 

Analysis. 

Required 

Passing¬ 

’% 

A  STM  C33-39 

ly" 

100.0 

100 

\" 

100.0 

90—100 

34" 

69.6 

36.9 

25—  60 

H" 

5.1 

0—  10 

#4 

0.3 

Los  Angeles  Abrasion  37.2% 

Soft  Fragments 

None 

2—  5 

Recommendations. 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  under  Section  C-26-191.0 
of  the  Administrative  Building  Code  of  Verplanek 
Limestone  for  use  in  New  York  City'  under  the  pei- 
tinent  provisions  of  the  Administrative  Building  Code 
under  the  following  requirements: 

1.  That  each  scow  destined  for  use  in  New  York 
City  shall  be  accompanied  by  a  delivery  slip  statin" 
in  addition  to  the  source  of  material,  the  gradation, 
and  it  shall  bear  the  following  stamp  or  label  thereon  : 
“Approved  for  use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals  under  Cal.  No.  488-42-SM’’, 
and  that  each  truck  delivery  slip  shall  be  similarly 
stamped  by  the  dealer. 

2.  That  samples  shall  be  taken  pursuant  to  ac¬ 
cepted  practice  from  each  scow  destined  for  New 
York  City  and  a  record  kept  of  the  resulting  test  for 
gradation. 

3.  That  at  least  once  each  month  a  composite  re¬ 
port  of  tests  made  pursuant  to  the  above  requirements 
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shall  be  forwarded  to  the  Board  and  certified  by  the 
applicant’s  representative. 

4.  That  when  used,  these  aggregates  shall  comply 
with  the  requirements  of  Paragraph  C  of  Section 
C26-315.0  of  the  Administrative  Building  Code. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Verplanck  Limestone, 
on  condition  that  the  material  be  manufactured  and  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 


56-41-SM. 

APPLICANT — The  Richmond  Fireproof  Door  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Richmond  One  and 
One-Half  Hour  Flush  Kalamein  Fire  Door,  previ¬ 
ously  approved. 

APPEARANCES— 

For  Applicant:  G.  S.  Nobles. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (56-41-SM) 

Whereas,  the  Richmond  Fireproof  Door  Company, 
owner,  filed  January  20,  1941,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  the  Richmond  One  and  One-half  Hour  Flush 
Kalamein  Fire  Door;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
March  11,  1941,  on  certain  conditions  and  the  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  11,  1941,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  material  known  as  the  Rich¬ 
mond  One  and  One-Half  Hour  Flush  Kalamein  Fire 
Door,  on  condition  that  the  material  be  manufactured, 
installed,  labelled,  stamped  or  tagged  in  accordance  with 
the  report  of  March  6,  1941  and  that  during  the  term 
of  the  emergency,  the  doors  as  herein  approved  may  he 
of  uncoated  metal,  painted  red  lead  on  both  sides  pro¬ 
vided  that  in  all  other  respects,  the  requirements  of 
the  appro-t'ing  resolution  shall  be  complied  with.” 


492-40-SM. 

APPLICANT — The  Richmond  Fireproof  Door  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  — re  Fyrgard  C  N.  Y.  C. 
Three-Hour  Metal-Clad  Three-Ply  Metal  Door, 
previously  approved. 

APPEARANCES— 

For  Applicant:  G.  S.  Nobles. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (492-40-SM) 

Whereas,  The  Richmond  Fireproof  Door  Company, 
owner,  filed  May  8,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Fyrgard  C  N.Y.C.  Three-Hour  Metal-Clad  Three- 
Ply  Door ;  and 

Whereas,  this  material  w^as  approved  by  the  Board  on 
October  15,  1940,  on  certain  conditions,  resolution  amended 
on  February  3,  1942  and  applicant  requested  a  further 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  15,  1940,  as 
amended  February  3,  1942,  so  that  as  amended,  the  resolu¬ 
tion  shall  read  : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  material  known  as  the  Fvr- 
gard  C  N.Y.C.  Three-Hour  Metal-Clad  Three-Plv 
Door,  on  condition  that  the  material  be  manufactured, 
installed,  labeled,  stamped  or  tagged  in  accordance  with 
the  reports  of  September  3,  1940  and  January  19,  1942 
and  that  during  the  term  of  the  emergency,  the  doors 
as  herein  approved  may  be  of  uncoated  metal,  red  lead 
painted  on  both  sides  provided  that  in  all  other  respects, 
the  requirements  of  the  approving  resolution  shall  be 
complied  with.” 


Adjourned:  6:00  P.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  December  8,  1942,  as  they  appeared  in 
Bulletin  Vol.  27,  No.  50,  are  hereby  corrected  to  read  as 
follows  : 

THE  RESOLUTION  (487-42-SM) 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  approve  the  material  known  as  Haverstraw  Trap 
Rock  (Concrete  Aggregate)  as  produced  by  the  New  York 
Trap  Rock  Corporation,  on  condition  that  the  material  he 
manufactured  and  labelled,  stamped  or  tagged  in  accordance 
with  above  report. 

^Correction — The  word  “Harvester”  changed  to  llavcr- 
strazv”  in  resolution. 

443-41-SA. 

APPLIC  ANT — Metallizing  Company  of  America  Incorpo¬ 
rated,  owner. 

SUBJECT — Mogul  Metal  Spray  Gun,  approval  of. 
APPEARANCES— 

For  Applicant:  V.  A.  Cook  and  William  H.  Mc- 
Mahin. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPRpVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (443-41-SA) 

Whereas,  the  Metallizing  Co.  of  America,  Inc.,  owner, 
filed  on  May  14,  1941,  an  application  with  the  Board  of 
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Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Mogul  Metal  Spray  Gun ;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  16,  1942. 

Re:  Cal.  No.  443-41  -S A. 

Subject:  Mogul  Metal  Spray  Gun,  approval  of. 

The  Metallizing  Company  of  America,  Inc.,  fded  on 
May  14,  1941  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Mogul  Metal 
Spray  Gun  under  the  provisions  of  C19-93.0,  Adminis¬ 
trative  Code. 

Description. 

The  Mogul  Metal  Spray  Gun  is  an  oxy-acetylene-air 
blowpipe  designed  for  spraying  molten  metal.  It  is 
used  for  applying  a  metal  coating  to  the  surface  of 
other  metals,  wood,  cloth,  paper  or  other  materials  re¬ 
quiring  a  protective  or  ornamental  coating  of  metal. 
It  is  made  in  two  models,  A  and  B,  differing  only  in 
the  gear  ratio  of  the  mechanism  feeding  the  wire 
through  the  device. 

Assembly  : 

The  device  consists  of  a  body  in  which  is  housed  the 
wire  feed  mechanism;  a  gas  head  to  which  are  con¬ 
nected  the  supply  hose  lines  feeding  oxygen,  acetylene 
and  air  to  the  device  and  embodying  the  gas-mixing 
passages;  a  control  valve  which  controls  the  flow  of 
gases ;  a  nozzle  cap ;  a  nozzle  tip  and  a  handle. 

The  mixture  of  oxygen  and  acetylene  burns  at  the 
tip,  through  the  center  of  which  is  fed  the  wire  to  be 
melted  and  sprayed.  The  compressed  air  supply  drives 
the  air  turbine  which  operates  the  wire  feed  mechanism 
and  also  sprays  the  molten  metal  at  the  tip.  The  wire 
is  fed  through  the  body  from  the  rear  end.  The  handle 
may  be  replaced  by  a  fitting  for  mounting  the  device  in 
a  machine  tool  holder. 

Construction  Details  : 

Body — The  body  is  an  aluminum-alloy  cas'ting  which 
embodies  the  air  turbine  wheel,  the  worm  reducing  gear 
and  the  wire  feed  rolls.  The  upper  feed  roll  and  gear 
are  attached  to  a  hinged  arm  having  a  pressure  regu¬ 
lating  screw,  spring  and  knurled  nut  arrangement  for 
applying  and  regulating  the  drive  roll  pressure  on  the 
wire  which  controls  the  feed  through  the  device. 

Gas  head — The  oxygen  and  gas  connections  are  right 
and  left-hand  threads,  respectively,  to  prevent  inter¬ 
change  of  the  hose  lines.  The  gas  head  is  a  bronze  casting 
embodying  the  gas  passages.  The  tapered  control  valve 
fits  into  the  correspondingly  tapered  opening  in  the  head 
casting.  The  wire  nozzle  is  secured  firmly  against 
the  front  of  the  gas  head  by  a  nut  bearing  against  the 
nozzle  flange.  The  nozzle  is  covered  by  the  cap  and 
the  adjustable  tip,  both  of  w'hich  are  made  of  bronze. 

The  appliance  has  been  approved  by  the  Underwrit¬ 
ers’  Laboratories,  Lab.  File  No.  SA711  filed  herewith. 
The  appliance  was  inspected  and  tested  at  the  Brodie 
System  Plant,  115  Clifton  place,  Brooklyn,  New  York, 
on  October  30,  1942.  Present  at  this  test  were  repre¬ 
sentatives  of  the  Committee  on  Tests  of  the  Board  and 
of  the  Division  of  Combustibles  .of  the  Fire  Depart¬ 
ment.  The  appliance  was  found  to  meet  all  tests  as 
to  its  proposed  use  and  safety;  there  were  no  nan- 
backs  and  no  over-heating  or  danger  of  fire  to  sur¬ 
rounding  materials  from  sparks  and  the  device  was 
under  complete  control  of  the  operator  at  all  times. 

Recommendations. 

On  the  basis  of  this  test  and  the  report  of  the  Under¬ 
writers’  Laboratories,  it  is  recommended  that  the  Mogul 
Metal  Spray  Gun  be  approved  for  use  in  New  York- 
City,  when  installed  and  operated  in  accordance  with 
this  report  and  with  the  requirements  of  09-93.0,  Ad 
ministrative  Code  provided  the  appliance  has  a  label 


permanently  affixed  reading :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  443-41-SA”  or  in  lieu  thereof  a  stamp 
bearing  the  following  inscription  within  a  Y"  circle : 
around  the  periphery,  at  the  top,  the  wrord  APP’VD. ; 
along  the  bottom,  B.  $.  &  A. ;  in  the  center,  two  lines, 
upper  line  reading  N.  Y.  C,  lower  line  reading,  Cal,  No 
443-41-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Mogul  Metal 
Spray  Gun,  on  condition  that  the  appliance  be  manufactured 
and  labelled,  stamped  or  tagged  in  accordance  with  the  above 
report. 


681-42-SM. 

APPLICANT — Bird  and  Son,  Incorporated,  owner. 
SUBJECT — Bird  Insulated  Siding,  Brie  Design,  approval 
of. 

APPEARANCES— 

For  Applicant :  Frank  P.  Reynolds. 

ACTION  OF  BOx\RD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (681-42-SM) 

Whereas,  Bird  and  Son,  owner,  filed  on  September  17, 
1942,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Bird  Insulated 
Siding,  Brie  Design ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  1,  1942. 

Re:  Cal.  No.  681-42-SM. 

Subject:  Bird  Insulated  Siding,  Brie  Design — Ap¬ 

proval  of. 

Bird  &  Son,  Inc.,  of  East  Walpole,  Mass.,  filed  on 
September  17,  1942,  with  the  Board  of  Standards  and 
Appeals,  an  application  under  the  requirements  of  Sec¬ 
tion  C26-178.0,b  of  the  Administrative  Building  Code 
for  approval  of  its  material  known  as  Bird  Insulated 
Siding,  Brie  Design,  for  use  in  New  York  City  under 
the  pertinent  provisions  of  the  Administrative  Building 
Code. 

Description 

Bird  Insulated  Siding,  Brie  Design  is  normally  used 
as  a  siding  finish  over  wood  sheathing  and  as  a  resur¬ 
facing  material  over  wood  clapboards  or  wood  shingles. 
The  insulating  board  used  as  a  base  is  a  Yi"  fibre 
board  (also  manufactured  by  the  applicant)  surface- 
saturated  to  a  depth  of  1/16"  or  more  on  all  surfaces 
with  a  hard  asphalt  at  the  rate  of  40#  per  hundred 
square  feet.  This  saturated  board  is  then  fed  into  a 
magazine  which  automatically  supplies  the  saturated 
board  to  an  endless  belt,  which  carries  the  product 
through  the  Insulated  Brie  machine.  A  mineral  rein- 
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forced  bitumastic  coating  having  a  melting  point  of 
121°  F.  is  uniformly  applied  to  the  weather  side  of  the 
saturated  board.  Colored  mineral  granules  of  igneous 
( Rhyolite)  rock,  commonly  known  as  trap  rock,  coated 
with  a  sodium  aluminum  silicate  fused  to  the  surface 
thus  giving  a  ceramic  coating,  or  other  permanently 
colored  mineral  granules,  are  applied  to  this  hot  coating 
from  the  many  different  hoppers  containing  the  same 
or  different  colored  granules.  The  granule  surfacing  is 
gradually,  uniformly  and  firmly  embedded  into  the  as¬ 
phalt  coating  while  the  board  passes  through  six  sets 
of  squeeze  rolls  with  openings  which  become  smaller  as 
the  hoard  progresses  from  one  set  to  the  next.  The 
completely  surfaced  board  next  passes  under  a  cold 
embossing  roll  which  makes  the  wire  drawn  brie  design 
on  selected  brics.  A  heated  embossed  roll  forms  the 
recessed  mortar  line.  The  hoards  then  pass  through  a 
cooler  before  they  are  inspected  and  packed.  Besides 
the  brie  panels,  the  base  course,  4"  trim,  and  belt  course 
panels  are  also  made  on  the  machine  as  described  above. 
Corner  trim  is  first  made  as  described  above,  then  the 
Hat  pieces  are  cut  to  the  desired  size  and  carefully 
bent  to  form  the  corners.  The  finished  siding  is  de¬ 
signed  to  simulate  the  appearance  of  different  types  of 
natural  brick. 

The  Brie  Panels  and  Belt  Course  are  43"  x  14"  and 
are  packed  12  pieces  per  carton.  Two  cartons,  or  24 
pieces  are  sufficient  to  cover  one  square  (100  square 
feet).  The  Base  Course  comes  in  pieces  3414"  x  8" 
and  is  packed  12  pieces  per  carton  or  sufficient  to  cover 
34*4  lineal  feet.  The  4"  trim  is  3314”  x  4"  and  is 
packed  12  pieces  to  a  carton,  sufficient  to  cover  33J4 
lineal  feet.  The  Corners  are  angular  pieces,  approxi¬ 
mately  4*4"  on  a  side  and  long  and  are  packed 

29  pieces  per  carton,  which  cover  33*4  lineal  feet. 

The  approximate  weights  of  the  above  Insulated  Sid¬ 
ing  and  Accessories  are  as  follows : 

Brie  Panels— 210  lbs.  per  square 

Belt  Course— 210  “  “ 

Base  Course —  54  “  “  carton 

4"  Trim  —  28  “  “ 

Corner  Trim —  60  “  “ 


The  brick  panels  are  applied  to  side  walls  by  means  of 
l)4"-2"  nails  over  old  siding  and  with  1J4"-134"  na*'s 
over  sheathing. 

The  Committee  on  Tests  ha»  carefully  examined 
samples  of  this  material  filed  with  the  application  and 
finds  that  they  are  as  described  above  and  well  suited 
to  the  purpose. 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  under  Section  C26-191.0 
of  the  Administrative  Building  Code  of  Bird  Insulated 
Siding,  Brie  Design  for  use  as  a  siding  finish  over 
wood  sheathing  and  as  a  resurfacing  material  over  wood 
clapboards  in  class  4  construction  outside  the  fire  limits, 
and  for  use  where  legally  permitted  for  replacements 
within  the  fire  limits,  under  Section  C26-248.0  of  the 
Administrative  Building  Code.  All  cartons  in  which 
this  material  is  packed  for  use  in  New  York  City  shall 
he  marked,  labelled  or  stamped  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  No.  681-42-SM”. 

Note :  The  applicant  is  requested  to  file  an  applica¬ 
tion  for  approval  of  the  basic  fibre  hoard. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Bird  Insulated  Sid¬ 
ing,  Brie  Design,  on  condition  that  the  material  be  manufac¬ 
tured,  installed  and  labelled,  stamped  or  tagged  in  accordance 
with  above  report. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Buli.etin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

■  ■  ■  ■  'I 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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